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The Tule List of Documents Made Publicly Available is a 
monthly publication. It contains descriptions of the in- 
formation received and generated by ilic U.S. Nuclear 
Regulatory Commi.ssion (NRC). 'I'his information 
includes (1) docketed material associated with civilian 
nuclear power plants and other uses of radioactive ma- 
terials and (2) nondocketed material received and gen- 
erated by NI^C pertinent to its role as a regulatory 
agency. As used here, docketed docs not refer to Court 
dockets; it refers to the system by which NRC maintains 
its regulatory records. 'I’his scries of documents is in- 
dexed by a Personal Author Index, a Corporate Source 
Index, and a Report Number Index. 

'Fhe docketed information contained in the Tale List in- 


cludes the information formerly issued through the De- 
partment of I2ncr^ I)ubIication l^ower Reactor Docket 
information, last published in January 1979. Microfiche 
of the docketed information listed in the Title List is 
available for sale on a subscripiion basis from the Na- 
tional 'I'cchnical Information Seivicc (NTIS). See 
NOTIiS at the end of the Preface for the complete hfriS 
address. 

We encourage your comments, criticisms, tmd sugges- 
tions. in particular, il’ there are title dc.scriptions that are 
not meaningful, please let us know so that we ctm cor- 
rect the data base. Insofar as possible, we would like this 
document to be a valuable part of your reference 
material. 


DOCKETED ITEMS 


The listings within Docket 50 arc divided into Ihcauc- 
gorics used for filing and searching in the NRC Public 
Document Room. Those categories arc 


A. Appliciilion/conslruction stage documents and 
correspondence 

B. Utility Preliminary Safely Analysis Reports 
(PSAR), amendments 

C. Utility Environmental Reports (ER), amend- 
ments, and correspondence 

D. NRC Draft and Final Environmental (Impact) 
Statements (DES and F’ES), .supplemenlsandcor- 
rcspondencc 

E. NRC Safety Evaluation Reports (SER), supple- 
ments and correspondence 

I\ Security, medical, emergency, and firc-protcclion 
plans 

G. l.cgal and adjudictitory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Pinal Safely Analysis Reports (FSAR) and 
amendments 


L. Limited work auihoriwilions (LWA) and related 
correspondence 

M. Aniiinist reviews and antitrust correspondence 

N. Antitrust hearing transcripts, testimony, and brief- 
ings 

O. Advisory Committee on Reactor Safeguards 
(ACRS) reports and coiTCspondcncc 

P. Operating license stage documents and correspon- 
dence 

Q. Inspection reports, IE Bulletins, Circulars and In- 
formation Notices, civil penalties, and related cor- 
respondence 

K. Periodic operating reports and related correspon- 
dence 

S. Reportable occurrences, PNOs, FNSs, and related 
correspondence 

'i'. Transcripts, testimony, and briefings on non- 
anliliusl matters 

U. Congrcssional/exccutive correspondence 

V. Licensing of operators and related correspondence 

W. Decommissioning stage documents and correspon- 
dence 

X. Onsite storage of low-level waste 

Y. Independent spent fuel storage installations 





DOCKETED ITEMS (cont.) 


Appendix A sets forth those categories and describes 
the materials available in each. Omission of a category in 
the lusting for a docket indicates that no documents in 


that category were filed in the time period of the report. 
The principal elements of the entries in the list are 


P. Operating license stage documents & correspondence 

(D ® 

8907070172 Commends util for cxcmplaiy hospitality extended to visiting Soviet technical 
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© © ® 
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CLARK, P.R. General Public Utilities Corp.— GPU Service Corp. 2 pp. 50442:181-50442:182 


1. NRC/l’DR Documenlcategory(sce Appendix A). 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. Description of information contained in the docu* 
mem. 

4. Personal author(s). An asterisk in this po.sition in- 
dicates that there is no personal author. 

5. Author affiliation (NRC, coqiorate, agency, or 
nonindividual source). 

6. Date of document described. 

7. Recipient of the document. 

8. Recipient affiliation (NRC or corporate). 

9. Pages in this document. 

10. lliis five-digit number is the NRC 48X microfiche 
designation. 


11. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

12. This five-digit number is the microfiche on which 
this document ends. 

13. The three-digit portion of this entry is the number 
of the frame on which this document ends. 


Tlic Docketed licms list is arranged sequentially by 
Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash arc 
items that were submitted as enclosures to principal 
items. In general, indented items are not in accession 
number sequence. If the docketed document has a con- 
tract (FIN) number of a formal report number, it will ap- 
pear in the last line of the item following entry 5. 


NONDOCKETED ITEMS 


'ITie nondocketed items are divided into the categories 
used for filing and .searching in the NRC Public Docu- 
ment Room. These categories and their symbols are; 


lOCFR— Commission Meeting Records 


ACRS— Advisory Committee on Reactor Safe- 
guards 

ADVCM— NRC Advisory Committees 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 


NONDOCKETED ITEMS (cont.) 


DISCLOSURE— Financial Disclosure Informa- 
tion 

FOIA— Freedom of Information Act Requests 
and Releases 

GEN TECH IS— Generic Technical Issues 

IE— Inspection and Enforcement Issuances 

MISC— Public Document Room Miscellaneous 

NUREG— NRC-lssucd Formal Reports and Re- 
lated Correspondence 

ORG— Organizational File 

PR— Proposed Rules 

PRM— Petitions for Rulemaking 

PROJ— !*rojccts 

Pni— 10 CF-R Part 21 Deficiency Reports 
QA999— Quality Assurance Inspections 
UEGGD— Regulatory Guides 
RES— Research and Technical Assistance Reports 


REVIEW GRP— Research Review Groups 
RM— Rulemakings 

SECY— Staff Position Papers Before the Commis- 
sion 

STATE PROG— State Programs 

TOPREP— Vendor Topical Reports and Corre- 
spondence 

WASH— AEC-Issucd Formal Reports and Corre- 
spondence 

WM— Waste Management Documents 

WMRES— Waste Management Contract Docu- 
ments 

XPORTI-IC— Kjq)ons and Import Incenses 

Appendix B sets forth these categories and describes the 
material available in each. Omission of a categoiy in the 
listing for a docket indicate."; that no documents in that 
category were filed in the time period of the report. 

TItc principal elements of the nondpckclcd items are 


(T) NUREG— NRC-lssucd Formal Reports and Related Correspondence 
@ ® ( 1 ) 
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51409:065-51409:134. 


1. Nondocket category. 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. NRC Report Number. 


4. Title and description of information contained in 
the document. 

5. Personal aulhor(s). An asterisk in this position in- 
dicates that there is no personal author. 




NONDOCKETED ITEMS (cont.) 


6. Corporate, agency, or other nonindividual source. 

7. Contract of financial identification number (FIN), 
if any. 

8. Secondary report number, if any. 

9. Dale of document described. 

fO. NRC organizational recipient (or sponsor). 

11. Pages in this document. 

12. 'ITiis five-digit number is the NRC 48X microfiche 
designation. 


13. 'Ilie three-digit portion of this entry is the number 
of the frame on wiiich tliis document starts. 

14. 'Phis five-digit number is the microfiche on which 
this document ends. 

15. The three-digit portion of this entry is the number 
of the frame on which ihi.s document end.s. 

'Fhe Nondocketed Items list is arranged sequentially by 
Accession Numberwithin allegory. Indented items pre- 
ceded by a dash arc enclosures to unindented items. 


NOTES: 

1. 'Hie addrc.ss for GPO is 

Superintendent of Documents 
U.S. Government Printing Office 
P.O. Box 37082 
Washington. DC 20013-7082 


To place orders, send check or money order payable to 
the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling 
202-275-2060. 


2. The address for NTIS is 

NalionalTechnical Information Service 
5285 Port Royal Road 
Springfield, Virginia 22161 


To place orders for or to obtain price inforniaiion about 
NRC publications at NTIS, either write to N’l'IS or call 
the Sales Desk at (703) 487-4650. Specify tlic NRC re- 
port number and title when you place your order. Publi- 
cations can be charged to Amcriain lixprc.ss, Visa, or 
Mastercard credit cards; supply tlie charge card number 
when placing your order. 

3. Tlic address for the PDR is 

2120 L Street, NW.. Lx>wcr Ixvel 
Washington, DC 20555 

To place orders, either write to the NRC PDR or atU 
(202) 634-3273. When ordering documents Iksictl in this 
publication, please identify the Document Accc.ssioii 
Numberfor each citation. Paper copy and microfiche of 
the documents listed in this title list may be purchased. 
Reproduction charges and method of payment, based on 
the current reproduction contract, arc obtainable from 
the PDR. 


ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites • Docket 
27 

27-040 RICHLAND. WA. U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material • 

Docket 40 

40-1162 AMERICAN NUCLEAR CORP., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY. 1 

CHATTANOOGA. TN 

40-1571 INTERIOR. DEPT. OF. RESTON, VA 1 

40-1852 FISHER SCIENTIFIC CO.. FAIR LAWN. NJ 1 

40-2061 KERR-MCGEE CHEMICAL CORP.. WEST 1 

CHICAGO. IL 

40-2259 PATHFINDER MINES CORP., RIVERTON. 2 

WY 

40-2290 SPRAGUE ELECTRIC CO., NORTH 2 

ADAMS, MA 

40-3392 ALLIED-SIGNAL, INC., MORRISTOWN. NJ 2 

40-3453 ATLAS MINERALS. INC., DENVER. CO 2 

40-4492 AMERICAN NUCLEAR CORP.. CASPER. 2 

WY 

40-6622 PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

40*7102 SHIELOALLOY METALLURGICAL CORP.. 2 

NEWFIELD. NJ 

40*7397 FOOTE MINERAL CO.. EXTON. PA 5 

40-7680 FANSTEEL, INC.. NORTH CHICAGO. IL 6 

40-7604 BP CHEMICALS AMERICA. INC.. LIMA. 6 

OH 

40-8027 NEW SEQUOYAH FUELS CORP.. 6 

OKLAHOMA CITY, OK 

40-8035 COTTER CORP.. ROSWELL. NM 6 

40-8004 RIO ALGOM MINING CORP., MOAB. UT 7 

40-8452 BEAR CREEK URANIUM CO.. CASPER. 7 

WY 

40-8502 MALAPAl RESOURCES CO.. PHOENIX. 7 

A2 

40-8546 NATIONAL AERONAUTICS & SPACE 7 

ADMIN., HAMPTON, VA 

40-8584 MINERALS EXPLORATION CO., LOS 7 

ANGELES, CA 

40-8610 STEPAN CHEMICAL CO., MAYWOOD. NJ 7 

40-8681 UMETCO MINERALS CORP., GRAND 7 

JUNCTION. CO 

40-0698 PLATEAU RESOURCES. LTD., GRAND 7 

JUNCTION. CO 

40-8714 CLEVELAND-CLIFFS IRON CO.. 7 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 7 

40-8783 URANER2 USA. INC., CASPER. WY 7 


Docket Name Pai 


40-8786 URANIUM RESOURCES. INC.. 

RICHARDSON. TX 

40*0801 WESTLAKE UNDFILL, NORTHBROOK. 

IL 

40-8820 AMAX, INC.. GOLDEN, CO 

40-8857 POWER RESOURCES. INC.. GLENROCK. 

WY 

40-8902 ANACONDA MINERALS CO., GRANTS. 

NM 

40-8903 HOMESTAKE MINING CO.. GRANTS, NM 

40-8004 BP AMERICA, INC, CLEVELAND. OH 

40-0905 QUIVIRA MINING CO.. GRANTS. NM 

40-8907 UNITED NUCLEAR CORP., SANTA FE. 

NM 

40-8914 ENERGY. DEPT. OF. SCOVILLE. ID 

40-8926 ALTAJR RESOURCES, INC.. CASPER. WY 

40-8948 SHIELOALLOY CORP., NEWFIELD. NJ 

40-8958 URANERZ USA. INC., CASPER. WY 

40-8981 URANERZ USA. INC., CASPER, WY 


Domestic Licensing of Production and 
Utilization Facilities * Docket 50 

50-3 INDIAN POINT STATION, UNIT 1 

50-5 PENNSYLVANIA STATE UNIV. 

RESEARCH REACTOR 

60-1 0 DRESDEN NUCLEAR POWER STATION. 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 

TECHNOLOGY RESEARCH REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 

STATION 

50-54 CINTICHEM 

50-57 BUFFALO MATERIALS RESEARCH 

CENTER 

60-77 CATHOLIC UNIV. OF AMERICA 

RESEARCH REACTOR 

50-83 UNIV. OF FLORIDA TRAINING REACTOR 

50-89 GENERAL ATOMIC CO. 

50-97 CORNELL UNIV. ZERO POWER 

REACTOR 

50-113 UNIV. OF ARIZONA RESEARCH 

REACTOR 

50-11 6 IOWA STATE UNIV. RESEARCH 

REACTOR 

60-123 UNIV. OF MISSOURI RESEARCH 

REACTOR-ROLLA 

60-1 30 PATHFINDER ATOMIC PLANT 



Docket 

Name 

Page 

Docket 

Name 

50-131 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

12 

50-254 

QUAD-CITIES STATION. UNIT 1 

PALISADES NUCLEAR PUNT 



50-255 

60-133 

HUMBOLDT BAY POWER PUNT. UNIT 3 

12 

50-259 

BROWNS FERRY NUCLEAR POWER 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

12 

50-260 

STATION. UNIT 1 

BROWNS FERRY NUCLEAR POWER 

50-139 

UNIV. OF WASHINGTON RESEARCH 
REACTOR 

12 


STATION. UNIT 2 



50-261 

H.B. ROBINSON PUNT. UNIT 2 

50-146 

SAXTON NUCLEAR EXPERIMENTAL 

12 


MONTICELLO NUCLEAR GENERATING 

FACILITY 

50-263 




PUNT 

50-148 

UNiV. OF KANSAS RESEARCH 

12 


DOW CHEMICAL CO. 


REACTOR 


50-264 

50-155 

BIG ROCK POINT NUCLEAR PUNT 

13 

50-265 

QUAD-CITIES STATION. UNIT 2 

50-156 

UNN. OF WISCONSIN RESEARCH 

13 

60-266 

POINT BEACH NUCLEAR PUNT. UNIT 1 


REACTOR 


50-267 

FORT ST. VRAIN NUCLEAR 

50-157 

CORNELL UNIV. RESEARCH REACTOR 

13 


GENERATING STATION 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 

13 

50-269 

OCONEE NUCLEAR STATION. UNIT 1 


RESEARCH REACTOR 


50-270 

OCONEE NUCLEAR STATION, UNIT 2 

50-166 

UNIV. OF MARYUND RESEARCH 
REACTOR 

14 

50-271 

VERMONT YANKEE NUCLEAR POWER 




STATION 

50-170 

ARMED FORCES RADIOBIOLOQY 
RESEARCH INSTITUTE 

14 

50-272 

SALEM NUCLEAR GENERATING 




STATION. UNIT 1 

50-171 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 1 

14 

50-274 

U.S. GEOLOGICAL SURVEY RESEARCH 




REACTOR 

50-164 

NATIONAL INSTITUTE OF STANDARDS 
& TECHNOLOGY REACTOR 

14 

60-275 

DIABLO CANYON NUCLEAR POWER 




PUNT, UNIT 1 

50-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR.COLUW0IA 

14 

50-277 

PEACH BOTTOM ATOMIC POWER 
STATION. UNIT 2 

50-193 

RHODE ISUND & PROVIDENCE 

16 



plantations AEC 


50-276 

PEACH BOTTOM ATOMIC POWER 
STATION. UNIT 3 

60-199 

MANHATTAN COLLEGE RESEARCH 

15 



REACTOR 


50-280 

SURRY POWER STATION. UNIT 1 

50-206 

SAN ONOFRE NUCLEAR STATION. UNIT 

1 

15 

50-281 

SURRY POWER STATION. UNIT 2 



60-282 

PRAIRIE ISUND NUCLEAR STATION. 

50-213 

HADDAM NECK PUNT 

16 


UNIT 1 

50-219 

OYSTER CREEK NUCLEAR POWER 
PLANT 

18 

60-285 

FORT CALHOUN STATION, UNIT 1 



60-266 

INDIAN POINT STATION. UNIT 3 

60-220 

NINE MILE POINT NUCLEAR STATION. 

10 



UNIT 1 


50-267 

OCONEE NUCLEAR STATION. UNIT 3 

50-223 

UNIV. OF LOWELL RESEARCH 

21 

50-266 

REED COLLEGE RESEARCH REACTOR 


REACTOR 


60-289 

THREE MILE ISUND NUCLEAR 

60-225 

RPf CRITICAL EXPERIMENT 

21 


STATION, UNIT 1 

50-228 

AEROTEST RADIOGRAPHY & 

21 

60-293 

PILGRIM NUCLEAR POWER STATION. 


RESEARCH REACTOR 



UNIT 1 

50-237 

DRESDEN NUCLEAR POWER STATION. 

21 

50-295 

ZION NUCLEAR POWER STATION. UNIT 


UNIT 2 



1 

50-244 

ROBERT EMMET GINNA NUCLEAR 

22 

60-296 

BROWNS FERRY NUCLEAR POWER 


PLANT. UNIT 1 



STATION, UNIT 3 

50-245 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 1 

23 

60-298 

COOPER NUCLEAR STATION 

50-247 

25 

60-301 

POINT BEACH NUCLEAR PUNT, UNIT 2 

INDIAN POINT STATION, UNIT 2 

50-302 

CRYSTAL RIVER NUCLEAR PUNT. UNIT 

50-246 

DRESDEN NUCLEAR POWER STATION, 
UNITS 

26 


3 



60-304 

ZION NUCLEAR POWER STATION. UNIT 

60-250 

TURKEY POINT PUNT. UNIT 3 

27 


2 

60-261 

TURKEY POINT PUNT, UNIT 4 

29 

50-306 

KEWAUNEE NUCLEAR POWER PUNT 


Docket Name Page 

50-306 PRAIRIE ISLAND NUCLEAR STATION. 68 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 69 

50-311 SALEM NUCLEAR GENERATING 89 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 71 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 72 

50-315 DONALD C. COOK NUCLEAR POWER 74 

PLANT, UNIT 1 

50-316 DONALD 0. COOK NUCLEAR POWER 75 

PUNT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 76 

PUNT. UNIT 1 

50-318 CALVERT CLIFFS NUCLEAR POWER 7B 

PUNT. UNIT 2 

60-320 THREE MILE ISUNO NUCLEAR 80 

STATION. UNIT 2 

50-321 EDWIN I, HATCH NUCLEAR PUNT. UNIT 80 

1 

60-322 SHOREHAM NUCLEAR POWER STATION 82 

50-323 DIABLO CANYON NUCLEAR POWER 82 

PUNT. UNIT 2 

60-324 BRUNSWICK STEAM ELECTRIC PUNT. 84 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PUNT. 85 

UNIT 1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 86 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PUNT. UNIT 1 87 

60-328 SEQUOYAH NUCLEAR PUNT, UNIT 2 08 

60-329 MIDUND PUNT. UNIT 1 90 

50-330 MIDUND PUNT. UNIT 2 90 

60-331 DUANE ARNOLD ENERGY CENTER 90 

60-333 JAMES A. FITZPATRICK NUCLEAR 91 

POWER PUNT 

60-334 BEAVER VALLEY POWER STATION. 92 

UNIT 1 

60-335 ST. LUCIE PUNT. UNIT 1 93 

50-336 MILLSTONE NUCLEAR POWER 94 

STATION, UNIT 2 

60-338 NORTH ANNA POWER STATION. UNIT 1 96 

50-339 NORTH ANNA POWER STATION. UNIT 2 97 

60-341 ENRICO FERMI ATOMIC POWER PUNT, 97 

UNIT 2 

60-344 TROJAN NUCLEAR PUNT 99 

60-346 DAVIS-BESSE NUCLEAR POWER 101 

STATION. UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PUNT, 103 

UNIT 1 


Docket Name Pat 

50-353 LIMERICK GENERATING STATION. UNIT 1( 

2 

50-354 HOPE CREEK NUCLEAR STATION. UNIT 1( 

1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 1 ( 

2 

50-362 SAN ONOFRE NUCLEAR STATION. UNIT 1( 

3 

60-364 JOSEPH M. FARLEY NUCLEAR PUNT, 1( 

UNIT 2 

50-366 EDWIN 1. HATCH NUCLEAR PUNT. UNIT 11 

2 

50-368 ARKANSAS NUCLEAR ONE. UNIT 2 ti 

60-369 WILLIAM B. MCGUIRE NUCLEAR 1‘ 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 11 

STATION. UNIT 2 

50-373 USALLE COUNTY STATION, UNIT 1 1 1 

50-374 USALLE COUNTY STATION, UNIT 2 1 ' 

50-382 WATERFORD GENERATING STATION. V 

UNITS 

50-387 SUSQUEHANNA STEAM ELECTRIC V 

STATION. UNIT 1 

60-388 SUSQUEHANNA STEAM ELECTRIC 1J 

STATION. UNIT 2 

50-389 ST. LUCIE PUNT, UNIT 2 11 

50-390 WATTS BAR NUCLEAR PUNT. UNIT 1 II 

60-391 WATTS BAR NUCLEAR PUNT, UNIT 2 11 

50-395 VIRGIL C. SUMMER NUCLEAR STATION. 11 

UNIT 1 

50-397 WPPSS NUCLEAR PROJECT. UNIT 2 tl 

60-400 SHEARON HARRIS NUCLEAR POWER 1; 

PUNT, UNIT 1 

50-409 U CROSSE BOILING WATER REACTOR 1; 

50-410 NINE MILE POINT NUCLEAR STATION. 1; 

UNIT 2 

60-412 BEAVER VALLEY POWER STATION. 1: 

UNITE 

60-41 3 CATAWBA NUCLEAR STATION. UNIT 1 1 : 

60-414 CATAWBA NUCLEAR STATION, UNIT 2 1i 

60-416 GRAND GULF NUCLEAR STATION, UNIT t 

1 

60-417 GRAND GULF NUCLEAR STATION. UNIT 1 

2 

60-423 MILLSTONE NUCLEAR POWER 1 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PUNT. 1 

UNIT 1 

60-425 ALVIN W. VOGTLE NUCLEAR PUNT. 1 

UNIT 2 

STN-60- FLOATING NUCLEAR PUNT 1 

437 


50-439 

BELLEFONTE NUCLEAR PLANT. UNIT 2 

141 

Domestic Licensing of Special Nuclear 



Material • 

Docket 70 

60-440 

PERRY NUCLEAR POWER PLANT, UNIT 

141 




1 


70-0025 

ROCKETDYNE DiV. (ROCKWELL 
INTERNATIONAL CORP.), CANOGA 

50-441 

PERRY NUCLEAR POWER PLANT. UNIT 

142 



2 


70-0027 

BABCOCK & WILCOX CO.. LYNCHBURG, 
VA 

60-443 

SEA0ROOK NUCLEAR STATION. UNIT 1 

143 





70-0038 

COMBUSTION ENGINEERING. INC.. 

60-444 

SEABROOK NUCLEAR STATION. UNIT 2 

147 


WINDSOR, CT 

80-445 

COMANCHE PEAK STEAM ELECTRIC 

ISO 

70-0143 

NUCLEAR FUEL SERVICES. INC., 


STATION. UNIT 1 



ERWIN. TN 

60-446 
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STATION. UNIT 2 
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STN-50- 

BYRON STATION. UNIT 1 

154 



454 


70-0398 

COMMERCE, DEPT. OF. WASHINGTON. 
DC 

STN-50- 

BYRON STATION, UNIT 2 

155 


455 


70-0687 

CINTICHEM. INC, TUXEDO, NY 

STN-50- 

BRA1DWOOD STATION, UNIT 1 

157 

700734 

GENERAL ATOMICS. SAN DIEGO. CA 

456 



70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 

STN-50. 

BRAIOWOOD STATION. UNIT 2 

156 


CA 

457 



700B20 
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50-459 
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70-0925 
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OK 
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STN-50- 
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NUCLEAR ASSURANCE CORP. 
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TENNESSEE GAS PIPELINE CO. DIV. 
gENNECO. INC.) 
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NAVY, DEPT. OF 
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NAVY. DEPT. OF 
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ALCHEMIE FACILITY 2 - OLIVER 
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GE ADVANCED BWR DESIGN 
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71-0089 

NAVY, DEPT. OF 

50-606 

ARKANSAS TECH UNIV.. UNIT 1 
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71-0095 

UNITED STATES TESTING CO., INC. 




71-0114 

COL0Y-THIELMEIER TESTING CO. 
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71-0115 BABCOCK a WILCOX CO. 175 

71-0164 GENERAL DYNAMICS CORP. 175 

71-0159 LOCKHEED MISSILES a SPACE CO.. 175 

INC. 

71-0166 NEW YORK TESTING LABORATORIES. 176 

INC. 

71-0179 NUCLEAR CONTAINERS. INC. 176 

71-0182 COMBUSTION ENGINEERING. INC. 176 

71-0231 CHEM-NUCLEAR SYSTEMS. INC. 176 

71-0260 ASTROTECH. INC. 176 

71-0277 ALLIED-SIGNAL. INC. 176 

71-0308 ALASKA INDUSTRIAL X-RAY 176 

71-0319 GENERAL TESTING a INSPECTION CO. 176 

71-0341 ARKANSAS POWER a LIGHT CO. 176 

71-0347 STONE a WEBSTER ENGINEERING 176 

CORP. 

71-0352 NILES STEEL TANK CO. 176 

71-0358 NAVY, DEPT. OF 176 

71-0362 WISCONSIN PUBLIC SERVICE CORP. 176 

71 -0363 BRIGGS ENGINEERING a TESTING CO.. 1 76 

INC. 

71-0384 NEW ENGLAND NUCLEAR CORP. 176 

71-0524 RADIATION STERILIZERS, INC. 176 

71-0526 PHILADELPHIA ELECTRIC CO. 176 

71-0526 DETROIT EDISON 176 

71-0529 THERAPY SERVICES 177 

71-0687 INDEPENDENT INSPECTION CORP. 177 

71-0689 MANHATTAN COLLEGE. RIVERDALE. NY 177 

71-0690 INDESERV. INC. 177 

71-0691 TEI ANALYTICAL SERVICES. INC. 177 

71-0692 TaK INSPECTION 177 

71-0693 CENTERIOR SERVICE CO. 177 

71-3010 MODEL: NT-IX, TRANSPORTATION. 177 

DEPT. OF 

71-3011 MODEL: TNB 0146. TRANSPORTATION. 177 

DEPT. OF 

71-4949 MODEL; UNC-1484. UNITED NUCLEAR 177 

CORP. 

71-5341 MODEL: NFP-55. BABCOCK a WILCOX 177 

CO. 

71-5517 MODEL: BB-260-1. NUCLEAR FUEL 177 

SERVICES. INC. 

71-5754 MODEL: RMG-172. NUCLEAR FUEL 177 

SERVICES. INC. 

71-5910 MODEL: NNFD-SA-2. BABCOCK a 177 

WILCOX CO. 

71-6971 MODEL: 200. GENERAL ELECTRIC CO. 177 

71-5980 MODEL: GE-600. GENERAL ELECTRIC 177 

CO. 
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71-5984 MODEL: 5984. J.L SHEPHERD a i: 

ASSOCIATES 

71-6003 MODEL: M-1 30. ENERGY. DEPT. OF V. 

71-6144 MODEL: B-2. U.S. ECOLOGY. INC. 1- 

71-6280 MODEL: A-OI 09. J.L. SHEPHARD a 1 < 

ASSOCIATES 

71-6294 MODEL; UNC-2001. COMBUSTION i: 

ENGINEERING, INC. 

71-6346 MODEL: FSV-1 a FSV-1A, PUBLIC 1 < 

SERVICE CO. OF COLORADO 

71-6347 MODEL: FSV-3, GA TECHNOLOGIES, i: 

INC. 

71-6357 MODEL: NNFD-10. BABCOCK a WILCOX M 

CO. 

71-6697 MODEL: GE-8500. ENERGY. DEPT. OF V> 

71-6717 MODEL: 6717-B.AMERSHAM CORP. 11 

71-6746 MODEL: FSV-2, GA TECHNOLOGIES. 11 

INC. 

71-9001 MODEL; IF-300. PACIFIC NUCLEAR 11 

SYSTEMS. INC. 

71-9006 MODEL: Al 600 SU, AMERSHAM CORP. 11 

71-9007 MODEL: 520. TECH/OPS. INC. 11 

71-9010 MODEL; NLI-1/2. NUCLEAR ASSURANCE 11 
CORP. 

71-9019 MODEL: BU-7. GENERAL ELECTRIC CO. 11 

71-0027 MODEL: 741 a 741E. AMERSHAM CORP. 11 

71-9032 MODEL: 660. AMERSHAM CORP. 11 

71-0033 MODEL: 660 a 660E, AMERSHAM CORP. 11 

71-9034 MODEL: TRIGA-I, GA TECHNOLOGIES, 11 

INC. 

71-9035 MODEL: 680 a 680E, TECH/OPS, INC. 11 

71-0036 MODEL: C-1. SOURCE PRODUCTION a 11 

EQUIPMENT CO.. INC. 

71-0037 MODEL: TRlQA-2, GA TECHNOLOGIES, II 

INC. 

71-0053 MODEL: 683, TECH70PS. INC. II 

71-0066 MODEL: SPEC 2-T, SOURCE II 

PRODUCTION a EQUIPMENT CO. 

71-9070 MODEL: NUPAC 14D-2.0. NUCLEAR II 

PACKAGING. INC. 

71-9107 MODEL: 771, AMERSHAM CORP. 1i 

71 -01 10 MODEL: MX-IC-1 00. MAGNAFLUX CORP. 1 1 

71-9121 MODEL: 1.26 INCH LEAD. PROTECTIVE t 

PACKAGING. INC. 

71-9127 MODEL: 100. 100A, 200 & 200A, 1 

AMERSHAM CORP. 

71-9120 MODEL: C-8, AMERSHAM CORP. 1 

71-9133 MODEL: C-10. AMERSHAM CORP. 1 

71-9136 MODEL: CENTURY S a SA. CENTURY 1 

UNIVERSAL S a SA. 

71-9137 MODEL: 820, AMERSHAM CORP. 1 

71 -91 48 MODEL: 770. AMERSHAM CORP. 1 


71-9160 

MODEL: 20-VS & 40-VS. AMERSHAM 

CORP. 

180 

71-9225 

MODEL: NAC-LWT, NUCLEAR 

ASSURANCE CORP. 

181 

71-9165 

MODEL: 855. AMERSHAM CORP. 

180 

71-9228 

MODEL: 2000, GENERAL ELECTRIC CO. 

101 

71-9166 

MODEL: 864, AMERSHAM CORP. 

181 

71-9233 

MODEL: TN-RAM, TRANSNUCLEAR, INC. 

181 

71-9168 

MODEL: CMS 8-1208, CHEM-NUCLEAR 
SYSTEMS. rNC. 

161 

71-9234 

MODEL: NCI-21PF.1. NUCLEAR 
CONTAINERS. INC. 
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71-9163 

71-9167 

MODEL: NAC-1. NUCLEAR ASSURANCE 
CORP. 

MODEL: 866. AMERSHAM CORP. 

181 

181 

Licensing of independent Spent Fuel Storage 
• Docket 72 


71-9196 

MODEL: UX-SO. NUCLEAR PACKAGING, 
INC. 

181 

72-0002 

VIRGINIA ELECTRIC & POWER CO.. 60- 
260 & 50-261 

181 

71-9208 

MODEL: NUPAC 10-142. NUCLEAR 
PACKAGING. INC. 

181 

72-0004 

DUKE POWER CO.. 50-269, 50-270 & 60- 
267 

181 

71-9216 

MODEL: CNS 1-13G, CHEM-NUCLEAR 
SYSTEMS. INC. 

181 

72-0006 

CAROLINA POWER & LIGHT CO., 50-324 
& 50-325 

182 

71-9217 

MODEL: ANF-250. ADVANCED NUCLEAR 
FUELS CORP. 

181 

72-0008 

BALTIMORE GAS & ELECTRIC CO.. 50- 
317 & 50-318 

182 

71-9222 

MODEL: HN-215H. WESTINGHOUSE 
HITTMAN NUCLEAR, INC. 

181 

72-0009 

PUBLIC SERVICE CO. OF COLORADO. 
50-267 

182 

71-9224 

MODEL: HN-t90-2. WESTINQHOUSE 
HITTMAN NUCLEAR. INC. 

181 

72-0010 

NORTHERN STATES POWER CO.. 50- 
282 & 50-306 

182 
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ALLIED-SIGNAL. INC.. MORRISTOWN. NJ 40-3392 2 

ALTAIRRESOURCES. INC.. CASPER. WY 40-8928 8 

AMAX. INC.. GOLDEN. CO 40-8820 7 

AMERICAN NUCLEAR CORP., CASPER, WY 40-4492 2 

AMERICAN NUCLEAR CORP., JEFFREY 40-1162 1 

CITY, WY 

ANACONDA MINERALS CO.. GRANTS. NM 40-8902 7 

ATLAS MINERALS. INC.. DENVER, CO 40-3463 2 

BEAR CREEK URANIUM CO.. CASPER. WY 40-8452 7 

BP AMERICA, INC., CLEVELAND. OH 40-8904 8 

BP CHEMICALS AMERICA. INC.. LIMA, OH 40-7604 6 

CHEMETRON CORP., CHICAGO. IL 40-8724 7 

CLEVELANO-CLIFFS IRON CO.. CLEVELAND, 40-8714 7 

OH 

COTTER CORP., ROSWELL, NM 40-8035 6 

ENERGY, DEPT. OF, SGOVILLE. ID 40-8914 8 

FANSTEEL, INC.. NORTH CHICAGO. IL 40-7580 6 

FISHER SCIENTIFIC CO.. FAIR UWN. NJ 40-1662 1 

FOOTE MINERAL CO., EXTON. PA 40-7397 5 

HOMESTAKE MINING CO., GRANTS, NM 40-6903 8 

INTERIOR. DEPT. OF, RESTON, VA 40-1671 I 

KERR-MCQEE CHEMICAL CORP.. WEST 40-2061 1 

CHICAGO. IL 

MAUPAI RESOURCES CO.. PHOENIX. AZ 40-8602 7 

MINERALS EXPLORATION CO., LOS 40-8584 7 

ANGELES, CA 

NATIONAL AERONAUTICS & SPACE ADMIN.. 40-0546 7 

HAMPTON. VA 

NEW SEQUOYAH FUELS CORP.. 40-0027 6 

OKLAHOMA CITY. OK 

PATHFINDER MINES CORP., RIVERTON, WY 40-2259 2 

PATHFINDER MINES CORP., SHIRLEY 40-6622 2 

BASIN. WY 

PLATEAU RESOURCES, LTD., GRAND 40-8698 7 

JUNCTION. CO 

POWER RESOURCES, INC., GLENROCK, WY 40-8857 7 

QUIVIRA MINING CO.. GRANTS. NM 40-8905 8 

RIO ALGOM MINING CORP., MOAB.UT 40-6084 7 

SHIELDALLOY CORP., NEWFIELD, NJ 40-8948 8 

SHIELOALLOY METALLURGICAL CORP., 40-7102 2 

NEWFIELD. NJ 


SPRAGUE ELECTRIC CO.. NORTH ADAMS. 40-2298 

MA 

STEPAN CHEMICAL CO.. MAYWOOD. NJ 40-861 0 

TENNESSEE VALLEY AUTHORITY, 40-1341 

CHATTANOOGA. TN 

UMETCO MINERALS CORP., GRAND 40-8681 

JUNCTION. CO 

UNITED NUCLEAR CORP.. SANTA FE. NM 40-8907 

UBANERZ USA, INC., CASPER. WY 40-8950 

URANERZ USA. INC., CASPER, WY 40-8783 

URANERZ USA. INC., CASPER, WY 40-8981 

URANIUM RESOURCES. INC.. RICHARDSON. 40-8786 

TX 

WESTLAKE LANDFILL, NORTHBROOK. IL 40-8801 
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REACTOR 
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ALCHEMIE FACILITY 2 - OLIVER SPRINGS 60-604 17 
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ALVIN W. VOGTLE NUCLEAR PUNT. UNIT 2 50-426 13 
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ARKANSAS TECH UNIV., UNIT 1 60-606 17 

ARMED FORCES RADIOBIOLOGY 60-170 1 

RESEARCH INSTITUTE 

BEAVER VALLEY POWER STATION, UNIT t 60-334 9 

BEAVER VALLEY POWER STATION. UNIT 2 60-412 13 

BELLEFONTE NUCLEAR PUNT, UNIT 1 60-438 14 

BELLEFONTE NUCLEAR PUNT. UNIT 2 60-439 14 

BIG ROCK POINT NUCLEAR PUNT 60-166 1 

0RAIDWOOD STATION, UNIT 1 STN-50-466 16 

BRAIDWOOD STATION. UNIT 2 STN.50-457 16 

BROWNS FERRY NUCLEAR POWER 60-259 3 

STATION, UNIT 1 

BROWNS FERRY NUCLEAR POWER 60-260 3 

STATION, UNIT 2 

BROWNS FERRY NUCLEAR POWER 50-296 6 

STATION. UNIT 3 

BRUNSWICK STEAM ELECTRIC PUNT. 60-326 6 
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BRUNSWICK STEAM ELECTRIC PUNT. 60-324 E 

UNIT 2 

BUFFALO MATERIALS RESEARCH CENTER 60-67 
BYRON STATION, UNIT 1 STN-50-464 U 

BYRON STATION. UNIT 2 STN-50-465 11 
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CALVERT CLIFFS NUCLEAR POWER PUNT. 
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50-317 

76 

CALVERT CLIFFS NUCLEAR POWER PUNT. 
UNIT 2 

50-318 

78 

CATAWBA NUCLEAR STATION. UNIT 1 

50-413 

132 

CATAWBA NUCLEAR STATION. UNIT 2 

50-414 

133 

CATHOLIC UNIV. OF AMERICA RESEARCH 
REACTOR 

50-77 

11 

CESSAR SYSTEM 80. COMBUSTION STN-50-470 

ENGINEERING. INC. 
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CINTICHEM 

50-54 

11 

CLINCH RIVER BREEDER REACTOR 

50-537 

171 

CLINTON POWER STATION. UNIT 1 

50-461 

160 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 1 

50-445 

ISO 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 2 

50-446 

152 

COOPER NUCLEAR STATION 

50-208 

62 

CORNELL UNIV. RESEARCH REACTOR 

50-157 

13 

CORNELL UNIV. ZERO POWER REACTOR 

50-97 

11 

CRYSTAL RIVER NUCLEAR PUNT. UNIT 3 

50-302 

64 

DAVIS-BESSe NUCLEAR POWER STATION. 
UNIT 1 

50-346 
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DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 1 

50-275 

45 

DIABLO CANYON NUCLEAR POWER PUNT. 
UNIT 2 

50-323 

82 

DONALD C, COOK NUCLEAR POWER 

PUNT. UNIT 1 

50-315 

74 

DONALD C. COOK NUCLEAR POWER 

PUNT. UNIT 2 

50-316 

75 

DOW CHEMICAL CO. 

50-264 

37 

DRESDEN NUCLEAR POWER STATION. 

UNIT 1 

50-10 

9 

DRESDEN NUCLEAR POWER STATION. 

UNIT 2 

50-237 

21 

DRESDEN NUCLEAR POWER STATION. 

UNIT 3 

50-249 

26 

DUANE ARNOLD ENERGY CENTER 

50-331 

90 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 1 

60-321 

80 

EDWIN 1. HATCH NUCLEAR PUNT. UNIT 2 

50-366 

110 

ENRICO FERMI ATOMIC POWER PLANT, 

UNIT 2 

50-341 

97 

FLOATING NUCLEAR PUNT STN-50-437 

140 

FORT CALHOUN STATION, UNIT 1 

50-285 

53 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

60-267 

39 

GE ADVANCED BWR DESIGN STN-SO-BOS 
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GENERAL ATOMIC CO. 

50-68 
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GRAND GULF NUCLEAR STATION, UNIT 1 60-416 136 

GRAND GULF NUCLEAR STATION. UNIT 2 50-417 136 

H.8. ROBINSON PLANT. UNIT 2 60-261 35 

HADDAM NECK PLANT 50-213 16 

hope creek nuclear STATION. UNIT 1 50-364 106 

HUMBOLDT BAY POWER PLANT. UNIT 3 60-133 12 

INDIAN POINT STATION, UNIT 1 60-3 9 

INDIAN POINT STATION. UNIT 2 60-247 26 

INDIAN POINT STATION. UNIT 3 60-206 65 

IOWA STATE UNIV. RESEARCH REACTOR 60-116 11 

JAMES A. FITZPATRICK NUCLEAR POWER 60-333 01 

PUNT 

JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 50-348 103 

1 

JOSEPH M. FARLEY NUCLEAR PUNT. UNIT 60-364 100 

2 

KEWAUNEE NUCLEAR POWER PUNT 60-305 67 

U CROSSE BOILING WATER REACTOR 60-409 120 

USALLE COUNTY STATION. UNIT 1 60-373 1 1C 

USALLE COUNTY STATION. UNIT 2 60-374 117 

LIMERICK GENERATING STATION. UNIT 1 60-362 102 

LIMERICK GENERATING STATION. UNIT 2 60-363 10< 

MAINE YANKEE ATOMIC POWER PUNT 60-300 6£ 

MANHATTAN COLLEGE RESEARCH 60-109 H 
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MASSACHUSETTS INSTITUTE OF 60-20 i 

TECHNOLOGY RESEARCH REACTOR 

MIDUND PUNT. UNIT 1 60-329 9( 

MIDUND PUNT. UNIT 2 50-330 9( 

MILLSTONE NUCLEAR POWER STATION, 60-246 
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MILLSTONE NUCLEAR POWER STATION, 60-336 9‘ 
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MILLSTONE NUCLEAR POWER STATION. 60-423 131 

UNIT 3 

MONTICELLO NUCLEAR GENERATING 60-263 31 

PUNT 

NATIONAL INSTITUTE OF STANDARDS & 60-184 1- 

TECHNOLOGY REACTOR 

NINE MILE POINT NUCLEAR STATION. UNIT 60-220 1i 

1 

NINE MILE POINT NUCLEAR STATION, UNIT 60-410 12! 
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NORTH ANNA POWER STATION. UNIT 1 60-338 

NORTH ANNA POWER STATION. UNIT 2 60-339 

OCONEE NUCLEAR STATION. UNIT 1 60-269 

OCONEE NUCLEAR STATION. UNIT 2 50-270 

OCONEE NUCLEAR STATION. UNITS 50-287 
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OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

50-131 

12 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

18 

PALISADES NUCLEAR PUNT 

50-255 

31 

PALO VERDE NUCLEAR STATION. UNIT 1 STN-50-528 

167 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

168 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

169 

PATHFINDER ATOMIC PUNT 

50-130 

11 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

14 

PEACH BOTTOM ATOMIC POWER STATION. 
UNIT2 

50-277 

47 

PEACH BOTTOM ATOMIC POWER STATION. 
UNITS 

50-278 

48 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

9 

PERRY NUCLEAR POWER PLANT. UNIT 1 

50-440 

141 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

142 

PILGRIM NUCLEAR POWER STATION. UNIT 

1 

50-293 

58 

POINT BEACH NUCLEAR PUNT, UNIT 1 

50-266 

30 

POINT BEACH NUCLEAR PUNT. UNIT 2 

50-301 

63 

PRAIRIE ISUND NUCLEAR STATION. UNIT 

1 

50-282 

52 

PRAIRIE ISUNO NUCLEAR STATION. UNIT 

S 

50-306 

68 

QUAD-CITIES STATION, UNIT 1 

50-254 

30 

QUAD-CITIES STATION, UNIT 2 

50-265 

37 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

71 

REED COLLEGE RESEARCH REACTOR 

50-266 

57 

RHODE ISUND & PROVIDENCE 
PUNTATIONS AEG 

50-193 

15 

RIVER BEND STATION. UNIT 1 

50-458 

159 

RIVER BEND STATION. UNIT 2 

50-459 

160 

ROBERT EMMET GlNNA NUCLEAR PUNT, 
UNIT 1 

60-244 

22 

RPl CRITICAL EXPERIMENT 

50-225 

21 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

44 

SALEM NUCLEAR GENERATING STATION. 
UNIT 2 

50-31 1 

69 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

60-206 

15 

SAN ONOFRE NUCLEAR STATION. UNIT 2 

50-361 

107 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

50-362 

108 

SAXTON NUCLEAR EXPERIMENTAL 

FACILITY 

60-146 

12 

SEABROOK NUCLEAR STATION, UNIT t 

50-443 

143 

SEABROOK NUCLEAR STATION. UNIT 2 

60-444 

147 

SEQUOYAH NUCLEAR PUNT. UNIT 1 

60-327 

87 


SEQUOYAH NUCLEAR PLANT. UNIT 2 50-328 8 

SHEARON HARRIS NUCLEAR POWER 50-400 12 

PLANT, UNIT 1 

SHOREHAM NUCLEAR POWER STATION 50-322 8 

SOUTH TEXAS PROJECT. UNIT 1 STN.50-498 16 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 16: 

ST. LUCIE PLANT. UNIT 1 50-335 9: 

ST. LUCIE PLANT, UNIT 2 50-389 12 

SURRY POWER STATION. UNIT 1 50-280 4! 

SURRY POWER STATION, UNIT 2 50-281 5 

SUSQUEHANNA STEAM ELECTRIC 50*387 111 

STATION, UNIT 1 

SUSQUEHANNA STEAM ELECTRIC 50-388 121 

STATION. UNIT 2 

THREE MILE ISLAND NUCLEAR STATION. 50-289 5: 

UNIT 1 

THREE MILE ISLAND NUCLEAR STATION, 50-320 81 

UNIT 2 

TROJAN NUCLEAR PLANT 50-344 91 

TURKEY POINT PLANT. UNIT 3 50-250 

TURKEY POINT PLANT, UNIT 4 50-251 21 

U.S. GEOLOGICAL SURVEY RESEARCH 50-274 4f 

REACTOR 

UNIV. OF ARIZONA RESEARCH REACTOR 50-113 1' 

UNIV. OF CALIFORNIA AT IRVINE 50-326 8i 

RESEARCH REACTOR 

UNIV. OF FLORIDA TRAINING REACTOR 50-83 1 

UNIV. OF KANSAS RESEARCH REACTOR 50-148 11 

UNIV. OF LOWELL RESEARCH REACTOR 60-223 2' 

UNIV. OF MARYLAND RESEARCH REACTOR 60-166 1- 

UNIV. OF MISSOURI RESEARCH REACTOR- 60-186 1- 

COLUMBIA 

UNIV. OF MISSOURI RESEARCH REACTOR- 60-123 1 

ROLLA 

UNIV. OF TEXAS RESEARCH REACTOR 50-602 17 

UNIV. OF WASHINGTON RESEARCH 50-139 11 

REACTOR 

UNIV. OF WISCONSIN RESEARCH 50-156 II 

REACTOR 

VERMONT YANKEE NUCLEAR POWER 60-271 41 

STATION 

VIRGIL C. SUMMER NUCLEAR STATION. 50-395 12! 

UNIT 1 

WASHINGTON STATE UNIV. RESEARCH 50-27 1' 

REACTOR (TRIC3A) 

WATERFORD GENERATING STATION, UNIT 60-382 11 

3 

WATTS BAR NUCLEAR PLANT. UNIT 1 60-390 1 ‘ 

WATTS BAR NUCLEAR PUNT. UNIT 2 60-391 1 

WILLIAM B. MCGUIRE NUCLEAR STATION, 60-369 1 1 

UNIT 1 


WOLF CREEK GENERATING STATION STN-50-482 

162 

BRIGGS ENGINEERING & TESTING CO.. 

71-0383 

176 

WORCESTER POLYTECHNIC INSTITUTE 

50-134 

12 

INC. 



RESEARCH REACTOR 



CENTERIOR SERVICE CO. 

71-0693 

177 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

160 

CHEW-NUCLEAR SYSTEMS, INC. 

71-0231 

176 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

126 

COLBY-THIELMEIER TESTING CO. 

71-0114 

175 

WPPSS NUCLEAR PROJECT. UNIT 3 STN-50-508 

166 

COMBUSTION ENGINEERING, INC. 

71-0182 

176 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

10 

DETROIT EDISON 

71-0526 

176 

ZION NUCLEAR POWER STATION. UNIT 1 

50-295 

59 

GENERAL DYNAMICS CORP. 

71-0164 

175 

ZION NUCLEAR POWER STATION. UNIT 2 

50-304 

65 

GENERAL TESTING & INSPECTION CO. 

71-0319 

176 

Domestic Ucensing of Special Nuclear 



INDEPENDENT INSPECTION CORP. 

71-0687 

177 

Material - Docket 70 



INOESERV, INC. 

71-0690 

177 

BABCOCK & WILCOX CO.. LYNCHBURG. VA 

70-0027 

172 

LOCKHEED MISSILES & SPACE CO.. INC. 

71-0159 

176 

CIMARRON CORP., OKUHOMA CITY, OK 

70-0925 

174 

MANHATTAN COLLEGE. RIVERDALE. NY 

71-0689 

177 

CINTICHEM, INC., TUXEOO. NY 

70-0687 

70-0036 

174 

173 

MODEL: 1.26 INCH LEAD. PROTECTIVE 
PACKAGING. INC. 

71-9121 

180 

COMBUSTION ENGINEERING. INC., 

71-9127 

180 

WINDSOR. CT 



MODEL; 100, 100A. 200 & 200A. AMERSHAM 

COMBUSTION ENGINEERING, INC.. 

70-1100 

174 

CORP. 



WINDSOR, CT 



MODEL: 20-VS & 40-VS, AMERSHAM CORP. 

71-9160 

180 

COMMERCE, DEPT. OF. WASHINGTON. OC 

70-0398 

174 

MODEL: 200. GENERAL ELECTRIC CO. 

71-5971 

177 

CORNELL UNIV.. ITHACA, NY 

70-0211 

173 

MODEL 2000, GENERAL ELECTRIC CO. 

71-9226 

161 

EDLOW INTERNATIONAL CO., 

WASHINGTON, DC 

70-1252 

175 

MODEL: 620. TECH/OPS, INC. 

MODEL: 6984, J.L. SHEPHERD & 

71-9007 

71-6984 

178 

177 

GENERAL ATOMICS. SAN DIEGO, CA 

70-0734 

174 

ASSOCIATES 



GENERAL ELECTRIC CO., PLEASANTON. CA 

70-0754 

174 

MODEL: 650. AMERSHAM CORP. 

71-9032 

170 

GENERAL ELECTRIC CO,. WILMINGTON. NC 

70-1113 

174 

MODEL: 660 & 660E, AMERSHAM CORP. 

71-9033 

179 

IRT CORP., SAN DIEGO. CA 

70-1359 

175 

MODEL 6717-B. AMERSHAM CORP. 

71-6717 

178 

NUCLEAR ASSURANCE CORP., NORCROSS. 

70-3020 

175 

MODEL: 680 & 680E, TECH/OPS, INC. 

71-9036 

179 

QA 

NUCLEAR FUEL SERVICES, INC . ERWIN. TN 

70-0143 

173 

MODEL 683, TECH/OPS, INC. 

MODEL: 741 & 741E, AMERSHAM CORP. 

71-9063 

180 

176 

71-9027 

ROCKETOYNE DIV. (ROCKWELL 

70-0025 

172 

MODEL: 770. AMERSHAM CORP. 

180 

INTERNATIONAL CORP.), CANOGA 

71-9148 

TEXAS UTILITIES ELECTRIC CO.. DALLAS. 

70-2932 

175 

MODEL 771, AMERSHAM CORP. 

71-9107 

160 

TX 



MODEL: 820. AMERSHAM CORP. 

71-9137 

180 

TU ELECTRIC, DALUS, TX 

70-3057 

175 

MODEL: 655. AMERSHAM CORP. 

71-9166 

190 

UNC RECOVERY SYSTEMS. WOOD RIVER 
JUNCTION. Rl 

70-0820 

174 

MODEL: 864. AMERSHAM CORP. 

71-9166 

181 

UNC. INC., UNCASVILLE. CT 

70-0371 

173 

MODEL: 865, AMERSHAM CORP. 

71-9187 

181 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

174 

MODEL: A-0109, J.L SHEPHARD & 
ASSOCIATES 

71-6280 

178 




MODEL: Al 500 SU. AMERSHAM CORP. 

71-9006 

178 

Packaging of Radioactive Material for 
Transport and Transportation of 



MODEL: ANF-250, ADVANCED NUCLEAR 

71-9217 

181 

Radioactive Material Under Certain 



FUELS CORP. 



Conditions • Docket 71 



MODEL: 8-2. U.S. ECOLOGY, INC. 

71-6144 

178 

ALASKA INDUSTRIAL X-RAY 

71-0308 

176 

MODEL: aB- 250 - 1 , NUCLEAR FUEL 

71-5617 

177 

ALLIED-SIGNAL, INC. 

71-0277 

176 

SERVICES. INC. 

ARKANSAS POWER & LIGHT CO. 

71-0341 

176 

MODEL: BU-7, GENERAL ELECTRIC CO. 

71-9019 

179 

ASTROTECH. INC. 

71-0260 

176 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

179 



MODEL: CENTURY S & SA. CENTURY 
UNIVERSAL S & SA. 

71-9135 

160 

MODEL: CNS 1-13G, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9216 

161 

MODEL; CNS 8-120B, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9168 

161 

MODEL: FSV-t & FSV-IA, PUBLIC SERVICE 
CO. OF COLORADO 

71-6346 

176 

MODEL: FSV-2. GA TECHNOLOGIES, INC. 

71-6745 

178 

MODEL: FSV-3, GA TECHNOLOGIES. INC. 

71-6347 

178 

MODEL: GE-600, GENERAL ELECTRIC CO. 

71-5980 

177 

MODEL: GE-8500, ENERGY. DEPT. OF 

71-6697 

178 

MODEL: HN-190-2, WESTINQHOUSE 

HITTMAN NUCLEAR, INC. 

71-9224 

181 

MODEL: HN-215H. WESTINQHOUSE 

HITTMAN NUCLEAR. INC. 

71-9222 

181 

MODEL: IF-300. PACIFIC NUCLEAR 

SYSTEMS, INC. 

71-9001 

178 

MODEL: M-130. ENERGY, DEPT. OF 

71-6003 

178 

MODEL: MX-lC-100, MAGNAFLUX CORP. 

71-9110 

160 

MODEL: NAC-I, NUCLEAR ASSURANCE 
CORP. 

71-9183 

181 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 
CORP. 

71-9225 

101 

MODEL: NCI-21PF-1. NUCLEAR 

CONTAINERS. INC. 

71-9234 

181 

MODEL: NFP-55, BABCOCK & WILCOX CO. 

71-5341 

177 

MODEL; NL)-l/2. NUCLEAR ASSURANCE 
CORP. 

71-9010 

170 

MODEL: NNFD-10, BABCOCK & WILCOX CO. 

71-6357 

178 

MODEL: NNFD-SA-2. BABCOCK & WILCOX 

CO. 

71-5910 

177 

MODEL: NT-IX, TRANSPORTATION. DEPT. 

OF 

71-3010 

177 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING. INC. 

71-9208 

181 

MODEL: NUPAC 14D-2.0. NUCLEAR 
PACKAGING. INC. 

71-9079 

180 

MODEL: RMG-172. NUCLEAR FUEL 
SERVICES. INC. 

71-5764 

177 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

180 

MODEL: TN-RAM, TRANSNUCLEAR, INC. 

71-9233 

181 

MODEL: TNB 0145, TRANSPORTATION, 

71-3011 

177 


DEPT. OF 


\^r\ I II IMW. X l '9UW ■ 

MODEL: UNC-1484. UNITED NUCLEAR 71-4949 

CORP. 

MODEL: UNC-2901 . COMBUSTION 71 -6294 

ENGINEERING, INC. 

MODEL: UX-30. NUCLEAR PACKAGING. INC. 71-9196 

MORRISON-KNUDSEN CO., INC. 71-0060 

NAVY, DEPT. OF 71-0058 

NAVY. DEPT. OF 71-0358 

NAVY, DEPT. OF 71-0052 

NAVY. DEPT. OF 71-0089 

NEW ENGLAND NUCLEAR CORP. 71-0304 

NEW YORK TESTING LABORATORIES, INC. 71 -01 66 

NILES STEEL TANK CO. 71-0352 

NUCLEAR ASSURANCE CORP. 71-0018 

NUCLEAR CONTAINERS. INC. 71-0179 

NUCLEAR STARTUP SERVICES 71-0078 

PHILADELPHIA ELECTRIC CO. 71-0525 

RADIATION STERILIZERS. INC. 71-0524 

STONE & WEBSTER ENGINEERING CORP. 71-0347 

T&K INSPECTION 71-0692 

TEI ANALYTICAL SERVICES. INC, 71-0691 

TENNESSEE GAS PIPELINE CO. DIV. 71-0023 

(TENNECO, INC.) 

THERAPY SERVICES 71-0529 

UNITED STATES TESTING CO.. INC. 71-0095 

WESTINQHOUSE ELECTRIC CO. 71-0024 

WISCONSIN PUBLIC SERVICE COBP. 71-0302 


Licensing of Independent Spent Fuel 
Storage > Docket 72 

BALTIMORE GAS & ELECTRIC CO.. 50-317 & 72-0008 

50-318 

CAROLINA POWER & LIGHT CO., 50-324 & 72-0006 

60-326 

DUKE POWER CO., 50-260, 60-270 & 50-287 72-0004 

NORTHERN STATES POWER CO., 60-282 & 72-0010 

50-306 

PUBLIC SERVICE CO. OF COLORADO. 50- 72-0009 

267 

VIRGINIA ELECTRIC & POWER CO., 60-280 72-0002 

& 60-281 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-048 RICHLAND. WA, U S. ECOLOGY. INC. 

AcMsos that A'censea M IDBO sun smtllll^ar on & dost/m pren lor (ow lavel 
raOwaslQ siie noar Richland, WA doo9 not tneot rnguiniory porloirnance obiecuvas & 
license cond.lions Addi moasuromenis & closn'o cap dos un must be pctfermod 
ROBERTSON, G. Washington, State ol. 00/11/14. CAnPENTER,S US Ecology. Inc. 
(lOfmoily Nuclear Engineering, Inc.) 3Rp &J’49032i-52-106:323, 

8002050245 Rosponds to 091 1 1G Mr rn conconirallon ol intium In vogeteion tioscrbod 
In annual environ monliorina ropl. Conconiraliens wnll below values >0( uPresliicled 
release ol water lo urtconiroliod areas 

AOAMS.SR. US Ecology, inc. (formerly Nuclear Engfnoo.’ina. Inc.} 89/11/30. 
nOOEflrSON.G. Washington, State ol. 34pp 52542:160 52642 193 

9002060043 Roiiuosts dept epnroval Of procoss thol rondeis processed dry radweslo 
nondisporsable at Richland.WA disposal e'ln Doscnptlon of process conirol program 
enci 

NEWMANliJ. US Eco'ogy, Inc. (lormorly Nuclear Enfllnoo-xig, Inc) 90/01/16. 
ELSEN.M. Washington, Stele of. 2Bf)p 62556.149 62566 1 75 

0001300383 Rosponde to S9IIM Hr ro evdiuniron ol closure plan lor US Ecology 
Rlchlanrt.WA low lovol rotlwasio disposal laci'ity 

CAflPENTEfl.SA US Ecology. Inc (formerly Nuclear EnuT.oet.rtg, iro). 00/01/10 
nOBERTSON.G. Wash.ngion, Slate ol 0pp. G240!).227-5249O:235. 

9001280070 Forwards 600308 Ur Irom US Ecology ru ovniuei cn ot environ moruioflng 
program & pagos Irorn 1968 environ motiiloiing rout lot Irit'.um mon ionng. 

ELSEN.M J. Washington, Stale ol. 90/01/19. OUNKELMAN.M. Ollice ol Nuclear Ma- 
tenal Saloty & Safoguards.O rector iSpp 62453. 232-52453 240. 

9001300010 Recommonds that NRC d'scuss Southern Caiilomia Edison (SCE) pro- 
posed approach to dispose of SNM w/Stotu of WA & explain why NRC suppens ap- 
proach a Intends lo grant approval NRC ahoulrl clnsooul rrxfjosf by gretfiing apptovai 
lo SCE 

TOKAH.M. Technical Branch. 00/01/22. SHAFFNEH.J.A. Oporetlons Oraiwti 14pp. 
6247t;l16-52471:t77. 

-9001300011 Responds to 601210 roqiiosi for iHChnlcol tovlow ol Soulhom Ca'ifomn 
Edison application lo US Ecology for paciraging of four drums of radwaaio by oncap- 
sulation within h'eh Integrity conla'nor. Summary of lolcons & corruttenis end. 

TOKAR.M Engineering Branch (031001 070413). 00/01/14 STARMER.R.J. Low- 
Levol Woale & Uranium Recovery nto;ocls Qrancli OpP 62471: 12f»-5247l 177. 

6002060216 Forwards 651210 IK Korn E Martinni ru dsposal of SouihotR CaifotrJa 
Edison NAC'IE wasto.por 900120 vethoi roQuaai. 

AOAMS.Sn US, Ecology, inc (lormorly Nuduitr Enginoontni. inc). 00/01/30. 
DUNKElMAN.M. Operations Oranch. tp 62647:274.52a47:3lt. 

6002120126 Notllioa that onviiun so i uampies oxcoedod actions fovcis lot Cvi37 & K- 
40 during Fouilh Quarter tOOO.Conccntralions of Cs- 137 til nortuwesi cornor of laci'ity 
not uncharacinilsiic of areas either onslio or ofiailo 

NEWMAN, HJ, U.& Ecolooy. Inc. (Iprmo/ly Nudoar £nnlnoef.r>g, me). 00/02/00 
nOGERTSON.Q Weslington, Sinloof. Spp S2G27 103 62627.167. 

9002120120 Forwards monlhly SNM tece’pi & bunal ropt lor Jan tOOOEncI wUniiofi). 
MARSHALL.ft.W. U.S Gco’ogy, Inc (formotly Nuclanr Engircortftg. Ir<.). 00/02/00. 
BANQaRT.R.L. Division of LOw Lnvol vVasio Managornntu 6 Oocommissionino (Post 
070413). Ip. 62627:120-62627:120. 

6002120371 Application for emond to Liconsn 16 19204-0l,p0imitiii>g use ol bulk un- 

e acfiar^ U coniawineloi} sanii as backfill moti ai US eco'ogy nlchisnd.WA Low 
ovol Redwasto Disposal Facility. Fee paid. 

NEWMAN.HJ. U.S. Ecology, Ino. (formerly Nuclear Engineering. Inc.) 00/02/00. 
LOHAUS.P.H. Operations Branch. 20pp. 62634:247-52034.206 

6002220266 Notifies ol environ air monitoring which oxcoodod acimn levels el 
Richland.WA disposal faci'ity & advisus Ihot oK parllcu'ale samples at all mno enwon 
air monlloring stations above action level for gross bola 

NEWMAN, tfJ US. Ecology. Inc. (formurly Nuclear Engmoermp. Inc.). 00/02/12. 
nOOERTSON.G. WasKnglon. Siaiool. 3pp 526SS.043.5PS02046. 

9002260450 Subrniis response to 061210 & 091120 applications ro d>sposai of four 
gsMen drums of waste conialning SNM genorolcd in Sept 1660 during map & docon- 
lamination of Nuclear Assurance Corp spent lual cask Wasio accopiamo for disposal 
LOHAUS.P.H Oporallona Branch. 00/02/21 . AOAMS.S R. U.S. Ecology. Inc. (formpiiy 
Nuclear Engineering, Inc.). Ip. 627 1 1:105-5271 1 :t05. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-1 162 AMERICAN NUCLEAR CORP., JEFFREY CITY, WY 

9002010034 Forwards 900116 Ur Irom Centurion Nitcioar.Inc.claflfying toixJ ownership 
issues for Day Loma Heap Loach sue. Info sufficloni lor completion ot rovhm & aubae- 
queni deletion of rel lo site from SUA &B. 

BAKER.SJ. Western Nuc/oar. Inc. (sobs, of Pfieips Dodge Corp). 80/01/17. 
HALL.R.E. Uranium Recovery Field Olc. (14. 2pp. 62541:l06-62S4t;tB7. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA. TN 

0002010068 Forwards "Ropt on Posl Oecommlssioning Radiological Sway." for 
Inlo.Rept provides survey data discussed In NRC FES Sections 4.2.2 S 4.22.7 lo bo 
collected after decommissioning activilles completed. 

RAY.M J. Tennessee Valley Aufhority. 90/01/05. HALL.R. Uronlum Recovery Field 
Olc. R4. Ip. 62630.297-52630:338. 


-8002010074 "Post-Decommissienrg Radiological Surveys" 
*S-lvor King Minos, Inc. 69/11/30 40pp 52530 296 62530336 


DOCKET 40-1671 INTERIOR, DEPT. OF, RESTON, VA 

6002050103 Final response to FOIA request lor documents App A,B & C records end & 
a'so ava'iftble in PDB.App D records available in POR App R documents pariia'ly with- 
held fral FOIA Exempiiorts 4 & 6). 

QRlM.SLEv.DM Oiv.sion ol Freedom ol iniotmalion & PuLl cations Services (Post 
600205) 00/01/23 BEREZOFSKY.E Toma', Simonoff, Adounan A O'Oncn (formerly 
Tomar. Parks, Sel.gor, Slrr.onotl &. 36pp 62551.183 62651.250 

-6002060420 Application for license to uso 200.000 '-b lln slag conialn'ng 0.11% thori- 
um oxKfe. 

MCLEER.TJ. Vanadium CoiporaUO" ol Arr.orira 65/00/10. 15pp 52552.360- 
62563.004 


DOCKET 40-16$2 FISHER SCIENTIFIC CO., FAIR LAWN, UJ 

6001310337 Forwards Closeout insp 40-tS52/00-Ol on 68t 102 No v.olailons noiorl. 
KINNEMAN.JD. Reg on I, Ofc Of tho DUoctor 90/01/16 RAYER.G R. Fisher Sclonlil- 
fc Co. 2pp. 52630 330-52530 .444 

-8001310353 CiOSOOJi Insp Rapt 40-1&52/60-01 on e91102.No violations notod.Major 
areas mspeciedauivoy of laci'ity lor rusldual contamlnaiion prior lo lormlnai on of li- 
cartsa & ra'oaso ol laci'ity lor unroslrlcied use. 

ULLRiCfl.O. Roglon I, (J'c ol it'.o Director. KiNNGMAN,j D. Regon 2. Olc cl me Di- 
reclof 00/01/15 4pp 62530 341-52530 344 


DOCKET 40-2081 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 

8OO222CO0I Correciod transcript ol 691214 hoanng In CMcsyo,IL. Pp 467- 
674.tNiinossos CW Foltor,JL Gmnl.JC Siaulei A CE Warnpr 

* Arornfe Safely and Licons ng Board Panel 69/12/14 22ipp 52657.105-52657.326 

8002220055 Cotroclod Uartscripi ol 691215 hear.ng in Chicago. IL. Pp 676 074. Support- 
ing Into onci Wiinossos P Bon oif,C Yu. JP Schubert. JL Gram & CW Fetter. 

* Atomic Satoly and Licensing Board Panel 69/12/ 1 5. 20npp. 52672 100-52673 037. 

9002160328 Pamoi response lo FOIA loquost iQr documentsApp E records end & 
avaJAblo in PDR App E records psniu'ly wllhhcld (ref FO’A Exemption 9). 
oniMSLEY.OH. Division ol Fioodom of ihlo'maiion & Pubileatons Services (Post 
690205) 90/02/06. DEGRA2IA.G.C. Burdilf, Oo/vlos S Raclzus. Chartered ^o'moily 
Ourdit. Cowlps. RedJius & Rudbur 4pp 53033.186-52633 383. 

-9002160367 Forwards 000319 rapi of 0 Vooli rndioacliv.ly ir-essuromonls porformad 
on IndrvfrJuS* 

KEPPLEf1.J.O. Ofc of Inspection & Enlorccmoni, Olc ijf the DroclOf 80/04/04. 
StNKE.Q.J. Keir-McQoo Nuclear Corp 63pp. 52033.178-52633 240. 

-6002160366 Ferwnrda memo lo records roum ro resiilia of moasuremunis of radlooc- 
Uv.iy in Individuei who woikod in coniemmntod (ooms at plant m West Chicago 
RUNOO.J Argenno Nauonal Laboratory 00/11/05. PAPEniELLO.C neglon 3, Olc of 
the Oftoctor 26pp 62633 241 62633 2C6 

-8002160369 Clsci/sses results nl bfoassay rroesur&meni.'i marin by ANL ol Intoinal 
butdors of rod-oectivo melt 

PAPEniELLO.C > Region 3. Olc nl iho Director. 61/04/29. Region 3, Olc of tho Dl- 
roctor. Ip. 52633:207-62633 207. 

-9802190026 Forwards tosulls ol 610520 meosuromonta made ol ANLRos'jIIS noga- 
UvO. 

HINO.J.A nogiori 3. Olc ol Iho Droclor. 01/00/09. AlMalon Not Assigned. Spp. 
52633 sea 52633:209 

-9002100031 Forwards memo to lucoids room showing tosulis ol rnoasuromoni of ra- 
dloactiviiy m trvf.vldual who worked In contam.lnotod luonis al plam.Resulls nogalive. 
TOOHEY.R.E. Argonno National Laboratory 01/08/04 SHUMAKER, M. Rog’ort 3, 0(c 
of Iho Oirocior. sipp 52633 270-52633:321 

-9002160034 Forwerda d roctor approval lo perloim ladlolog cal survoy & expresses in- 
lorost in NRC monitoring piocedures. 

urr.R.L. OuPogo County. IL. 02/11/17. KEPPLER.J.O. Roglon 3. Ofc of Iho Droclor. 
Spp 62633:324-52634:094 

9002010140 Requests that end oxecutod affidav.iaol PA Bomofl & Y Yuan bo subshtut- 
od lot aflidavtla tiled on 900119 In support ot rusponso to licensee summary disposi- 
tion motion 

hOOGCX}NAP. Assistant General Counsel for Hoar'ings a Enforcement. .#190 0734. 
90/01/24 FRYE.J.H., KllNE.J.R , CARPENTER.J.H. Atomic Safety and Llconsing 
Board Pattel. tp. 52444:001-52444:007. 

-0008010146 Airidavit of PA Qon'.olt ro Contoni.on 2(o) ' No reason exists to oxpocl 
Uvil raro earth compounds wou'd have doloieious efioct on clay tno duo to low con- 
centrations in aqueous phase 

8ENIOFF.P.A. Office of the Goncrel Counsel (Post 06O'/O1). BGNlOFF.P.A. Argonno 
NatJorraf Laboratory. BO/OI/lB. 2pp. 62444 002-524-44.003 

-9002010166 Aflidavll ot Y Yuan ro Contention 2(g).’ Radiolog.col analysis In suppi to 
FES ihtondad & believed to bo corssorvauvo Dose calculaiion results lor maximally ox- 
posod Individual within l-mits ol EPA ronulalions. 

YU/VN Y. OlHco ot the General Counsel (Post 860701). YUAN.Y. Dames & Moore. 00/ 
01/19. 4pp 52444:004-62444:007. 

9602080047 NRC Stall proposed transcript corrections. ' Cortlllcale of Sve er^ci. 
HOOQOONpA.P. Assisiani General Counsel for Hearings & Enforcement, ffioo 9770. 
90/01/89. epp. 52536.060-62&30:066. 



DOCKETED ITEMS 


9002080097 Ksfj M:Goe fH3!ion f&r loave ;o fop^y * Ucensea seoVs leave lo fie ai- 
(at*'ed fopl,' In o'det io respond to most ogteQiCJSol Stale ol IL dams. 
WKS=RVEn.x Kett-WcOoe Cremical Corp. (suds. of Kert-McGee Ccrp) 
MESERVE.R.A Co/rotcn & Eu-r'^ng #190 SHi 90/01/29. AlcirJc Safel/ and U- 
cenang Goa'd Pane: Ip. 5253? 350-52538 OOl 


>9002080101 Kert-McGoe tepi/ to Stale rremoranpum m opposlicn lo Ke/f-McQee 
fTot on lot sjirtra^ d spos uon ' Stale cl IL nes oflered no issuea ol law or taci lhal 
can iuslity den ai of I censee moiion Cert-ficala of Syc end. 

WESEfiVEfl-A Ke't-McQoo Cne-ncal Corp. (subs, of KorrVcGeo Corp) 
WcSEnvE'B.A Covngton & Burting. 90/01/29. Aiomc Safety and licenalisQ Board 
Panel. f2pp. 52537 361-52538:001. 


9002080103 ForwatCa addl copies of Erhibns 3 It-iocgh 5 (pt ir.scrt.bn info iranscrpi al 
Peges 027.833 & 836.tespsc*..-/ol/.0-ie O'larsns diaw.tig of 9-<yin'J*ata' at QabyKn & 
isip Iand5l9 In icng isla.nd.NV enc'. . _ 

WESERVE.RA KetJ-MtGse Cb«(r..cai Cotp ttubs ol Kan-McGee Corpl 
WESERVE.R A. Covlngion & CutSing, ill 80 9707 90/01/29. FRYE.JH. Atoms Safety 
arid bcer.sing Board Pane' 6pp- 52537 03a-52537;tQ4 


9002060075 Ken McGee enaia anaet • Lisia ccr/oct-ona ta iranscf-pl c! d&l2M-i5 
f'eanng.Certil sale of Svc e-ncl . 

GSIREICHERH Kerr-McGee Che-ncal Corp. isubs. ol Keri-VcOe® Cc»p.) 
ESTREICHERH Ccvr.gton & Bjflr<g #190 6783. 60/01/30 14pp 52538027- 
52538:040 


9002080008 Mo’icn to ho'd proceedings li abeyance * Reguesia fhai Beard boa ft/iher 
prpcoadinas on basis mat f-RC previcuSly rrada seme ci subsianiia'iy same 
moiion W/supporting n'o & Cen.f.cate ol Svc 

S-SUL J J. lilnols, S-aieol #190 9775 flO/Oi/31 Aiarrlc Saloty end Liconsing Beard 
Panel 67pp 52637 120-62537:106 

9002080051 Koir McGee opposit.cn lo siaie mciion io held ptoceeC-nas in afMyarco* 
Uigos mat Sta-e cl IL 800130 mcfion be Oen.ed on bas.a mat uansiet of lurisotKin 
not I jstilicai'on lor delay in proceeding W/CeRil caie of Svc 

WESERVERA Kerr McGee Cnernca' Co-p iscbs ol Kon McGee Ctup). 
MESERVE.RA Coving'en & Bjrina #190 9792 90/02/02. AiorriC Sa'eV ard li- 
censing Boaid Pane/, ipp. 6253B:08 q' 52538 0B9 

9002080669 Otoer (appttryrg liafrscnpt tortec’.onsi.’ AcpfQresu«r>s<6 6 NRCcotieo 
tons to 891214 & IS fenscripis W/Certficato ol SvcSe.'Nedon 900206. 

FRVEJM Atom c Safety arnf ucensir^Bb&td Panel #199 9794 90/02/05. OHicd el 
the General Counsol (Poai BB0701). app. S2538 041-S2538:044 


9003130097 Sub-Tiiis review cl Kerr-McGee lepl <e p'an lo leave coniarr naiod 8o.is ei 
On*.arton site near C'asant.QK & rtems i/iai grourdwaier (hreet posed by propose' 
10 leave eons :n place relauvQ'y 'ow. 

MCKAnOO OUaherra State O' 90/02/05 OaviS.as Regon 3. Ofcei the Oi-edor 
7pp 92646:057.$?648 063 

9002160040 Answo/ of poop'o ol State of IL 'n oopcption to KerrMcGeo rroliOA lor 
loavo to reply ' Liconsee proposed reply goes wcL boyord stated pr/rpose & motion 
should be oenlod. 

RATHEOJ. Illnols, Slaio of. iflOO 9840 90/02/12 AIcium: Safety and licensing 
Board Panel. 2pp. 52608.270-62806 281 

>9002150065 Biaia o( IL response io KorrMcQoo rap'y * State ma#itans mat bo: 
spcis " have rot boon adogueleiy cherecienrerf (o demonstraio iriai laacbaie aom 
nenty cemaittinated areas w i not bo risK to groundwater Vy/Certifeaie of Svc 
RATHE, DJ II nois, Stoia of 93/02/12 Aiorrc Sa'ety and l>cen$.rtg Ooatd Pane.' 
i0pp 62&08 272-528C6361. 

9602320039 Memorandum & oidst (denyinQ Stale of H. mo'..on to botd taoceeOir-g m 
abeyance).' Possibi'ty ihai ju-nsdicion rr shi be tranaierrcd provides no lustficatoe 
lor ASlB to wiibyoid oec<sicn.v/'Ceru‘'.caieoi S-rc Sorvedon^Std 
KLINE J.n., CARPENTER JH. fRVE.JH. Aio-blc Saloly and licensing Ood-*d Penol 
#190 9087 90/02/13. l-linois. State 0l.6pp 52837:t95-52637 190, 


6002220117 M.emorondirTi & order (ru'irtg on 514(9 ol iL reQuost (oc raconsKlefaiHsn) * 
Oenios slate 891221 moton & declines lo reconsider ruli.-igs on st,n*rr8iv disposii'on 
inLGP-89.36 recesign cmedaW/Certficaieol svc. Served on 900213 
KLINE, J R , CARPENTEH.J H , FfiYE.J H. Atomic Sa'ety and Licensing Board Panel 
#1909888.90/02/13 III noia. Slate of 1tpp. 52633 068 62639 076 

9002220141 l.n.tiel decision (rui ng on al: remaining issuos) ' Licensee proposed disposal 
ce I soiislios regii 'eme.'ils ol lOCFRdO.App A74RC dreciod 10 Issuo Vense 8n>end 
requesied by liconsee W/Cert iicaie ol Svc Served on 900213. 

KIINE.J.R. CARPENTERJH, FRvE.J H. Aijme Safety and Ucensng Board Panel 
#190 9889. 90/02/13 B3pp. 6263 9 344-52639.06 7. 


9003280053 Forwards noian/ed af'idavit replacing documeni artsched lo Stale of IL 
answer m qppos i-on to Kerr-McGee moilon lor leave lo reply. 

VERKlER.rt.A I imols. State of #190 9604. 90/02/13. Oocketirg & Serv>cesBranch. 
Ip. S36S5.CI4VS2683 043 

-6662280060 Aliidevil of 0£ Bainbaidi te v/esi Chcago Rare Eenhs laciliiy Hen- 
UcGee Che.mical Corp concern, ng Conienlion 2(q|.' 

BERNHARDT, 0 F.- Rogois & Asaccistei Encineetirig Corp. 90/62/03. 3 m). 
52636:04252685043. 


9002380035 Memorandum & order (a'lng on S'ale of IL answer to Kerr* McGee melon 
tor leave to reply). ' S'ata of IL ptovylas ro toa&oti to question ASL8 earfcei rul'nga & 
deny s',ate answer 10 Kerr-McGee motion W/Certificaio ol Svc.Served on 900220. 
KUNEJ R . CAflPENTERj H , FRYEj H, Atofr.'d Salety and Ucaasltw Bowd Panel. 
#190 0909. 90/02/16 lllmo-s. Stale ol. Spp. 52685.026-52666.030. 


DOCKET 40-3259 PATHFINDER MINES CORP.. RIVERTON, WY 


DOCKET 40-2298 SPRAGUE ELECTRIC CO.. NORTH ADAMS. MA 

9002080107 O-scusses Sa/sty Insp 40-2298/90-01 on OOOliOHNo vo'aUo/is 
noK)dMe(o< areas I'-.soecied facTiHes used tor aloiace ol radwasioPian lor romcving 
siand-nn waiat & ma niaming dry e.nvircn lor drums anouid be deaenbod. 

KIK.VEM/LN JO Region 1, Olc ol the OJecior. 90/01/26. WiNDOVEn.F. Spraque 
Eiecinc Co. 4pp. 52594.152-52594 165. 


DOCKET 40-3392 ALLIEO-SIQNAL. INC., MORRISTOWN, NJ 


9092080102 "Facilltv EWjent Rept lot 890101-0701." W/690028 IV. 

BlSHOPJC AVod-SIgt'al Corp 89/07/01. 2pp 52615:045-52016:046. 

9002090230 Adv.sosol mgl orgeni/ational changes at plant, efieclive 900201. 

BISHOP JC At'i6d-S.anal Ccrp. 00/01/24. PENNlNQTON.S. Division ol 'nJjSl/W a 
Mo(«cal Nuclear Saleiy (PoslS70729) ip. 52614:299-52614:299. 


DOCKET 40-3462 ATUS MINERALS, INC., DENVER, CO 

9002010300 Ferwards co-veciod acton ropf ro accelerated reclamation loqu-od IC 

reduce Ha-2a2 em ssicns. _ . 

BtuBAUGHFIE Ai'as Ccrp. 89/12/11. HALL.R Uranium Recovery FicW O'c. n4. 
12pp 52604:156-52504:167. 

9002010308 Discusses revlow of groundwater corrociivo action progtom. por Liconso 
Condivon l7.C£i*nancea evaporation sys installed on la lings pono in Sjuttidi 1003 
& soluban pumped ircm pond lo sprinklers inside iniorim roed.Map end 
eiUBAUCHR E Allas Corp 09/12/27. HALL.R E. Urenlum Recovery Mo'd Olc. iW. 
3CP. 62521 310-52521 312 

9002090113 Providas reminder lor licensee ol deedtno 10 have 691227 cn;iocUvb 
aefon program fully cpe'aiional by no late/ than 900701 .per Llcoiveo Condiilovi 'iTtC). 
hallRE Uranum Recovery Field Olc, R4. 90/01/26. Atlas Corp. 2pp. 62820:320- 
62626 321 


DOCKET 40-4492 AMERICAN NUCLEAR CORP.. CASPER. WY 


9002130213 Lists bond esnmiBies re second phase of recismaiion pioioci 
MOXIEY.M. Wyommo. Stale of. eo/OI/16. Wyoming, State d 2np 621)17 20f- 
52617:202 

9002010233 O.scussds review o' decommissioning repi lor Gas H.lls Mill. 

GAflCiAP J. HALi.fi.E. Uraniu-Ti Recove/y Field Olc, R4, 00/01/18. Urnnium riocov- 
ery Field Ofc. R4 4pp 52531 247-52531 250. 

9002090114 Provides cosi b'eskdown lor kconsoe roqured surofy amount. Amourl 
bae^ on esbmaibs in icensee Apr i989 annual repi & accounis lor con'p'olon ct 
Phase 1 & 2 work . 

MAll.fl.e. urabom Recovery Fie;d Olc. R4. 90/01/25. MOXLEY.M. Wyoni'tip, Nlnfo 
Ot.3p0 52626.26652826 260 


DOCKET 40-6632 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

9002090383 Forwords resuHs oi lechnical exam of laiings embonkmont, Induilino liy 
d(au:« & iwdroiOQic cepac ty.sudaco 6 groundwaier 6 auuciutai Btabi ity 
MUflOOCK.S. Pamiinder Mnes Corp. 89/11/30. HALL.R E. Uranium Rocovoty f-loW 
OIC.R4 7pp 52634 239-52634 245. 

9002010234 Aro’icauon tor ationd to License SUA-442.paimuilng urine sarnploa lioirt 
yoiowcako ODcraiois to be taken monihiy Foo paid. 

NOLTE.M.C Pathfinder Mines Corp 89/12/07. Uranium Recovory Field Olc, (14 Ip 
52906271-52998271. 

0002010208 AcK receipl of Amend 22 to license & advises that emend consisiurvi vr/ 
aQreemertis made during 691226 meoCngTypo noted in Tli-230 sid In LIconeo Condl- 
lon 476 & discussed (Tunng 900103 meeirng lo be corrected by NRC w/o arno-nd. 
MUHOC«K,S Palbhnder M.nos Corp 90/01/04. HALL.R E. Uranium Recovory r.ol'l 
OIC.R4 1p. 62504:191-52504 191 

9003010226 Amend lo documoniary lit ol credit-irrevocable, Now York Crodil RG 
20e51.cban^ng appi ca-n address 

* ClC-UnlonEuropeenne, Iniemational el Cio. 90/01/10. ip 62505:090-52006:000. 

9002090140 Forwards Amend 23 lo License SUA-442.chan9lng proposed program for 
discharge o' mil wastes by adding CondiHon 48 & revises background va'uo for 1h- 
230 spooled In License Condllion 47(bl Issued as Amend 22 on 801229 
HALLJ3E. Uranium Recovery Field Otc, R4. 90/01/26. MURDOCK.S. Pallillndor 
Mtnes Coip. 2pp. 52626 333-52828.344. 

-9002090143 Amend 23 to License SUA 442 lot Pathfinder Minos Corp, chong rig pto- 

K )sed Mogtem for discharge of mill wastes by adding Condition 48. 

ALl.(f.e. Uranium Recovery Field Olc, R4. 90/01/23. 10pp. 52628:335-62020:344. 

9002090144 Recommonds issuance ol Amend 23 to License SUA-442.addlng Condilton 
49 re proposed waste discharge plan w/elfective date ol 900201. per liconsoo 091100 
roquesl for contained transfer of m il wastes to tailings pond. 

GARCIA.P.J. Uranium Recovery Field Olc, R4. 90/01/26. Uranium Recovory Fio'd 
Ofc. R4. 3pp. 52626.043-52626:045. 


9002010239 Forwards revised Rguies 2-3 & 5-3 ol License SUA-BTS renewal appbea- 
irori. 

HABOGROVE.T.W. Paihf'nder M.nes Corp 69/12/01. GARClAR Uran-um Rarxivecy 
F.eld Olc. R4. 3pp. 52866:051-52896.066. 

9002010228 Amstvd lo documeniary It/ ol crodi-Irrovocabie.New York Credi SB 
2065l,cnancing appi cam address 

' ClC-Unionturopcenre. Internalionai et De. 60/0 1/1O. tp. 52505 090-62505.090. 


DOCKET 40<7102 SHIELDALLOY METALLURGICAL CORP., NEWFIELO, NJ 

9(K)205Q 102 Final response lo FOlA requeat lot documents App A.B & C tecotde end & 
also available in POR.App D records available In POR.App t documents partlaliy wIlli- 
held (rel FQIA Exemptions 4 & 6). 

GfliMSLEY.O.H. Division ol Freedom ol Information 8 Publications Sorvicoe (F^’osl 
S9020S). 90/01 /23. BEREZOFSKY.E. Tomar. Simonoll. Adourtan & O'Btion (lormotly 
Tomer, Parks. Sellgcr, Simonoff 6 36pp. 62551:183-52555.090. 


-7&0dt9056€ Requests uddl into re 771223 eppliCBiion lor renewal at licanso SU8> 
743 Into needed lo Tnal piodjct pfoducod by licensoo.ultimato use ol each product & 
results ol analysis ol omounis ol thorium &/or U In final products 
GUINN, P.R. Matoriois Liconsng Branch. 79/05/07. LONGAKfc'R.j.B h/otatiurg. Inc. 
?pp. 5^552. 161 -S^SSS. 152 

-700B1403S7 Ro^onds to NRC 790507 roqudSt lor addi :rtlo re app'icotlon for renewal 
ol Uconso SMB*743 Provides Inlo.mcludno doscripliort of final prodjels/esuKs ol 
analysis of frnal product & total amount ol thorium & U posseasod at any ilnte 
LOhl^AKER JB. Motel urg. Inc. 70/06/20. OUINN.P.R. Uatoilais Llco.nslr»g Qranch. 
4pp. 62562;I63-52552 t6G. 

-791 1390323 Ack receipt of 700628 app'icailon tor renewal of Mail/ Byproduct Licorse 
SMB-TO.Roquosta eddi info ro omount of thorium & u contained In slag & oihor 
wastes sioron m slag dump & caiibr procedures for rediat.on autvoy motera 
OUINN.P.R. Matorlals Licensing Branch 70/10/23. LQNGAKER.JB MoialXilQ. Irtc. 
2pp. 52552:167.52562 160 

-80042B0249 Ack receipt ol 791 116 Itr w/addi Into re renewal of Moti/ Byproduct u- 
censa SMB-743. Requests submiiiel of plans lor wasio disposal.as orlQlnaily toquoetod 
in NRC 791023 Itr. Roviow vri.l continue upon receipt ol /tfo 

GUINN, P.R. Materials ticonsing Brarich. 00/04/04. tONQAKEn.J.S. Moiatlurg. Inc. 
Ip. 62552:101.62552:181. 

-8006170424 Subinis addi info rocmesied by NRC 000404 Itr le oppUcai.on lo renow 
Mett/Byproducl LKonse SMO-743 Disposal ol tonocoiurnliie') slag woeW icqu to uans- 
lor of 122 mirion lb ol mall Roquesis mooting. 

LONOAKERJB. MotaMurg, Inc. 80/04/16. GuiNN.P.R. Malotials Liconaing Brandt 
3pp 62553 052-52563 054. 

-8006170624 Submits sddi Into requostod bv NRC 8O0S23 Itr re oppRcailon to tenow 
mall/byptoduci l.conso.Ooscnbna storage ol (errocolumbian alag Siaio ot NJ concerrs 
re llconsee molhods of slag storago roctliiod. 

LONGAKER.JB Moiai'urg. Inc SO/05/27. GUINN.P R. Matonals Licoits-ng Qrartch 
2pp. 62S52:182-52552:103. 

-8008260641 Amend 6 to Uconso SMQ'0743 tor ShloldaHoy Corp.amertdirig Ixonso In 
entirety. 

GUINN.P.R. Maisriala LiCOna,ng Bronch. 01/02/08 ip. 62561:323-626S1'324. 

-0605240663 Forwards application for iicenso.per OSOSQQ le'con. insirucHons provided 
lor renowal ot apptlcalion for Uconso SMB'743.W/o end. 

COOL, 0 A. Uranium Fuel Liconsing Qranch. 65/05/14 SINKINS.A Maieiiurn. Iik, ip 
52552 1Q7.S2S&2;I07 

-0507030282 Olacussoa insp ol Licortso SMQ.743 on 850402 & forwards nonce of 
violalion.Correcilvo actions dascrihod in 60 1030 Kr not olIcctfvo.Rospoi^sc snouM rid. 
dress rocurrsnt violations & provide oddi info re wasto storago & dis^sai 
KINNEMAN.J.O. Region I. Ole ol Iho Oireclor. 05/08/2 1 . KRiSrOFF.F Metaiiu'O. Inc. 
3pp. 62662:190-52552 202 

-8S07030293 Notice ol violator) from insp on 850402 Vio'aHons noted: air surveys in 
blending area not parlormod since 800928 & air survoys In lurnaco ame poriotmod 
only lour times In 198t,onco por yr during 1002-04 & not st a'l in t085. 

• Rogjort l, Ole ol ilia DiroeW. 05/0e/2h Spp. 93552 201-S2652302 

-9002080242 Llconso 9M8-0743 for ShloldailQy Corp.euthonrmg use of 17.700 lb Bie- 
}i:ian pyrochloro conlelninn not moro than 0g7% U 5 2 05 thorium tor produciiot) of 
Torro columblum & co'umbrum nickol 

NUSSBAUMER.OA Alom;c Energy Commission (Pre 750l0t>. 63/12/26. Ip 
52651:313-52551:313. 

-0003060247 Amond 1 10 Uconso SmO 0743 lor Shio'dailoy Corii.authoiizing use oi 
126,000 lb Qrari'ian pyrochloro conialning 0.075^ U & 304S thorium for production ol 
(erro columblum & columblum nickol 

NUSSOAUMER.O.A. Ammic Enorgy Commission (Pru 750101). 65/02/01. 2pp. 
52551:314-52551:316. 

-9002050250 Forwards Amond 2 lo Llconse SMO-0743 
HARMON.OF Atomic Enorgy Commission (Pre 760101). 66/00/2t. CLVMER.WB. 
ShloldaHoy Metallurgical Corp. ip. 62551:316-52651:316 

-9002060254 Amond 2 to Uconso SMB-0743 for ShloldaHoy Corp.suihorizlrrg use el un- 
I'miiod quaniitios of motalilorous oro conlaln-ng 2% U & 4% thorium. 

HARMON.O F. Alomic Energy Commission (Pro 760101). 86/09/21. 2pp 62551.317- 
5255f:3t8. 

-9002050273 Amond 3 to Uconso SMB'0743 lor Shio'dailoy Corp, adding Conditxn 10 
to exempt llconsoo from roqu.remonts of 10CFR20.203lo)(2) & 20.203(0(2). 
HARMON.O.F. Atomic Enorgy Commission (Pre 750l0i). 66/12/27 Ip. 52651:319. 
52551:319. 

-9002060313 Amend 4 lo Uconso SMB-0743 (or Shleldalloy Corn.authonzlng uso ol 
melalilorouB ore conlsinlng 0.4% U & 2% thorium for oio procassmg. 

HARMON.OF. Atomic Energy Commission (Pre 750101). 69/01/10. tp. 62551-321. 
52651:321. 

-9002050317 Amend 5 to Uconso SMB.0743 lor ShInIda'Ioy Corp.aulborlzlng use of 
metaliferous oro containing 0.4% U & 2% thorium lor ore processing. 

DAV1S.F.C Atomic Energy Commission (Pre 750101). 73/01/24. Ip. 52551;322- 
52651:322. 

-9002060346 Discusses Insp of License SM8.0743.Noncomp(iance noted, nequesla 
reply within 20 days of Hr dale. 

KIRKMAN.R.W. AlomIc Energy Commission (Pre 760101). 65/08/30. CLYMER.W.B. 
Shleldalloy Metallurgical Corp. lp. 52591:325-52551:325. 

-9002050365 Notice of noncompliance from insp on 6SOS26.Noncompdeftce 
noted:mail9 possessed & used in form of Norwegian & Nigerian ore w/o 
authorization.source motl Invonlory in noncompliance w/Llcenso Conpibon 7 & slag 
slorsge drums not labeled. 

VlNCIQUEflflA.E. Atomic Energy Commission (Pre 760101). 85/06/30. 11pp. 
62651:328.62651:336 

-9002060373 Rcommends that altenllon be given lo llconsee air survoys duritv next 
Insp ol License SMG.0743.Complote inlo on method lor obtaining & analyzing sam- 
ples not available during 650526 Insp. 

vlNClQUERRA.E. Atomic Energy Commission (Pre 750101). 65/07/13. Atomic Energy 
Commission (Pro 760101). Ip. 52561.337.62661:337 


-6002050381 Acts rece.pl of 650708 Hr informing NRC ol steps leken lo corroci non- 
com^lartco rwMed in 650630 itr & Fnrm AEC-592. 

WRKMAN.fl.W. Atomic Energy Commission (Pro 760101) 66/07/13. CIYMER.WB. 
Shteida'Ioy MuiaHurgical Corp. tp. 52551:338-52551:338 

•^KK}20S0394 Responds to NRC 850630 Hr re noncompllanco noted In 650520 
Insp Correckve actions laken. emend lo Llconse SMB'0743. covering liconairsg ol N.go- 
rian & Norwogian oros & baddoleyito requested & slag storago drums laboioo. 
CLYMEft.W.8. ShloldaHoy Mola'Iu/gical Corp. 85/07/06. KIRKMAN.R.W. Momic 
Energy Commission (Pre 750101) 2pp S2691'3S9'52S51 340. 

-9002050410 Safety In&p on 680607 ol License SMB-0743. insp tmdings. no nonconr.pli- 
arKo nored 

STEARNS.C.F. Atomic Energy Commission (Pro 750101). * SniQ'de"oy Motal urgical 
Corp 68/08/07 Ip. 52691:344 52551:344. 

-9002000415 Forwards Form AEC-591 re Insp cortductod on G80607NO noncompli- 
ence noted 

KIRkMAN^I.W. Atomic Enorgy Commission (Pr© 750101). 68/06/21. SEYBOLD.C.F. 
Sheidalioy MoiB'lurgical Corp ip 52551.345-52551 345. 

-9002050422 Insp Repi 40-7102/68-01 on 600807.No noncomplanco noted Molor 
areas mspectsd adm-.nlstraiivn control, use ol llconsod 

maii.(aciltlios.ecqu'prTieni,rBdio1ogical safety procoduros & parsortnol monitoring & ox- 
posore to extornar radiation. 

STEARNS.C.F., NELN.P.M Alomic Enorgy Commission (Pis 750101). 68/07/17. 
lepp 52551 348-52552:004. 

-9002050428 AppHcalion loi renewal ol License SMQ-0743.autnonzlrtg uso ol unlimiiod 

S uaniiiies o( melellorous oros conlainino 0.4% u & 2% thorium for oro procossing 
GYQOLO.CF. Shleldalloy Mstallurgical Corp. 73/01/12. 3pp S25£2:005-62552.007. 

-9002060429 Ucense SMB 0743 for Sh'oidelloy Corp.auinorlzmg uso of unlimited quan- 
biles of ffloiaiiterous oro conte n'ng 0.4% D & 2% thorium lor ore processing. 

OAViS.FC. Atomic Energy Commission (Pro 750101). 73/01/24. 3pp 535S2:OOQ. 
52552 009. 

-9002050430 Discusses Insp Ropt 40-7102/70-01 on 761006 6 lorv/ards nobco of vio- 
lation 

NElSON,P.R Rogiort I. Olc Of Iho Diroclor. 78/10/16. SEVBQLD.C.F. ShloldaHoy 
MeiaUuigicat Corp. lOpp. 52552.0)0-52662.019. 

-9082060434 NoHco Of vioiaHon irom Insp on 70t00B.Violatlon noiod: failure lo mako 
surveys necessary lo eelo/mir>e ihai oxteni of exposure of persons hand'ino signJli- 
cani quanbUss of U A ihonum boarlnn ore & to sssuio comp’ianco w/10CFR20.10e. 

* Region l. O!o ol the O.rector. 78/10/ 1 5 7pp. 52552:020'52652.02e. 

-9002030440 Responds lo NRC 761015 Hi ro vWdllons noted In Insp on 7d1D06.Cor’ 
recitve aciiorts talren Pans 16 & 20 of License SMB-0743 & Form NRC 3 posted in 
certain places per 10CFRI9.1 1 & compiiod w/roquitomonis re roslrleiud areas. 
SEyBOIO.CF. SNoidalioy Motaiiurgical Corp 76/tt/ll. Region 1, Olc ol the Diioc- 
tor. 4PP 62S52 027-523«:03' 

-9002050442 Atk locolpt Of 761111 Hr informing NRC of corrective & preventive ec- 
hons taken re <4olaiions noted in insp Ropt 40.7i02/76 01 . 

N6t.SON.P.R. RoQ.on 1. Die of ihp Diroclor. 76/1 1/1®. SEYBOLD.C.F. SWeldeftoy 
Meiaiiutgicei Corp. eopp. 526S2;032-62662:t00. 

-9802080032 Ack rocoipl of 770224 & 0311 lOspOhSOS to NRC 761110 Hr. Into sup* 
pixd <0 Hconsoo redahn soioiy program S rosuHa ol dust surveys lo bo taken ivhan 
oporailons involving lodloacuve mails resumed.wiil bo reviewed during next Insp. 
hlELSON.PJ^. Aiomio Eneigy Commission (Pro 760101). 77/03/)8. SEYDCJlD.C.F. 
Shleldanoy MsieHuigicoi Corp. ip. 62S52:l01-62552:10l. 

-9002060040 Provides addi response to NRC 761016 Hr ro violations notod in Insp 
Ropi 40-7102/78 01 on 781006. Relelrtsd WL SilvornBlI as consulianl to review llcons- 
eo radiation saloty progrem al Newflelo facility .Cor>9ultont rovlow rapt (orwardod.W/o 
end 

SEYBOIO.CF. ShleldBlloy Moiel'.urglcal Corp. 77/03/11. NELSON, PR. Region 1. Olc 
ol the Oireclor. 2pp 62552:102-62552:103. 

-9002060047 Info'ms thst 770301 due date for ropt of Wt Silveinalt ro study of llcons- 
oo radisiton safety program vr.li be missed by law days. Final repl will bo lorwarded 
upon recotpi from consuliant lor NRC ravlow. 

SEYBOLO.C.F. ShleldB'loy Maiallurglcel Corp. 77/02/24. NEISON.P.R. Rogion l. Ofo 
of tho Oirocior Spp. 62552. 104-52552: 106 

-9002060058 Application lot renowal of Llconsa SMB.0743.aulhorlzing uso ol unlimiiod 
quanbllos ol melalilerous ores conle'ning 0.4% U & 2.0% Ihorium for ore processing 
& potentiaf rsd-alion hazard evaluation par procedures dasci>bod. 
lONOAKER.J.B. Shleldalloy Metallurnteal Corp. 77/12/23. Division ol Fuel Cyofo & 
Maieifal Safety (Pro 870413) 3&pp 5265 2:107.52562:141. 

-9002060071 Discus&os Insp ol Llcenaa SMQ.0743 on 771213 Aj.lorwarda notice ol vio- 
laiion. 

MCCUNTOCK.fl.O Region 1. Olo ol the Diroclor 78/01/03. SEYBOLO.C.F. Shloldal- 
loy Metallurgical Corp. 11pp. 62552;142.52652:I62. 

-9002060078 NoHce of violation from insp on 77t213.Vlo1ai;on notad: talluro lo ovalu- 
aia (xmceniradon ol Ihorium reloaaod to uniesiricted area in air loaving filter 
houso.pw 10CFR20.10B. 

* Region 1, Olc of Ihe Oireclor. 76/01/03. tp. 52652:153-52682 163. 

-9002060120 Ack receipt of 780110 Ur Infoiming NRC ol corrective & pioventiva ac- 
tlona taken ra violations noted in Insp Rapt 40-7102/77-01. 

MOa.lNTOCK.R.0. Region 1. Ofo ot Iho DIraclor. 78/02/08. SEYBOLO C F. Shloldal- 
loy Metallurgical Corp. 2pp. 52662:164.62552:165. 

-9002060133 Responds to NRC 780103 Itr ro violations noted in Jr)sp Bop! 40-7102/ 
77-0t.Provfde8 discussion & analysis of licensee poslllon ro thorium concenCrallon 
evaluation to show lull compilartce w/tOCFR20.201<b) & 10CFn20.t08 
SEY80L0.C.F. Sh'oldalloy Malel'.urgical Corp. 78/01/10. MCCLINTOCKRO Roalon 
1. Ole ol Ihe Director. 3pp. 62662:166-62652:168. 


docketed ITEMb 


11 'W 9pp *69 ‘i952 177 

Jj-p 5iS52 176 9295? leO 

Kr''^J?ncl4nc‘'’N, O^isred A^raTon Gr.er 60/09/11 NRC • No Oolelod 

A-' .sro,iG%c.-i Ip 52952 164 52992 164 

9OO2O6O204 ir^P Rcpi 40 7102/60 01 on 600926 Ncncon-p'.anie cciod Major areas 

..rarS a .ra:-T^ ^n^.roC.,Dns',S 

NRC ■ No CWIa'oO Att.'aton Grven 60/10/06 9p3 52552 185 

5255? 193 

-9002060217 Fo-warOs lir to Shield ai'Oy Corp lorm.nat.rg s»cs as consu 'am on Lice.-.so 

r^vERNAiLWL S.vornai. WL e2/i0''5 Regicn 1. Olc Ot fo O.-ecior 2pp 
52592 194 52592 195 

-900206022S ArJ.ises that red icorisee tev e^of Shou O 9&I hsimaV© 0l U ^ 
s^g C'.r.p a t-ghier ccm.-o's on artwrne acirv :y mo" lonng io en.mg a ij/nace areas) 

S-CFACoVr^'' Region 65/04/05 K NNSVAN.j Region 1,0'c 

0l ihe DreciO' iP 52552 198-52552 196 

-9002060238 Dsasscs A'lagaiion Rl a5-A 0002 mvof/ng concerns ol s'leger 

re Ker.sce actrviies that caused iroe doa’.hs 8 'hciease -n tmce ca.os m local 
a-ea Concerns r.ol scbsianiaied dunno^aSOAO? '"^P Umeld'OO v.clBKn^s noi^. 
KiNNEMANJD Regon 1, Oc otthe Di-ocict 86/01/02 SHRCPSH RE.A Rogon 1, 
Olc Ol iho 0 teC'O* 24pp 62552 203'52552 226 

-9002060242 Ptovdes I'Qu'es ndicai ng locaiion o1 waier a sod samp es laiion ai Shiei- 

WtH^e v’a'sey. Slaie cl 86M2/10 PRiECWAh.i. Region 1, 0 ‘c o' hio Oi'OS' 
tor 33pp 52552 229 52552 260 

-90020602*7 Forward* p-epC9«l P'an lor lado'oflcal survey ai Si'ie'daby per 660016 
recuesiComir.o'iis or cenccne'iCO rogjosled _ __ ,,, _ , 

BEBQERJD OaH R dgo Associalod Unrvs 67/07/30 KINNEMAN.j flogicn l.Olcol 
ireOrecicr epp 52552 26I'525S2269 

-9002060252 Provdes Oak fl'dge AssocieWO Unw* p'an lor sctveyirg 'icenseo laci ity 
•n Newleld.NJ.pei 670617 reguosl.lor revflw & conmont Reqjesls to provide CCffl' 
menis on tubj plan as soon a* PCU-b'e 

KiSNEMANJO Rogon 1, Olc Ot the Direcld' 87/03/07. WHiTE.D New Jo. soy. 
Slate ol. epp 52552 269 52552 273. 

-9002060255 E<p'«4‘.e6 des.re lo review work plan by Oak Ridgs Associated Univs re 
rd(l.c'eo.ca) survey cl 1 censee lec'ity & to submit ccrr.menls bolcie sted ol fie d work 
WHItFo New v'ersey, Stele ol 87/08/17. K.SNEMAN.J. Region 1 , Ofc oi 'ho Oirec- 
lor Ip 52552 277-52552 277. 


-9002060259 Eipresaes deare lor systematic gamma survey oi a'l l congee 
properties documemng current radiological eohd.tons cl e>te boih rside 3 outside 
conuoled area Provides eommenis on proposed survey plan by Oak Ridge Associal- 

Wri?tTo New Jersey. Slate ol. 87/09/02. KINNEMAN.J. Regon l, Ofc ol me 0 rec- 
tor ?pp. 52552 273>5»S2 280. 

-9002060273 Informs mat licensee responses 10 25% ol NRC 670105 qjesiions pro- 
pared but tema.nmg quesuons reau.re carelul remeiv ol regu'aiions Requests Bxto.i 
sion ol response suomittal unM 880405. 

MORGENSTERNM Sl-.ioldd.iOy MetaTuigica'- Corp 68/02/25 PENN'SGTON.S. 
OH<e ol N-jc'ear Matonot Sa'ety 8 Salegua.'ds.D-.reciot. ip 52552 293 52552 293. 


-9002060276 Forwards d'ail ropl on rad.olpg-ca' survey at Icensoe s.io In 
NewliQfd.NJ Bepi to be f na'ized based on comments Itom Region l 8 NVSS Analyses 
lor nonrediOloQicai meiai cor.iaminarts .n so.i.sed rrem & watai sam'ies performed. 
eERGERJOOak Ridge Associated Unvs 69/05/31. KINNEMAN J Region 1, Olc of 
meOirecior. Ip. 52552 294-52552 294. 


-9002060260 Ack receipt cl 880809 Hr 8 laoio'og cal survoy rept by Cak R-Cgo Asset- 
caied Univs (ORAU) Ropl data wl'. be used as basis of cleanup p.'ogiam to be imple- 
me'iied 81 Mewl eld site Details cl cleanup procedures 10 be d scussed w/ORAU. 
CAMPBELLGT Sh.eldailoy Meta'Urgical Corp 68/C8/26 KiNNEr^AN.JO. Regcn 1. 
Ofc of me Ovecior ip 52552 295 92552 295. 


-900206028* Forwards “Radiolog cei Survey 0! Sh eldalloy Corp.Newf eid. Nj ” h re- 
sponse lo 6609C6 Itr Amends 6 8 7 to License SMB-743 S docum.e.'its nco-poreicd 
by rei in i.cense a'so onci Enci kense remains In olleci alter oipiratd.n dale. 
KiNNEMAN.j.O Reg-on 1. Ob Ol ihe Director 86/10/13 ELWELL.'A/ Newlieid, NJ 
2pp 52552.296-52552.297. 


-9002060308 Requests loi oocu'per's re Snieida'ioy Corp.'nc'uo.ng e»lsting NRC 
pernii.now perrai & date permit Issued, envi.-o.n survey repi & eppi cation of 1 censes 
documonl.lncorporated by ret 

ELWEIUW. Newf.6ld, NJ. 88/09/08. K-NNEMAN.J.D. Region I, CIc Of the Director 
2pp 52552.298-52552 299. 

“9002060313 Requests to meet L Fnedman re NRC data on licensee as soon as possi- 
ble 

ELWELL.W Nowfio'd. MJ 88/10/24 KINNEMAN, J. Region 1, Ofc ol Ire D.redOf tp 
52552 300 52552 300. ^ 


-9002060320 Appiicaiion tor license, eumoruing use ol 17,637 m pyrochlore coniaini-'o 
1 2-20% thonumi 003607% U asoades 

MAOSEN.S.SV Sh-eldatloy Metallurgoal Corp. 63/11/25. 7pp 525S2.301-52592 307. 

-9002060330 Confirms 631129 le'eon re licensee application lot use ol sou'co 
mati.Form AfcC-2.inadequaieiy completed Ciarificat on ol application provided 
CLYMEfl.we Shieldal-oy Metallurgical Conp. 63/12/02. LAUTERBACHK Alomc 
Energy Comnvssion (Pre 750101). 3pp, 52552.30e'52552 310 


-0002060334 Forws'ds liconso SMD 0743 rn d sposal r.t sing Uom stnnllir.g opera-.o-, 

^MQCnAi'^MFn^DA Alomc Energy Commssion (fro 750101) 63/12/20 

Madsen's w Smido by M 2^^-^ '>2552 31.-02552 312 

Qn0}080349 ROOUOSIS lo O'rte.'-.d I'conso m mnl-i-li? lOO.OGO m ro'umbiu.'n hooting pyt- 
" ochb'o CIO 4r understand ng O' discussion tbrir-.g 6401) 2 t.iK on bo-woon wa 
DA V- jssbaurrot ihni 6urh I conso oxion.s on posvhio 

SM'loy Moie. u-glcal cap 04 /00/ 12_ NURSRAUMER.O A Aiorr.c 
Energy Comrriss on (Pro 750101) 2pp 52552 I'-mPS.i? 314 

-9002060356 Reduer.ls odd m'O ro 640!il2 opfi'irmilon lut n.n.iti:l lo AEC License 

MAOSEN.S w. SH eidaroy Moiaibrdical Co.n. ?(ip t>2u >? -iin >. jj 2 3ib 

-9002060305 Nolilos irai L-consO SMR 743 o.ptop cn 641231 A mlvisns lhal applies 
lion 1^1 eenso renewal bo 'led 30 days bnlc-to o-piralon dnlu il liLuriano wishes b 

NUSSBWMER.D A Alorr.lo P"<>'ny 64/11/19 

MADSEN, SW St-.in()ft'ioy Mo'.a'u'ijca' ( o'p 'p 5? ■ .? 3i7-.-2.)52 3i7 

-9002060371 Ack rocopl of notice ol OKpiaiion o' Llcnn'in B'iAtt /43 S s,.timll3 Form 

SEYO^CLDC? Shloldal ciy Moial-u'O'Cal Coi|) 04/ 1 1/?4. NUtstdiAUMI-n.D A Abmc 
Energy Co'mmlss-on (Pro 750101). Ip 52552 J'O 52552 3tl) 

-9002060376 ADp'iCO'ion let amend to I consn GMIV /43 niill'.oiy-nj) use ol .7,637 \'j 
pyrochb'e ccncenitalo contflinltig I ? 2 0‘- 1t-.o'i.ini A 0 03 0 "7 ... U Irj fimdUCfi lO'to 

SE VBOlSc r °SnieidHl oy Mota'lury cni Corp 64/11/24. /pji ri?f.52 310 52552 325 

-9002060384 floquosts addi nlo 'O 641124 nmilK nlinii to- tfoowiil ol 1. conso SM3 
743 I ISIS nlo nondod Advisos Piat no cloivnnro stmll lio inii'li' lor iiso ol prciQClva 
equipment n determining oM'OSuro ot pnisori-iul lo ifidio.i'iivliy '""^hsu u’ ,i_';i;k 
NIJSSBAUMERDA Atomic Er.o-gy Conimis-.ion (I'nr /5010II 64/12/24 

ctvnni n ft F Sr-.iu'da'lov Mois'lura cni Com ?p|) 52552 326 327. 


-9002060397 Pfcvidos l.ilQ lo sbr'-d.ird y ry i.s'i nl |iytni,hlititn nonr iiiiimMs ns used 
under Lbonsa SM0-743,pei 650903 loq-.oai I ciinsoii piournni lor luUno wO'K also 

CLYMEFCWB Sholdaby M.OlflI'uigical C/Tin fi5/iil/12 NUSRnAUMFR.DA Alcmlc 
Eno-gy Commission (Pro 750101) 4|)p 52552 32H-fj?ti52 ;i:i1 


-9002080402 Forwards AEC LIcnnso BMI)-74:( »ih ronowod Advisus lhal per 
10CFH20.103(c)(11.nl'cwanco may not ho m.idn lor usn ol (irolnflivo uqu'pir.qnl .n do 
lormnng oxposii'o ol nd vdunis to el'tjcrnn radioni.livily w/o Al-C iipp'ovol 
NUSSBAUl/En.O A Alomc En.orgy Co'rini.ssiftii (I'm /tilllOl) 65/02/01 
CLYMER.W 0. Sh,rHdal'oy MutaHurglCiil Co-p 2 pi> 525I>2 332-f>2fif>2 333 


-9002060404 Ack roco.pl Ol AGf 650201 III & roquiislH Ini imums'rjii iil licniiso SMB- 
743 RBquosi8 mat liconso bo lurltw rovlsod lo ii'idw licorihnu lo piocoss nn'initod 
quanlLOS ol Arnxa pyroch'cio conconiiaiPS & iPSiiltnii uliiu.ni'r I>5[)1 12 Hi. 
CLYMER.W.B Shloldalloy Molaluinlcal Ccili. 65/()2/IS. NUSSDAlJMiJf.DA. AlotfC 
Energy CoiTim sstoi. (Pie 760101V WS6'2 :V)4-'.9ri‘»? 3;S'i 

-9002080406 Forwards Ledeux mpi rn ao'ubilily nl slnii'i [irodur iid in n'uii'lrioll'Oirrc 
amoHing ol Araxa pyiocli'oro conciiniralos A Hr Irom 1 odoux A (ai null ting proco- 
Cures used in analysoa , 

CLYMER.W B. Shiolda by MotflUurncal Coip li‘>/(t2/25. NUSSRAUMl-n.lVA Ato.mic 
Ena/oyCommisslon (Pre 750101) Opp 52552 33(15255/ ;l3il 

-9002060408 Requosis to flocuio autl.O'>7iii on lo pdsmihs i 5 loiin liiiililn!oy4n A lo 
sme'l mall in test aeries w/smuHanocus survey ol Dirhcmn poi'uiion nnsuiis nl ane.y 
SOS ol haddobyde provided 

CLYMER.W.B Shlefdai'oy Moial'urgiCfll Coin 65/03/04 NUSSIiAUr.4En,OA. Ab.-nic 
Energy Ccmrr.l98:on (Pro 750101). 2pp. 52552 33'J'52052 ;f40 

-9002060410 Forwards amend to AEC Lbnnsd SMl!-743A(lvmnR lhal applica.on let 
auihoriyat on to dispose licensed mall by Inuinl m rnani'o,' diltoronl Irnm 10CFR20 304 
specs must be li'ed A iberno survey program r.cliidod in ntnntxl 
NUSSBAUMER.DA, Atom.c Energy Conintission (Pro /50101). 65/04/05. 

CLYMER.W B. Smeldal oy Melalfurgicol Corp Ip 5255? 34 1. 5255? 341. 


-9002060412 Amend 2 to License SMO-743 tor S'l.ofdnlloY Corp.milhoiifinii u9o ol un- 
Imlted qusniitos ol Brail-an pyfochiO'O coninT.lnii OO/'t, LJ A 2.0 °m Htonum A i5 
tonsol baddeby.io. 

NUSSBAUMER.DA Ato-n'e Energy Comm.isslon ((’ro 750101). 65/04/05. ip 
52552.342.52552 342 


-9002060415 Ack receipt of 650405 Hr & amend lo AEC Liconso SMf)-743. Rased cn 
s.tuaibns discussod/nquasia (udiidr amend te license as Imlical'jd 
CLYMER.W.B. snioldal'oy Meialluig cai Corp 65/05/25. NUSSQAUMER.UA. Alomc 
Energy Commissio.n (Pro 760101) 2pp. 52552. 343.52552. 344 

-9002060416 Requests ouiborizatlon to visit SMiefdalloy Corp to obsurve (ociliiios & 
oqu'pmoni lo bo used In proposed eciivitios.io obso.-vo s to lor builnl of hyp.'oduci slag 
A 10 discuss Hems A/or Info needod to amend license. 

HARM/DN.O.A. Alomb Enotoy Comn’lsson (Pro 750161) 05/06/17. MCBRiCEJA 
Atomic Energy Commission (Pre 750101). Ip 52552 345-6255? 345. 

-9002060410 Provides Inlo.per lolcon roquosi lo 650525 application lor emend lo Li- 
cense SMQ.749.Auii'iary oporabons lo ho employed in propnnny ore lor alum noihor- 
mic ot electric furnace amolLng lisiad 

CLYMER.W.B Shieldaitoy Melallurgical Corn 65/00/30 HARMON, D. Alomc Energy 
Com.mlsslon (Pie 750101). app. 52552346-52552 348. 

-9002070041 Amend 3 lo License SM.B.743 lo' Sh-o'dniloy Cofp.authonz.ng use ol un- 
iimiied quant.iles ol motal lo.'ous ore containing 2% U A 4'% iho'Hiin 
HARMON.OF. Atom'c Energy Commission (Pro 750101) 65/00/21. Ip 62553007- 
52553.007. 


-9002070047 Requests permission lo post at plant gates signs reading "Any conta'ne'S 
within plant may conlan radioactive mail’ A boannq radinl-on symbol, pc' 
lOCFn20 203a. 

CLYMER.W B. ShJo'dalloy Motalijrg'cal Corp 65/12/13 HARMON D Alom c Energy 
Comm sslon (Pre 760101) Ip. 52553.008 52553 008 



DOCKETED ITEMS 


-900207006$ Informs that iicotiseo wi.t be abio lo comply w/AEC rocorntrendation Altar 
661 lOif ijconsoe w.ll Po govomoJ by 1PCKR?0 203(1) (3)([V> £ |vi) 

BERnv.B Shio'clalloy Mola'lu'g.ca' Corp. 66/10/2-1 NUSS0AUMER.OA Atomic 
Energy CoroTi sslon (Pro 750IOiy ip 53553.01 1-52553 01 1 

-9002070104 Atr>en<1 to l.lcenso S^*B'7•13 for Shloldaloy Corp.exomp' na Hcan&oo Irom 
reqiiirerr.crts of i0CFR20.?03(o)(3) icr areas withn plant provlrled eii enliancos lo 

E arn conspicuously posted por su'J, rogu'ntisr) 

ARMONOF Atcmc Energy Cornrrlss'on (Pro 750101). 66/11/02. Ip. S2953.014- 
52553.014 

-0002070145 Nonce 0l OKpiroiicn of Liconso SMR'743 on 600131 Adv.sos that app'Ica- 
lion should bo suhm.itod usinu Form AEC'2 at least 30 rlays prior lo oxpirailon dalo. 
NUSSBAUWER.DA Atomic Energy (Hommlsslon (Pro 750101) 07/1W26 BERRY.B. 
Vanad.um Corporetion ol Amoi.ca Ip 52553023-52553:023. 

-9002070150 Appicciicn lor ronoMi lo L/co.oso SMB-7')3,8ulhoftflr>g bS© Ol 15 IMS 
baddoioyite containing 0 35^« U S un'imitan quanhtios of pyiocb'cto conconiinlo con- 
taining 0 03 0 07% U & 1. 2-2.0% thorium aa oxidoa. 

SEYBOLD.CF. Shlolda'loy Motoi urgical Corp R7/12/22 5pp 52553 024-52553 020 

-9002070156 Forwards Uicersso SMIJ-743,0S rorierred 
HARMON.DF Aloni‘c Eriorgy Cnm.m, salon (Pro 750101) 08/01/10. SEYBOIO.C.F 
Shieldaloy Ueiai urg'cal Co-’P Ip. 52553 020-52553:028. 

-0002070160 Seioty irap on 600221 ol License SMB-743. Insp lindingano noncwnpli- 
once noted. 

STEARNS CF Aioiric Energy Cornrr.lssion (Pre 750101). * StioMaliOy Moinrutgeal 
Corp 68/00/21 Ip. 52553 030-52563 030 

-9002070194 Nolico Of o>p raflon ol Llcenso SMQ-743 on 730131 Advises lo eiittrn’l te- 
nowal app.’i'cotion.uslng f erm AEC 2,30 days So/ora axplrairon dnfo ol t.-consa. 

MALABO, J.C. Alomc tnorgy Corrniisalon (Pr© 750101) 72/12/20. Shioldatley Meiai 
lurg csl Corp. ip, 52553 041-52553 041 

-9002070196 Forwards Hppl.cntion (or ronowal of Liconso SMQ-743 
SEY0OLDC.F. Shiolfla'Ioy Mola'lu-gical Corp. 73/01/12 Aiomic trtorgy Commission 
(Pro 750101). Ip 62553.042-52553046 

-9002070224 Ack recolyt of app'iCOLon lor ronowal ol Liconso SMQ-0743. Appl^aton 
doemod timely 1 md & accordl'igiy,! conso w4l not expire uni-l final action takon by ofc. 
wniQl1T,E.G Radioisoiopos Llconslnii Brench (Pro 790501). 7H/01/20. 

LONQA1<F.R,J.O. Slilo'ifallpy Moiallj'Qicnl Corp 2pl>. 626S3 060-5256305I. 

-9002070232 AdviSOS Ibal loo roqulrod for 001030 eppllCQCion (or amend to liconso 
SMB-0743, por 10CFR170. 

JACKSON.Q Uconao Fee Mar'agoniam emocli (Pro 06li23| (tO/ti/li 
lONQAKER.J Q. Stilo!(J8'IPy MoliiHurn.cQi Corp. ip 52553 05.5-52553056. 

-9002070230 Forwards cbonk lo cover too for 801030 emonci roquosl lor liconeo SMB- 
743. 

LONQAKEn,J0 MoiaHurn, Inc. 00/11/24. JACKSON.Q Liconso Feo Morraoernonl 
Prench (Pro 861 123). 2p|i 52653 056-52653.05/. 

-9002070246 Forwards Hr tu Sb'aldnl'Oy Crvp.iorrrkriating svcs as corasutiam on Ikonao 
SM0-743. 

SILVERNAIL.W.L Silvornol, W.L. 02/10/16 Maioflela LfCOnslng Broneb. Ip 
62653.058-52653 050. 

-9002070251 Applicotion for amrinri (o I icuriso SMa-743,au»K)ri?ing cliango in Uconee 
Condd.on 1 2 as aiaioii Fou pa d 

lONOAKER.JO. Motn'.'iiro. Inc. 80/ 1 0/30. COiNN.Pfl Matonafa (.‘conelng Braoch 
ip. 52653.059 62553.050. 

-9002070256 Advlsos Of atl|ii9inionta In eppilcniion (uo lor ronowal ol ilcersao SMO- 
743 

HOLlOWAY.C.J Liconso Fed Manngernoni Qrnncli (Pro 081123) 00/04/10. 
SIMKINS.O.A Sbleldai'uy Mclal urgicnl Corp. 0pp. 52553 000-52553 000. 

-9002070276 Undated momo inlorniing lhal liconsuo sobm llod appi cation lor amond 
to I'ConsQ to corrocl Horns ol noncomplianco noiod during inM on 650520 Forwards 
Insp topi lor Info & requeata lo bo informod il nppHcai.on don'ed 
HANOLER.R. NRC - No Dolailod Afliliallon Givon 00/02/07. HARMON.O. NRC - No 
Oeia'lod Alfil-alion Given. 1p. 52553.0/9-52553 070. 

-9002070263 Ack rocolpi ol AEC 650630 Itr & AEC 592.lnform8 that i.eonsoo eppilod 
for amond lo Llcenso SMQ-743. Quihariring possossioti ol Nigortan 8 Noiwoglan ores 
& surplus quantiiy baddoioyiie.Siag sioragr? drums labolod as roguirod. 

CLYMER.W-O. Sh'oldeloy Moin'lurgical Corp. 85/07/06. KlRKMAN.B.W. Reg'on 1. 
Ole ol llio Oirocior. tp. 53553.000-52553.002. 

-9002070290 Salety irisp on 650630 ol Liconso SMO.743.ln9p (indings: aourco mall 
possessed & usod iri form ol Norwegian & N.gorlan oro S 36,000 ib Daddeloyile ore 
w/o aulltorizaffon £ s'ag siorogo drums not labeled W/5 ovoretze cfrewings. 
VINCIGUERRA.E. Alomlo F.norgy Commission (Pro 750101). * SfiaWaltoy Metalhitgl- 
cal Corp 65/06/30. 208pp. 52553 O93-52653.200. 

-9002070304 Partially dolotod Insp Root 40-7102/05-01 on 850402. Noncompllaivo 
noted Malor areas inspeolod mgt mooting, program tequiromenla.IollQwop on noncom- 
pllnnco £ deviations, indepondont Insp oilort.lranaporiaiinn £ mgt organIzsKon. 
MCFAODEN,J. Region 1. Ofc 0/ ibe Direclor. 85/05/08. POpp 62653 292-52653-311 

-9002070443 Forwards partially dolotod recorded annual whole body OKposwe rept for 
CY87 in compliance w/Llconso SMB-743. 

MORGENSTERN.M Shioldal’oy M.oiallurgical Corp. 06/05/12. NRC - No Dolailod Al- 
fillation Given, ip. 52554:161-52654:161. 

-9002070446 Partially dolotod "Annual Whole Body Exposure Ropl Icr C5Y87." 

‘ Shioldalloy Metallurgical Corp, 07/12/31. 26pp. 62564:162-62555(190. 

9002020302 Appl.catlon for emond to Llcenso SMB- 1507, limiting appI cation lo areas In 
which tadloaclivo slags now located W/ono oversize drawing. 

PORTER, W.F. ENSR Consulting & Enginoehng (formerly ERT). 00/01/29. 
SJOBLOM.G.L Fuel Cycle Solely Branch. 2pp. 52526:203-52529:047. 

-9002020304 "Shto/dfllloy Motelhirqcal Ccrp.Doconiamin8i.on Ropf." 

* ENSR Consulting & Englnoorlng ((ormorly ERT). 5990-001-230. 90/01/31- 623pp. 
52526:205-62520.047. 


9002050091 fOlA requoai for documonia re Shioidai'oy Metallurgical Corp. including but 
nol limtod 10 corrospondence between NRC & licensee. New Jersey EPA £ other gov- 
anvnetttal aganclns £ documoniaiion re on & off s-te redwasto slorego £ disposal- 
BEREZOFSKY.E Toma*. SmonoU, Adourian £ O'Brien (fo-meriy Temar. Parks. Se- 
bgor, S moneff &. 88/10/16 MILLER, M . Reg on 1, Ofc of the Di'ecior Ip 52551 102- 
52651:162 

9002050307 /Vrr.cr.tf to Lfconse SMQ 0743 for Sh'Slda loy Corp.arriond ng Item 10 Of II- 
canea to oxampi licensee from roquiromonts ol 10CFR20.203|o)|2) 

HARMON OF. Alomic Energy Commission (Pro 750101) 66/11/02 lp. 52551:320- 
52551 320. 


DOCKET 40-7397 FOOTE MINERAL CO., EXTON, PA 

90020^)02 Rnai rosppnsa lo FOIA leguasl for clocumants App AB £ C records or^cl & 
also avaiial^a in PDR.App D rocerds ave lablo in POR App E documents partially with- 
hold (ref FOIA Ekomplions 4 & 6). 

GRlkteLF.Y,OH. Division ol Freedom of Information £ Pub'ications Services (Post 
890205) 00/01/23. BEREZOFSKY.E Tomar, Simonolf, Adnu'ian £ O'Brien (formerly 
Totnar. Pe(l<s. Seligor, R monoll £ 36pp. 52551.163-52555:090. 

—8710060147 License SMQ 660 lor Footn Mnoral Co,auihoriz<ng possess'on of 6.900 
lbs U £ tnsftum as conlamneni in slag lurnacing oporaiions.per iconseo 700612 ep- 
p'lcaiio.') 

LAYFl£LO,fl.L. Alomc Enorgy Comm.ssion (Pro 750101). 70/08/28 Ip. 62563.201- 
52553201. 

-9002060112 Seioty insp on 670323 Ol License SMB OOSOInsp l.ndngs no noncompli- 
ance noied 

IIUETERIJ. AlOffl'c Energy Commlsson (Pro 75011)1) * Vanadium Corporotion of 
America 67/03/23 ip 52551:219 52551 219 

-9(M)2050i24 Undated Hr ack receipt of 670302 itr & 670423 telcon to licensee inlon- 
eon lo sell (3ambtidga,OH piani to Shialdal'oy Corp.Requests Isiod Info neodod 
before NRC. w.li nuihonzo release ol licensee proponios lor unrosinciod use 
MCCAMN.OM. Region 3, Ofc of the D.roclor. 90/02/05 JACOSSON.R.N, Fooio Min 
era/Co 22pp SZSSf EZO-SESSfiZJS 

-9002050150 Documents h story of license SMO 0850 from 650910 I cenge issuance & 
piovkios surr.mery ol Rogipn III 870330 mooting w/ Sh oldalloy Co'p re purchase of 
plant facihi-os frcm rooio Mmorei Co Concludes that I0CFR40.42 appi as to put- 
ciiase 

MCCann.M. Rogicn 3, Ole ol ihn Oirocior. 87/04/08. MALLETT.O. Roglon 3, Ofc of 
(be Oirecro/. 6pp. 5255f;244-6256l.249. 

-9002050173 Responds lo D70505 Hr roquostino consent to ironsfor posseeslon ol 
onsiio ledwnsia mans from Pooto Mineral Co loSh o'dalioy Corp Advlsos that Liconso 
SMe-1607 issued lo loiloi.Llconse 5M.B.0650 rotiiod £ 87(}S0S roquost granied. 
M.CCANN.O.M. Region 3. Oic oi iho 0 roclor. 87/06/09. jACOQSON.R>i. Foote Min- 
eral Co ip 62551253.52661:253. 

-9002050189 Surnm.ory of trip to Shleldolioy la:il-! os In CombrIdgo.OH re 071117 moot. 
ina w/iiconsoo 10 d.scuss opiions tnr d.sposai ol large pi'as of ihorium/u conlaTilnai- 
CO eieo currently posscseod under License SUB 0650. 

MCCann.G.M. Ron on 3. 01c ol the Oi'octor. 67/11/18. Region 3, Ofc ul me Oirocior. 
2pp 5255 1 254-62»t 265 

-9(H)20504ie Forwards Vervad um Corp ol America application lor source mail llcenso £ 
euppiomoniai inlo.aulliOflz.nQ pi'ol scale p'oeossing of tin slog coniaiiung Ihorium £ 
toquosis 10 oxpodiio ro/iow ol app'icaLon & graniiim ot liconso 
AUGUSTINE RJ. Appllod HOQlIh Phys'CS. Inc. 65/09/10. NUSSDAUMER.D. Atom.C 
Energy Commission (Pro 750101). Ip. 52552:349 52652:349. 

-9002060421 Forwards AEC Liconso STB-eSO. 

HARMON.OF. Aiomic Energy Corr.m'sslon (Pro 760101). 65/09/15. MCLEEB.T.J. Va- 
nedum Corporallon of America, lp 52553:005-52553 0()5. 

-9002080422 Liconso STQ-050 lor Vanadium Corp ol Amance.authorldng uso of 220 lb 
Ihorium. 

HARMON.OF. Atomic Ennrgy Commission (Pro 750101) 65/09/16. lp, 62553.0 06- 
62053.006 

•^002070053 Forwards appical-on (or amend lo Llcenso STB-OSO for Vanadum Corp 
ot AmnriCB.oxtonrflng hcenso lo C6I23I & authorizing increased possoss.on ol source 
mall (ot uso In p'lol-scalo processing & relinomeni ol lochnlquos w/o oncl. 
AUQuSTlNE.fl J. Appllecf Health Physics, Inc. 65/12/16. HARMON.D.F. Atom'c 
ErwQyCornm;3S.on (Pre 750101). 2pp. 52553.009-52553 010. 

-0002070082 Notifies ol oxplieiion ol Llcenso STB-ODO on 661231. Advlsos thel applica- 
h'ort for ronewat be aubmiKod usmg Form AEC-2 at (east 30 days boforo arrpfratfdn 
date. 

NUSSOAUMER.O.A. Atomic Enorgy Comfmss'on (Pro 750101) 66/10/25. 

PRIMOSIC.A J Vanadium Corporation ol America. Ip. 52553:012-62553.012. 

-90020700BB Amend 1 lo License STB 050 lor Vp.nadium Carp ol America, emending 
Iteiris 4.6,7 & 8 of liceneo Id road as stated. 

HAHMONOF. Aromlc Crtorgy’ Commission {Pro 760101). 68/01/04. ip, 62653:0)3- 
625534)13. 

-0002070110 Forwards Form AEC-2 lor renewal of amended License STe-050 & In- 
forms that App'ied Health Phys'cs.Inc wJI conduct radlolog'cal surveys to evaluate 
dusi control measures & radiological hazards during pilot stud, os. 

PfliMOSIC.AJ. Vanadium Corporation ol America. 66/11/02. HARMON.D.F. Atomic 
En»gy Commission IFre 750101) Ip. 52653 016-52653 015. 

-9002070113 Appl.calion for renewal ol License STO-OSO.authorlzlng use of 150 ib nai- 
wai U & 6.720 1b natural thorium. 

PRIMOSIC.A.J. Vanad.um Corporation of America. 60/11/02. 3pp. 62553:016- 
62553:018. 

-90020701 17 Forwards Llcenso SMB-B50 as renewed 
HARMON.D.F. Alomic Energy Commission (Pre 760101). 66/11/14. PRIMOSIC.A.J. 
Venedxim Corporelion of America. 1p. 52553.019-52553:019 



o 


L/Wi/rvc- I uu> 1 1 


-90020701 19 iJCePM SM8-8&0 lOf 'J&nad-vm Corp o! 
ibthonumUlof 
HARMON.OF 
525S3 02CI 


US9 Dfif wOCMures oescnoey n ooi aijy'.auw 

A'Dinic ^rav Com'n.ssiOP iPre 750J011 66/1 1/1A ip. 52553 020- 


-9002070132 Ack f«e pi O' UceAse SM3-e50 8$ re.Tevied inlo/ms tfwl 661 '02 app"M- 
lion 'Of renewal covered License STB-650 4 roq-josts to b© advised il license aciualy 

Pfitv^iCAJ. Va.wdiu.'n Corporaion o' Amenca 66/11/17 haRMQU.D.F Atomic 
Energy Com-mission (Pra 750101). 2pp 5255302''52553 022- 

-9002070167 iniorrr.s that License SMB 850 e«pired on 691130 & ttiai no renewal ap- 
pijcaeon f.ied per lOCFflaO 43 Advises lo ccmpieio 4 le'urn wiihm 15 days e.icl 
lorm i' licensee no longer w.sh lo be i.censed 4 possesses tio 60';/^® "'5*', ,, . _ 

BUChANAN.CR Flog^n 1. Olc d ifie Director 70/07/07. PfllMOS.C.A.J Vanadum 
Corporation c! Amonca ip 52553 031-62553 031. 


-9002070171 fJotice o' expiraDon o' License S.M0 850 on 69 "30 Advises to submit ap- 
piicawn lor tenowalosing Form ASC 2,at 'east 30 before e»p-raUon date ol license. 
NUSSBAl/MER.O A Atomic Energy Com.-nissiort (Pre 750101). 69/09/29 

PRIMOS'CAJ Vanadium Corporation of Amenca ip. 52563 032-52553 033. 


-9002070191 Acir receipt ol 661117 lu re change -n prefj< of source rr.atl license as 
renewed Change rnade lor ed.-n-mstretive pu'poses to reOect current mad status under 

HARMON. DF AtotTjC Energy Commission (Pie 750101) 68/11/28. PRIMOSIC.AJ. 
Vanadium Corporation ol Amenca 2pp 52553034-52553 035 


-9007070166 Application for renewal 10 Lrcense SMa-850.8uIhon2in9 use Ol 150 lb nat- 
ural U coniarurH 0 04% U 4 6,500 lb natural ihonum co-ntaining 2% thonjm 
PfliMOS'CAJ. Atomic Energy CommiSS-o.n (Pre 750101). 70/08/12 2pp. 62553.036- 
52553037. 


-9002070188 Forwards app-iceien lor re.newai ol License SMB-050. Appi cation made 
cn na.me ol Focie Mineral Co due to mergei. Application not end 
PfliMOSiCAJ Focie Mineral Co 70/00/12 BL'CHANAN.CR Atomic Energy Com- 
mission (Pro 750101) 3pp 52553 038-52553040. 

-9002070205 Adv.ses that activiy euthorued by License SM8-8S0 now sub| to leo Cal- 
©gory 28 of SecLon 170 3i 

t/UER.WO Alone Ene/gy Cemna-on (P/e 7S010I). COGHUN.J. 

Foote Mineral Co Ip 52553 047-52553 047. 


DOCKET 40-8027 NEW SEQUOYAH FUELS COHP., OKLAHOMA CITY. OK 


6912080106 Forwards ■'Sell-Monitoring Ropts for Jul-Sopi 1060" & revised repis ror 

kn/ghT S P Seauoyah Fuols Coip. (subs, ol Korr-McGoo Nuclear Coip.|. 69/10/2? 

fr. Konm 'inv.noKn'i 'itift “ 


-8912080112 •'Sell Moniionng Discharge Ropl lor Jul 1009." 

KNIGHT S P. Sequoyah Fuels Corp. (subs, oi Ko/r-McGoo Nuclear Corp ). 89/07/31 
6pp 525’93;308-52593.3l2. 

-9002130002 "Set! Monitoring Ropl for Aug i960." 

• Sequoyah Fuols Corp. (subs, ol Korr-McGoo Nucloar Corp.). 09/08/31. Sim 
62593:313-S2693;317. 

-9002130003 "Sell-Moniioring Ropl for SopI 1000." 

• Sequoyah Fuels Corp. (subs, of Kori-McQee Nucloai Coip ). 00/09/30. Spp 
62593.318-62503 322. 

-8912080118 Corrected, "Soll-Monitoring Ropl lor May 1900." 

KNiGHT.SP. Sequoyah Fuols Corp. (subs, of Korr.McQoo Nucloar Corp). 89/05/31 
2pp. 52693.323-52593:324. 


-8912080117 Coftecled, ‘'Sell-Monllonng Ropl lor Juno lOOO.” 

KNIGHT S P. Sequoyah Fuols Corp. (subs, ol Korr-McGoo Nucloar Corp ). 69/08/30 
2pp. 62593:326 52593:326. 


9001030097 Requoeie legal opnion re wheihor NRC can auUiorUq onsHo dsposai 
under 10CFR2O.302 foi NRC-I.consod facOily tocaled in Agroomonl Slaio.Slale o' i. 
stated that NRC may not havejunsdicllon ovor Alllod'Slgnal tflsposal of wood pa"ois 
CU.NNINOHAM.R.E. Division 01 Industrial & Modicol Nucloar Saloly (Post 070723) 
89/12/14. TREBY.S.A Assistant Qonoral Counsol for Hulomoklhg & Fuel Cyc'e. 4pp 
62655.069-52655:072. 


90020(0139 PNO IV-00-005 on 000122, solenoid valvo failure cousod In p’ant sp.-l ol 
10,000 to 20.000 lb ol depleted UFA powdor.Ono woikor Intialod or Ingoslod errai 
amount ol mall. Analysis ol unno & local samplos undonway. 

FISHEH.W.L.. YAN(D6LL,L.A. Rogon 4, Otc of Itio Duoclor. 00/01/23. 2pp 
62332.064 52532.005. 


-9002070213 Cenificeie Ol diSpovtion ol mails np mails procured by licensee under Li- 
cense SMB-850 

fRiMOSiCAJ Fboie Mineral Co. 75/09/16. 2pp 52553.046 52553049. 


9002090090 Ack receipt of 891207 submllial ol Oddi info ro unusual ovenl docia'etl 
during NRC Insp conducted on 801 106 00. 

BEACH, A.D. Rogon 4. Qlc ol tt'o Oiiocior. 90/01/23. KNIQHT.S.P. Sequoyah Fuels 
Corp. (Subs, ol Kerr-McOee Nucloai Coip.). Ip. 62600.024-62600.024. 


-9002070268 Correciad Licensa SMG-1507 (pr Sbeidaiioy Coip.auihoniing possesalon 
ol U 8 thorium as contaminant in atag 'rom previous alloy lurnase operations. 
MCCANN.O M. Region 3, Ole ol the Oi/ector. 87/05/2r 3pp 62553 069-52563.071. 

-9002070274 Forwa-'da original Lcenso 878 850.660(04 4 (t(4 li'cenaa amends 4 
881(28 .4EC itr explaining change !n license number (o SMB-6S0,in response (o 
661(09 lelephone inquiry 

MORIARTY.M O^rauor.s Branch 87/11/10. DOERR.W.W. ENSR ConsulUng 4 Engi- 
neering (formerly ERT). 7pp. 52553.072 52553 076. 

-9002070395 Appiicabon lor amonO (0 Uconse STB-650, euthonaing use o( 6720 lb nat- 
ural tnenum coTi'a-nuig 2S thooum 4 150 lb natural U eentaining 0.04% U (or pilot 
scale owations 

PRIMOSIC.AJ. Vanadium Corpoiation oi Amancs. 65/12/15. Spp. 52554:175- 
52554''60 


t>OCKET 40-7580 FANSTEEL INC., NORTH CHICAGO, IL 


9001290085 Informs ol 900116 mee'jng to discuss operational status 4 future plans ol 
Fansieei Muskogee, Oklahoma planiFensteel ceased chemical extraction process por- 
tion ol plant 4 has no plans to conunue opore',ion in lutu'e 
LAROdHE.G Fuel Cycle Salety Branch. 90/Oi/'8. Foe! Cycle Safety Branch ip 
52469 090-52469090. 


9MI300437 Discusses plana for Muskogee piaoLper request Shutdown of ore tresling 
laalfoes.due to sale.smienng lurnaces. hydnd ng furnaces 4 auxiliary equipment along 
w/ianialum wOfk-tn-process inventory planned 

EMORY.C.V. Fansieei, Inc. 90/01/24. SJOBLOM.G Division ol indusWai 4 Medical 
Nuclear Salety (Post 870729) 2pp. 52497 013-52497:014. 

9002070221 Forwards License SMB-9" renewed in entirety, Revised license contains 
condib^ requiring timely acUmSER 4 GL S(Obiom 900201 memo re eligibility lor 
categoric^ exclusion also enct. ” ' 

fw MSMm 90/02/01. CARLILE.T.S. Fansieei, Inc. 


SMB-91 1 lor Fansieei, Inc, revising kertsa In entirety 
of3W^52598 m^98 236“*'^^ ^ 0/OT29). 90/02- 


/wounding approval ol licensee 671016 revised application Ic 
It®* siPPlemiented. sutH to NRC conditons ^ 

52M82°?T2”wl51^°^°^”'°”' ®0'02/O1. 15p( 


9002160069 Advises lhai Lcensoo Intends lo submit summery ol 900122 spill of U lotri- 
fluoride In UF6 reduction bldg as soon os prQc(lcabl(j.Summory will Include lull de 
acrip'jon of event 4 will eddroaa correctlvo actions taken or to bo takun. 

GRAVES, R. Sequoyah Fuefe Corp. (auba. of Korr-McOoo Nucloar Corp.). 90/01/26. 
MAnTlN,n.O. Reg'on 4, Olc ol ihe Director, Ip 62650:164-52058:104. 

9002090167 Forwards Amend 6 10 LIceneo SLID-1010,rovi8lnQ Condition D lo Include 
dale ol 891107 4 daleting Condition 26. 

SJOBLOM.Q.L. Fuel Cycle Saloly Branch. 00/01/29. KNIGHT, 8.P. Now Soquoyay 
Fuala Corp. tp, 62626.324-52626:032. 

-9002090161 Amend 6 lo License 8UB-1010 (or Now Soquoyolt Fuols Corp, rovlsi'ig 
Condition 9 to include date o( 091 107 & doiotlno Conditions 1 1,10,23 & 26. 
SJOBLOM.G.!.. OMSlon ol Industrial 4 Medical Nuctoor Sofoly (Roal 070729). 60/01/ 
29. 3pp. 52026:325-62626:327. 

-9002090162 Salety evaluation accopling 091 107 appllCOllOn lo omond License SUB- 
lOtO ro rafllnate fert!ll 2 er program. 

HORN,M. Fuel Cycle Salety Branch. 90/01/20, 4pp. 62026:320-52026:331. 

-9002090163 Advises ihal neither environ assossmeni nor EIS worrortlod (or licenses 
891107 request lo amend License SUB-IOtO, revising Iroalod ralllnoto fortiliror pro- 
gram requirements 

SjOBLOM.a.L. Fuel Cycle Safety Branch. 00/01/20. Fuel Cveto Safety Oronch. tp 
62826:33262626:332. 


9002160069 Discusses 900123 telcon w/Lcensee re troatod rafllnate lortHjw 
program. Licensee plans lo request complete elimlnaHon ol rogulolory controls on Bp- 
plication ol treated ralfinate lor use as commorclal torlilizor 
BIDINGER.G.H. Fuel Cycle Safety Branch. 90/01/20 SJOBLOMG8. Fuel Cyda 
Safety Branch. Ip. 52670:096-52679 006 


9002140276 Ack receipt of 900202 Itr aummailzing 900122 event at foclllty A correctivs 
evonl.Concur8 w/ decision to reslert UF6 reduction plan'. 
MARTIN, H.D. Region 4, Olc ol the Director. 90/02/09 GRAVES R Sequoyah Fuo's 
Corp. (suba. ot Ken-McQae Nuclear Corp.). Ip. 62653-207-62663-216 


-9002140278 Forwards summary ol events loading lo 900122 doploiod UF6 spill Irom 
vent port located on top ol product weight bln. Possibly caused by deloctive solorok) 
prossurlre storage bln.Sptil conlalnod wlinin bldg. 

Corp. (subs, ol Kerr-McQeo Nucloar Corpi 00/02/02. 
MART'N.R.D. Region 4. Olc ol the Director. Opp 626S3'206-52663-2l6 


ceiegorieal exclusion under lOCFTtSi 22 ra 
6^27 appUcation tor renewal ol License SMB-91 l.ce-Ased on 871018 (Conclusion 
EIS not warranled,pet 10CFfl51.22(c)(ll).noled'^ 

S 252;5259efM^ ^ 90/02/01. Fuel Cycle Saloty Branch, 2pp. 


0002220313 App/fcalion for amend lo Ucenae SUB-1010, changing name of licensee 
frorn Mquoyah Fuels Corp to Sequoyah Fuels Inti Corp.oalabliahfng now process lali 
wastes" lo Chapter 10 ro decontamlnallon.Fee paid 
riAbi nu ft f"®'® O’ Kerr-McQeo Nucloar Corp.). 6o/02/12- 

bJOBLOM.Q.L. Fuel Cycle Salety Branch. 62pp. 62673:167-52673:246. 


DOCKET 40-7604 8P CHEMICALS AMERICA, INC.. LIMA, OH 
^4° 52«7^5®5ft97?iw'^'- Fuel Cycle Safe 


DOCKET 40-8036 COTrefl CORP., HOBWELL. NM 


fli?«n ®i'® wilWn 30 days of plans A schedule lor consider- 

BERNPt?(^ n M f®"’®?'®' ao'or' el West lake Landlill. 

RIFAKBQ ft r ® N®c’®af Me'erlal Safely & Safeguards, Director. 90/02/02 
RIFAKES.Q. Cotter Corp. 2pp, 52686:241-52686:242. 


DOCKET 40-B064 RIO ALGOM MINING CORP., MOAB. UT 

6912130304 Forwards land uso survey map & subrnils changes to QtaundwRier fromior- 
ing wells & sudace sampling sia> ons. w/o or.o oversizo survey map 
PATTISONR.S Rio Aigom Minng Cotp. 09/10/09. HAU.R.E. Utanum Recovery 
Fietd Ore. FI4 3pp. 52-189.00 1-52489 033 

9002120209 App'icalicn fer amend to Liconso &UA-1110.8n'6ndi'g CO‘>dilion S4 to 
allow disposal of addi 35,000 cubic yards of contaminated m.il waslos.soH.waste rock 
& Bisco Lake sudimonis as ouilinod 'n 090331 submitiai. 

PATTISCNHS Rio Aigom Min-ng Corp 90/01/09. HALL.RE Utanum Rocovoiy 
Fie'd Oic. R-l. ip 52617 236-52617 236 


DOCKET 40-8462 BEAR CREEK URANIUM CO.. CASPER, WV 

9002090211 "Sem-annuat EfUuont & Environ Monilonng Otiin.JU-Occ 1989." W/9C0I18 
lit 

CHASE G Doer Creek UratVum Co. 89/12/31. jaCOSY.O. Uran-um Recovoiy Fie'd 
Olc, R4'. 46pp. 52626 269 52626.314. 


DOCKET 40-8502 MALAPAI RESOURCES CO.. PHOENIX, A2 

6001290133 Forwards arrordod corrective ocf-ori plan let Man ior VVo'l SSM -iG j up- 
daiod status ol Woi's SSM-43.SSM-18 & DM-iO tA/ells SSM-10 & SSM-43 remained 
relatively unchanged wit lo Well OM-iO has shown siQn.licant Improvomeni smeo s'ait- 
up. 

WICHERS DL. Malapal Rosourcos Co 69/12/15. KONWINSKI.G Uranium Recovory 
Fio'd Olc, R4. 5pp 52463:266-52«153.270 

9002090146 Ack rocolpi ol 001210 Hr infoim ng NRC Ol stops taken to cotroci violaUona 
noiod In msp rapt ot License SUA-1341 & informa that violeiion will be deleted horn 
insp record 

HALL R E. Uranium Rocove.'y Flotd Olc, n4 90/01/03. Malapal Resources Co 2pp 
52614.290 S2eiA. 291. 

9002010296 Roquosia ffiaf rovrow commanladoa lar Ma'apal TFN 2 2f270 to Byproduct 
disposal bo ready lor reply on 900201 

SHAFFER R. Wyominn. Stele ol. 90/01/00. ENGELMANN.R Wyomng. Steio ol. ip 
52S22.0SO-S2622 058. 

9002010048 Adv.sos Ol owneiship ol Wyoming Mineral Corp d'evongs bxiutled in 
691205 onsito disposal app^calian. 

WiCHERS.DL Malapal Rosourcos Co 90/0l/ti. hawkins.E.F. Urariom Hocovory 
Field Ofc. R4. Ip. 62531:060-52631:066. 

9002010062 Conlirme 000105 lelcon ro okcoodanco ol upper control lunlts n samp’os 
from o'O 20no Monitor Wolf MW- 19 

WICHERS.O.L Maiepni Rosourcos Co. 00/0i/it. MOONEY.G Wyomng. Siaio o>. 
6pp. 62639.104-62538:100. 

0002010066 Conf.rms 900105 lolcon ro oxceedanco ot upper conitoi '■'n'ls n eampies 
liom 019 20no Monitor Well MW-19. 

WICHERS.O.L. Malapal Rosourcos Co. 00/01/ ti. hall.RC. uranLim Rocovory Fio-d 
Ofc. R4. 6pp. 62630:100-52530:1 13 

9008010212 AdvisQS that produclion oporationa tomporaniv suspondod & mat oper- 
ations piecod on aiandby status ofleciivo 900205. 

HOMNt.F.C. Molapal Rosoufcea Co. OO/OI/IO. IIALL.RE Urar'lum Recovery Flotd 
Olc. na. 2pp. 62506;207-S260S:208. 


DOCKET 40-6546 NATIONAL AERONAUTICS S SPACE AOMIN., HAMPTON, VA 

9002160182 Discusses Insp Ropi 40-8546/90 01 on 9C0I04 6 forwards notice of vicle 
tion. 

CLINE.W.E. Region 2, Olc of iMo Diroclof. 90/02/01. WESSEL.W. NaHonei Aoconau- 
lies & Spaco Adm'n. 2pp. 62658:151-52666:163. 

-9002160107 Notice of violation from Insp on 800i04.V>oleilon noted.on 680306 8 
690119 & 0404,thoriaiecl moial rods used at Advox Corp In Homplon.vA ralhor man 
at Langley Research Cli (locallon sulhorlzod by liconso). 

CLINeIw.E. HoQ'On 2. Ofo ol Iho Director. 90/02/01. Ip 62658 163-52850 163. 


OOCKET 40-8684 MINERALS EXPLORAHON CO., LOS ANGELES, CA 

9002010047 Forwards AmanJ 12 lo Liconso SUA-l350.aulhQrizlng proposed Ion oex- 
hange U rocovory operation by adding Condition 46 S mainia.nrng olhor contfeHons 
HALL, R E. Uranium Rocovory Ftold Olc, RA. 90/01/10. Minerals ExplotaUan Co 
(subs, of Union Oil Co. ol Colllornia). ip. 52541:175-52541:191. 

-9002010062 Amend 1 2 lo License SUA-13S0 lor Minerals Exploration Co. euihodzing 
uso ol untlmitod natural U byproducis at licensee U mi'lng facJiUos In Swoolwaier 
County.WY. 

HALL.R.E. Uranium Recovery Piold Ofc, fl4. 00/01/10. 12pp 62641:176-62541:187. 

-9002010063 Issues Amend 12 to License SUA-1360 authorizing operaiion of email ion 
exchange facility by adding Condition 45. 

QARCIA.P.J. Uranium Recovery Field Ofc. R4. 00/01/10. Uranium Rocovory Flow 
Ofc, fl4, 4pp. 52641:186-6254l-.l01. 


DOCKET 40-6610 STEPAN CHEMICAL CO., MAYWOOD. NJ 

0002060102 Final response lo FOlA request lor documonis.App A.Q 8 C rocoids end & 
also available In PDR.App □ records aveiiablo in PDH.App E documents ppiUalty widv 
hold (ro( FOIA Exompllons 4 & 6). 

GRIMSLEY.D.H. Division of Fioodom ol Inlormat-on S PubI cations Servlcos (Post 
800205). 90/01/23. BEREZOFSKY.E. Tomar. Simonott. Adourlan & O’Brton (formerly 
Tomar. Pa/ks, Sollger, SIniono/f S- 36pp. 62551.183 62551260. 

-9002050407 Compliance Inqu-ry memo re possiblo violaion ot conditions of License 
STC-133 by QSA.per Shlelaaltoy personnoLAdvlses that amend to Llcer>8e STC-133 
wi'il be submiliod lo comply w/ 10CFR40 requirement 

RYAN.A F. Region 1 . Olo of tho Director. 65/07/29. Atomic Energy Commlasion (Pre 
760101). 3pp. 52551:341-52651:343. 


DOCKET 40-8661 UMETCO MINERALS CORP-, GRAND JUNCTION. CO 


9001310401 "Whiio Mesa Mil Drainoge Repi for Subrr.itiai to NRC Jen 1990." W/ 
9001 10 Hr & ih.’oe ovo.'s-zo drawings. 

SPARLING OK. UMETLO Minerals Cfp (subs, ol Union Caroido Corp.) 00/01/31. 
HAIL,R.E. Uianium Recovery Field Olc, R4. 185pp. 52641:040-52541:172. 

B012140I91 Forwards efilueni rept & "Som annual A.r Quality & Mentoring Ropt lor 
Bland/ig Ptcleci.Jan-J'jne 1969.’ 

SV/ANSON.G L UMETCO Minerals Corp. (suba ol Union Carbide Co.-p ). 69/06/31. 
HALUR.E Uran.um Recovory Field Olc. R4. 1p 52612 093 52612 226 

~9<M2160163 EflHeni repi for penod ol Jan -Juno 1980. 

* UMETCO Mnorais Corp. (subs, ol Union Carbide Corp). 89/06/30. 9lpp 
92612094 52812:174 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 


9002120229 "Eitluent Mon.loring Repi lor Jul-Doc 1989 ’’ W/900108 Ur. 

MORRlLL.V W. Plateau Resourcea, Ltd B9/i2/3i lOpp 62617;184-52617 193. 

0002090106 Oscusses idog fand use aurvoy (or Plotoau Resources Lid. sheoiaring 
cpctakons.per License Condition 29 ol License SUA-1371. 

JACC8Y.0 L . HALL,n E. Uran um Recovery Field Olc, n4. 00/01/26 Uranium Rocov- 
ety Field QIC. R4 2pp. 52626 345-52626 346 


DOCKET 40-8714 CLEVELANO-CLIPFS IRON CO., CLEVELAND, OH 


9002010200 Forwards Slate ol WY Dopl of Environ Qual-Iy 891208 lir ro torm.nalion ol 
RAO License 3RD 

AiiO.GO C'eveland-Chlls. Inc. 69/12/13. SMiTH.R.D. Uranium Recovory Fio'd Olc. 
R4 2pp. 52505212-52505:213 


DOCKET 40-0724 CHEMETRON CORP., CHICAGO, IL 


0002070324 Forwards tosu’is ol U-230 analyses by Oak Ridge Associated Un.va & 
Alpha Enemy Lab pn spilt soil samples from Chamelrpn site 
BERGER.JO. Oak Ridge Associaiod Un.va. DO/oi/30. GiBDONS.D. Hagen 3, Die of 
IhoOirociOt. 4pp 52612:301-52612:304. 

0002010032 Requests assistance rp ipsoivirg dump site siiuausn in Nawburnh 
HoQhis.OH.AiieQiiOhy Inti enci 900109 Itr indlcpios ihsi work should bo completed by 
00i23i.More eii&it roodoO Horn NRC lo accelerate time isbie. 

SULiK.n.o. Oho. Slate oi. 00/02/01 . laroChe.G. NRC • No Deia'iod Aiiiiation 
Given 3pp. 62532 084 52632 056. 


DOCKET 40-8785 URANERZ USA, INC., CA6RER, WV 


9002090099 Summary ol 900126 maeiino w/liconsoo In Reg'on tV olc ro rol'obil-ty ol 
dale i app'icotion mail submutod lo' NRC review. 

KONWiNSXi.G.R Uranium Recovory Field Olc. R4. 90/01/31. Uranium Rocovery 
F«ldOIC. B4. 2pp 52608:012-52608 013. 


DOCKET 40-6786 URANIUM RE60URCES. INC., RICHARDSON, TX 


9002010144 Inlorms 01 NRC concerns arising from 8911 1 7 resnonso to NRC 891010 Hr 
re involvomeni ol previo'us employees ot Ogla Peitoloum in licensee cunoni Lconsod 
acirvUes DoUno spocil.c actions laKen to assure NRC conlidence in future. 
MARTIN.ro Region 4. Olc of mo Ditocior. 89/12/28. HIKMET.A. Uranorz USA. tnc 
2pp 52531.063-&2631 064 


DOCKET 40-8801 WESTLAKE LANDFILL, NORTHBROOK, IL 


0002070336 Requests to be edvisod wHh'rt 30 days of plans & schedule for considor- 
aiion ol options 6 so'ociion of lemed-el action at west Lake Lendur. 

BERNERO.R.M. Olllce ol Nuclear Material Salety & Safeguards.Ciroclor. 90/02/02. 
RIFAKES.Q Colter Corp 2pp 526B6;241-S2586:242 


DOCKET 40-8820 AMAX, INC., GOLDEN, CO 

9001300400 Summary ol 091206 moot'ng w/DOE & UNC Gooiech in Rockville. MD ro 
transfer of AMAX.inc.West VirgHila site to DOE under t&tC of Natl Waste Poircy 
AcLLisi ol atiendaes provided. 

LAROCHE.O Fuel Cycle Safely Branch. 89/12/08. SJOBLOM.G.L. Fuel Cycle Sofoiy 
Branch, ip 62495 350 52405:359. 


DOCKET 40-8857 POWER RESOURCES, INC., QLENROCK, WY 


9002010081 Advises that tronslor ol Permit PT003 approved. olleciive 900100. 
SHAFFER.H., HEMMEH.D. Wyoming. Stale ol. 90/01/09. COOPER.PG. Power Ro- 
eources, Inc. (formerly Sparkling City Nuclear Corp). 2pp. 52641:173-52541:174. 

9002010222 Application (or amend to Llcer^so SUA-1511 amending Condiiicn 44 lo 
allow more reasonable approach to Incldoni reporting & provide more oparalhg lloxl- 
bllity lor (aciiity.Fee paid. 

HILOENBRANO.P. Power Resources, Inc. (lormorly Sparkling City Nucloer Corp.). 90/ 
01/12. HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 2pp. 62514:301-52614:302. 


DOCKET 40-8902 ANACONDA MINERALS CO.. GRANTS, NM 



DOCKETED ITEMS 


9007010 J 18 iMi Uicr.ss SUA M70 b« aTended '0 atW Cois-ifli 35 10 

dTp^t-J' c’ "isid c" t;c~c0c9 <-or.9truCled n irjn ta nga p.e a 

cTpif Cti>mj Cl-' I d cci'f' S; O'" i.j p‘i '1 tpoc “^-jd n Ccf'diioi 3* ol Ice'so 
GAHlIAPj -ifl'inE C'v.'it f'S'd oic. R* 90/0t/l8 V.'f8‘>»ninecov- 

t-r, FifiC'.;. fli r-pp S75i‘,i42 52'J5Ma 

9007010335 Fc^'i'orls Ar.c'.d g to (.<«,iso SUA UTQ.adJna Conttbon 35 10 ajihonzo 
r.,;'cd'x; v.3'.\- d'posji I'o n Tjc^cn Pe-carco Cr- Sr:-t <»8Sio v. • bcc-sposed of 

111 l/,’n•:.^c9 Ci.fi'nxicd 10 la r.Q^p'o ^ 

HA'l.ft£ Pwc.cr, Ftli C'c. R4 50/01/IB 21EGLER.RS Aiaibc Ritfi- 

U- 3 Co lARCOl I'pp 52521 JOO 52531 3Ci3 

-900201035* 9 io lirsfisO SUA U70 '5' ARCO Ccal Co eiriefiS-nQ Ipartae 10 

BL'ACfi/d 0 ipc5a d waiia licr^ Tu>.9cn ReseaichCit by add r.g Com 5on 

35 IP '."q'j io rai »o >1 wava t>o Cispostil d n iicr:l-65 m lai'r.aa p!0 
HaiL.F30 U-ai- .Tflwc.Cr, Fill'd G'C.R* 90/01/17 7pp 52521 303 57521 309 


DOCKET fO-BSI-l ENEROY. DEPT. OP, SCOVILLE. ID 


0002120204 fo-wa-da p;.>pD‘iPi] rof aniQt on plon loi .lolinny M mlii.h lospoi-.so Id ‘;a" 

fS.TJOStt'ii'a:j09l2l2s'tiwi*iV'/or.'>.'l 

OaEW'.A Hocla Mi'rn-j 00/ 1?/2?. .lACOnV.U I U/ao um Rocovory F ala Oi- 
qa. lp!526l7255S?f.l7255 


DOCKET 40 6926 ALTAKl RESOUnCES. INC , CASPER. WY 

60020102B3 Hospoods lo NRC fi!3i?20 11/ & f.oiico ul vinlnlion /o divci^lon pi i-a, 
mall Cci/dct xa flciians ft' /ad oftoiivo rr>iii,iMi riiit;on at silo cJhiuukI i.p H mails Faji^ 
to m rc/a 5 o>pio'Aiioi> 'o/ d sposai 

SH/Vf TER R WyCiriiid, Siaio i:I nO/12/2D HAl.i.HF Hian.Lm Flocovo/y Field Ole 

R4 3pp 62505093 52505 09H 


9002220129 foroi'di Padi’cn Sj'c*/ inip Repi *3 6502/60 01 on 900205 KVd v.o'a- 
|,-,ra ncV-.l 

MAU RE u ai.n Roto.e', F.e'd Oic. R* 90'02/13 ZiEGlER.RS Ai'enLc Rch- 
‘•-'dCo lARCOi 2pp 52E'"'6G13 52695 051 

-9002220135 R idai'Ti Si'i-t, ir-W Pep' *0€902'90 0 l 03 600205 No >«olaiions or 
ji. d'irs .'.01- j Mj.01 s;«a9 nsr-ocieJ/rgi, oisan-zaion A ccnDcVopoiai cns 
i.r.-ct opo/aic' ' a r eo S '%6a /I'oa 4 lad a' on p/oiK’.an 
kO'J'V 'iS'i G fi GARC'A p j , Hau R E U'At R ecc-.e/y Field 0l£. R* go/02/ 
12 7DP 52'3tOJ5 5?»';56G51 


DOCKET 40-8903 HOUESTAKE MINING CO . GRANTS, NM 

9002120C82 Ac‘ \\rtl o‘ 691 122 «s,33/.i« to ARC 89102* f«}jOSl to add-oss Is'ed 
l.l■'«1o^/ed g'cu'idAOic 4 e/hasos i/a' UeDseo prepose arr.o.3d or oidi'n/) 
PC'.!! oi cci3i a-i:e iccai-ors ai dOArd’8d«r! edge cl la" ngs im.3ounefl»e3i 
HA’,LRE U'dA-gfi Reco'.^ry Fit d 0!e. R* 90/01/29 HomestaVe Mnf.Q Co 3pp 
5PM1 ni f.’fSi i’3 

9002090003 A d.'.U'S l^}l Utr, scO 6V3e28 StKTiinal pi SOI S'jrvay program ai Vian Mil 
vtrVfig WAVci ir.tisgres m oHeci lo nrimize txoisvsg ot laings con$je-od ade 

2 1*19 ln:o“if' r.ciivei 

ARClA.PJ Ll'an-.n Rc.over/ Fio'd CIc. R* 50/01/31 Uamjm Reccve/y Flold 
Cl: R* 3pp S2876 243 52676 265 


DOCKET *0-8994 BP AMERICA. INC., CLEVELAND, ON 


9002090100 (Ce'i1j:l ol 691220 II' I'l'oimi'Hl NRC ul alopb iftKoii lo cnrrpci vio'alD' 
noted l3 I'isp Ropl 40 fiy2fi/0H 02 A In'prnis Hint lironso lo'inlnoHoii w II bo puts,« 
a-T.-Joa rfSi/lft ol 50 1 ft/iftli-ss lo- siln 

AlUfiC. UranuTi flPiov/ny ' it-'n Ole, M-l 03/01/2U Wyiiir.luy Smio cl coo 
52614 0365261*036 


DOCKET 40-6946 SHIELOALLOV CORP . NEWFIFLD. NJ 


9002050102 FnnI responso lo F OIA rcii'ioal lo' doruinonlN Anp A.I3 & C rurp-ds pop' 8 
also ava lah'e In RUR App D/orcnis iivn'i.ih'u m POIl A[i|i E i.'acuiiiuiiis paitiai y w.ih 
hold (rol FO'A Eaen-pii jns 4 4 6) 

GRiMS.EV.UH Oiyistoo Cl rruodoni ill liilonniilioii A I’uh'iiolioiis So3/iccs (Poll 
6902051 90/01/23 OFRt^OFSKY.E. Toiivu. Sirnonoll. AdUL-tiiiii & O’Brien |lprmwb 
Tomar, PoiAs, Soiflof, Sl'nonatl A 30pp 62601 lfl3 S2.6!)1 20U 

-4710060126 LiCO -199 .SMU-153/ lot Sii-Cl/l.il'iiy Co'ii-Oiv ol Motftlliify.l/.c, flui’ionziriC 
pOiso»i>or> of V i ll-ontvn as ciy>Ui‘riimm In simj liont fiiuvlotis iiiioy lumaco ope 

aliens 

MCCANN.GM Hoh:oii 3. Olc pi tliii Ui’OCIO'. 97/05/2/. 2pp 6265 1 ;25 1-62551 252, 

-6002050156 P/Ovy-Zea Cdnsnn cor-.c.irrnnr.i) m frniiH/of ol iiispotis (ip'iiy for drcc-’-nd- 
slcnng siM al CftmiindpP.OH lo Tomtifidyu Alloys A ChurnlcnlH.liic Hi’ii.mals nj'.tion- 
za’ cn in iransler onwto /udftayli' iniiil lo sumo cuirimny, 

JACOaSOtJ.RN Fooio A/<'>t./ol Co U7/06/05 MCCANN, OM 1looon3 Olc Cl IS" 
a/ccw Ip 52551250 52651250. 


60020102)7 Responds lo v.piai om noied in Ir.sp Pop; *0 1}904'69 03 0.3 890920 
CSCORH.TG ifireflA rychio'ogies, irc. 63/U/i« HAlL.fl. U/enj-n RecOve/y 
r-*'3 0l:,fl* $pp 53122158 63122 163 

9002090362 Fo/ftarSs I s'ad iiems 4 pl:n c* L-Os- p ozo/n-iicr 4 sctilomom oa-jpo loca- 
'.039 tj a:cc'”.par^ ak G90£cnsi.'lt,ipc icpi on sDiinxcn 
OSfJOPN.TQ INIERA Tcthnolocies, 'no. 90/01/22 JACC0V.O U/er tin Recovery 
Field O': R* Ip 5281* 300 62er* 300 


M07220199 foraa-jj Ir.sp Pepi *0 8904/90-01 on 90020;.No v>olai-ors ci deviations 
nciod 

HALL, RE U.-anium Recovery Tio'd Olc, fi* fiO/02/12 OElECNARO-SR BPAniet. 
ica. ir-c 3pp 57671 100 576/1 105 

-90022M20I '3sp Rep! 40 6904/90-01 cn 600207 No v-olaTcns o/ dovletcns 
M!oo K a,oi a/t’85 inspected la imgs reeijuai on 8 site cecomam raiicn.’nci*(i no in- 
d^/.deni Fe d measa-enenis ut iizmg ganma /r.eie/ 
e?ft7i'in1*s-fi7^' Urarj.-n Recove.-y Fie:3 Olc. Ra 90/02/09. 4pp 


DOCKET -10-6905 QWIVIPA MINING CO., GRANTS, NM 


9002010332 Aff/.ses Ibal vendor cu-reni/y opcrai.ng me icn eschanao co'wnns to i 
rr re discbargo waiers w/si< cc'i-rr.ns located ei noi lao.'^ A ertu- 
"u lac-lityNo ur.ls u-iderground 


DOCKET 40-8907 UNITED NUCLEAR COflP., SANTA FE. NM 


“9002050123 Rcsiicnds m 070505 Hr iOfiiinHtiii(j cinsoni lo luiniiloi (lossossonpl 
onsrto rad^asio mfti's '/cm foulo M noinl (^o lo stiio’dn'’oy Cuiii A'lvisoii tiial L cnrsi 
SMO-iC07iss-.'O>i to ’nito-.Uco'iMi SMH OHSO inilifitl A fJ/OVJfi lur.iioM {irpiiti'iJ 
MCCANN.GM Roylun :i. CIO o( 1t'.ii l3.iiirloi 97/00/110 , JACOBSON, FonlOMi- 
oral Co Ip 52551253 62081253 


”9002050190 Ack iHr'ph'i advicii -n pnjijniijiion ol iluuoiil.imiiiolioii/ UiicofTiiriaslOP'iig 
plan Fo-wft'ds (•mil Ooaimur.i ttol G2/7-20O/A nb coiulilloii of LIconso SMff 
1507 Ailvisoa of 971026 mot-! nn.siub) lo NRC c;r>iiliimiition,io if scush diiill 
HOLM'.HS.RE EnSR tonsuilino A Eniinnoilnij [l(irrTn»rly EMI) 07/10/07 
Mi^ANN.G.M Rogo" 3.0fc ot ttiii UiitiClor. tOjii* 5266 f -254 -bMOl '2113 


-tol)020502l5 Adv.s* •. of 800101 ntimo cim'iyo lo St'loidnilny Mutiiiiufiilcnl Cn'p 4 p/o- 
v doa addi mio to ao/ip) p'rivi'.>uy srri.imiiifll lo iiWn to/ f;.3mfj'i/lut>,0/ 1 men ly 
CAMPOEIL.GT MoliilL-ta, Inc. n//n/27. MCCANN, G M. Itouion 3, Oli: O' Il'.O tl.iCS- 
10- ip 52551:266 52551 300. 


-9002050228 Advises of t'838'i)r of oif.Cifll flo 
089516 (ilsciission & mguusi 
MCCANN.G M H(:ginn 3. Olc of It'.o C ifctor 
Solely Otortii aw 52551 304 52561 3CU 


tor Shliililftitoy Corp to NMSS.pei 
00/05/31 nOUSli.L.C I’uol C>c :0 


-9002(^240 Tnp ftrpl of 991100 vsit al SliWdnlloy ftllu ni Cnmlinilyii. OH lo obsone 
Oak ndgo Assodaiod Un.« personnel iiuilnn piolinilnniy suivoy ot siio tor dyco/rm-s 

3'on'na ' 

GIG0^8.0.R Rogion 3. Olc of Iho Dlror.lor. 60/1 1/30. SltlNIAWSltl.U RoG-on 3, 
0!c of ItiO Oi-OCtOf ?pp 52551311-52551 31? 

L L'Conso SMB- 1507 tor ShloliliH'Oy Corp.oullinri/ing possosslpn 

^ coniam nnni m slag Horn previous olloy lumaco oporot./jns. 
MCCANN.G.M Rooion 3, Olc ol iho D-ioctoi. B7/05/27. 3pp. 52053 099 52553071 


^oa9?pSS 1 rTTf* ’ Oiojn:Maw Co/reefive Acoon," convstng of annual lovK 
VFi A^F7° i o m&r.iorng dais (Pan ll ol it) 

HAUHF N’JCear ^rp. (sjbs cl UNC Hosojrcea. U*c.). 69/12/2 

HALL.HE UraniuTi Recovery He'd Of:, fl*. Ip 52536 ia2.52537:0<)8 

" roP?F?A2*q'^'?w''^'®i Acic'’." SHiJAi review 1989 (Part I of III 

^ s;-52i3^r9°3T7i3nr^'^^ ■«> 


•9M1310138 ”Gioy.Ddv,a;er Co-recuve AcHoi." pcrfo/man.ce -r.omionng daiajPan ll of 
«53T34*.5 Vm 7S98'’'" 89/12/31. USpp. 




90020tol22 D-«u 9«-3 revew ol kcensoe 690818 onviroD mpn.ionng rept tor fn\ Half 

“ FSffic. !!"3p" yS" "• “"'""'B U»nF„ 


“900207D3I7 Forwards pa'ilsiiy iMoiod Scemeo rtoconinmlnoflon A dacoT.inrsaon /ig 
plan Kk ^mbiK.*go laci'iiy in compiancn w/ ConcJ.lion 14 ol Licnnso SM0-l607.Sij5] 
r-ir.finc;1®?.’?'' "7 eituat on ihei omaled ai piani in Juno 1 007. 

^^312^52553^3°?*"^'® SWiFT.JJ. Fuel Cydo Snlnly Branch Ip 


Copbmoo^CH'^i^ri'r "Uocontonn naion & Dntomniiflslon.nn Plan (ci Sh'oldal 
^ trgnoorng (formerly enT). 07/11/30. 222pp. 62553 313- 


OOCKEf -tO-BBSS URANERZ USA, INC., CASPER, WY 

1?"^' '0sP0''8e9 '0 M QuQlity div commonis bn mado CS'l 
rirf ® app‘'car.on & mvisotl pagos should Do mso/iod ti:o 

ffjppo^ mto doou.^0 incLded w/NRC QppiicQilon.iAr/ono ovoreize liguro. 

09/12/10. HAWKINS.E umn'um Re- 
covery Fioa Olc. R4 USpp 62523 347-62524:l01 

”d^Ta^^flTn“2!=?i'c®?‘’'?.^y'^®®''",S w/"censoe in RoQion iv ofc lo re'iabi'.iy of 
KcSiWiKp n n®” lor NflC review. ” 



uuutvtlltu llkM& 


OOCKCT <IO.0fl0f URANCRZ USA. INC., CASP£R, WY 

9002010144 Informs of NRC concerns Srlsmo from 001117 response lo NRC 691019 Itr 
ro Involvemoni of previous omp'.oyoes of Oqio PoUotoum In I'Consoo current licensed 
sciivitlos Define spociflc ecfions lehon fo ossuro NRC confiOoncs irt iututo. 

MARTIN.R O. Region 4. Ofc of mo D rector. 89/12/20 HIKMET.A. Uraoerz USA. Inc. 
2pD S2531i063 S2531.064. 

9002090099 SummsiY ol 600126 meeting w/llcensee In Region IV o<c ro rotiablity uf 
dole & appl'Cet'on mall submlltod for NnC leviow. 

KONWlNsKl.G.R Uiaiylum Rocovery Fio’d Ofc, R4 90/01/31. Urarrum Rocovoiy 
Field QIC, RA. 2pp. 62608:012 62600 Of 3 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 60*3 INDIAN POINT STATION, UNIT 1 


P. Operating license stage documents A correspondence 

9001290061 Generic Ur 90-02 to off (.WR ffconsoos & appffcanls re aftetneinre inqulro 
monts lor fuel assemblies in design leetuioe aectior^ ol Tech Spoce Sve llsl end. 
PARTLOW.J.0. Associaio Oirocior for Projects (Post 070411). 90/02/01. Consoidal- 
Od Edison Co of New Vork, Inc. 38pp 62637.065-62637.003. 


Q (nspecKon reports. IE Bulletins A correspondence 

9001300498 Advises iliol draft final ropt for closoout ol IE Builaim 70-23 louryj 
acceptable. Leod engineers (or IE Quilolina 84-02,00-06 & 07-002 roessignod es teied 
BERIINGER.C.H. Generic Commun'catlons Btench NnC0S-85-l67 00/OW17. 
LOFY.R A. PARAMETER, Inc 3pp S2613:250-62S13 258. 

9001230126 NRC Inlo Notice 90-005, "Inlur-Systom Discharge ol noaciot Coolant." 
Sve llsl end. 

ROSSf.CE. Division of Operaf'onal Evonis Assnssmoni (Post 8704ii) 90/01/20. 
Consolidated Edison (Do. of New Yofk, Inc. lOlpn 62896:129 92935 327. 

00i}i230t7S NRC (nfo Notice 00-006. "Poiendaf (or Loss of Shutdown Cooing WMo at 
Low Reector Cooianl Levels " Sve list end. 

ROSSI.C.E. Division of Operallonal Evonts Assosamoni (Post 6704ii). 00/01/26. 
Consoiidaied Edison Co. of Now York, Inc. lOipp. S253S .023-52535: 124. 

9001240160 NRC Info Nollco 60 007, "Now info ro insulallon Mall Portormanco A 
(3e0ri3 Q'ocksgc ol PWn Coniolnmont Sumps." Sve lisi orrci 
noSSi.C.E. Division ol Oporoilonal Events Aesosemem (Posi d704ii). 90/01/00 
Consolidstod Edison Co. ol Now York, Inc. OOpp- 62635:228-53539:329. 

9001250020 SuppI 2 lo NRC Inlo NoUco 00-023. "Potential ler Gas Omdlfto ol UPSl 
Purrips During LOCA " Sve list oncl. 

ROSSLC.E. Division of (^siaMno) Evonia Aesossmoni (Post 67041 1). 90/01/31. 
Oonsol'dated Edison Co. ol Now York, Inc 05pp. 62633 326-92694.062. 

9001260198 NBC Info Nollco 00-008, '‘Kf435 HdtO'dB from Deeeyod Poor* Sve l«t 
end 

ROSSi.C.E. Division ol Operaiional Events Assossmenl (Post 670411). 90/02/01. 
ConsoLdated Ed-son Co. o( Now YoiK, Inc 77pp. 52503: 180-62583 260 

9001290102 Suppl 1 to NRC Inlo N'oiico 06-030, "Target Rock Two-Stage 9a(oiy/nol«l 
Valve Soipolnl Drift Update " Sve list oncl 

ROSSI.C.E. Division of Opotallonai Events Assoesmam {Post 070411). 00/02/02. 
Consolidated Edison Co. ol Now York, Inc. 70pp. 62566:236-92656 31 7. 

9001300424 NRC Info Notice 60-009. "EMondoO Intoilrn Storage of Low level Red- 
waste by Fuel Cycle A Malls Licensees.’' Sve list end 

CUNNINGHAM, R.E Division of Industrial & Medical Nudear Salely (Post 670720) 
90/02/05. Consolidated Edison Co. ol Now York. Inc. tOOpp. 52583.267-52604:004. 


8. Reportable occurrences, LERa A related correepondence 

9002220371 Part 21 repi re maini of Aulomallc Valve Corp MSIV A/or rnain sieem roilel 
valve using spanner wrench In order to avoid solenoid valve stem darn8go.per 1064- 
86 change In design. Malnl Inetrucllons oncl. 

HUTCHINS, T. Automatic Valvo Carp. 90/02/02. NRC • No Detailed Aftillallon Given. 
30pp. B2730:068-52736:1O5. 


DOCKET 60-S PENNSYLVANIA STATE UN1V. RESEARCH REACTOR 


P. Dperating license stage documents & correspondence 


9002220283 Oocumenia 000212 ideon to discrepancy w/condlllons ol ParogiBpt> 
2.B.(2) of License R-2 limiting enrlchmonl of U used In reactor oporeifon to less than 
20%.FiS8ion chambers exceed 20% enrlchment.Llcense amend will bo submitfoct. 
VOTH.M.H. Pennsylvania Slaie Unlv., University Park. PA 90/02/13. Document Con- 
trol Branch (Document Control Desk), ip. 52698:162-52696:102. 


V. Operator Examinatlone 


80020901 to Regudsts rof matls hi oncl be provided lor senior roactor operator Sconslrtg 
exam scheduled (or wk of 900430.AII completed license applications should be sub- 
mitted at least 30 days before first oxam dales. 

ESELGROTH, P.W. Region f. Ofc of fho Oireclor. 00/01/31. HOSLEB.C.L. PenosyVa- 
nia Slate Unlv.. University Park. PA. 11pp. 528I6.047-S2et6:057. 


DOCKET 60- TO ORESOEN NUCLEAR POWER STATION, UNIT T 


P. Security, medlcat, emergency A fire protection plans 


9002060149 Rav 3 lo EPIP NSEP-EOF-l. ''Mansger of Emoigoncy Operations " 
CARSON.R T.. GILMAN.T R. Commonweallh Wson Co 89/12/19 23pp. 62669 163- 
52569:165 

M02060168 Rav 2 lo EPIP NSEP-EOF-25, "Proteciive Measures Director. ’’ 

CAnSON.R. GILMAN, T.n Commonweallh Edison Co 89/12/19 I4pp. 625600S1- 
52566.064. 

9001300208 Advises that 89T222 Rev 26 10 security plan consistent w/provlslons of 
lOCFRSO 54(p) A acceptable 

QREGER.LR. Region j, Ole ol the Director. 60/01/04. KOVACH, T j. Cornmonweallh 
EdsonCo 2pp 52490 262-52490:263 

9002150069 Revised EPIPs,lncludlng Rov 3 lo EO-t8 A Rev 6 to EQ-2.W/slx ovoislio 
maps. 

* Commortwaalih Edison Co. 60/02/02. 2tpp 52666;05l'92660 07i. 


P. Operating iiesnae stage documents A correspondence 


9001290051 Generic Ur 00-02 to aH LWR licensees A applicants re aiiornativo requite 
monis lot fuel assemblies iri design feaiuras soclion ol Tenft Specs Sve iLst enci. 
PARTLOvyjG Associnto Director lor Projects (Post B704tt) 90/02/01. (Consolidat- 
ed Edison Co of New York, Inc 39pp 52837 055 52637 093 

9<N)2220I70 Advises thal 69t20t Rev 57 to OA Topical Rapt CE-l-A conslotonl w/pio- 
vlsions of lOCFRSO App 0 A acceptable 

WRIGHT.GC Reoion 3, Olc ol the Dhocio/ 00/02/12 nEED,C CJommonwea'ih 
Edison Co 2pp 52679 210-52079 211 


Q. Inapeclion reports, IE Bulletins A correspondence 


9001300499 AdvfsoB that dielt fmsl rept for dosoout of IE Gjlloffn 79 23 found 
eccopiaUeload onglnoois lor IE Dullol.ne 64-02, 80-06 A 87-002 reassigned as I siod. 
OEnuKGEn.CH Qonenc CommunlceHons Branch. NnC-09-65 157 90/01/17. 
LOPY.RA PARAMETER, Inc. 3pp. 526t3.2£9'52513256. 

9001230126 NRC Into Noilcn DO 005, "Intor-Sysiom Dischorgo ol Rooclor Cooianl." 
Sve MSI enci 

nOSSi.ee Oniision ol Operetional Events Assessmonl (Post 670411). 90/01/26. 
Consolidatod Edison Co. ol Now York, Inc. lOtpp. 62535:12S'5253S'227. 

9001230175 NRC Into Noi’CO DO-006. "Polontiei lor Loss ol Shutdown Cooling While el 
low Roaciot Cooianl Lovois." Sve list oncl. 

ROSSi.CE. Divfslon of Oporaiionai Evonis Aesossmonf (PosI 870411), 90/01/20. 
Consordaiod Edison Co of Now York, inc lOipp. 6253S'026-6253$'t24. 

600I240160 NRC Info Noiloo 90-007, "Now Info re Insulsilon Meil Porformanco A 
Oobrts Blockage of PWR Coniair-mem Sumps." Svc Hsi enci 
ROSSi.CE Division ol Oporatlonai Evonis Assessmom (Post 870411). 90/01/30. 
CoraoSOoloO Edtspn Co. of Now York, Ino. 99pp. 62535 228-52535 329. 

9001260020 Suppl 2 10 NRC Into Nollco 88 023, "Potontial lor Gbs Binding ol MPSI 
Pumps Du/inolOCA." Svc Us! oncl. 

ROE^i.CE. Dmeion of Oporalional Events Assossment (Post 07041 1). 60/0t/3t. 
ConsoMeled Edison Co. ol Now York, Inc. 65pp. 52533.329-52534.062. 

6001260166 NRC Info Notice 00-008, "Kr-SS llarards From Decoyed Fuol." Svc list 
oncl- 

ROSSl.CE. D-visiOT of Oparclionai Events Assossment (PosI 670411) 00/02/01. 
ConsoVdalod Edison Co. of Now York, Inc 77pp. 62583: t B0-52683:260. 

9001290102 Suppl 1 lo NRC Info Nolice 88-030, "Targot Rock Two-Stago Saloiy/Roiief 
Valvo SelpofnI Drill Updote." Svc list oncl. 

ROSSI.CE Division ol Operational Events Assossmont (Post 87U411). 90/02/02. 
Coneolfdaiod Edison Co. of New York. Inc. 76pp. 62556 238'&2S56:317. 

9001360424 NRC Info Notice 9D-009, "Extendod Interim Siorego of Low Level Red- 
waste by Fuol Cycle A Matls Ucensoos " Svc list oncl. 

CAJNNINGHAM.R.E. Division ol Industrial A Medical Nuclear Sofety (Post 870726). 
90/02/05. Consol'daled Edison Co. of Now Yotk, Inc. I08pp 52583:267-52584.004. 

9002130194 Partlst response lo FOlA requesl.App N A O documertts avalable in 
POR f^p O documsnia anol.App P documents withheld (ref FOIA Exemption 5). 
GRIM^EY.OH. Division of Freedom of Information & PubI Cations Beivicos (Post 
690205). 00/02/00. PEPPERMAN.D.R. Blochor A Collins. 8pp. 62&65:t66-52603:209. 

HI6072701B2 Reguosis lhai epproprialo project manager contact Identified util A pro- 
vide Info re purchase ol c'icuil breakers from suspect companies. 

MATTHEWS, D.B. Ptojecl DIreciorate 11-3. 80/07/18. BUTLER.W.R. Project Directorate 
1-2. 65pp. 62665:316-52695:344. 


DOCKET 60-20 MASSACHUSETTS INSTITUTE OP TECHNOLOGY RESEARCH 
REACTOR 


V. Operator Examinations 

9002140164 Forwards rsvfsed NRC Forms 368 A 368 ro personal quellficaifons eiele- 
ment A certification of med cal oxam by lacl'ity Ilconsee.respeclively.AII applications 
for kcenses to be submitted on revised forms by 600201. 

GAU.O.R.M. Region 1, Ofc of Ihe Dheefor. 90/01/05. 8ERNARD.J.A. Mastachusoils 
InetUuie of Technology. Cambiidgo, MA. Opp. 52650:312-62650:319. 



DOCKETED ITEMS 


docket SO.27 WASH:HGT0H STATE UNIV. RESEARCH REACTOR nRlOA) 

P. ueefi»« »i»ge tJocumeni* & cofreipondeAce 

iow u » I r-c‘ be Document Cortiol 

w:lSON.WE. WasM,ns'on S-arc U"" ^,71 „e3, 003 

S.ar*filDocvr^r!Con'J0lOcii«l ?PP J?5jt 001-52531 003 

JOOMIOIM Foorl-ds An-K-nd 12 lOTttOt 

3 C ,U arocutr- 

52515172 

8-6 S0'0W23 SpO 52515 tW SJSlS 169 

52515 '70-52515 172 

OOCKH 50-29 T AHKEE-ROWE KUaEAR POWER STATION 


F. Security. medie*l. •mergency * Hie pfOlectWn pun* 

gM2070212 Fcc*a-« Sa'et, ir.sp RepI 50-029/89 20 on 891107-900102 4 no1.ca Ol 

jCm^SOM.JR Region '. 0*0 Ql the Ou«i« 00/01/26 ST LAURENT^ Yankee 
AiomiC E'ectne Co 2pp 52569 3*0.52570 002 

.*002070217 inio Reoi 50^129/83 20 on 891107-000102 WeiionsnoieO Maiof ateae 
*n^ie<3 0pei?J0rAi MieTj.securh.piant opwaio'is.'ru'fi 4 stniei-unce.enflmeanng 

iuopcrt 4 a:'.on» on prewuj into f.i^ngt «cj4e34j.o*»oon3 

e.OL'CH.AR R«g«n 1, Oicoi me O/octoi 00/01/26 i«pp 52560 344-52>/ww3 

0002130120 A;k receipt ol WOlOS iv mlomiing NftC ol 5iep» taken to eoneci violaWn* 

GAuOR^ H mio<?i!*Oic of Oie Diecw oO/02/Oi kaOAKAC vef*ee Aiom^ 
ElecincCo 2op 526**053 52644056. 

-9002130122 Retponcj lo NflC 890823 13 fe v-Jieh)ft» noted In Intp Repi 50^t2«/80- 
OOOLCoireccva ectonj opeii’jig pioceduie* <e( by piocodue* 

r u»#i'abnorir.ajopef«'.nge(oeeci^eiw*;ibete«sed^00p2^ 

TLAUREMT M N Tinkee Aionic Eiecinc Co 90/01/05 OAilO.R M Region 1. OJc 
el (Ae Oirecior 2pp 52848 055 528*8 058. 


p. Op«r<ung llemie lUge doeumenti 4 conetpondenee 


00020502*1 fo<wdi Ainend i29 lo ucenje OPR 3 4 saieiy eva'jawn Amend incoi; 
pofiv* wofdng (fom Generic ttf 8*-l3 mio Teen Spec* wNeh al'Owe eomovel ol 
TaB'e 3 7 i.iucri inai uSuAr tistng ol ini,bbets deleted. 

SEARS PM Proieci Otfec'oiew r3 90/01/23 PAPANiC.G Yankee Atomic Eleeirtc 
Co 4pp 52548 0QI-S2548 015 


>000205024* Amend 129 13 Ucense OPR 3.'ncoip0<aing woidmg hom Genetic Lti 84- 
13 into Tech Spec* whicfi allow temovai ol Table 37.4.euch mat t^'-at lUimg ©• 
snubbets deUied 

WESSMANRH Project Oitecioraia 1-3 90/01/23 8pp 52548 00S-S25480I2 


>9002050248 Sa'ety e^aluaCon sepponrng Amend 129 to License OPn-3 
' Office ol Nuclear Reader Regulation. Orrecior (Post 670411). 90/01/23 3pp. 
52548 013 52546 015. 


90020603*0 Not'Kaiion ol 600207 SigikTicanl Ucenaee Ueeimg 00 09 w/ uU m Re^on 
I ole ra hcer.aee pie*en'j'.ion on plant tie extonMn. 

BLOUGHA R Region i, Ofc of ine (Vecior 90/01/24 Region i. Ole ol the Olreclor- 
2pp S2559030-S255903I 


90013103*9 Fonvards rcspon.se to Generic Iv 69-13 re lOuCne mw 4 maim program 
for open-cycia sve water sy* piping 4 component&Salely-releiea HXs «rl be oper- 
aionaify bended S/o' cleaned S pumps included m kuetvice lesimg program. 
OEViNCENTiS.J. YarKee Alomc Electric ^ 90/01/26. Document Cwitoi Brandt 
(Documem Cor.bof Desk) 4pp 52512 1 93-52512:196 

90020*002* Reguesis paAial exempuon from FYOO 10CFR171 annual lee 4 that fee be 
knvied lo 19% of applicable fee. 

TRACY.H T. Yankee Aiormc Electric Co 90/01/26 SIELLO.V. 0!c ol the Executive 
Ovecior for Operations. 10pp. 52609 187-52609203. 


9002070157 ReiMests Staled addi info re COOAT computer code in order to continue 
resnew of YAEC-1710. Yankee Nuclear Power Staton P*ol Evaluation Rept (or Plant 
licenea Renewal " 

SEARS.PM Protect Oireciorale I3 90/01/28 PAPANIC.G. Yankee Alomic Electric 
Co 3pp 52604 215.52604 217. 


9001290051 Generic lb 90-02 lo all LWR licensees 4 appiKants re aHematiye require- 
men's for luel assemblies in design features section ol Tech Specs Sve kst enci 
PARTLOW.J 0 Associate Ovecior for Proiecis (Post 87041 ll. 90/02/01. Conso'idat- 
ed Edison Co ol New York. Inc 39pp. 52637.055-52637.093 


Q. Inspection riporta, IE Bullellni 4 correspondence 


900130049* Adnses that drati final rept lor closeout ol IE Bulletin 79-23 found 
ef'Olf^e's 'Of IE Bulletins 04-02.6006 4 87-002 leasalgned as listed 
Generic Communarauons Brandi. NRC-05-85-1CT 90/01/17 
LOFY.R A PARAMETER. Inc. 3pp. 62513 256-52St3 258. 


BO01310228 Responds lo NRC Bulletin 00 003. Polonlia Loss of RoQuieo 
® Marn n Dunna Roluelina Opora'ion* " Util Iniond* to rovlso pfocodi.ro fo- 1 
WeSn whicn Kssos uso of irilormed alu fuol positioning. 
Mi tI s p Yenke^^^^^ E'oebic Co 90/01/10. Docinr.ont Coni 
SS Control Desk). 3pp. 52511 176-5251 1:170 


onninoaaa Forwards response to Gonoric Llr 00-13 f<) roullno msp 6 ma 
“ JSen eyersve Vaiersys p:piny 4 comppnpnie Satoty-rolalocf HXs w: 
81, anally ironded &/or cleaned 4 pumps inc^dod in Iriso^ico tosting p,og-a 
OEVINCENTIS.J. Yankee Atomic eioLlr.c Co 00/(31/26 Oocomont Cot 
(D ocumont Control Desk). 4pp 6261 2: 103-525 1 2: 1 06. 


9002070212 Forwards Safety Insp Ropl 60 020/60-20 on 001107-000102 - 

JOHNSON jn Reodn 1 Ofc of iKo Uiroctor. 00/01/20. ST lyiURENT 
S c Electric Co. 2pp. 52560.3*0 52570 002. 


-9002070218 No'Ico ol violalion Irom Insp on 001 107-000102.Vlolallon no' 
nsiarad nonconform ng commercial grado Inslonors on chorgTio pu.rp si 
fAniiirAd dDcuniontorv ovJiJsMwO oi confoffT'flnco 
■ Con 1 Ofc 01 IhO Director. 00/01/26. 2pp. 52660.342.52600.a43. 


-6002070217 Insp Rept 50 020/09 20 on 00i l07-l)00102.Violntoris noiod I 
Inspected operoiional saloty.socorily.ploni oporallone.mo.nt & eurvoi'iance. 
support 4 act-ens on previous nsp lindlnga 


BLdUGH,AR Region 1, Die of ttio Diroctor. 00/01/26. 10pp. 52509344 


9001230126 NRC Info Notice 00-005. •'Inlor-Syslom Oiachargo ol Reactc 
Sve I SI end. 


nOSSiCE ONislon of OpOtalional Evania Aesoaemoni (Post 0704111 
Consolidated Edison Co of Now York, Inc. 101pp. 52535.125-52635:227. 


9001230176 NRC Inlo Notice 90-006. "Poionilol for Lose ol Shutdown Ckio' 
LOW Reactor Coolant Levels " Sve lisi end. 

ROSSiCE Drvis'on ol Operational Evonle Aeaossmont (Post 6/0411) 
Consd'dalod Ed son Co. of New York. Inc. lOIpp. &2636.025-S2535:124 


9001240190 NRC Inlo NoUce 00-007. "Now Inlo to Insulation Mail Po' 
Debris B'oekego el PWR Contalnmonl Sumps " Sve list onci 
ROSSI CE O-vIslon ol Opeiallonol Cvonis Assossnioiil (P09l 870411) 
Consolldatod Edison Co ol New York. Inc. 00pp. 52530:220-D2535:329 


9001250020 SuppI 2 lo NRC Inlo NoHco 80-023, "Poioniiill for On* Olid 
Pumps During lOCA " Sve 1 9l oncl. 

R055i.CE. Divis'on ol Operet.onai Evonie Aesossmont (Posl 070411) 
Cof'SW'ds'M Ed son Co ot Uovr Yoik, Inc. 05pp. 62533 329-52634 082 


9001260196 NRC in'o Nollco 00-008, "Kr-Q5 llaserds From Ducaynd Fu 

ROSSi.CE. Division ol Opoiaiional Evonls AesossmonI (Post B704II! 
Consofidaied Edison Co. of Now York, Inc. 77pp. 52603:180-620(13 256. 


9002130120 Ack (OCSipl ol eCOlOS Ilf Inloftn ng NRC ol slops iBkon to cem 
noled In insp Rept 50-020/60-03. 

OALLO.RM Rogion 1, QIC Ol lha DlioclOf. 60/02/01. KADAK.A.C. Ya 
Elecinc Co. 200.82846:053-52646:056. 

-9002130122 Rosponcle 10 NRC 000023 llr ro vloieilona noiod in Insp Rep 
OSOL.^noctivo actions oporaling procoduro* rol by omornoncy oporatlni 
pii/9 all abnormal oporaling piocoduroa will bo rovisod by 000220 
STLAURENT.N.N. Yenkoo Atomic Eleciric Co. 00/01/06. GALLO, R.M. R 
ol the Dkoctoi. 2pp. 5284e'.056-5284,&:056. 

9001290102 Supp1 1 lo NRC Info NoKco 00-030, "Torgot Rock Two-Singo 
Valve Setpoint Drill Update ” Sve list oncl. 

ROSSI.CE O.vlslon of Oporsiionol Evonia Aesossmonl (Poet 670411 
ConsoildBted Edison Co. of New York. Inc. 7Qpp. 52650:230-52556:3 1 7. 

9001300424 NRC Into Notice 80 000. "Exlondod Iniorim Slorogo ol Lov 
waste by Fuel Cycle 4 Matts Llconsoos." Sve list end. 

CUNNINGHAM, R E. Division ol InduBlrlsl 4 Modical Nucloar Snioty (P 
90/02/05. Consolidated Edison Co. ol New York, Inc. I00pp. 6268325 


R. Periodic operellng reports 4 related correspondence 

9002220254 Monihly operating repi lor Jan 1000 lor Yonkoo Atomic Pow. 
000207 lu. 

CARROLL, K., BERRY.R.U. Yankoo Alomjc Eloctric Co. 90/01/31. Opt 
52674:160. 


V. Operalor Examlnallona 


9002140282 Forwards revised Forms 390 & 396 re personal qualification: 
cenificailon ol mod cat exam by facll.iy liConsoo.respeclIvely.Aii appi ' 
censes to be submitted on rovisod forms by 000201. 

GALLO, R.M. Region 1, Ole of the Diroctor. 00/01/05. KADAK.A.C. Y 
Electric Co. 8pp. 62653:247-52653:264. 

9002140080 Discussos aenoric fundamenials exam section ol wrilton opo 
exam, per Generic Ltr e9-17.Exam sect.on will consist ol 100 multipio ctii 
w/psssing score set at 80% Rogiatratton (otm end. 

OALLO.R.M. Region 1, Otc of the Dirodor. 90/01/24 KADAK.A.C. Y 
Electric Co 8pp. 62e55-t02-52655:100 


9002130120 Ack receipt of 000105 Hr Informing NRC ol steps taken lo coi 
noted in Insp Rept 60-029/60-03. 

GALLO.R.M. Region 1, Ofc of the Director. 90/02/01 KADAK.AC. V 
Eleciric Co. 2pp. 52046.063-52646:056. 


“9002130122 Responds to NRC 690823 llr re violations noted fn Insp R( 
03OL Corrective actlon8:operatlng procedures fet by emergency operal- 

g ius a.l abnormal operating procedures will bo revised by 900228. 
TLAURENT.N.N. Yankee Atomic Electric Co. 90/01/06. GALLO.R.M. 
ol the D.recior. 2pp, 52846.055-62646:050. 


O. Inspection reports. IE Bullellna & correspondence 

9001310435 Forwards Insp Repts 50-OS4/69-BO & 70-0667/69 GO on 891093-27 & 
noilco of violation. NRC concerr>ed ihei analytical moasurmonts programs do not 
appear to Oe aufliciendy conlroNod 

KNAPP MFt. Region I Ole ol Hie Director. 60/01/23. MCGOVERN.JJ. Cin»cr«ni. 
Inc. 3pp. 52497:117-52497:169 

-9001310436 Notice of uioiailon from Insp on 09 1023-27. Violationa noted four areas on 
lloor had Hired alpha contamination action levels reng'ng from 8,000 to 24.000 dpm/ 
100 cm2 & wore neither cleaned or labeled w/identillcation marh. 

• Region 1. Ofc ol the Director. 00/01/23. 3pp. 62497:120-62497:122. 

-9001310444 Insp Ropts 60-054/89-80 & 70-0087/89-80 on 891023-27. VlOtaUons 
noted. Major areas ln8pected:hot lab & reactor opeieilon8.iesctoi 

experlmenia.racHailon prolecilon Including coniamlnallon control & oKuent monltonng 
ROTH J COLLINS, D.J . COMFORT.G. Region l. Ole ol Ihe Oiroclor. 00/01/22. 47pp. 
52497!l23-52497;169. 

9002220104 EN-90 0tB;9002t3.orc)er modilylng licenses (ofloctive Immediate^ Issuod 
to iiconsoo. Action based on Idonlificatlon ol unmonllored rcloase of radipaciivoty con- 
taminated wator from facility b'dg to roteniion pond. 

J0HANSEN,J., LIEBERMAN.J. Ofc Ol Enlorcement (Post 870413). 00/02/13. ip. 
52695:291-52805:291. 


V. Operator Examinations 

9002M0146 Olscussas & forwards levlaod NRC Forms 398 & 398.Alt applications (or 
licenses should be submiltod on rovised forms no lolor than 900201. 

GALLORM. Region t Ole ol iho Director. 90/01/05. MCGOVERN.J.J. C-iiUchem, 
Inc. 0pp. 52851:310-62651:317. 


DOCKET $0^67 BUFFALO MATERIALS RESEARCH CENTER 


P. Operating license stage documents & correepondenca 

9003230226 Notification of Significant Llcenaoe Moetmg 90-14 w/ Iiconsoo on 900220 
In King ol Prussia, PA to prosont prwosod ropairs to corroci oxlslmn pool liner leak. 
MCCABE.E C Reg'on 1. Ofo of tho Director. 90/02/01. Roglon i. Ole ol me Oaeclor 
2RP. 62714:249-52714:260. 


V. Operator Examlnatlone 

0002140162 Discusses & forwards revised NRC Form 399.cefti(icaiion ol mod cal nxam 
by facility licensee & NRC Form SOB.porsonal qualifications staiomoni - itconsee. 
GALLO, R.M. Region t, Ofc of iho Ofocior. 0O/O(/O6 R£NNie,0.vV. New voik. SMio 
Unlv. ol, Buffalo. NY. epp. 62651:318-52631:325. 


DOCKET 60<77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


P. Security, medical, emerganoy S fire protection plant 

9001310060 Forwards rev 10 aecurity plan.Rov withheld 
KE£NE,W.E. Csmollc Unlv. ol America. Washington. OC. 90/01/26. Oocumeni Con- 
irol Branch {Oocument Confrci Dosk). Ip. 6S603v96-Z2600:C69. 

9002150272 Forwards roplacemani Paoe 13-15 lo aecurity plan End withhold. 
KEENE,W.E. Caiholio Unlv. ol America, Waeliingion, OC. 60/02/08. Oocumeni Con- 
trol Branch (Oocumeni Control Desk), ip. 52856:369-62656.359. 


DOCKET 60-83 UNIV. OF FLORIDA THAININQ REACTOR 


Q. Inspection reports, IE Bulleifne 6> correeponderce 

9001300065 Forwards notice ol vlolatlon.lnadvertontly omilied during uansmiual ol Insp 
Rept 60 083/89-04. 

JULIAN.CA. Region I. Ofo of the OIroctor. 90/01/04. VERNETSON.W.C. Floilda. 
Unlv. of. Gainesville, FL. 2pp. 62460:168-62409.100. 

9002080239 Ack receipt of 900112ltr Informing NRC of eiops leken to correct vlc/jtlons 
noted In Insp Rept 50-083/B9-04. Response moots requirements of l0CFn2.20l 
JULIAN.C A. Region 2. Ofc of the Dlrecioi. 90/01/30. VERNETSON.W.C Florida. 
Unlv. of. Gainesville. FL. 2pp. 62660.028-62589:029. 


R. Periodic operating reporta & related correspondence 

9002140038 “Annual Progress Rept of Untv ol Florida Training Reactor, Sept 1988 • 
Aug I680.'' W/900SQ7 lU. 

V6RNETSON.W.Q., WHALEY, P.M. Florida. Unlv. Of, Gainesville, FL. ORO-4014-19- 
89/08/31. 336pp. 62849:183-62650:168. 


DOCKET 60-89 GENERAL ATOMIC CO. 


P. Operating llcenee atag* documenti & corraapondence 

9002160089 Requesis nonproprfelarv version of documents In response lo 890908 6i 
1206 requesis for wilhholdrog Into under l0CFR2.79O.wi!bio 30 days of recetoi of Hr. 
ADAMS, A. Non-Power Reactor, Decommissioning 6 Environmental Project Director-- 
ate. 90/02/01. ASMUSSEN.K.E. General Alomics (formerly GA Technologies, loc-/ 
General Atomic Co.). 3pp. 62656:058-62656:060. 


V. Operator Exaininsliona 

9002220717 Forwards revised NRC Forms 396 8 398, "Personal Oual.licaiion State 
menT' & "Cenilication of Medical Exam by Faciliiy Uconsoo,' 
rospocirvefyAppl.'cafions lot licenses to bo suhn’liied on forms 1^900201. 

GALLORM flogcn i. Ofc of tho Oroclor. 90/01/05. STREETT.W.B. Como;', Univ, 
Ithaca. NY. 6pp. 52689:043-52680 050. 


DOCKET 60-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

W020I01B3 Forwards Safeguards Insp Hepi 50-i 13/00-01 on 861207-26. Violations 
noied./iepi withhold (rel lOCFn2 790id}) 

PAT£.flJ. Reg on 5 Ofc ol iho Director. 90/01/04. SMEROON.E T. Arizona, Unlv. of. 
Tucson. AZ 2pp 52530:205-52530 206 

9002180085 Forwards Insp Ropi 50-113/90-01 or>d90l09-n.Ne violaiions noiod 
YUHAS.GP. Region 5. Oic ol Iho Direcior. QO/01/26 SMERRON.E T. Anzona, Unv. 
Ol. Tuesrm. AZ. 2pp. &2e68:30B'5268B 318 

-9002160088 fnsp Repl 60-113/0001 on 900109-1 l.fJo ulo'allons or dovttlcns 
noted.Major areas inspociad toacloi opotelluns program, including hca'tn 
physics emergency praparodtiess program 8 radioactive rroil Trenspnriaiion activities 
CILLIS.M., CARSON, L.C., WENSLAWSKi,F A Region 5, Ofc of the Direcior. OO/OU 
26 62*168310-52660 310 


J. tnsurancB A indemnity Information 

9002050003 Forwards oxocutod Amend 1 1 lo Indemnity Ag'eemcnt E- 14. 

NELSON GW Arizona. Unlv. of. Tucson, AZ. 90/01/22 DiMTZ.l NRC - No DoiaiocI 
Alioiauon Given 3pp. 52542 007-52542.099 


F. Oparatlng ilcenes stage documents A correspondence 

9002130147 fcrwoids univ 801109 inlarnal memo advising that Univ of Arizona 1909 
campus map.conteinod In SAR submitted in Oct i968,doos not consiiiute copyiighiod 
mall. 

NEISON.QW Anzona, Un.v. ol. Tucson, AZ. 80/11/20. MlCHAELS.T S NHC • No 
Detailed Afi.llailor^ Given 2pp. 52026:168-52628.169. 


O. Inspeotion reports. IE Butistina A correspondence 

M02010I93 Forwards Ssfogueide insp Ropi 50-113/89-01 nn 001207-26 Vio'atons 
notod.flwt wiihho'd (tof KJCFRZ. 790(01). 

PATE.rJ. RogiOh 6. Die of iho Ditocier. 00/01/04. SMERDON.E.T. Arizona, Un.v. oi, 
Tucson. AZ 2pp. 52530:205 52530 290. 

9002160086 Forwards Insp RopI 50 113/90-01 on BOOlOO-tl.Novio'alions nulod. 
YUHAS.GP. Reo’iPn 6. Ofc ol the Orccior. 90/01/26. SMERDON.E.T. Arizona, Unlv 
ol. Tucson. AZ 2pp 52660 300-52668.318 

-9002160088 tnsp Repl 50-lt3/60-0l on 000l09-11.No viCi'allone or deviations 
noiod.Maioi areas ir>epocieu reactor operations program.inciudng lioeiih 
phyNcs.emsigency proparoJnoaa program A rsd'Oaciivo mail uansporiation ociiv.nos. 
aUlS.M.. CAFt^N.L.C, W£NSiAVftKI.F.A. Region 6, Ofc nf Iho Diroetpr 90/01/ 
26 9pp. 52668:310-52660:316. 


DOCKET 60- Its IOWA STATE UNIV. RESEARCH REACTOR 


P. Operating license etage documente A correspondence 

9002120045 Forwards quosnons losuliing Irom review ol SAR lor unlv reactor, submiUod 
In 891128 Hr re conversion from high lo low enriched U.lnlo ro mochenisma A likeli- 
hood of Inadvorionl Hooding of each slorage laciliiy roquesierl 
MICHAElS.T.S Non-Power Reaclor, Decommlss'cning & Bnvi’onmontal Projoci D.rec- 
locate. 90/02/02. HENDRICKSON.R. Iowa Siato Unlv, Amua, lA 3pp. 52617 323- 
62617:325. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTO.I-ROLLA 


P. Operating license etage documenia A correspondence 

9002220697 Forwards roouost for addi into re 681 1 16 ^plication to convert licensee 
reaclor lo low enriched fuel in accordanco w/l0CFR50.o4. 

ADAMS A Non Power Roaclor, Decommissioning & Environmonlal Projocl Oiroolor- 
ale. 90/02/08. BOLON.A.E. Missouri. Unlv. ol. Rolla, MO. 5pp. 52896:237.52698.241. 


DOCKET 50-130 PATHFINDER ATOMIC PLANT 


P. Operating license stage documents A correspondence 

9002140064 Forwards Paihfindor Atom.c Power Plant operating ropis to support facility 
decommissioning proposal A Stale of MN rale Increase proposal. 

MURRAY.MJ. »*nnosoia. Stale of. 90/02/09. JOHN50N.T.E. NRC - No DeiaHed Al- 
(itallon Given. 16pp. 52686:045. 52688:195. 

-9002140071 "Six-Month Operai.ng Repl 4 of Plant Operating Experience 671110- 
880516." 

• Norttwrn Stales Power Co. 68/06/19. 105pp. 52G86:060-52666:164. 



-900216003$ ' Pal'll nde* Gone'ei ro Flam Fiia' S’aius Repi ' 

• Northern Siaias Power Co. 7?/09/15 I33pp 62€b6 I66 5?6fl5?97. 

-9002160100 ■ Si» '^onih Peiiod ftepi i ot Flam Opera’ r>g E^epmeioo 660519-1 ii9." 

• Northe'ri SialOJ Power Co 66/11/19 132p?. 62666 £96 52667 069 

-9002t$01tt "Siir-Won’.h Opareinq Reel 2 o' Plan OpO'alinj Enponcrics 661U9- 
670519." 

• Northern Stales Power Co 57/05/19 le'lpp 62637 070 52607 232 

-9002160114 "Sn-WOTih Ope.'amj Ropi 3 ol Paoi Oso-aing E'po/ierice 670519- 
1119." 

• Northern Sleioa Power Co. 67/l I/19 IQIpp. 52667 233 52638 C63 

-9002150116 'Sii-Momh Operating Repi 5 ot Plan Operating F-noodonce 65051S- 
1119." 

• Northern Sielcs Power Co. 66/ 1 1/19 S-tpp 525B8 064 52638 1 1 7 

-9002150118 'Si> Montn Operai.ng Repi 6 ol Piarti Cporaiing Eioercnco 691119- 
690519" 

' Nonha/n Stales Power Co 69/05'19. 42FP- 62589.1 16 52683 159 

-9002150121 "Sir Month Operaiing Repi 7 of Flam Oporaiiiy £<peifrico 690514- 
1U4.' 

' Northern Stales Power Co 69/11/14. 12pp. 52608.160 S2683.1 72 

-900216012* 'Sn-Momh Opeiair-g Repi 8 c4 Flam Oporavny C<pt-’ier.ce 691114- 
700514'' 

’ Nonnern Slalos Power Co 70/06/14. I2pp 52698 173 52680 184 

-0002150126 'S» Monn Cpora'ng Repi 9 Ol Plan Cpe-aiing Eipe/ionce 700515 
11 U" 

• Norinern Stales Powe' Co. 70/i i/i4. iipp 52699 i 86 52686 IS5 


R. Periodic operaiing reports 8 related correspondence 


9002140084 Forwa'ds Palhf.rfie.' Aicmc Power Planl cporair.g reels lo Support fasil ty 
decom.-Tilssionl-ng proposal & S'aie ol M.s rate increase proposal 
M.URRAV,M3. Mnnescia, Stale ol 90/02/09 JO’INSOS.i F. NRC ■ No Deieiert A|. 
n: al-on Glve.n tSpp 52686:045 &25e9.l95. 

-9002140071 "Sir Uonlli Operai ng Reel 4 of Piart Ophratiog Eipercnco 67III9. 
580519" 

' Northorn Stales Powre.- Co 68/05/19. 10£pp S2585 0eO-S26C6'ie4. 


-9002 160 10S "SIxiMonth Period Reel 1 cf Pla.nl Cr-rrai ng Eioperlonco 659519-1116 " 
' Northern Stoles Power Co 66/11/19. t32pp 52565 S!j6 52667.063 


-9002160111 ''Sx'Mcnilt Operating Repi 2 of Plan Opa'ai-ng Eipericnce 681119' 
670519,*' 


* Northern Stales Power Co 67/05/10 163pp 52807 O70 'S26e7:232. 

■9002160114 ''SiX'.Monlii Ope-'a'ing Rept 1 ol Piani Oporair-o Enpe-ronco C 70 $ii. 
1119." 

' Northern Slates Power Co 67/11/10 I61pp 52687'239'5268e'053. 


-9002160116 "S'x-Montlt OpS'aUng Repi S ol P'anl Operal'r.g F.xpeionce 8b05lB' 
1119." 

' Northern States Power Co r>8/li/i9 S4pp. 52683 064-52866:117. 


-9002160113 "Sx'Monin Ope'atlng Repi 0 ol P'ani Operalrg EtDCfinco 631119- 
690519 " 

' Northern Stales Power Co 69/C5/19 4?pp. 62683 118-52d60:l£9. 


-9002160121 ''Sx-M.:nvti Ops'a'.lng Repi 7 ol Pisni Opeia'na E<esit>hce 600514- 
in4“ 

' Nertherrt Slates Power Co 69/11/14 i3pp. 82eS9.1S0-52e66;l78 


-9002160124 "Sv-Vlcnlli Ops/aiing Repi 6 ol Plam Operainy Sxperonce OOllll- 
700514" 

■ Northern States Power Co 70/05/14. I2pp 62683 173-52680 184 


-9002150126 'Stx-Wonth Cporailny Repi 0 cf Piart Operairg E*poriar,co 700515 
1 1 1 4 ." 

■ Noftharn Slates Power Co 70/11/14. llpp 62668:165-52600 196. 


DOCKET 60-131 OMAHA VETERANS AOMIHISTBATIOH HOSPITAV. RESEARCH 
REACTOR 


R. Periodic operaiing reports & related corroapondenco 

9002160164 Artnual 10CFfl5069 rept lor 1989 Oral CC'd on relrans'ivUrig poiortioitvsioi 
broke 8 rep'aced 5 auiomaUc power control lake.i out ol sve to repa'r & rep'ace 
tubes. 

TUBCOTTE.RL Veterans Admin. Mod cal Canter. Orraha, NE 90/02/C5 Docnrroni 
Control Branch (Oocbironi Control Desk) 2pp. S265H.163 52653 I64 


DOCKET 50.133 HOMBOIOT BAV POWER PLANT, UNIT 3 


J. Insurance a indeninliy Inlormatlon 

9002220532 Forwards I'sted endorsemenis to 'isted potic os a certi'icaies incljo.ng En 
dotaemerla 69.29 S M7 to NEUA Polclea NF-226.NF-103 & NF-uo rospeciiveW a 
Endoreomenia 6 lo MAELU Po' cies MW-73 a MW- 135. 

LOCKE.R.F. Pacific Gas a Electric Co 90/02/07. CiNJ2,i NRC ■ No Deia.led Al/il- 
alionGNen I3pp 52689.140-52689:152. 


O. Inepectlon reports, lE Bullellna a conosponilonce 

9001300498 Adviaos that rfrell linul ropi for closeout of IE OuUri!") 79 23 
accapiab'O.LOBd pr.gi''.oors lor lE Bi.llo: ns 04-02,80 06 a 87-002 rnnsslc'ioil as 
BEBLINGER.C H Qoneric Comnioneai.Ohs Branch NRC 05 65 I57 00/01/17 

LOFY.RA RARAMETER, lr.c. 3PP 5251.1256-52513250 

9001230126 NRC ’nfo Noliro 90 005, ''imer-Svatom D.schargu Of Monctcr Coolir** 
Sve list onci 

ROSSI.CE. C.v.p'cn ol Oporai'onai Evenls Asbossmo.nl (Posi G7011I). OC/OI/21 
Consol doled Edison Co 01 Now York. Ir.c lOlpp 52535' 125 52535:22/ 

9001230176 NRC Ir'o NoVee 99 006. Poiontml 1o; Loss ol Sinilrijrwi'i Coo'Iny c 
Low Reacior Coo'ani Levola.” Sve Itsi oncl. 

noSS'.C.E. Divison ol Oparaho-nai Evoma Aasossrr.ont (Post 07O4ii) 00/0l/f9 
ConSO'irtalod Ed sen Co ol Now York, Inc. 101pp. 52515 025 52515:121. 

9001240190 NRC Ir'o Nokce 90-007, "Now Into ro Insuintion Moll I’nrlpiir-A-ve 5 
Debna P.iockage ot PWft CotMainmoiM Simpa " Sve list end 

ROSSI, C.E. O.vision ol Opornlional Events Aasessmoni (Post 070111) 00/01/30 
Consci dated Ediso-n Co. cl Now York, Inc OOpp 52515 22fl-525't5 329. 

9001250020 Suppi 2 10 NRC Info Noico 08 023, ' I’olom-ol lor Gns ni-.lum ol Ufa 
Pon'ps During lOCA " Sve isi oncl 

nOSSl.C.E LJivson ol Opnnionn' Evonis Assesstnonl (Po3l 0'/(}4li) LH)/l>l/3l 
Ccr.SOt'dalGd Ed sen Co of Now Yo.'k. Inc. 95pp 52533 329 52534 062 

9001260198 NRC Into Nolico 90 0C8, "Kt-aS Hn/ard9 From rjccayo;! Funl ' SsC *« 
end 

ROSS'.C.E Division ol Opornilonal Qvoms Assoasmont (Posi 8/0411} OO/02/Oi 
Conso Watod Edison Co nl Now York, li-.c 77()p 62583 100-525»1.266 

9001200102 Suppi I 10 NRC Inlo Nohcn 88 010, "Targol Rock Two Slog j Sefc-iyrrie-'s* 
Valve Soipo'iit Drill update " Svc i si end. 

ROSSI.CE. Divft-on ol Operai'Prial Evonia Aasossmonl (Po&t l)?04U) (Ml'32/C2. 
ConsollJatod ErlscnCo of Now Yo-'k, Inc 7Hpp 52650 230-52550 ,1 1 7 

9001309424 NRC Inlo Nolico 90 009. Exlondod interim SlorpdO of low loval n»V 
waste by Tuoi Cycle & Mniia licensees ’’ Svi; hat end 

CU.'.NiNGHAfA.n E. Oi/lsion of Ir.duSlnpl a Medical Nucronr SoliUy (I'pd a7D7i"»5 
90/02/05 Consc'idateil Ed son Co ot Now York, Inc lOOpp 526'J:i 2fi7-'i?f.C4 W 


DOCKET 60-134 V40RCESTER POt-YTECHNlC INSTITUTE nESEARCU ItEACTOfl 


V. Operator Exarrinatlons 


9002140173 U.9C(>bS0$ & forwards rovisud NRC Form 306,rorlll!cniicii of riiiiillcnl o/A'n 
by lACitty 'iconaeo ENRC Form 390, poraorml (CjnliliCAtiuna aUtlomuTil - 1 .’.enni’-.i 
QALLO.R M Rogicn 1, Ofc ol (Ma Oi'OClor. OU/OI/OS. NEWTON, 1 It. Woid)'j:ui 
lechn'c lri9tdu!o,'VVcrcoster. MA epp 52A51:102-52G51'10U. 


DOCKET 60-109 UNIV. OP WASHINGTON RESEARCH REACTOR 


R. Periodic operAting reporte & lelated correepondonco 

9002140990 Annual rept lor IOD9W/90013I Mr. 
nCBKiN.M.A Washrnton, Ur.lv. of. Sonilin, WA 80/12/11 dip 52<!5DKi2- 
62650206 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


J. Insurance & loderwUtv Information 


9002120130 Requoais plant-specitic amend to indemnity agroomoni.in pl.tcn iil gc-rxir al 
amend enci in NRC 39i 127 lit. 

HEWAHO.R.W. Saxlon Nuclear Exponrr.entnl Ccrp 00/01/21) i;o<.uini'r l 
Branch iDocumcnl Control Desk). 1p. 52626:369-5a026-359. 


P. Operating llcenee stage documents a correapondence 

00020B0191 No:-ficai‘Ort of 900214 mooing w/iicensne in Dockvilio.Ml) lo diso/u 
status of Saxion faci ity. 

AOAMS.A Non-Rower Roacicn, Oecoxmsslonrig a Envitontr.ciniai I’lojiKl 1>itnicf 
8lo 00/02/01. WElSS.S.H Non-Powe; Roocior, OocommiBSloii:n;j a 1 nv 'onmofi'jf 
Prolect Direcioraie 2pp. 52509.047-52500.040. 


Q. Inspection reports, IE Bulletins a correspondence 

9002080223 Forwards ros-jits of insp ol comainmoni vessel sump w.ilor for FouVi 
Quade.' 1989 Rad olsoiopic results Indicated that concentration ol Ce-il/ o>c<Hw$od 
10CFR2O.App B.TablO II I mils 

HEWARO.R.W Saxton Nucloat Exporimonlol Co.'p. 90/01/31. Oofuniunl CkirtV-J 
Branch (Document Control Desk). 3pp. 52093:101-62593 183. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


P. Operating license stage documenis a correspondence 

9001290051 Genohe LIr 90-02 to all LWR i.eersoes 8 app'i^^nis re aiiernativo roqj..-a- 
monls for fuel asaemb'les in design faaiuros sechon cl Tech Specs Svc i si ercl 
PARTLOW.J.Q. Associate Direcicr lor Pro|oci8 (Post 870411) 00/02/01. Conaolidal- 
ed Edison Co. of New York, inc. 30pp 5263? 056-52637.C93 


U. inspection reports, IE Bulletins 8 correapondence 

9002220445 Forwards Insp Rept 50 140/9001 on 0OOli9.No violaimns of Uovlatxbfc 
noted No rad'alion above general bac'-iground levels present at foci iiy.(t«.g-on -wOi ic>< 
om-rend lo NRR that I censoo be nl'o-ved to proceed w/conal work 
BEACH.A.B. flcjion 4. Olc of the D.rector. 00/02/12. RAMALEY.J.A. K.insoa LhV, 
Ol, Lawrence, KS. 2pp. 52678:233 52678:209 



-9002220451 Insp Hepi 50'148/90-01 on 9001 19 No vlalanons & de-.rtailana 
noied Major areas inspacloo ladioiOQicsl coaciiilona docurrenied duing Iconsee 
691016 survey 

BAER.nE., MUHnAY.B fleg'on a. Otc of ttio DIrecioi. 90/02/Ofl 5pp 52678 285- 
52676:289. 


DOCKET 60-155 BIO ROCK POINT NUCLEAR PLANT 


P. Security, medical, emergency & lire pratecllon plane 


9002140066 Rev U4 to EPlPs.'ncIuomg EPIP-1,EPlP-4A.EPIP-4Q,EPlP-5P 8 EPiP-6J 
HOBE.M A. Consumois Power Co 00/01/30 SOpp 62653 335-52654 02ft. 

9002150205 Rev 94 to Vol 9. "S'-lo Emergency Plan " 

HOBE.M.A. Consumers Power Co. 90/02/05 I8pp 52070 317-52678:334. 

9002220364 Fonwards saiety evaluation d-scuss-ng proQ'emrrnic impiovemcnis to en- 
hance ab.liN to dovo'op & mainiain consisleniTy high quality emorgency opoinUng 
toce<tures,ln response lo piocctjuros generation packeno did 861230. 

ULSiFER.n.M. Pio|oci Di'octotaio IlM. 90/02/14. BLRRY.KVy Consumers Power 
Co 3pp. 52673 081-52673033. 


P. Operating license siege documents & correspondence 


9001310270 Forwards corcQCtod Toch SpQc Figi,rea 4 i(a).4 ttb) 8 4.1(c) id reactor 
vessel pressure/iomp 11-11118.001 9001 lO renuoai & 9001 1 6 lu'con. 

EODY.j D Consumors Power Co 00/01/23. Documont Ccntiol Branch (Document 
Conirol Desk). 2pp. 52511:170-52511.184. 

-9001310276 Correcicd Toch Spec Figures 4 i(a).(h] & (c) re loactm vessel piosaur<»/ 
temp limits. 

' Consumers Power Co llO'Ol/23. 4pp. 525I1:16I-52511:I04 

9001310499 Ack rocolpl of 8911 11 poKlion requustmg Comm-ssion to oida' uni to niuot 
design & solely critora of NRC. 

MUrlEY.TE. Otlica 01 A'uclaar Roaclor HogulaHon, Ofocto' fRoal 6704ll| 8O/O1/ 
24. QEEMON.J.A. Concerned Cdlrons lor tho Chnrluvom Aten 2pp 52406 060- 
52490070. 

-S0013I0S00 Noti'co of rocolpl of peitiloo for Oiociot's doerston umtv 
l0CFn2 206.ioau'ring uM lo moel oil current NRC dougn & solniy cniena 
OILLESPiE.F.P. Olfico of Nuclear Roaclpr nogulation, Orccior (Post 67041 1). 90/01/ 
24. 3pp 62406.062 62408:070. 

9002060103 Forwards 900124 lit from Olroctor ol NOR to prosiderii ol Ccncomed Cin 
ions (or Chatlovoni Aroo.nck receipt ol peinion Nod under I0CFR2 206 & ataice mat 
poiillon ireaiod umjnr i0CFn2.206 ol Commission rogiilni'oiis 
PULSlFER.nM. Uiviaion ol floactoi Rra|ocis - nr.iv.v & Spccmi I'roiocia (Post 
070411), 90/01/20. BEnnv.KW Consumers Power Co. 3pp t.2557:00fl-52087ol3 

9002180110 Rospomls to Qonoric Ltr 00-13, "Svc Woiot Bys Protjioms AllociAg Saloiy- 
Related Equ'pmont." Ro9ponSibll-ty lor posi-pccldant. long term coc/lng (Mimen'.y 10'.- 
ooatod 10 post- incident s^ & inierlACing support eys 

BERRY, K.W. Consumora Rower Co. 90/01/21). Documont Control Branch (Oocurnom 
Control OOBli). t3pp. 526(6.117-62616:120. 

9001200061 Conoric ltr 00 02 (0 all LWR (iconsoos & m^'tennis ro aRetnat-vo tcthiJO- 
menis lor (uel assemiiiioa tn design loaturea aocuon or Toch Shoes Svc Usi end. 
PAnTt.OW.j.0. Asfloctaio Ditecto( tor Rro/ocia (Posi fl70-lit) 90/O2/Oi ConsoWat- 
od Edison Co. ol Now York, Inc. 30pp. 52037:055- 52637 003. 

900212026B Responds to 000116 Hr to Carr,auppoii'r.g 001111 poiii>on by Concerned 
Ciltfo/ts foi Cnarlovol* Area ra planMch Hr rJid 900124 slfli-r»(; W»hI iuvow of cort- 
cerna In pciiil-on did not Indicate ony nood lor immod oio action enci 
MURLEt.T.B OIIjco ol Nucdcar ReoeJor flogulailon. D'oclor (Post 870411) 90/02/ 
02 . SCOrr.D.S. Atli'lonon Not Assigned 4pp. 62G30 160-52630171. 

-9002120273 Supports Concerned Cihions lor Cherlovoix Aroa ifr ol mtonrom^m ii’od 
w/NRC re plant & requests review ol Hr lo protect ocoiog.cal tog>on surround ng den- 
Qorous & inolficlont power plant. 

SCOTT, D.S. Afli'.iation Not Assigned. OO/Ot/15. CAnn.K, OMico ol Noe'ear Roecior 
Regulation. O rocioi (Post 870411). 2pp. 62830:164-52030 105. 

-9002120276 Peiiilona NRC 10 Immodlately order CPC to updaio & rouolii plant to moot 
current salety des-gn & radioactive oKluonl crilorta & rcquosls thni NRC prohibit con- 
tinued operation unt l objocilves mot. 

BEEMON.J.A. Concerned Ciiirens lor tho Chatlovois Area 60/li/ll. CARR.K. Oll«o 
ol Nuclear Reactor Rogularlon, Olroclor (Post 67041 1). 6|)p. 52630.166-52630: 17 (. 

0002150354 Notification of 900227 meoiing w/ulil m Rockv.lle.MO lo d«cuss simUalar 
facHily plan. 

PULSIFER.R.M, Project Dlrecioralg HM. 00/02/00. TMOMA.JO. Krojocf Dliociofelo 
lll-t. 3pp. 52656:107-52656:109. 

9002220195 Provides util inierproiallon ol plant Toch Spec Section 6.22 ro control rod 
wfihd/awal interlock oporabll:ty.To pertnil drive rrovomoni.lemjjorary Jarrtpe/ piscod in 
conlroi rod withdrawal permissive circuit lo Inh'ltit rod block. 

EDDV.J.D. Consumers Power Co. 00/02/13. Documoni Conirol Brooch (Oocurnom 
Conirol Desk). 3pp. 52696.052-52690:054. 

9002220364 Forwards sofoty ovoluallon discussing programmatic Improvemonla to on- 
hence ability lo develop & maintain consislenlly high guaiHy omocgorxy operailng 
proceduros.in response lo procoduroa genoretir^n package did 661230 
PULSIFER.n.M. Pfo|ocl Dirocioralo 1111. 90/02/14. BERRV.K.W. Consumers Power 
Co 3pp. 62073:081-52673:093. 

-9002220440 SER concluding that procoduros generation package did 001230 ehoukJ 
be reviewed to address programmatic improvements to tiowchart format & logic terms 
In writers guide. 

• NRC - No Doiailod Allihallon Given. 90/02/U. 10pp. 52873.004-52873.093. 


Q. Inspection reports, IE Bulletins & correspondence 


9001310132 Forwards Safety Insp Rapt 50-155/69'l6 cn 031129-1231. No violations 
ruled 

AXELSON.W.L Region 3, Ole 01 me Director. 90/01/10 HOFFMAN.DP. Consumers 
Power Ck» 2pp 52503.255 52503:264. 

-9001310134 Insp Ropt 50-155/89-10 ori 691129-t23l.No vlo'ailons noted. Major 
areas inspocied mgi maoiing.ovaluation ol llconsoo OA program implementation & 
aeff-aas essm oni capabi’.ity.mo-ni & surveii-anco aciivit.es S offgas iso'aiion sys. 
OEFAyETTE.n W. Rogon 3, Olc ol the Director 90/01/10. 6pp. 62503257- 
52503:284 


000(300499 Advises (hat draft linei repi for closeout of IE BulleCn 79 23 found 
eccep(etye Load or.ninonrs for lE Bulletins 84-02.60-06 & 67-002 reassigned as listed. 
0£nLI7>lfl£R,C.H. Generic CommunicaHons Branch NRC-OS-05-167. 00/01/17. 
LOFY.RA. PARAMETER, Inc. 3pp. 52513 256-52513 250. 

000(230126 NRC Info Notice 90-005, "Inier-Systom Discharge at Reactor Coolont " 
Svc itsr erK> 

ROSSl.CE O-vislon ol Operational Events Assessment (Post B7041I). 90/01/20. 
Consoidaiod Edrs£>r> Co ni New Y£Vh. I/)r. tOlpp. 62536:125-52535:227. 

0001230175 UPC Into Noi/ce 90-006, "PotonfiBl for Loss of Shutrtown Cooling WliKe at 
Low Reactor Coolant Love's " Svc I'al onci 

ROSSl.CE D.vis'on ol Cporaional Events Asssssmorit (Post 0704JI). 90/01/29. 
Cqnscldaied Ed'son Co of Now York, Inc lOtpp. 52535 025 52535:124. 

9001240100 NRC Into Nol.co 00 007, ' New info re Insulation Mall Perlormance & 
Dobrra Olocksga ol PWR Coniainmorrl Sumps ” Svc Usi end. 

ROSSl.CE Ctviston of Opo.'Ri.onal Events Assossmoni (Post 670411) 00/01/30. 
Consoirdated fdison Co. ot Now York. Inc. 99pp 52535 228-52535:320 

0001260020 SuppI 2 to NRC Into Notice 80-023, "Poioni'Sl tor Qfls Bmdng ol HPSI 
Pumps CuKtig L<XA “ Svc iisi end. 

ROSSl.CE Division ol Operational Evt>nis Assessment (Posi 670411). 90/01/31. 
Conao'idaied Edison Co. ot New York, Inc. 65pp 52533 320-52534.062. 

9OO12SOI0D NRC Into NoLca 00 009, "Kr-SS Harards From Decayed Fuel." Svc l.st 
enct 

ROSSl.CE ^>stor< ol Operctionni Events AssssBmoni (Post B704ii). 00/02/O1. 
Consol-dalod Erflson Co. of Now York, Inc 77pp. 525e3.160-52563:256. 

9001290102 SuppI 1 10 NRC in‘o Npileo QO-030. "Torgei Rock Two-Sisge Satoty/Rollel 
Valve Setpont Onh Updnie.’’ Svc I’-si onpi. 

ROSSl.CE Oinson Of Operational Evonie Assessment (Post 070411) 90/02/02. 
Consol deled Cd-seri Co of Now York, Inc. 70pp, 62556.230-52550 317. 

9001300424 NRC Into Noiico 00 009. "Eaiendod Interim Storago ol Low Level Red- 
waste by Fiioi Cycle 8 Mails Ucensoes " Svc lisi end 

CUNr-iiNCHAM.R E Oivisiori Of inoushini & Mod.cal Nuclear SalQty (fosl 8707S9). 
00/02/05 Consti'ldatod Edison Co of Now York. Inc. 108pp. 52583 867-62584.004. 


R- Pettodie operating ropcrti & related correspondence 


9002160072 Monthly o|ieiaing rapt tor Jan 1090 for Dig Rock Po'ni Nuclear Piani.w/ 
900201 Hr 

JOHNSTON.JR.. ElWARD.T.W. Consumers Power Co. 90/01/31. Spp 52075:120- 
52675 131). 


DOCKET $0-156 UNIV. OF WISCONSIN RESEARCH REACTOR 


P. Operailng license stage documenla & correapondenca 


0002020012 Advfsoa (hat onci DOE 690109 Hr tolorma that funding for conversion to 
low onnchiTtoni fuel wl'i not ha available in FYQO.Not.llcotlon por lflCFn50.64C 
CA8HWELI.R.J. Wiscons'n, Univ. ol. Madrson, WJ. 90/01/17. Document Conirol 
Branch (Documont Control Desk). 2pp. 52526:172-52526:173. 


DOCKET 60-187 CORNELL UNIV. RESEARCH REACTOR 


V. Operator Examinations 


9003220717 Forwards lovlsod NRC Forms 396 & 398. "Personal Quaiilxatlon Slale- 
monT' & ’■Cerlllicailcn ol Mod-cal Exam by FaclliN Licensee," 
rospQcU-vcIyAppl'calions lor llconsos to bo submitted on forms by 900201. 
GaUo.R.M. Rogron 1. Olc of (he Director. 90/01/05. STRE^.W.B. Comall Univ.. 
Ithaca. NY 6pp 52069 043-52689:050 


DOCKET 60-100 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Security, medical, emergency & lire protection plans 


0001290057 Forwards mod to security plan Mod withhold (rol 10CFR2.700{d)) 
KARAM.R.A. Georgia instHule of Technology. AHenla, GA. 90/01/03. MCKNIGHT ,j. 
Oocurnom Control Branch [Document Conirol Desk). Ip 52454:133-52454:132. 

9002050071 D'-scusses review ol licenses dan-al of violallona noiod In Insp Ropt 60- 
160/8d-05.ConcludO8 that violations occurred as staled In notice & wrilien roply ro- 
quested clarlNIng apporoni inaccuracies. 

STCXftJ.P. Hoglon 2, Olc of tho Director. 00/01/06 KARAM.R.A. Georgia insliiuto of 
Toctmoiogy. Atlanta, QA 3pp 52546:267-52546 269. 



14 DOCKETED ITEMS 
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Q. in»f«00« r«port», IE BjHeiirti & correspondMt# 




90.0W09 KARAM.RAGeoTffalnsU-^eor 
T«S.A^:a.GA :«. 5a«?6?'52W82o9 


900010^5 Aj. retw! ct S'X/ioe respoAM fJwr-oQ KRC 0» Mipps \aS9n to oare« 
:S;rA « KARAMRA Gacfl. .osi«.e 

cf Tecrvioof,. A^'-A GA ?pp i?M>j2?3 5*50327« 


W0J1400J1 for«aiJ» aMi /isppr.ss loviolate'^sMiedinlnspResi 50-160/69-05Eocl 
Ki Occu««<«Con 

•,'oi B'i'tfi (Doou.'wril Gjrlrol Dos*) »P £?fe55 343-52t>55343 


DOCKET SO-'M UHIV. OF MARYLAND RESEARCH REACTOR 


r. 8«curtty, mediMl, AmergAney A )ir« pfo)«ei)An pl6f»* 


90Q 1300122 For«4.'S3 ln»0 Reel ftOt«a 

CElLAJAYRfl Region * Otc oi theOieciw 90/01/12 0-ETER.GE varyiand. Un« 
f1 CCrTc^ Pa.-v. WD 2pp £2492 334-S2492 Ml 


-9M1JOQ1JO i-vw Reel SO-iW/EOOi 0^ 891120?) No i/ciai«0A« /»o)«J Ma.oi aoa» 
irspocied/wtieai cc'^Ooi 8 8«o>iPl«9 8 pi.»«ai wgniY. nciwJ-ftg o/fjawzahoA 

8 ooe/iWiiioieM & |'■■o/naleontfols.•/•«‘«we«>^<ls5<epl» 

M^WTTA.AV^Dl.SEN.Vi.xeiWGRR Regpts T. 0»c O' tooOiecw 90/01/12 
6p(J S2i92Md.S249?34l 


0. inspection reports. IE Bulletins 8 correeponcJence 


9001230126 NRC Into Nonce 00 005, "inio/ Synlofi. Dlscho/go ol Roaci 
RMS'!c E^' Oivlsio.'i 01 

Consolidaiod EO'Son Co. oi Now Yofh, Inc toipp l)25Jt>.i>i;> a<!ji5/l27. 


9001230176 NRC Ir.'o Notice 90 006. ■'Poionllol toi um o( Slwulown Cw 

RDSSLc'E'’^a^tew cr^oiotionat 

Consol dated Ed sen Co. oi Now Yoi*, Inc. lOfpP 5253 j 02 j 6 Pj 35 124. 


9001240100 NRC Into Notice 00 007. "Now Inlu 'O '"B-'lnUo” W«'l P/ 
Debris dockage ct PWR Conialnrront Suinpa 


Dsbfis BlocKaae ci i'am comHniii oni 

ROSSi.C.E. Div.slon of Operational Cvoi.ie AsbossmoiiMPobl 670111 
Consoiidaiad Edison Co. of Now York, inc 00pp. 52.>Js>.2Pfl-6263j.329. 


B001250020 Suppi 2 to NRC Into Nonco 0I3-023. "Poloniinl lor Gas Bn 

Pumps Dutino lOCA." Sve lisl end . . ,,, 

ROsWe- Division ol Oporailonal E''‘>nl8 AflS09sinonl (f O9l 07041 
ConsDi'daied Edison Co oi Now Ycik, Inc 05pp 62jJ3.J2fl- j2534 CC2 


9001260198 NRC l-.lo Notico 00 000, "Kr 05 Horurds From DoCflyud F 
end. 


TOSSi.C.E Division ol Operational Events AesoaBrnum jI’o^al 07041 
... Yoik, me. 77pp. 62503 lfi0-52&03256. 


Consol dated Edison i 


9001200102 Suppi 1 loNHC Into NOI'CO B8 030, ••Tnrootnock Two SlaQo 

V8VeSeipeintDiiltL'pdeto.''Svciislonci. . ,„ , o,„,. 

ROSS'.CE. Oivlston d Opomiionat Evenw <' o®' 

Consol daiod Edison Co. ol New York, Inc 70pp. 52550 2.10 - j ?650 31?. 


9001300424 NRC Into Notice G0.009, -Estonrlod Inloilm Slornijo ol to 
wftsia by Fuel Oycia 8 Malls Licensnns " Svc lial end 
CUNNINGHAM, R E. Division ol Induslriol & Mod'cni Nuclout Solely ( 
00/02/05. Consol'daiod EdiSon Co ol Now York. Inc lOPpji. 62563 2 


DOCKET 60-164 NATIONAL INSTITUTE OF STANDARDS & TECHHOL 
REACTOR 


Q. lAtpecUon reports. IE Bulletins 8 correspondence 


P. Secuilty, meclicel. emetseocy 8 (u« protection plena 


*001300122 Forwirds Injp flepi M- 166/63-01 on 8JM20 21 No viASWS rotod 
BELLAMY R R Psodn 1. Oi4 Ol me Ovedor 90/01/12 O'ETEfl.GE VatylenO. Un-v. 
c',Coi'egeP«/*,wb 2pp 5249? 334 $24*2341 

• 9001300110 :nsp Repi $0-t66/8M)t on 69i 120 2i No vroisKiAS noted Ma|o« areas 
rapecwl nuclear itiS-j eonL'd 8 sccocnir.g8 pA,scsi secg'iiy.mc'udng otgsniaaoon 
8 opersoon.s’-jrsoe 8 wierrjJ cor.vo's.mveMorv/etords 8 i^i* 

CEllARATTAA OLSEN w kEimiC.RR Reg-O" i. CIc ol me Otecio/ 90/01/1? 
^ 524*2 336-52492 341 


9002060374 Dlsci/ssos 900122 lolcort w;T HoUy & 0 Cfltleon m DPSifli 
laci’ity.por tecemmendBiiena contalnud In 100/ "Nonpowor Ronciot b 
W),"lA-CP e7-27.0M3 clearatvjo noifOCWi/oU undor P L 00-81 1 - 
MiCmaELS.T S. Non-Powoi RoBClor, DocommlaslonliiQ & Environmonia 
loraie 90/01/20. ROWE.J.M. Moryland. Slato ol. 3pp. 62580:005-52551 


P. Operaling license stage document 8 corraapondonco 


V. OsMTStor EsemlAiUoni 

*002140148 Forwards revsed NRC Fonrs 399 8 396 (e personal quakl-cabon* eteie- 
r’«ri 8 een'ication of merJea) cum try Isni/ty kcensoe/espec'.reiy Ai appicatona 
lor kcertses 10 M subrrsned on revised forms Or 9C0201. 

GALlORM Regwn I. O'c 01 me Directdr d6/Ol/OS 0:ETER.GE Maryiend. Untv 
ol. Cottepo Part. MO 6pp $?65Ci19t'$2654>l96 


DOCKET 60-170 ARMED FORCES RADiOeiOLOQV RESEARCH INSTITUTE 


V. Operator EumlnsUont 

*002150,233 Forwards rewaed NRC Forms 398 8 396 re personal queLFcatons slaie- 
r\eri ' fecensee 8 cert./>eavon cl rr^ocsl e*en> by lac-Ky 
Ecensee.iespectrvelyApplicaSons lot licensee shovW be subm-tied on revised tonr.s 
By 900201 

CALIO.R M Ragon 1. O'c cl die Ouector 90/01/06 IRVING.G A'med Forces Ra- 
doOotogKal Rewarc/i insbMe Spp 52656079 $2656 086. 


9002220154 Advisos mat (undino for convoralon of NiST roactor lo low i 
univa lable.per onci DOE 000206 lirSclioduio for cotivorslon ol NIST 
enrichad U cannol bo submittod. 

RDWE.J.M. National insntuio ol Sinndords & Tnclmoiogy (loimorly Nai 
StandA 99/02/14 Oll.to ot Huciom Rd 6C1 ot nunutouon, DKocloi (Pos 
52696 055-62606 056. 


V. Operator Esamlnallons 


9902U0176 FOTMaids larised NRC Foims 399 & 390 lo pureonal quai 
ineni • licensee & cortilicoilon of morlical oxom 
llconsee.roapociively.Apclications for l-conaos aliould bo aubmilted or 
by 900201. 

OALLO.R.M. Region 1.01c of tlio DIrocior. 00/01/05. MOWE.J.M Nall 
Siandatos & Tecbno'ogy (formerly Notional Ouroau oi Slande. 8 
52656.00S. 


DOCKET 60-186 UNIV.OF MISSOURI RESEARCH REACTOR-COLUN 


DOCKET 80-171 PEACH BOHOM ATOMIC POWER STATION. UNIT 1 
K OenetM correspondence 

*002tMl33 Commani on proposed rule iOCFfi2 re poi>cy A procedures for enlorce- 
siaiemanitju uncertain as lo wlWher changes necessary 
HUNGER 0 A PiyaoeMsa Elecinc Co 90/02/06 CH'iK.Sj. Office of the Sec/efary 

of me Commtsson 2p(i 52617 355-52617 356. 

J. bwrraoca 8 indemnny InformaiJon 

Amend 22 10 tndemn.iy Agieement 8-28 

HUNOERGA PMadeiphie Eioctne Co 90/01/24 MURIEYTE Office of Noctear 
Raactev Relation. Ovector (Posl 870411) Spp 62490-|S7-52498l60 

Operaurig llcente stage documertts 8 ccriespondence 

M/02/01. Coosd^laF 


F. Security, medical, emargenoy 8 lire prolecilon plans 

9002020076 Advises mat 601208 changes lo omornoncy plen for foe 
lOCFR&0.54(ql A acceplabto. 

ADAMS, A Non-Power Reactor Decommissioning A Environmonia 
ale. 90/01/25. MOflRlS.J.S. Missouri, Univ. of. Columbio. MO. 
52539:258. 

9002070147 Confirms NRC undereianding that unlv will submit lOCFf 
to physical security ptan, consisting ol upgrados per UA-CP.8/-27, "I 
Sabolao* Study" wKHn 46 days of Hi leceipv 
ADAMS, A. Non-Power Reactor, Oacommiselonlno A Environmonia 
ala. 90/02/01. MORfilS.J.S. Missouri, Unlv. ot Columlito. MO 
52587:164. 

P. Operating iiconie stage document! A correepondence 

9002020024 Forwards reouest for addi info re 891828 application lor 
R-103,lor response within 30 days of Hr dale 

fieacior Decominissioning A Environmenl/ 
*^193000, Univ. of, Columbia. MO 

5£&29 360, 


0. Inspection reports, IE Bulleilns & correspondence 


P- Operating license stage documenle & torrespondonco 


900208007S iece.pt ol 990907 & t20? Itfs clarifying ur.c/erslenaingol oommitironts 
made during 690620 mgl mooting & coricurs w/ goal to Icrmal'Te S imptemoni pio- 
posod changes to ALAFIA piogiam by 900301 

QREENt/AN.E.G Region 3. Ole ol the Cirec'.or 90/01/25. MORRiS.JS Missouri. 
Univ of. Columble, MO ip 5259-1 OE/'SESOil 027. 


DOCKET 60-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


F. Security, medical, emergency & fire protection plane 

9002090169 Understands that Uconsoo vyii; aubm-i 10CFR50 54fp) ctumgee to physical 
security plan within <15 days ol Itr receipt, along w/prcposoci schoduio ol 
implomenlatioh.por 900131 telcon. 

Michaels, T.S. Non-Powor Roacioi, Uecommissior.lng & Env,ro'jrAnial Pto|cict Dlroc- 
lorato 90/02/01 OIMEOLIO.AF Rhode Island, Sielo Ot. 3pp. 52599:187-52589.169. 


V. Operator Examlnailona 


9002140157 Forvrsrds revised NRC Forma 396 & 39Q to ceit-l-cat ons ol mockcal oxam 
by locilty licensee & personal qual licet ons siQtomeni.roapoct-vo^.Aii eppi-catons lot 
I censes should ho submitted on rovlsud lornna no Inter then 9Q02OI 
GALLO.n.M. Reg Oh 1 , Ofe oi iiio Oiroctor. 00/01/06 GIMEGLIO.AF Rhode Island. 
Siaio of. 0pp. 52650:167-52650 174. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


V. Operator Examlnoilona 


9002140166 Oiscuaaoa & forwards revised NRC Form 306.cort fcaiicrt ot medicoi oxnrn 
hy facility liconsoo & NRC Foim 399phrsonol qualll:caiiana sleiement - 1 censoo 
OALLO.RM. RegOn 1, Ole ol tho Oirecfor. 00/01/06. QERLIN.RE Manheiien Col- 
looo. Rivoidale, NV. Opp. 52651:294-52651 ;30l- 


OOCKET 60-206 SAN ONOFRE NUCLEAR STATION. UNIT 1 


P. Security, medical, emergency & lire protection plana 


0002140314 Rev 3 to omeigohcy plan, "Toblo of Contonis," "Lisi of FIquios" 6 "Uai ot 

^^oumernCal-lornia Edison Co. 69/11/03 6pp 52647.1 13-S2647:tl« 

6002060104 Forwards Rev 6 lo socunty lorco training A uuelillcQtlonp‘anW /0 oncl. 
KRiEQER.RW. Soufhern California Ld.son Co. 6ff/(2/2f. Oocumeni Conitoi Branch 
(Document Control Ooah). l p. 5SSS9 002-92559 002. 

9001310427 Rev 2.03 lo "San Onoite Nocioor Oonorolmg Station Manual ol Emorgoncy 
Events." 

BELLIS,K.M. Soulhoin California Edison Co. 90/01/04 d7pp. 62514:109 52514 1 72 

6001200020 Fonverds Rov 26 to physical security plan Rov wtinhold (ret 10CFR73.2I). 
MORQAN.hE. Sewnor/t Caillotnio Emon Co. e0/0i/>0, Oeeumeni Ceniroi O/anch 
(Oocumom Control Desk). 1 p. 624S4:t2d-924S4: 126. 

6002020107 Requests oxemplion from ^doi-ng toquiromonis ol tOCFR50.7l(e) loi Re-/ 
6 10 updefod fire hazards analysis & Ftov 6 to updaiod FSAHOuo to largo nu/nbor of 
or^olng eciivllles.subm'iisl ol lOvs de'ayod until 900330. 

nOSENBLUM.R U. Souihorn California Edison Co 00/01/20. Oocumom Control 
Branch (Document Conlrol Oosk). 2pp. 62526:165-62626 166 

9002060250 Forwards Saloguords Insp Ropls 50-206/90 03. 50'36t/OO 03 & 50-362/ 
90-03 on 900106 19 & notice of violation. Oolormlnaticn on 900tll that item idaniF 
fled as vital area ouielde ol area noted. Ends withheld (lOl l0CFR2.700{dH- 
PATE.Rj. Region 6. Ole of the Director. 90/01/29 RAY.HO Soutl>etn Ca3lofn« 
Edison Co. 3pp. 52660.035-82560.037. 

6002060264 Expresses opproclallon for paniclpatlon in Emergency Roepenso Dote 
Sys.Requesis that end survey & dale point library rot file bo comptotod (or each uU 
reactor. 

JOLICOEUR.-J.R. Inddonl Response Branch. 90/01/30. WALOO.R. Soulhoin CeMor- 
n'a Edison Co. 75pp. 62569.076-52569:161. 

9002220266 Revised SPlPeJncluOlng Revs 4 lo SOl23-Vl))-Ol S SOl23-VlJl-0.30» & 
Change 2-1 to Rev 2 lo SOl23-Vlir-0.202. 

PLAPPERT.fl.D. Southern Californio Ed, son Co. 90/02/07. 92pp. 62609:198- 
62688:267. 

9002220304 Forwards Rev 6 to "UpdaleJ Fire Hazards AnolysIs.Son Onofro Nuclear 
Oeneraling Station." 

RAY, H.B. Southern California Ed- 80 n Co. 60/02/14. Oocumeni Control Branch (Docu- 
mont Conlrol Desk), tp. 62692.040-62694:166. 

-9002220308 Rev 6 to "Updated Fire Hazards Analysis. San Onofre Nurdear Oertersimg 
Station, Units 1,2 & 3." 

' Southern California Edison Co. 90/02/26. e66pp. 52692:041-52694:166. 


H. Osneral correapondence 


6001290112 Forwards 900102 order approving util 691002 request to revise Installation 
date for reactor vessel water level Inslrumenl. 

TRAMMELL, C.M. Proleci DIrocioralo V. 90/01/19. QElSMAH.S. AWIatioft Not As- 
signed. 2pp. 62454:094-62454:104. 


9001290197 Fonwands, "Sys Engnoo'ing," for liconseo pu.-scnnol w/ rosponsb.l.iy re 
l-eied doclioie Suggested cons-dorotions tor program attribute detln,iion & training 
r-oeda for eys eng r'.oers nsiod. 

KIHSCH.O.F Hcc-ori 5. Otc of tho D roclof 90/0 1/17. Ron on 5, Ole Ol tho D'reclor. 
5ipp 62453 261 52453 265 

9002020107 ReqjOais oxempljo.-^ from iipdaiing requ rements of lOCFRSO 71 (0) lor Rev 
6 to updated tiro hazards analysis & Rov 6 to updated FSAH Duo to large number ol 
otuoing act-v.iles.Subm.ttQl b! ro/s delayed u.-iiit 900330 

nOSENSLUM.RM Southern Ca'ifotnla Edsen Co 00/01/26. Documont Conlrol 
Brencti (Oocumani Control DosV). 2pp 52526 165 52526 16G 

9002090039 Rrvspor'ds to Gononc Lir 69-13, "SvC Water Sys Ptolilcms Allecting Salety- 
Relotorl Eeugmoni," ut-l dQve'up;rg progtarr.s to tnplomeni rocomrr.ordod Actions I 
ihrcooli V & p'oviding schoduio ol p’ans Icr Inipismentat o.-^ ol aci ons 
ROSKNBluM.R.M So-jiho-n Colilornie Edson Co 90/01/26. MARTIN, J.B. Region 5, 
Ole of Ilia 0 rector. 4pp. 52599 162-025119.1 66 

9002080342 Rer.uosis wifitl'Hwal as rotord counsel m mailo' ol Southern Co'ilornia 
EdiSon & San O.ego Ge-i & Electric cbiTiponlos 

MELlOn.ML iholen. Maim, Johnson & Bridges. 90/01/29 Document Control 
QiBr.ch {tJocuir.m Control Di-l^lt) Ip 52559 179-62559 179. 

9001310276 Prav4o3 roviscj scr-iOdulo lor subm-tial of omond appicoton to revise 
uvorprossure rn-ugat-pn sys Toch Specs covoi.r.g heatup & cooldown curves & as- 
sumod flaw copacily ol POFiVs Amonrf opp'icaiion delayed irom DD0131 lo 900330. 
NANOY.F R Soiiihern Caiilorn-o Edison Co. 00/01/30 Documoni Control Branch 
(Oocumani CCTMTOI Cusk) 2pp 52503.260-52503 261 

9001200051 Gonenc Ltf 90 02 to all LWR Iccnscos & aj^iicenis lo aiteir-aiivo lequ la- 
ments tqi fuel assorrbl es In design leaturcs sect on of fncfi Spocs.Svc I si unci. 
PARTLOW.JG Associate Director tor Projocts (Post 6704111 90/02/01. Consollrlot- 
OdEd-aonCa ot Now York. in:. 30pp 52037.055-52637 093. 

0002070163 Infoima mat util response to Gononc LIr 6U-14, ’instrument Al' Supply Sys 
Probioms Ailoci.r.g Selety Rotated Equipmoni" will be submitlod by 9303i6.Open 
Horn rosnivod 

NANOY.F.fl. Soottiorn Ca'ifom-a Edison Co 00/02/01. Ooctmonl Conlrol Branch 
(Document Control OCSl<} »p. 53500 34S-52509 345. 

ft0020M>22i S-.immary ol Tech Spec Wprkr.g Group 6lh rr.eet ng cn 900118-19 w/iisiod 
narudpenis.ndudng BNL.PGfie & EPRI re Issues esaoc-atod w/dovelppmoni ol risk- 
baaod Ta;)i Spuca/pJani eonUguiBiion coni'oi iJior preo/aTi.Lisi of elioedoos oncl 
WOHL.Ml. Tochn-cal Spocitical pns Branch 90/02/02. CALVO.JA. Toclmical Spocl- 
l•CQ1lon» Oiericn 37pp 52626 046 52&2e:0d2 

9002140020 Roquosis oddi lima 10 provide preposed Toch Spec change re 460-vo'i aya 
mode < 0 : 'acii^ 

NANOY.F R. ^uitiotn Cailcrnia Edsen Co. 90/02/00. Document Conircl Branch 
(Oocumeni CcnKol Desk). 1 p. 52653: 1 70-52653: 1 70 

9002220150 Forwards otini mfo ro repair ol intake siruciuro ol lachiy including re- 
sponeesioNRC questions pn cu'iont status A adequacies per 061106 roquost. 
nOSENOiUM.R M Soutnem Cuiiiornia Edison Co. 90/02/12. Oocumani Conlrol 
Btortcn (Docuntem Coniroi Desk). 39pp 52676 096-52070 1 36. 

9002230079 Requests tosuiia ol Wostmghouso analysis In order lo complolo rovlow ol 
880129 ATWS submittal Any Other gonoric design assumplions ro ATwS rule not ep- 
‘icob'-o to laci’ity & roscijt on ot any d screpai\cios shou'd also bo ideniiliod. 
ATUM.J.E. Project Drociorale V. 00/02/13. RAY.H.8. Soulherrt Cal.lornin Ed, son Co. 
3pp 62709 290 52709 202. 


O. inepecllpn reporta, lE Duiiallna & correapondonce 

0001300498 Advisna mat draft Inal ropt lor ciosoout of lE Bulloin 79 23 found 
accopteb'oLearf enoinoors for IE Bulieims 84-02,80 06 6 B7-002 reassigned aa listed. 
OERLINGEFI.CH Gono/rc Corrmunvahons Oranch. NRC-CS-05-157. 60/01/17. 
LOFY.RA PARAMETER, Inc. 3pp. 62513:266-52513 250. 

90020 103D9 Ack receipt of 9C0106 Itr Inform ng NRC of Bleps taken to correct violations 
notod m Insp Repis 60-2C&/89.25, 50-361/69-26 & 50 362/89-26. 

YUHAS.GP Region 5, Ole ol iho Director 60/01/22. RAY, H.B. Soulhoin California 
Ed-SOoCo. tp. 52505:029-52505:036. 

0001310380 Responds to NRC 091226 Hr re violallons noted in Inep Repi 50-206/89- 
31 .Coiteclivo actions failod solenoid nnat/zod to determine nature of ih'n.haid fi'm be- 
tween solo-hold Slug 6 haus ng which had caused lo,lure 

RAY.H.B Southern Cellomlo Edison Co. 90/01/25. Document Control Branch (Docu- 
morn Control Desk) 6pp 62513 266-52513 264 

9001230126 NRC Info Noiico 00 005, "Inier-System Discharge of Reactor Coolanl." 
Svo I &l oncl 

ROSSl.CE. O-visioh of Operational Events Assessment (Post 070411). 90/01/26. 
ConsoMBtod Ed son Co. of New York, Inc. fOipp. 52535: 1 25- 52535-227. 

9901230176 NRC Info Not-bo 90-000, "Potontini lor Loss ol Shutdown Cooi ng Whi'e at 
Low Reactor Coolanl Levels." Sve l.sl end 

ROSSlCE- Division ol Dpwatlona) EverMs Assessment (Post 870411). 90/01/26. 
Cwssoifdaiod Edison Co. of Now York, Inc. 101pp. 62535.025-62636:124. 

9002080260 Forwards Safeguards Insp Repta 60-206/00-03, 50-381/60-03 & 50-302/ 
00-03 wi 800106-19 & notice of vlolaiioa Determination on GOOlll lhal Item Idenil- 
Itad aa vital area outside ol area noted. Ends withheld (rel ICCFR2. 790(d)) 

PATE.n.J. Region 5, Ofc of Ihe DlroctOf 90/01/29. RAY.H.B. Soulhoin California 
Et^eonCo. 3pp. 52£60:035-52660.037. 

990124Q190 NRC Info Notice 90-007, "New Info re Insulation Mall Performanco & 
DoMs Blockage of PWR Containment Sumps." Svo list end. 

ROSSl.C.E Division ol Oporational Events Assessment (Post B70411). 90/01/30. 
Consdidoied Edison Co. of New York, Ino. 99pp. 62635:228-52535.329. 



tl00J{ir04?S nesyontJ? :o Nnr, BLilaim 89 003. •f'oleni.sl Loss o* Hoquifecl Sh-jWo«»fi 
Margin no‘uG(i'’g opoffttc'is " Pfoccdj.'al thargos. personnel i<Gin'*g & relueL^ 
cycle enpiyss have Doon useo ‘o ensure aof'.e.omer! o( IjI cenifance wr/bjtKi'i 
NANDV.f n. Sooihotrs Ce forrta ErOison Co 90/01/31. Doctnam Conbo! 0t^h 
(nocumrsr.l CorVfol OesV) Spy 62570 OO8-&257OC09 

9002070476 nespon-ls lo NRC e-iiavn, %9002. 'Siress Corrosion Ciackftq of 
Haidross T/|)9 410 Siar’ess Sloo! Inloms' Pruloeded Go'i.rg In Ancho» Dalng 
Moflol S360W Sw-ng Crock Valves or vsivos cl Sini'lar Design •' 

NANDY.F.R StulOo-n Cali'erria Ed son Co 90<0i/3l OocLfnont Coftliol Branch 
(nocuTioiit Coniiol Desk) ?pD 62670 187-52670 109. 

9001260190 N«C Into No’ico 90 008, ‘Kr 85 Haierds fro.-n Oecflyed Fuol" Srt lbl 
end 

ROSSl.CE DviSicn of Operaiiona' Evon's Assessment iPcsi 87<MH) 90/02/01. 
Coi’SCiliJated Ed son Co oriiOiv York. '.nc. 77pp 62583 160 62583:255 

9001290102 Suppi 1 to NRC Jn'o Notice 83-030, "Tfirgoi Roch 7>*o Siage Safaty/RaLet 
Valve Sorpo nt Olli Upda'o ' Svc Isi end 

flOSSi.C u Drviston cf Operational Ewonts Assessment (Post 8704U) 90/02/02 
s^nsc idalxd Eciscn Co o* No« York. he. 76pp. 52556 238-52566:317. 

9001300424 NRC Info Notice SO 009, "Einarded in(en.-n Storage ol Low level Rad- 
vnoste by Foot Cyda A Mai's I canseos S/c i.s; end 

CUNNiNGHAM.n E Ofv s on of tndJStrla' & Modcai Nuclear Salesy {Post 070729) 
30/02/06 Cerso' Caied ErJ.son Co f.t Uc« ViMls 'nc SOapp S25a3257-52684<l04 

9002160023 Ads.sns inal uli £80822.890615 & 000117 tespo.nsos 10 NRC Bulotn 86- 
003, ' inaderiuaio Latch Engagomeni n i-FA Type i,aich:ng fle'aya Mig by OE." con- 
s.dorod co-mp’e'o 

KOKAJKCLE Pro act DiredorpiaV. 90/02/05 RAV.HB Souirerts Ce' lorn<a Ed son 
Co COnON.GO ^n DiOfioGas 8 ElodrcCo 3cp. 52703 I7J.52703.173. 

9002180107 Roquasis addi iVo m 880726.890106 8 1215 respcrdes lo NRC Bjleiin 
88 004, 'PalariUm SaIrsiy.Peia-od Pu.r.p loss." mctuding veniicaiKi'i ol adenuaev cl 
rr'r.i-llow recirculation w/puxp sapp'iars InlO tcnjoslc.l n 33 days. 

TATUM J e. Proioci Ditocto-aio V 99/02/C6 RAY.H B Saviha-n CeHomla Eitr-on Co. 
3pp 52657.338 52657 340 

0002130194 Pana) response lo PC-A teq-jesiApp N & 0 docvmeris evalabio m 
PQR Ajjp 0 Cocumenls cnci App P dcci.n'o'ils witn'is'd j/el PClAEvenonon 5) 
GRiMSi.EV.O.H Oivis'cri cl Freedo-n ol irlotmafcii i Pubt-cenons Serv-cee (Post 
090205) 90/02/08. PEPPEHMAN.O R. B'CCl-O-' A Coll ns. Spp. 52595 155 52505 239. 

-8607270182 RoqjnslS thal app'Oprlatd C'O.OCt rranajor contact tdontlipd util & pro- 
vido nfo to p'jrcnase ol ccuit broehers 'rox S'jspecl coTpan es 
MATThEYiS.OB Project Oiroctorate 11-3 83/07/18 BUTlER.VVR Preteci OirecKweio 
(•2 55pp. 82595 316-52S9S 344. 


8- Reportable occurrences, lERe A relatad correspondence 


9001309238 Eclewup rcpicurng Dec lOSD.iire doors lourid irope-'eKo duirtg iou%ro 
aunrei lances.Tvro bicUng mocnan sm fm uros & one C'oscro idiuro lor i/nn i A I9 
lelci* no rnechanls'n fa u'cs A M closure leiiuros for uri's 2 A 3 noted 
NANDV.F n. Southern Ca fornia Edisen Co. 90/01/ 16. MARTIN.J 6 Reg on 5. Oic of 
IhO Oirocior. 5pp 52d93 031-52463:035 

9032050096 P/Cv'des Isldw'jp rcpi for Teen Spec liro-rafod assomb: es fou-nd nopor- 
able dur ng Dec l989routiro auivoi lances & irlcrms ifsi Unn i lire doors lou-ni) liiop- 
orable durng SLivciiar-.cea now ircludcd tn ropt fol owing hipiaiTiQrie'ion 
NANDY.Ffl. SouWiarnCa'IP'nIaEtfisc'iCo 80/01/18 MART1.N.J8 RcgonS.Otcof 
vheDiiociw.Spp 62540.l7v62646-.175 

9002010216 L-ER 60 029-00 on 691222.<laiemifnad inei I ter on relao'mg water siorege 
lank rocrculatlon 1 ne could fail during se-srnic oveni Caused by er^g neonng delcien- 
cles noted -nOBlOOS submiital. Filter pump sys upg'aded W/900122 rtr. 

MORGAN.HE SouiriernCe fomia Edison Co. 90/01/22 lOpp 52550064-52550 073 

9002080382 LER SdOvO OOto.-i &9l220.clolGrmire<i that previojs eYa'u3lo*is of post- 
loss ol cooling accident ECCS rocfrctlailon Now Incorreciiy crodhod Causod by pro- 

S iammal c weaknesses ncled in u'l. 881003 subrr ual. Valve c'asod-W/900i26 lu. 
'.ORQAN.M E. Soultiorn Cal/orno EdiSunCo. 93/01/26 lOpp 52590006.52590016 

9002070120 LER C0'03l 00:on 6>li22e,determirad that auvilniy feedwater co-j'd 
prod-jce Tow rets atceod.ng water hammer dosign bass max Apparen''y caus^ by 
error In modeling Unblrie d;rvan puiripV/ckei placed al control room panol.W/9001^ 
Hr. 

MORGAN.ll E Soulhein California Ed son Co 90/01/29. 8pp. 52590.094-52500' tOi. 

9002130271 LER 09-O32.OO.on 891)1 03 .d-scovered that Tech Spec Ifl-irKjrrih Insp ol 
former secunty unlntorrupiiblo powor supply battery D.20 not performed following Its- 
slalleton ol lempora'y ired. Mod procedure 6,-17.3/1000 W/900301 Itr. 

.MOROAN.HE Southern Cali'ornia Ed:scn Co. 90/02/01. 6pp 52637X>01-52637;OOe 

900215Q26A Part 21 lept to {»o',ential ol embont compensated molded ceae tirewt 
breaker performance 10 deviaie from published Info. Approprfale custo.mers informed 
ol ohQ'nal poienlial suhstaniial safety haaard nol.licailon & listed corrocion. 
JOHNSOM.W.J. Wostinahouse Eloctric Corp. 90/02/09. MUflLEY.T.E. Document Con- 
irol Branch (Document Control Desk). 2pp. 62668:239-52666:240. 

9002220118 Explains lato submicial of apeciai OO-day repi roqu/ed by Tech Spec 
3.l8 2,Aci:on B.1. Personnel Ir.corroclly Intorproled Tech Spec requirement Co e^y 
only if change invehred new location. 

nOSENBLliVl.n.M. Soutl-em Ca'iiornia Edison Co. 00/02/00. OocumertI Control 
Branch (Docu-nant Conirol Desk) 2pp. 52678:285-62078 266. 


]K)02 150194 TemporaiY Proceduie Change 90-017 lo Rov 19 lo EPIP 1.5-1. •fnng-tiv 
cy Assossmeric ' 

.MCCANCEW.T. Con.iecticui Yankoo Atomic Power Co 90/01/18 3pp. 5265601k 
526S6 047.’ 

8901310007 Forwards Ssloty Insp Repi 50-213/80-24 on 091 122-900108. 

VVEHZ»tGCR.6 C Regon i, Ofc of the O-roctor 00/01/17 MROCZKA.f j Cono-xk 
CUtYerikOO Atomic Power Co. 2pp 52407:224-52497.236 

-9<H>t31000e Safely fnsp Repi 50 213/90-24 on 691 l22.900108.Mn.cr e.'«»i 
inspacted.raconstilui on ol fuel assomb'ios.work conduciod on reactor vosso' If-oi re 
ghtek) removal & mlshancl'ing ol lira arms by security lo’ce peisornni 
HAVERKAIV.P.O.n. Rogion 1. OfC ol iho Dirocior. 90/0i/16. 11pp. 02407 225 
92487:238. 

9001300132 Foiworda Rev 1 lo "lOCFRSO.App R Comp'ianco Roviow." Rov toi'rxme 
aiAts of WoslingMouse sve waler/compononl cooling water sys analyses A vo-iUs-.ry 
study. 

MROCZKA.E J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J Noithoa?*. UJ- 
Ides. OO/OI/tO. Oocumoni Control Branch (Document Control Desk). 2pp. 5240? CCV 
52482:241 

-9001300134 Rev 1 to "lOCFRSO.App R Compliance Review." 

* Corvioctrioul Yankee Atomic Powor Co. 90/01/31. 200pp 52402 U03-5?-in2 24 1. 

9001290084 Furwerda request lor addi into rn coniormanco w/Sociiurie ill.Q A KilM 
lOCFRSO.App R for posi firo sale aliernato shutdown capabiiiiy.Rosponsn nvywlM 
With tt 60 tleye ol Hr reco pL 

WANC.AQ. Projacl Directorate 1-4. 00/01/22. MROCZKA.E.J Copnijcicit Vsr*» 
Aiomtc Power Co. 4 pp. 52454 1 19-52454:122 

900203MS7 Forwa'ds safely evalualion accoptiny proposed elocnicni r.ys rh.-inges '■y 
icTo protoct-on per lOCFRSO.App R Conclusion based on approve' ol ixomiiMn 
quest ra App R & con-.mllmont to provida Reg Guido 1.7S compliance review. 
wANGAO. Project Di'ocloraia I-4. 90/01/22. MROCZKA.EJ. Com'uci cut Yankee 
A'-OriLC Powor Co 2pp 52533:167-52533 181 

-9002020081 Salety evaluation accepting proposod eiocirical sya cl'Angca Icr lire pic- 
lOCl-OA. 

• Ottica ol NuC.aai Raacioi Rogulaton. O'racloi (Ppsi C704ii). 00/ou?'2 
62533 150-62633:101. 

9002010183 Rospenda to NRC 891212 Hr re violfilions notod in Insp Rcnl SO Zlfl'OOZ? 
to hoaiih physics trom ng reQuiremoni. vioiat'on coniesiod based on Mnc mhirio-p-a 
ipi.on of lecn Spec 6 4 1 re ualning/ropiacomonl irain'ng pronrom 
MROCZKA.E 3 Cennecilcul Yankee Atem-c Power Co. MROCZKA G J Nihrtht ml LU 
has 90/01/24. BELLAMY.R R. RogiOn 1. Ofc Of li<e Dirncior. 2Jpp. C2615.1’3 
62515 195 

9002020056 Forwards response to recommended actions In Qonohe Ltr 50-13. ' Sve 
Weld' Sys f^ob'ems Aifeoiing Soiety Re'oied Equipmoni." Rocom'iiunJoij lin-i3wus 
crods lo ba included as ISAP 1. 120 

MROCZKA.E J. Norlhoast Nudesi Energy Co (subs, ol NotlMuonl Lll lit os) 0'3/01/?5 
RUSSEU.WT. Region 1, Ole ol iho Dlrocfor. 51pp. 62526 008'52520'140 

9902140110 lolotms ihst addendum lo CROR summary ropi will bu auLmlllod 30 dsts 
oiler startup front cuireni outage or approx 806530. Addandum will desenbs 
10CFR50.AM n mods oulsids conirol room. 

MnOC2KA.e J. ConnscUcui vanveo Aiorwc Poww Co. MROCZKA.E J. tfoiTioasl Vvl- 
Mies 00/01/30 Dooumoni Control Branch (Oocumoni Co.hlrol Desk) 2r-l> C2066 I1& 
$2668111. 

9002220341 Fornteii7os 900208 requesis marto during telcon botwoon G Ouclmrd & Q 
Ntwds le piar^nod Insp ol emergency operanng procedures A roqi'ustn ir-ni p'intr«4 
sirTH/Mor be made available lor evaluation of oMectivonoss ol procodurns 
GALLO.R M Rogion 1, Ole of the Dirocior. 90/02/07. MROCZKA.EJ Connotlcva 
Yankee Aiornlc Power Co. 4pp. 52895 271-52695:274. 


H. General correspondence 


9002989209 Comment opposing proposed rule l0CFnt70. "Rov oi F’/OO Foe 
S^oduies.’Rad.olsoropa Licenses & Topical Ropt." 

MROCZKA.E J ConnacHcul Yankee Alom;c Powor Co. MROCZKA.E J. No/ir naai f/j. 
dear Energy Co (subs, ol Norlheasi Ul-iitles). MROCZKA.E.J. Norlhoast Uiilt'.lcs gc/ 
01/31. Dochoting & ServIcoB Branch. 3pp. 52567:131.52667:133. 

9002080232 Comment oppoeing proposod rule tOCFR2 re mod to onlorcomonl poScy 
aFowirn oecallalfon in civil ponalHos for violations of NRC requiipmonle whcro <001 
cause mvolvoe programmatic malni-related implications. 

MROCZKA.E.J. Connsctlcul Yankee Atomic Power Co. MROCZKA.E J. Nonriojsi if> 
clear Enatw Co. (subs ol Northeast UiHiiles). MROCZKA.E.J. Norlhoast Ui. ii cs so; 
02/05 DooLetlng & Services Branch. 3pp. 62667:101.52567:103. 

W)02150161 Advises of changes lo ulil distribution lists for corresporidonco Iron NRC 
due lo organlaollonal liila changes. Revs lo disirlbution list end. 

MROCZKA.EJ Norlhsast Nuclear Energy Co. (subs, of Norllioaet 
MROCZKA.E J Connecticut Yankee Alomlo Power Co. MORC2KA E J. Northoasi 
Hies. 90/02/08. Documenl Control Branch (Documonl Control Dosk). 9pp. 62137 7 OG3 
52677077. 

9002220016 Comment opposing rev to proposed rule 10CFR71 ro compai.b lily ul Thj ^ 
transport regulations vv/lAEA stds Low specific activity packages sho-jid ho oxorrrpta, 
from proposed IAEA Safety Series 6.as revised In 1986 changes. 

MROCZKA.E J. Northeast Nuclear Energy Co. (subs ol Norihcosl Uiiiiu^j- 
MROCZKA.E J. ConnecHoul Yankee Atomic Power Co MROCZKA E J. Norlhoast ijtJ 
UI08. 90/02709. Docketing A Services Branch, tlpp. 5265B:341.5265a;351. 


DOCKETED ITEMS 


P. Oodrating license eiage documents & correspondence 

8001300132 Fofv/atds Rev 1 to "10CFH50,App R Cornp'.innco Review " Rev roHocis to- 
S'^lts ol Wosiinghouso sve wato'/corrponeni cool n.g walor syS enniysos K vonMslisn 
s'ud)-. 

I^ROCZKA.E J. Connociitui Yankee Aicm'c Power Co MRQCZKA.E j Ko-'lhcast Uti;- 
itios 90/01/10 Docamor.i Contro; Hta'ich (Documanl Ccnifol OosV). 2pp 52402001- 
52482 241 

-9001300134 Rov 1 to ■•lOCFflSO.App R Complar.co Review. " 

• Connociicul Yankee Alom'c Powor Co 90/01/31 200pp 52482003 5P48?241 

6002020099 Forwards saloly ovolvalion is i,ii' emn/{}o/iC f /ospo."so cftfAl ■‘Fr let con- 
lotmanco to Hog Gu do l.97,Rnv 2 insiiumontaiian accopiablo rutcoftl (low in HPIS S 
quencli tank tomp 

WANG. A R Pio.oct O.rocto/fliG 1-4 90/01/10 MROC2KA,EJ. Conroci-ciit vankoo 
Atomic Powo' Co MROCZKA.E J No.'W'Oeil Ni.cina/ Cne-fly Co ol NcrUie.i^l 

Ul lilies) 4pp. 525-11 20fi-5254t 276 

-9002020101 Saloty ovaluallon accepting Insiriiinoniiidon In Doij Guido 1 67,Oi<CO|ll 
flaw In (iPlS.tPiS.cjuancfi tank foinp.SlOiim gonoralu’ p’oswo & liOiil wmaval l^y 
ccn’B'nmoni heat lamovai aya 

' Oftico ol Nuclear Reactor Reguiailen, Ci'octor (Post R704II) iiO/oi/lO 6 |h> 
52541 270 52541 375 

-B91 1 160269 Rov 1 to "Crinlorinar'ico to Reg Guido 1 97 Madditin Nock." mloitnai iiip: 
UOY.A.C. EG&G idiil-iQ. Inr; (subs ol F.G&G, Inc) FifJ A.a483 EGGFA03<2 ROI 
67/11/30 NRC - No ftniuilQd Aflillation Qivon 22|ip. 52541.276-525-11 296 

90020200S7 Forwi ds safety evaijation accnping pioposod clocii.cnl oys c-Sangen fur 
lire proieciion por lOCFRSO.App H. Conclusion based on approval ol okompuon ir>- 
quosl re App R & commiime.nl to ptov.da Reg Guido 1 75 corr'p'ienco iiinow. 

WANG, AO ProoCl Oirecioraio (4 90/01/22. MROC/^KA.C .( Gci't'-ecUCul Yatifcoo 
Atomic Power Co. 2pp 62633:157.5253-3 101. 

-9002020061 Safety ovaiuenon eccepimg pioposuil utecirlcnl ays chengos lor hto p'o- 
tocnon 

' Office of Nuclear Reactor RngulHiion. Ol'ccict tPnst 67041 1). 00/01/22 23|>p 
52533.)f)e'52533 1Q1. 

8002020243 Submis rovisod scliodulo to resulvo USl A-4<i ro ^nuiic in'-pionicrtoi-u-i 
prccod'jros dove'oped by Seismic Ouaificenon Uti Group it fmei NRC SCR issuikI 
dunnn Fi'Sl Ouartor 1690 walkdowns could bo donn d'j'-ng sQCOno roluef-ng ouingn 
MROc2KA,E J. CornociiCiil Yenkoo Atom.c Powor Co- MROC7KA.t J. Northoasi Nu- 
c'oai Energy Co (subs, of Noniioosi Uhlims) MROCZKA.rj Nurihoasi Ui.-no‘. 1)0/ 
01/22 Cacumiom Connol Dinncb (Gocumonl Conlrol Oosk). 3p|> 5253'>260 
52530268 

8002020056 ronvards response to locomnicr.dod eci-on-i In Gonnrl.c 16 80-13. "Svc 
Water Sys Ptohlums Afiociing SnloiyReiutod Ei*,tipmcni " Roccminonceij iia'dwa'o 
rr.ods lo bn incKidod ne ISAP 1 120 

MROCZKA.E.J. N'odltuasi Nucloar Envigy Co {Hubs of Mortioasi Ui-Mioti) 

MROCZKA.E j Conr,ocliciit Yankoo AiijrrJc Power Co. MROCZKA.t .1 Norllioasi UM 
ilios 00/01/26 niJSSELl.W.T. Riiuion 1, OIr of tlm Drotfor. Sifip 52526030 
S2S26 140 

9002090246 Informs of plans lo tusoivo pioDloms oxpuilancoil dll' ng lost iwo aumniots 
w/nigb SVC waioi lamas s'lgnny above 00 t'. Preposod imonso anmnd rvrtuests whi yo 
subrrliiod limd.ng UllS temps for Hadilartt Nock 8 Mr/flmio Ur>e 2 
MflOCZKA.EJ, NorffrensJ Nuclear Enorflv Co (Si/hs Ol No/Hieasi i/l>ii-i?s). 

MROCZkA.E j Coniiocticul Yankoo Alom'C Powur Cp. MROCZKA F J. Nn-iih-on Uil- 
lllos. 00/01/26 Oocumeni Ccnfrol Brunch (nocuitionl Controf Oosk) 2pp 6259-7.0QJ- 
52500.004 

9002140110 Inloims Ihal uildondum to CRDfl surntunty ropi wi.f l)t> suliirriied 30 rlsys 
allot startup from curioni ouiago or eppro« UUO530 Addonrluni «i I aoscr.Oo 
tOCFRSO.App R mods outside conlrol room 

MROCZKA, t J. Cannacilcul Ynrtkoo Alom'r; Powor Ca MFJOCZKA.F J- Nadhoasr Ur J- 
Itloa. 00/01/30 Oocumoni Conlrol Oronch (DocumeiU Control Oosk). 2pp 52U08.I10 
62660 111. 

9001290051 Gononc 1.1/ 00 02 to all LWp lidunseoa & apfi.’icariie eo olioinoirAj iCQuiio- 
moots for luol assombiles .n design loaturos aoctlon of Tech Spocs Sve I si oncl 
PARTLOW.JG Associate Clifeciof for PfOiOCin (Post 070411) 90/02/01 ConsoliJnl- 
od Edison Co. of Mew York, Inc. GOpp 62637.065 52637 003 

9002000097 Noiilicalion of Significant Liconsoe Mooi.ng 00- 13 on 800208 W/l conseo in 
Rocion I ole to discuss nucloat snloiy concerns p'ogrnm r)n»iftnccmonls 
HAVERKAMP.D H Rag on 1 , Ole ol ItiQ DIteClOi. 90/02/01 Roglon ». Cic ol Ih© Ui- 
toclor. 2pp 52607:063 52d07;070. 


Q. Inspection reporte, IE Bulletins & cortesponricnce 

8001300406 Advisos that draft final repi Inr closocul of IL Qu'.leim 79-23 found 
accoptablo Lead ungmoors lor IF. Oullei ns 84-02,6006 & 87-002 tnasslgrtod as llslod 
BERLiNGEfl.CH Gononc Cp/nmunlcai^ons Branch. NRC-OS 05-157. 00/01/17. 
LOFY.fl A. PARAMETER, Inc. 3pp. 62513 256-62513:258 

9001310007 Forwards Saloty Insp Repl 50-213/80-24 on 801I22-9C0100. 
WENZINGER.E.C Rog on ». Ole ol Dio 0 rector. 00/01/17. MROCZKA.E, J Connocli- 
cut Yenkoo Atomic Powor Co. 2pp. 52407.224-52407:236. 

-9001310008 Saloty Insp Repl 50-213/88 24 r>n 891 122-90OtOOMu)or eroos 
InspactoOroconsiiiul.on ol fuel assembi.es.wo/k conducted on reeclor vosscD ihormal 
shield removal 8 misliantlling ol lire arms by socunty force personnel 
HAVERKAMPDR. Reg'on 1. Olc of the D-roctor. 00/01/10 lipp 52497 226- 
52497.236. 

9001300192 Forwards ■'Haddam Nock Piani 1980 Bofueiing Ouiago Steam Generator 
Tubo Insp Ropt." 

MILLER, b B. Connecticut Yankee Atomic Powor Co. 90/01/19. Oucoment Control 
Granch (Oocumoni Conl/ol Desk), ip. 525 13.O0I-5ZS13 255 

-9001300196 "Haildam Nock Plant I0U9 Rofuo'ing Outage S'.osm Generator Tube liisp 

QAnf ” 


9002010103 Rosponds to NRC 691212 Hr re violations noted In Insp Rept 50 213/89 22 
rt) I'daliti physics Ira ning loiiuirnir.ont. Vlo'oiion contested based on NRC rnlsintorpro- 
iwi o'l ol Tech Spec 6 4 i re iro nlng/ropiacemonl training pron'am. 

MROCZKA.E J Connaciicui Yankee Atomic Power Co MROCZKA, E.J Northeast ui.i 
Ides UO/OI/24 BEILAMY.RR Rog'On 1, CIC ol iho Director. 23pp 52515 173. 
52515 105 

00013101 15 Rrisponds 10 NRC Bu'lat n 69 003, "Poioniial Loss ol Roquirod Shutdown 
Mat(;ln Ourvig Roluelmg Operations'' Poisonnel iiainod in overall control procedure 
lo* luiil niovomont 

MROCZKA.E -I , SFAflS.CF. Corr.octicul Yankee Atomic Power Co. MROCZKA.E J. 
Nant-.onsi N..cfoar Energy Co. (subs ol Northeast uu'iuos) 90/01/25. Docurr.eni Con 
Itui Branch (OMumont (l^nlrol Oosk). 4pp. 52504 149-52504 tS2 

(M02A20056 f'O-'wards rosponsu to rocommondod actons in Generic Ltr 69-13, "Svc 
VVarof Sjs IVohroms Aiiocl-na Sa/oiy Ho/oied Eq<i-pmor>t ” Racomme-sdod hsidwaio 
mods 10 bo iii::-. Jed as iSAF* i 1 20. 

MROCZKA.E. J Nrytheasi Nuclear Energy Co. (Suhs ol Nonnoest Utilihas) 00/01/25. 
RHSSEtl.WT Region 1, 0!c Ol the Oitcfior. Slpp 52626 096 52526:148 


6001230126 NRC Info Notice 90 006. "inis-'-System DsUiatpe ol Reactor Coolant" 
SvC l.sl irncl 

nOSSi.CE O.vis'oii Of OpD'atonai Events Assessment (Post 970411) 90/01/29 
Conso'rdafe I Erl son Ct) of Now York, Inc lOIpp. 52535.125 52635.227 


000I230I7S NRC Info Notice 00 000. "Potential lor Loss ol Sh-.itdov i C^ioiing Wh lo at 
Low Roacier Coo'ani Levels ' ' Svc I 91 end 

nOSSf.CG Dv.sion ol Opeieiional Evens Assessment (Pest 870411) 90/01/29. 
Consol dnlod Edison Co of Now York. Inc lOIpp 52535025-62635 124 


9001240198 NRC Info No’.ce 90-007. "Now iMo ro insulat'On Mall Porformanco & 
Oubris O'cekago ol PWR Confammonl Sumps " Svc list Orel. 

HOSSI.ee Civis-oo of Oporononul Evonls Assr>6smer,l (Post Q7D41I) 90/01/38. 
CersofkiaiO'l Ei.VTPn Co ol New York, Inc. flflpp 525.35 228-52535 329 


9001260020 Suitpl 2 to NRC Into No'- CO 68 023, ' Poloniial for Gas BInd.rg o< MPSI 
Pomps Ounr.ji lOCA " SvC list vr.c'. 

nOSSl.CE Division of Opp.'aibnol Events Assossmortl (Post 870411) 90/01/31. 
Co'isoHincd Ed.son Co pf Now York, Inc 96pp 62633.329-52534 062. 


900(28(1196 NRC Info Nofrco 90 008. "Ki-8S Huurds From Oocayud Fuel'' Svc Ul 
enci 

ROSSl.CE 0-viscn r>i Oporailonnl Evonls Assossmani (Post 070411). 90/02/01. 
Consduaicd Eo>on Co ol New Yo'k. Inc. 7/pp 52583 :180'52S03.256. 


9001290102 s..ppl I to NRC Info Noimo 88 03U. "Targul Rock Two-Slngo Salety/Roi nl 
Volvo S'lipeni Cnft Updnto " Svo list oncl. 

ROSSi.CE Ofvlslon ol CnofotiLifial [vonls Asiosumoni (Post 8704)1) 00/02/02. 
Cotisoi dotoJ Edison Co of Now Yiuk, inr 70pp. 5265fi 238-52556,317. 

0001300424 NRC ir.fo Notcu 00 000. "Evtohdod inionm Storage ol Low Level Rad- 
wasio by Tuor Cyc'o & Mails Liconeous " Svc i si oncl. 

CUNNiNGHAM.R F O.vis'oh ol indusirfai & Medical Nuclear Saloty (Post 670720) 
OO/02/Ob Co«soS(l.lloil Edison Co. ol Now York, Inc. lOSpp 6268T267-525B4 UD4. 


0002IS02I3 Ferwards Eva’n Ropl 50 2i3/93 OiOL ol onam 0(iT,in sioiod on 6001 10- 

in. 

GAI.LO.RM RoOlon 1. Olc of Iho O.roctor. 90/02/U5. MROCKZA.EJ. Ccnr.ociicul 
YorkooAlom'i Power Co 2pp 52876030-52676:109 

-9(K>2160216 Exam Ropt &0-213/90-U1UL nn 000116-18 Exam rosultstone son or reac- 
lor ofM-reior cenddolo popsod oxarh £ ihios lair'd One leacior opeiaior passod 
reiako requtiif.catlon oxam. 

PRELl.J. ESELGROTH.P.W. Meglon t. Ofc ol IliO Dl'uclOr. 90/02/02. t55pp 
52076041-52670 195 


-90021M240 Forwards commcnte on writtun exam adm'nistored to senior reactor opot- 
alor carul dotes on 6001 10 

MIH.EH.O.B Connecticut Yonkoo Atom.lc Powor Co 00/01/18. GALLO, R. noQ'Qti 1, 
Olc ol llio Ovectoi. 4pp. 52076 1 90-52876: 1 60 

9002220341 Formaiires 600206 rni(uesiB marlo during tn'eon bolween G Bucherd & U 
Norris m planned insp of omoi^ortcy oporafinri procoduroa & rcquosis ihai p’ant raf 
S'lnulnior bn made nvailablo for ovaluotion of ellocllvonoss of procedures. 

(iALLO.R.M Region 1, Olo of the Dnocior. 90/02/07. MROCZKA.E J. Connerilcut 
Yankee AiorJc MwnT Co. 4 pp. 62695:27 1-52695 274 

9002130194 Partial lospchso to FOIA request App N & O documonts ova'iablo In 
POR./^ O documenis oncl.App P documents withheld (ret FOIA Exemption 6). 
QniMS.EY,O.H. Divis'on of Froedom ol Inlo/mailon A Publicailons Servrees (Posi 
090205) 90/02/08. PEPPERMAN.D.R. Blochsr & Co'.lins. 0pp. 52595.166-52505:230. 


-6007270182 Requests lhal oppropriato piojcct manager contact Idoni.i.od util A pro- 
vide Inlo re purchase of circuit breakers from suspect compan es. 

MATTHEWS.O.B. Pfoloct Dlrcclomto II 3. 80/07/10. BUTLER, W.R. Project Di'ocloralo 
1-2 65pp 62595:318-52595 344. 


9002140221 Partial rosptknsQ to FOIA request lor decumoms.App O documonts 
enci App Q & S documents available in POR App R decumonis tote'ly vvithhold (ruf 
FOIA txompLon 

GR(MSt£Y,D.H. OiviBtori ol Froedom of (nformaiion A Pubficaiiona Services (Poai 
890205). 90/02/09. PEPPERMAN.D. Olochor A CoHihs. 16pp. 62&3l-238-S2633:l06. 

-MI2)2]40232 Informs of ncod lo retain a!) b-'oahers lOenhl'iid as vnoccoplab'o lor uno 
during lost-ng & rev.ow required by NRC Bu'lolin 88 010 In order lo support NRC 
review ol Issue. 

KANF.W.F. Raalon t. Olc ol the Ditnclor. 89/01/10. MRQCZKA.F.J. Nndheast Nude- 



DOCKETED ITEMS 


R. Periodic operating reports & related correspondence 

9002060161 Forwards updated Bfrontny Progress flop! 20 to new 9lrli;c^goar Dldg 

WROC2KA.E J. Corr.ecicui Yarkeo A'cmc Power Co. MROCZKA.E J. Nofl.neas’ UU- 
■lies 00/01/31. DoCLtnent Cortioi Crattcn lOocj.-nori Control Cosk). 5pp. BSSO'i.lOO 
52564 202 


S. Reportable occurrences, LERs & releled correspondence 


9001310303 LER 69 024 00 on e9l226.ovelja‘ion ol design dolcency dolarmhcd ihal 
(ei'jre oi block switch roey fenJet bom leans o' salew -rilecbcn moperab’e Caused by 
design error djnng plar^t const Swilchos lensiai'ed W/eOOl23 li-' 

LEE5AHONI..E., MILLER, D-B Conr.oclicul Yar^k^e Alomic Power Co. 60/01/23 6pp- 
52521.026 52621.032- 


90022201 13 rewards AECD/E80-02, 'Cfoscy Low Pressure Re'ie' Valves Nozzle R ng 
Problems." 4 proposed into noice tecorrtrendod to be sent to ail 1‘censeoes to 
in'orm o! boretits ol proper maifii ol valves 

NOVAK.T M Dwislon ol Salory PrCKitatrs tPosl 970413). 90/02/12. ROSSI, CE Oivi- 
sio.n ol Operational Events Assossmari (Post 670411) 2pp. 62696 099-52G96 1 12. 


-90022291 16 "C'csby Low Pressu-e Rei.el Vfl^os Nozz'e R no Problems. ’ 

ISRAEL S Oi9ce lor Ana'ys.s & Eva'uaion ol Opeiaborial Data. O’.tettor. 90/02/29 
12pp 526e6;l01-52696 112 


9002100206 Notilicatiori o! 900228 meeting w/Stale ol NJ Dont ol Envlrcn 
flocknle.WO 10 dscuss issuance ol lu'l-torm OL lot lacih-y.l/’*^-'*'' 
PBA ''ansportaiion-pcpulaL'on giowih/emergoncy preperociness & so 3.'"icd0SJfl'n 
CfiCMERiCK.A W. Project Direciorate 14. 90/02/07- STOLZ.J.F. Pm.oct Oiroefor* < ^ 
4 4pp. 5265B 192-52669 195. 

9002230017 Forwards safety evaluation eccoptino exemption Irom omcnency fig'-''! 
reqj foments in Section lii.J ol App R to lOCFflSO to provide Ino vlJjaf baito'y 
ered emorgoncy ligbtng units in conirol room. 

DROMERICK.A.W. Prcjocl Oiiecioraio 14. 90/02/12 FlTZPATHiCK,b Gtt.orO* W'*- 
Liti I'lOS Corp. - GPU Service Corp 4pp. 527 19. 102-5271 0:1 10. 

-9002230028 Sataty ova'uaiion accepting requosl lor oxemplion from emoiyciK-g b/* 
irig foquYe/nenis n Section illj oi App R to 10CFR50 to provide Uaiteiy poi'f'kl 
emergency lighting units m control room. 

■ Olf-co ol Nuclear Reactor Regulation. Diroctor (Post 070411). 90/02- 12 
52719.106-52719.107. 

-9002230036 Exemption from lOCFRSO.App R.SocHon lll.j emorguncy lig' ling •CTA* 
menls 

VARGA, S.A. Div.S'on ol Reactor Projects • I/ll (Post 070411). 00/02/12 (ii-w* 
Public UUllllos Corp. • GPU Service Corp. 3pp 52719:108-52710.110- 


H. General correspondence 


V. Operator Examinations 

9002150230 forwards fonsed NRC Forms 39S & 390 re persona" qua i'ioaiions siaio- 
trer.t 'ice.nsee 4 ceiti'icaion of modca' exam by (aclty 
icer'seo.fospoctiveV-^PP'icai'Ons lor ilca.nses skoi-'d oe subir.tied on revised forma 
by 900201. 

GALUO.RM Hetion 1, CIc o' the C'ecloi 90/01/05. MflOCZKA.E J. Northeast Nu- 
cioa* Ewgy Go. (subs, ct Nartroast L.V las) 9?p 52658 297-5265Q.3G4 

9002140110 Advises that edmir sirebon ol genclc lurdamerra's e*am section ol wnt- 
ten opeiaipr licensing oxani wJ: con'c.'m to : step rog stroi on 4 e>am process guide- 
l nos vitwch will ba ihctcdad tn r.exi; lev ol hUR£Q'1Q2i,oef Qoronc He 69' 17. 
QALIO.RM Regon 1. Oic ol mo Duecic'. 90/01/24. WROCZKA.EJ, Con.-.ecKul 
Vankos Atprr c Power Co. Bpp. 52665 344-52665.351 

9602150213 Fwwanis Exam R 931 M-ZlS/W-OiOL ol exam ed(r.'p..6’.efed on 9O0U8- 
18 

QAUO.RM. Region 1 , Ole 0 ! iho Oirecior 90/02/05. MFIC 1 CKZA.EJ. Connoct'sul 
Yankoo Alpmc Power Co. 2pp S2a76089-52676;t99. 

*<6002160216 Exam Rep: E0'2l3/00<aiOL on 000116-10 Exam resulli one senior reso- 
ld/ operator candidate passed exam 4 iiiree fa ad One reactoi operator passed 
lelake roquaM cation axam. 

PREIL,J. ESELQROIHP.W Region 1. 015 el the Oirecioi. 90/02/02. I65pp, 
52676041-52676:195 

-9002160240 Forwards eorrmanis on wr.t!e.n exam edmirilslerad 10 aonior reaotor CLur- 
aiorcaniTidateson OOOiie. 

MILLER, D.S Connaclicki Yankee Atomic Power Co. 60/01/18. OALLO.R. Region 1 , 
Cle ol the O'ector. 4pp 52676.160-52676.199. 

9002230593 Advsoa ihel reque lIcsLon program 4 l censed personnel ovaiuaion 
scheduled Ic wk of 900604 NRC exarrlre-s w.'l visit s 10 approx 14 days n advance 
of evaiuetio-n to mael w/(aciliN personnsi to re-inew schodj'e 4 piocoss. 
ESELQROTH.P.VV. Res'Oh 1. Ofo Ol ihe Direclpr. 90/02/14 wrfOCZKA.E.J Connoetl- 
cut Yankee Alprrie Power Co. 11pp. 52702;I32-52702;14?. 


DOCKET 60-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergendy 4 lira protection plans 

9001310103 Forwards Seloty Insp Repl 50-219/99-26 on e9ll05-l202.No violations 
noted. 

WENZINGER.E. Regio.n 1, Otc ol the Director. 90/01/16. FiTZPATRiCK.E. Oonaral 
PuWc UtiiliosCoip • GPU Service Corp- 2pp. 52501.323-52601.344. 

-0001310106 Pana'iy Wimnold Insp Rept 50-2l0/e9-28 on 891105-1202 (ref 
10CFR73 21). Major etoas inspected observation 4 review of plant operational 
evenis.ro’.ii'.caiion ol unusua' Pvenl, hyOrogen/oxygeri mon:ionng sys rrod 4 control 
rod uncoupl-ng 

COLIINS.E E. Reg on 1. Ole oi tha Director. 60/01/17 20pp. 62501:326-52601 344. 

900)290164 Oaririas pom) ol dscusslon liom 991024 emergency rasponso data sya 
691024 site visit Backup parameters presented ty uti not raqurod. 

JOLICOEUR.-J.R. Incident Response Biancti 90/01/24. BONO.GR Ger.nral Pubto 
Utilites Corp. • GPU Rcrvlce Corp. ip. 52463.334-52469.334. 

6602060099 Revised EPiPs.inciuding Rsv 11 10 0473-iMP-i3a0.03,Rev 3 to 9473-iUP- 
1800.11 4 Rev 6 lo 6473-AOM-13T9.01.W/600129IU 

BARTON, J.J. General Public Ul'ities Corp. • GPU Service Corp. 90/01/29. 146pp. 
52588 242-52569.027. 

6002120178 Oanfies 891211 commenis on diaft SER for ptani full-term OL Agancy has 
confidence that population a-ound p'ani EPZ ccuid be evacuated in efficient 4 timely 
manner. 

CRAPAROITA.J.J, New Jers^. State of. 9-3/01/30. Document Co.ntrol Branch (Docu- 
meni Control Desk), ip. 52615:130-52616:130. 

60C21 20232 Forwards environ assassmor.t 4 finding of no significant Impact re 861124 
leqjest for exemption from eme.-gency lighting requirements contalnecT In SacUon III j 
olAppRlolOCFRSO. 

DROMERICKA.W. Project OL-ec'jjraie 1-4. 90/02/02. FITZPATRICK, E. General Public 
Utilites Corp. - GPU Service Corp. 2pp. 5253l:i62-52631:187. 

-9002120236 Environ assessment 4 finding ol no significant Impact re 861124 request 
lot exempi-on Itom reau'-ementa ol SecLcn ll.J ol App R lo 10CFfl50.Ptopo89d 
ecdon will not have signficant enect cn quel ty pi human environ 
STOL2.J.F. Project Oirocioraia 14. 90/02/02. 4pp. 52631:184 52631-187 


9082160203 Reqaes's thai is'.ed Indviduaia be dotolod Itom s.c Ss: 
fac-'ii es Oocumenis already sent to Oept of Environ Protoction ol St.niu of NJ 
ENGEL R F. Now Jersey, Stato ol 90/02/05. Document Conirol tinvici-. [Docur-^.-i 
Con'Jol Desk). 2pp. 52670.086-62670.086. 


P. Operating license stage documenla & correspondence 

9002020030 Forwards revlsod Tech Spec Tab'o 4.13-1, "Acddoni Monildlr-g ln2:f*jr>'W 
tenon SurveLianco Requiiom.enis." m support ol Ixonsoo 000830 TocH Spec (-'M-V* 
Roquosi i70.por NRC piojoci managoi request. 

FITZPATRICK.E Genoral Public Utilities Corp. - GPU SarviCO Corp. OCHO)/ ‘0 OoTV 
meni Control Branch (Document Control Oosk). 2pp. 52626:800-52526 202 

-90Q2Q20032 Proposed Tech Spec TeUlo 4.13-1, "Accident MonItorii'O l'l•l’lU(lt«n‘J'■5‘ 
Su/veil ance Recui'errenia.” 

' Qeroral Public Utilitoa Corp • GPU Servlco Corp. 90/01/10. Ip. 02680 2^-7 
52520202. 

6002010364 Discusses 691030 response to Gonoric Lli 66-10, "Mark l ContAivnfr- 
Hardened Vent." If completed p’anl-spocific analysis aupports conclusion nriGliH)* op 
oohunltv w-ll be provided 10 make recuiaite mods under 1OCPR6O.&O 
baOMEBICK.A.W. Project Directorate 1-4. 90/01/23. FITZPATRICK.E (lunornl fV-'- 
U1 Ii'jCS Corp. • GPU Sorvico Corp. 2pp. 62505:027-52605:020. 

9002010391 Ativ.sbS Inal Category ABC let reviewed & listed prolocia In (uiiH>t-Arv:o« 
long-range planning program 4 aceoplab’e except for Q/A-320 ADA ' rw/r-Ml> flc/z' 
Insp" 4 B/A-3262DS "SOUQ Support 4 Porticipallon." 

OROM.ERICK,A.W. Projecl DIrecloraio 1-4. 90/01/23. LONO.R.L. Ocnorol f’Jl>'c L". 
1 08 cerp. • GPU Serv.eo Corp. 2pp. 52605:040-68505:041. 

9002020073 Forwards omiited pages of 9001 16 Hr lO State ol NJ Di'l' co''i.'ion:i < 
Oia't (uli-'.oim OL SER & dardlCftCon ol Page t0.lgurih paraomiitt on r.ijw ee-VT 
floor response spectra. 

LAQGART.M.W. Gonerai Pob'ic UUinies Corp. - GPU Service Coi(i B0/01/2<i l>x 
rreni Conirol Branch (Oocumeni Conirol Oosk). 4pp. 62526:002-625Z0 0115. 

9008010020 Fonwerds nobce of consideration of Issuance of amend to liro-nstf OPf) 
4 oppofiuriity ol hea/ing re 891219 applicallon lor amend revising Touli S(>tc ? 3 f 
4.3 b climineling a'ght main steam safety valvos 

ORO-MERICK.AAV. Project Directorate 1-4. flO/Ol/26. FlTZPATRlCK.t;. Gonorar l\t 
UllilOS (Corp. • GPU Service Corp. 2pp 52631:261-62631:267. 

-9008019023 Not.ce Ol consideration ol Issuanco ol amend to Llconso (Jl'll-l<L A t 
portunlty for hoahng.Amend revises Tech Spoo 2.3. F 4 4.3-E ohmlnniing 0-^' I 'rv 
sioem safety valves. 

STOLZ.J.F. Projecl Oiioctorato 1-4. 00/01/24. 5pp. 52531:253-52G3I:?S7 

9002120238 Summary ol 000110 meeting w/ulil In Rockvillo.MD ru ploril IsrJni c-n u 
denser piping, steam isolation valves 4 IQSCC. LIsI of aitendoos 4 mooi n-j 
atwl. 

DROMERICK.A.W. Projecl Direciorate 1-4. 90/01/26. Projoct Dlrocloraio 1-4 
62831:210-&2631:234. 

9002070110 Summery ol 900117-18 ensile audit of plant SPDS & DCtlOn.Ltsi ol eii 
does enol. 

OROMERICK.AW. Projecl Direciorate 1-4. 90/01/30. Projecl Drocloinio 1 -t g 
52604:218-52604:223. 

9002120174 Clerllles 691211 comments on draft SER lor plant fuT-taim Ol A^j-jivu-y 1 
conidenco that population around plant EPZ could be evacualod rn otl-cioni A Cr- 
mannet. 

CRAPAROITA.J.J. New Jersey. Slate ol. 00/01/30. Oocumeni (Control U'arw.h (O; 
merit (Dontrol Desk), ip. 62616:130-52616:130. 

9002120294 Forwards response to Generic LIr 89-13 re plant sve waior sys iiisp , 
gram for Intake siructure at plant implemented during past two roluolmg ouia^ 
emergency eve vvaler currently chlorinated to prevent blofouling. 

FITZPATRICK.E. General Public Utllniea Corp. - GPU Service Corp. GO/Oi/30 t> 
ment Control Branch (Document Control Desk). 6pp 52631:188-62631:102. 

9001290061 Gonerlo Ltr 90-02 to all LWR licensees 4 appllcenis re ailornai.Vo r«<s 
fTienta lot fuel aesombiies in design fsatuies section ol Tech Specs. Sve Lst ervci 
PARTLOW.J.Q. Aesoc^ete Director for Prolacts (Post 67041 1). 90/02/01. Coivscj 
ed Edison Co. of New York. Ino. 39pp. 52637:055-52637:093. 


9002120232 Forwards environ essossmont & linding ol no s'gr.iiicani impaci re G61 124 
rec;ueAt for oiornpilon from omorgoncy I ghi.ng reguiroments conle'neu In Sect on IIIJ 
of App R 10 fOC^flSO. 

OnOMERICK.AW Prolecl D;ieclOf6ie 1<1 80/02/02 FITZPATRICK, E. Gonoral Pi.bl:c 
Uli'it.es Corp. - GPU Sorvico Corp 2pp 52631. 182-526311U7. 

-9002120238 Environ aasoasn'ont & finding of no slgnlficanl impact ro 861124 request 
lor oxompilon frcm roqu.remcnts ol Soclion iil.j of App R to I0CFR50. Proponed 
acion wilf nor fiave signif.ccni affect on qoe'rty ol human env.ron, 

STOLZ.J F. Project Drecloraie l-'i 90/02/02 4pp. 52631:164-62631 187. 

900216018-1 Forwards Amend 138 fo Lfconse OPR- 18 A aafofy QfOljeHcn Amondro- 
v.sos Toch Spoc 3 7 A to Clarify oporabii ty roqu'iemoiite fo/ batlerfos B & C & epeofy 
awiichgoar control power roqu lomonis associated w/each baitory. 

OnOAfEHICK.AW. ProjeclOrocloraie'-l 00/02/02 FITZPATR/CK.E. Gooe.-el PuSr-lc 
Uti'itles Corp • GPU Service Corp. 3pp 52657 341-52667.351. 

-9002180198 Amend >30 fo liconso CPR-iG./ovis-ng Tech Spec 3.7 a lo c>a»ty opor- 
ab I'ty requiremonts lor baltenas 0 & C 8 specify swiichgoa' conlrot power roq>4to- 
menis associatad w/ each baiicry. 

S70L2-J.F. Project Dfreciorate 1-4. 90/02/02 6pp 52657 344-52657.349 

-9002160200 Safofy eva'uaiion si^poning Amend 136 to License 0PR-t6. 

• Office ol Nuciaar Reactor Rogulaton, D.rocfor (Post 0704ti) 90/02/02. 2pp 
5265/350-52657:351. 

9002140217 Fciwaiifs Arnend 137 io Liconso OPR-16 6 safoty eva'uaiion Amend re- 
vises Toch Specs 10 distinguish high & low range radioactive nobto oes mon>iors 
DRO.MERlCK.A.W. Project Dlrectoraie 1-4. 90/02/06. FlTZPATRlCKE. Gwora' Publ;c 
Ul-lit.es Corp - GPU SonAco Corp. 3pp 52655 8SB-526S5 273 

-9002140220 Amend 137 to License OPR-lS.cevis.ng Toch Specs lo dstngu'sh high & 
bw rango radioactive noble gea rnomtors & add llir.itinp conditiona lor oporuiion & ser- 
ve nance roqu remenis for h'gh range monitors. 

STOLZ.J.F.Pro|OClOirflCloralo 1-4. 00/02/06 lipp 52655.261 -52655.271 

-9002140224 Safety Qvaluetion ai^portlng Amenil 137 (q License OPR-lO. 

* Offico ol Nucloar Roador Ragulotiori. Oiructer (Post 670411). 00/02/06. 2pp 
62655:272-52655 273. 

9002160208 Noiiflcatloh of 900220 mooling w/Siato of NJ O^t ol Enwron fhoiedon in 
Rochui'lo.MO lo discuss Issuanco nl lu'l-iorm OL lor 1ec4liy.irtcli>dino 
PRA.trensportallon population growlh/umqrnoncy preperodness & SQisnuc design 
OROMERICK.AW ProjOClO fOClnralO 1-4 00/02/07. STOLZ.J F PtoJeCI OlrrKloraiO I- 
4. 4pp. 520e8.t92-52e&0:l95. 

9002230017 Forwards safety ovaluahon accopUng oxumptiqn from omotpency iighimg 
raqu'fomanls in Saciiqn lll.J of App R lo 1 0CFR60 lo providn indivKfua' baiiory po»r- 
ered omorgency lighting units in control room. 

DnOUEniCK.A.W Profoci Ditecloraio 14. 00/02/12 FlTZPATRiCK.E. General Pubic 
Ullitlos Corp. • GPU Service Corp. 4pp. 52719: 1 02-527 10;110. 

-9002230026 Sniely ovaluai'on oocupling request for oxemption from omorgency iigbi 
inQ requitnmsnis In SocLOn III.J of App R to lOCFRSO (o provl<lo ballory tMworcrl 
omorgoncy llohllng unite in conirol roam 

' Otneo of Nucloar Roactoi Ruguiebon, Oi'octor (Post 070411). 90/02/12. 2pp 
S2710.10G-S2710.107. 

-9002230096 Exomption Irom tOCFRGO.App R.Sucllon ill J un-iorgency Ughing roquro- 
monla 

VARGA, S.A Ofvision of floactor Projocis • Utl (Post 8704(1). 80/02/12. Gunorai 
Public UI'llliosCoip. • GPU SorviCO Curp. 3pp. 52710:106 52719:1 lO 


Q. Inspection reports, IE Bulletins & correspondence 

0001300496 Advisos lhal diall Imal ropi lor closoaut ol lE Bufqiin 7923 louncl 
accopieble I eaO onntnoors tor IE OuHoiins 04 02,60 06 S 67-002 roassfgriod assisted 
BEflLlNOEfl,CH. Qononc Communications Oranch. NRC-05 65-157. 0O/Oi/l7. 
LOFY,R.A. PARAMETER, Inc. 3pp. 626l3:25e-525l3:260. 

9002010261 Forwards results from laodwQlor nozzle oxom.in accordenco w/KUREO- 
0619 insp format. 

DEVINE, J.C. General Public Uli'.iuoe Corp. • GPU Service Corp. 00/01/18. Oocumoni 
Control Branch (Oocumoni Control Dosl>]. 10pp. 52515 006 52515:105 

9001310103 Forwards Safety Insp HopI 50 219/09-20 on 09tlO5-l202.No vioiailons 
noted. 

WENZ1NGER,E. Region 1. Ofc ol the Olrodor. 90/01/19. FirZPATRlCK.E Goneiaf 
Pub'lc UliUtloaCorp. • GPU Service Corp. 2pp. 62601:323-52501:344. 

-90ai3i0f06 Panialiy withhofd Insp Ropt GO-219/89 28 on 891105-1202 {ref 
10CFR73.2I) Major areas Inspeciod obsonrei'.on & review ol plant operational 
events.nolilicatlon ol unusual evont, hydrogen/orrygon monilorlng sye mod A cwiliol 
rod uncoupling. 

COLLINS,E.E. Region l. Ole ol the Dlrecior. 00/01/17. 20pp. e250l;326-5250l;344. 

9001310122 Responds to viofallons noied In map Ropf 50-210/89-27. Corrective 
actions Proceduro 106 revised to allow tomporarilyllfllnn of temporary varteion. 
FlTZPATRiCK.E. Goneial Public Uhiillos Corp. - GPU Sorvico Corp. 90/01/iB. Docu- 
moni Conirol Branch {Oocumoni Control Oosk). 2pp. 52631.042-52S3f.843. 

9002020206 Discusses Insp Ropt 50-219/09-23 & lonvards notice ol vlo>8llon & pro- 
posed imposition of Civil penally In amount of 550.000. 

RUSSELL.W.T. Rogion 1. Olc ol Ihe Diiector. 00/01/22. FlTZPATRiCK.E. General 
Public Utiiiiies Corp. - GPU Service Corp. 4pp. 62520.346-52629:352. 

-9002020212 Nolica ol violation & pioposod Imposillon ol civil penalty m amount Of 
SSO.OOO.NoncompHance nolod on 600226 & 0916. poraonnel failed to documoni $lg- 
nfffcani condition adverse to quality as Idontiliod on six occesicrrs. 

RUSSELL.W.T. Region 1. Olc ol the Director. 90/01/22. 3pp. 62529 36O-52520-352. 

6002010107 Responds to unresolved items & weeknesses rdenl'fisd m Insp Rapt SO- 
219/89-80 Corrective acilons procedure re coniainmoni spray ByB-diBgnostlc & resto- 
ration actions revised to slond alona ro Inslaliation of jumpers. 

FlTZPATRiCK.E. General Public LfWtlles Corn. - GPU Senv.'C© Corp. 90/01/23. Doeu- 
mnni Control Branch (Document Conirol Desk). lOpp 52532.040.62632;049. 


9002060396 Noblicatbn ol Mgl Meeting 90.05 on 890209 In King Ol Prussia, PA to d.S- 
cuss licensed operator training prograrn described In insp Ropi 50-219/09-24 re dofi- 
ciendos m p'oeosshg license applications & upgrading Ira ning. 

COLLINS.ee Region 1, Olc of ino Di'ocior. 90/01/24. Rcg'on 1, Olc of Iho D.iector 
2pp 52558047-52550 046. 

9002060003 Forwards Safety ir.sp Rept 50-219/69-30 on 891214-15 No violations 
noted 

OURR.JP Regon i, Ofc of iha C.reclor. 80/01/26 FlTZPATRiCK.E. General Public 
Ublilies Corp . GPU Service Corp 2pp. 52560 024-62560 029. 

-9002060004 Insp Repi 50-219/69-30 on 89i2l4-TS.No violatons noted. Major areas 
inspocied.condiLon of facility siorago tanks. LERe ro storage tenks.ilcensoe coneciive 
ecdon8.aciions o.n previous Insp findings & water chemistry program results. 
MCSREAflry.RA., STROSNiDER.J.R. Region l, Ofc of Iho O.ioclor. 00/0t/19. 4pp. 
52560 026-52560 020 

6001230126 NRC Info Notice 90 005, 'Tnier-Syslorn Oiscfiargo of Reactor Coo'ant." 
Sve list end 

ROSSl.CE. D.vislon ol Operational Evonts Assossmoni (Post 670411). 00/01/29. 
CensofiablOdEdson Co. or Now '/ork, fne fOfpp 62535 125-52535 227. 

9001230176 NRC Info Notice 90-006. ‘ Potonilal lor Loss ol Shutdown Coolmg Wh lo at 
tow Reactor Coofsnt Lovois “ Sve list ond 

ROSSl.CE. Otv.sion of Oporet.orrol Evorus Assossmoni (Post 870411) 90/01/29. 
Consokdetod Edison Co oi Now York. inc. lOipp. 52535 025-52535:124. 

9001240190 NRC Info No' ce 90-007, “New Info re Insulation Mall Performance & 
Debris Bipckago ol PWR Conialnment Sumps ' Sve list onci 

ROSSl.CE OwfS'cn of Opersfional Evonis Assessment (Post 6704II) 60/0U30. 
Consc/ldated Ed.son Co oINcwYoik, Inc 69pp. 52535 226 52535 329. 

9002120295 Forwards rosponso Ip Gonorfc Lir 69-13 re plan! sve water sys.insp pro- 
gram lor iniako structure at p'ani Implemeniod du.’ing past iwo refueling outages & 
omorgonM sve water cu'ienlly chlorlrsated to prevent blolou'irg 
FlTZPATRiCK.E. General Put'ic Lfiilitios Corp. - GPU Service Corp 90/01/30. Oocu- 
moni Control Branch (Dacumeni Conirol Desk). 5pp 52631:100-52631:102. 

9001260020 Supp* 2 to NRC fnlq NoUco 06. 023, “Potential for GaS Binding ol MPSi 
Pumps Outing Coca " Sva I Sf oncL 

ROSSl.CE. D.vrsion ol Opeiallonol Evonia Assessment (Peat 870411), 90/01/31. 
ConaoiMafOd Ediaon Co. of Now York, fnc. 6Spp. 82533’329-S2634;062. 

9001260196 NRC Info Nol'CO 90-009. “Kr-OB Hazords From Decayed Fuel." Sve nsi 
enci. 

ROSSl.CE 0:v.sion ol Opo-ai-onei Evonia Assesamoni (Post 67041i). 90/92/01. 
Consol dated Eoaon Co ol New York, Inc 77pp. 62593 100-52503:266. 

9001290102 Suppi i io NRC Info Noilco 68-030, ’ Targol Rock Two-Siego Saloty/ReliQl 
Vahro Soipqnl Drill Updelo ’ Sve 1191 orcl 

no^i.CE Division of Operelionai Events Assoaament (Posi 870411). 60/02/08 
Consolidalod Edison Co of Now York. Inc .'9pp 52656'236'525S6.317. 

9001300424 NRC Info Noilce 90-0U6. ’'Extended iniorim siprago of Low Lovol Rad- 
waato by FuuiCyfe & Mai'-a Liconseos” Sve hsi end. 

CUNNiNGiiAM.RE Dvraio-n Ol Induetriai & MeOcal Nucloar Salety (Peal 970729). 
90/02/05 Conaoi’datotl EdSOh Co. ol New York, Inc. 106pp. 52533 867-62584:004. 


8. Reportable occurrencee, LERa & related corroapondanca 

9002220371 Pah 2i /ppi re me.nt of Auiomeiic Volvo Corp MSiV 6/or main sioam roiipf 
velvo using spanner wronch in oidor to avo'd aolonolil valve stem darnogo.por 1964- 
05 chenge n design M.ami malructlons one) 

IIUTCKINS.T. Auiomst-T VBJva Corp. BO/02/02 NRC • No DoiaJfod Allifieiion Given 
OOpp 52730068-62738:105. 

9002 160129 PNO-l-90 D0S.cn 900206, plant Shutdown commanccd duo le increasing un- 
idettiiliod RCS leokage duo lo failed pump aoai. On OOOilO.recrculQUon pump A dis- 
charge va’.ve tailed to closo.Ouiano ol 6 days planned lo repair pump sool- 
VOLJnG.S Rooion 1. DfcoflhoDlieclur. 00/02/00 Ip 52656:i64-62e56.-ie4. 


V. Operalor EMmlnaVons 

9002140294 Forwards revised NRC Forms 396 & 398 ro personal oualillcailons • l-cens- 
oo & codiicaiXTn ol medical exam by fac'l.ly liconaoo.respocdvoly Applications for ll- 
censos ahou'd bo subm'ttod on rew.aod form by 900201. 

OALLO.R.M Rogion 1, Olc of the Dliecloi. 00/01/05. FlTZPATRiCK.E. General 
Public UUif'es Corp. - GPU ServiCO Corp. 6pp. S265S: 1 16-52655:125. 

0002000399 Notilicallon ot Mqt Moetlng 90-05 on 000209 In King of Pruss'a.PA lo dis- 
cuss Ifcensod oporalor training progiom described In Insp Rept 60-210/69-24 ro dofl- 
ctondes in procossAg Lcense eppllcationa & upgrading Ira'-n'ng. 

COlUNS.E.E. Rogien i, Olc ol iho Dirocioi. 90/01/24. Region i. Ofc ol the Oirocior. 
8pp. 58566047-52658:046 

9002140181 Adv.sea ihal admin stratlon of generic fundamentals axein section of wrlL 
tot) operator llconsing oxam will conform to listed roglsirat.on & oxam process guido- 
Nnea wl/ch will bo Included m next rov ol NUREQ-I02l.pot Oqnenc Lir 80-17. 
OALLO.R.M. Regon 1, Cfc of Iho Oirocior. 00/01/24. FlTZPATRiCK.E. Gonerol 
Pub'lc OWrtiOS Corp. - OPU Service Corp. 7pp. S2653;i8l-52053:l27. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire prelection plans 

9008070442 Requasla camplailop of end survoy designed lo provide 
hardwore.comrnunlcailons.daia point & admin'.siraiivo Info necaasary for contractor to 
design emergency response data ays Interface & data base lor plant. 

JW.ICOEUB.J R. Irxiiiont Roeponee Branch. 90/01/30. MURNEy.F), Niagara Mohawk 
Power Corp- 6Bpp. 52593 01)6-52593:154. 



H. Qeneral correipontftnco 

9003130196 Responds lo OOO 116 Itr ro lacliiyNRC has not y«l irel-jod deceionon 
tesia.'i ol faci ty.nosponse on "Revo Nine Mi'o One" group isstros re use ol Maifc I 
oonielrtmoni dos'gn i ccnosion of mails ca coniQ'nreii enc> 

TAVLOR.JW Ole of ina EkocoIvO Drocior lor Cporat.ois 90/03/01. WAISHJT. 
Houso of Rep 6pp. 53635:O0t-52635;079. 

-9003130304 Roqi.eeis answers from NBC lo luctir'caf pomia lalsao n lir ircm Reiiie 
N na Milo Cno orgarii7B(ion. 

WALSH, JT House O' ftep. eo/OU16 CARB.K M. Commssior.ara 5po.53636.07S- 
6JM5076. 


P. Operaling license alage documenu & coneepondencs 

9001390145 Roql'OsCs lhat uil provide reasons for nol porlormng post- sciQ'n fnspjie' 
661215 f.t & lv«V.».C8lon *.o show lhai hyflto-ieM 6<;wrai8nt to poatecinm weawJwm 
lasp In detoc'-ng sciem d scharga vol pip rn ays 'eekage. 

MARTiNR.l:. Pio;oci Dirocloiate l-i 90/01/33. BLTrkhaROT.l. Niagara Mo4-awk 
Power Cerp. 3pp. 53468 113 53468 113. 

9003090179 Infprrr.s lhal uiil responses to Generic Lti B9-13, "Sve WAtpt Sys Pioh'err.s 
Ailed nq Ssiatv-Ralaled Equiprr.o.nt," wii' bo delayed u.mii 900316 
TERRY, CO Niagara Mohawk Power Corp 90/01/39. Ooca*nenl Coni/ol Otancit 
[Oocumeni Conlrol OesM tp 53614 03t*S3614;031 

6001290051 Generic Ltr 90-03 to all LWR iicen&eoa & a^ilcads re a'lamative re4j:-o- 
mo.ils for ibSi assamblies In design foatu'os section of Tech Specs.Svc list oncL 
RAnTLOW,JG Assoc ate Diroclor for Proiecia IPosi 870411) 90/03/01 Consoidai- 
od Ed son Co. ot New YoiV. l-ic. aapp 52637.0bb-S3837.Ci93 

0003140280 Forwards Rov S (o NMPC QATR 1. "OA Top cal Rapt lot N»o M4o Poini 
Nuclear Sial'Or\ Opsisiipna.'' 

PERRY.JA Niagara Mohawk Power Corp 00/03/05 OocumertC^rc;i Branch (Doc- 
umoai Control nesk} 3pp 63652 26g-52e53;3S5 

-9002140366 Rov 8 lo NMPC-OATR-1, "QA Topical Rapt for Nae Mia Po'ol N'uCear 
Slat cn Oporelions " 

PERRY, J A. Niagaie Mohawk Power Corp. 93/01/31. 6ipp 52663 373-63653 356 

9003330185 Forwards in'o ro pressure in coma nmonl spray headers tor one A two 
pump operation Leakage la upper rings prevenied by p'ossunr ng & seat'ng neader ai 
cammon connect on to rings 

TERRY.Cn. Niagara Mphawk Power Cc.'P 80/03/09 Cccumeni Conlco* B'anch 
(Document Control Desk). Sop. 93/03 306-6370? 307 

9002230129 Responds to Gensdc tV 69>13. "Sve Waior Sys Prcblema AHaclrngSAlety- 
Related Equipmoni." UH plans to snatyie sve water sys 6 other aefety./oio'od sya by 
end ol nail leluoHag ouiase. 

TERRY.CO, Nsgara Monewk Power Corp 90/03/I6 Oocumeal Convol Btsreh 
(Oocumoni Confol Desk) 3pp 63703:303-53762 205 


O. rnspecllon reports, 16 Buiistina 8 eocrespondanea 

9001300498 Adv'ses thai dran final rapt lor ociseoui of >6 6i«'eiin 70-33 found 
eccepiaDia loop ong'reers for lE 8ul otns ea-OS.OO-OO & 07-003 reassigned e$ 1 siad 
6£RClNQEn.CH Qerarlo Commumcatona Qranch NRC'C6-$6-f57. 80/01/17. 
lOFY.RA. PAflAMErER, Inc. 3pP- 82613.266-53313 259. 

9002010016 Roaponda to NRC Ouflaln 09-OCI2 re Anchor/Oarling Model S9S9W sweg 
check valwos w/roieln-'ig b'xK aiuds ol siefnieaa stseLNo sjOI vaVos <11010300 in 
aalaty-re'atad eppLcauona-Otfiar Anchor /Darling votvaa insta'ied el p’ant 
TERRY ,CD. Niagara Mohawk Rower Corp. 90/01/16. Occumoal Conuo* Branch 
(Documont Coni'd! OoaV). ip 62631:367-62531.357 

9001300317 Forwards Irsp Rapis 60-220/89-3l> & SO 410/69 19 on 891019-1213 & 
notco d vtotaion.Np iespcr.se ib notice legu 'ed because c<orrpi coiiec4/o aettew 
takon & actions found salslacicrv by ras'deni inipsciora. 

LINVILLE.J.C. Region 1. Ofc o' iro D.roctor. 90/01/23 BURKHAROT.L. N.ega'e 
Mohawk Power Corp 2pp 52466-100 62466.127. 

—999(300318 Nclice of violation from Insp on 691019 12i3.Vrolalo>i cored <nsenrlco 
testing vibration ireasuremiris for roador bldg closed loop cooirg sys purrps ob- 
ialneo from Insirunie.ni pickup device placed on Inboard mocnarfcal seal housing 
• Region i.Olc ol tho D.'«'4)r. 93/01/23. ip. 82466.111-52468:111. 

-9001300320 Insp Repis 60 230/89-30 i 60-410/69-19 on 891019 1219. V-o'aaon 
notedMajer areas inspecledUnt t reload preparations & Unt 2 power 
operaiions plant tcurs.sa^ety sys wa'kdowns.sjrvei lance & rosni reviews 6 L&l re- 
vewB 

MEYER.G.W. Region 1. Qfc of the Director eO/Oi/lQ. lOpp. 52466:112-52466:127. 

9002060376 Foiwa-da Safety insp Rspi 60-220/89-31 on 89U27-121&.NO VcyeiAns 
noted. 

GALLO, RM. Region 1, Ole o' me Dlieclor. 90/01/24. 6URKHAROTL N>a0aio 
Mohawk Power Corp. 2pp. 62559 3£0-52666;356. 

-9003060378 Insp RepI 50-220/89-31 ci 691127-i2l6.No vioietlons noted. Mslor 
areal lr.speclea bcensee edrr nUt/otton of arviueJ Ccanaed opc'soor (aquoliftcabon 
exarrs Includ ng oxam mans. 

WALKEH.T., OONrE,R Regfon 1. Ofc ol tho Oirecior. 90/01/24. 7pp 6255a953- 
52559:358 

9001280126 NRC In'o Notice 90005, '’Ir.ler-Sysls.ii Discharge of Reactor Coolant." 
Sve list end. 

ROSSf.C.E. Division ol Opeiationei Events Assessment (Post 670411). 00/01/29 
Consofdsfed EdisenCo. of New York, fno lOIpp 52535.125-62S35:237. 

9001230175 NBC Into Noice 90-009. "Poleniial lor boss ol Shutdown Cooling Wrilo at 
Low Reader Coolant Lovels." Sve l<si end. 

ROS5I.C.E. Ovision ol Operat'onal Everts Assossmom (Posi 670411). 90/01/29 
ConsCrkdaled Edison Co 01 NevrVotk, lr>c. (Oipp. 52036 025-52535. 124. 

9002070206 Forwards Insp Repis SO-320/03-28 8 50-410/86-24 on a3l023-27.No vio- 
laboiis or deSderxclaa noiod. 

HODGES.M.W. Reg'on 1, Ofo ol the Director. 90/01/26. BURKHAROTL. Niagara 
Mohawk Powor Corp. 2pp. 62612:306-S2612’313. 


-9002070211 Insp Repis 50-220/89-26 4 50 410/09-24 on 891023-27 A 1201-1251 ht, 
viofabons or doftc enclos roofed Ua;or a'oos inspected roviow of open iteirs '-orn L^r 
1 jndud.ng rtonis Snvoiviro loius wa« cwiosion mon lotino pipgiam 
KAPcAN.H.J CNAUDHAHY.S . STROSNIDER.J R Rngion 1, Oic ol 111,3 t).-&;1C4. K- 
01/29 6pp. 52612:300-52612 313. 

9091240160 NRC In'o Notico 90 007, "Now Info to Insulonon Mar Piiil>rA'>c« I 
Oobna Bipckono ol PWR Conte nment Sutrps " Sve 'isi end 
ROSSf.C.E. OrviSlpn of Opataiional Evonis Assessment LPost 670411). OOiO'/y. 
ConsoUdatod Edison Co 0/ Now York, Inc 99pp. 52535 220-52535 323. 

9001250030 Suppi 2 lo NRC Into Notice 66-023. "Potential lot Gas lliiilng t1 
Pumps Ounng LOCA ■’ Sve l.st erci 

ROSSi.CE Division ol Opoiationoi Events Assossmom (Post 07041 1). S0r0i/3i 
Conso'idatod Edison Co ol New York, inc. 66pp. 52533 329-52534fV32 

9901260198 NRC Info Notice 90 006. "KrOS Hazards From Doenyed n.-Di" $«: is 

Or3Cl 

HOSSICE Di'vision ol Operaticnai Events Assessment (Post 0704111 l>3'07'3i 
Cor.sofdaied Ed.son Co 01 Now York, Inc 77pp. 526B3 180-52503 250 

9002139109 Forwards Insp Ropl 50-220/09-35 on 8ni21M5No vl.,'a'.->-| 
notad.Undersiands lhal corrective aci.ons for all Rog Guido 1 07 lostnn i3siiusa-r<*> 
ukid foe cortnplet'on before Q00tt9 A correcbuo ecuon lot eiuclt c.tl in'.U't tv.'ji 
900210. 

Ounn,JP. Region 1. Ofc ol Ihe Droclor 00/02/01. OURKHAHDT.L. Mrnir.ia 
Power Co/p. 2pp 52646 043-62648052 

-9602130116 Insp RepI 50-220/00-35 on B0l21l-l5.No violations rotixf M .)pi Ai-ra 
kxspodotht.censcQ actions on tlveo Rog Guide 1 97 A ono oiocincai icsi-ni tvr.n 
-donldied in Mar 6 Aug 1069 insps 

CH£a'4G.L., ANDERSON, C.j Regon 1, Olc ol the Dfocim. iiO'Ol/?-) (Yp 
62646 04S-52846 052 

9091299102 Suppi 1 10 NRC Info Nonce 08-030, "Target Rock Two Rin(i<i Snii-'y/R-:'--' 
Va've Solt^ni Drill Update " Sve l.st onci 

nOSSi.C-t. D.visiPn ol Oporaiionai Evenls Assossmom (Post 078411) ‘I0/07/C'2 
Cor-so'idated Edison Co. of New York, Inc. 7Bpp. 62556 230-52.558 317 

9091300424 NRC into Notice 90-009. "Eviondod imarim Storngo ol low luv/l Rak 
waste by Fuel Cycle A Mails uiconsoes." Sve Hat onci. 

Cunningham, R E. OviSipn of Indusmai a Modicai Nuclear Snlniy fPosi 0/07/7; 
60/02/0$. Conaofidaied Edison Co. of Now York, me. lOOpp. 62593 /!i7 S?b94C04i 

9002230100 Forwards irsp Ropia 50 220/89 00 A 50-410/06-08 on Ililil-iO/- 1018 I 
hOMa of vloifli on En'ofcomoni conlerenco wifl bo scModulod to lutllirt «li?,i'*a 
■mie A essoaa saiely eicniiicanca of ays inspoctod 

KANE.WF. Rcgpn 1. Ofc of ihe D'oetor. 00/02/00. euitKtiAHi)T,i Njgu* 
M^wk Powoi^rp. 3pp 52714 251-52714:206 

-9092230100 Nonce Ol vielblion from hsp on 090007-10l0,Vloinilpn nulnd rmr 'LCrHy 
diesel gortoielor conuoi room unit cooioi dociorod operable A no posi nvi.'i lo<il 
lormod 

• RogoA 1, QIC of me Ditocior. 90/02/C0 ip. 62714-254.S2714:254 

-9092230122 Insp Repin 50'220/80-n6 A SO 4I0/09-00 on 890007-ll)|li Viril.(‘.,yi 
rtoiodMa;oi aiesk hapocled.UnIt 1 rolueimp entivitios A Unit 2 iiovrui opi'/.'-vn 8 
■Kanaee acnon on proviouaiy ident Cod items 

MEYER.OW. Regon t. Olc ol the Director. 00/02/05 3lpp. 62714:265 'i7/l428S 


R. Periodic operating reporta A relaied correapondance 

9001310934 Monih-y oporaing ropl lor Dec 1600 lor N.no Milo Point L'nii I.W/OOOHi 
Hr. 

OAHLOEflG.K, YVILLIS.J.L Niogare Mohawk Powor Coip nO/17/.ii ISfip 
52503^200 52503 213, 


S- Reportebla occun^nees. LERa A related correapondance 

9902060309 Special lemon 90D\Ot,Rio Dobi D-24 out ol eve iw gioniiv \: At ' 
daya File watch ppirol asiBbhshod uni, I requ rod repairs or coiruciivo nci "'i ccvr-p-*<. 

ed. 

(NlLLiS.J.L hhagaiB Mohawk Power Corp 90/01 /22. Oocuntont Con'.rcl lu^v.h 
umrwl Control Desk). 2pp. 52655:269-52555:270. 

9002070403 LER ee-013-0t:ott a605t2,delernMnod that 125-voll dc sys c'oci'icn' tt-ivj 
rot In complien.CQ w/PSAR.Causod by coclaaslfylng MG sols an nur^solcly ro'ntc-d 5j 
dociarod inoperabla A sets roclassilod sa1ety-rolaiod.W/9aoi22 Hr. 

SKOW.R.H.. WILUS,J.L. Nla^ra Mohawk Power Coep. 90/01/22 Ofp 'iPf.OOOe 
62590 089. 


T. Hearing iranecrlpla on non*antltrust mailers 


9002820082 Fofwaids Rosonthal Invosligahon 89-02, socond tnlodm lopl, lui p'.ico'j-c 
I n FOR. Rent release appiovod by Ccmmission. 

&40WMAN,S Ollico of the Secroiary of the Commission. 90/01/29. Pullit Ikxrn-c 
Qiench. ip. 52624:134 52528-057. 

-9002020113 Subm.ts eddi into lo suppi A clarify 090315 testimony on If (ckIji 
maUer 

HAYES.B.Q. Ofo of Invosiigailons (Post 800201). BO/03/21. ROSENTHAI ,A H ),H{ 
No Oeiallod Aflilal or* Given, ip. 52624:135-52524.135. 

-6002020126 interim rspi of Investigation 86-02 instiluiod In Aug 1600 10 conduct cl f 
Fortu.na. 

ROSENTHAL,A.S. NRC - No Ootai'.ed Affiliation Given. 89/09/21. 66rip 52524 1 : 
82S26;044. 

-9002820131 Transedpt of 898315 investlgalive iniorview ol UO Bftyok 
Bolhof.da.MD.Pp t-IOO Rofaled correspondence end. 

• Ofeof Invesligaiions (Post 880201). 89/03/15. 103pp. 52524:202-52524 JO-t 


-9002020133 Transcript ot 600320 Interview of C White In Beihasda.un. Pp 1-109 Ro- 
lated documentation end. 

• Commissionora 09/03/20 Ittpp 62624 305 52525 056. 

-9002020134 Corrected transcript of 890322 InvostiQatlvO irilervlow of W Hutcli’^an in 
Oolhosda.UO Pp t-S9 PolBtod documonlat on end. 

'OlcoltovosVgHVons (Post 0002011. 89/03/22 Qlpp 52525 0S6-5252S 1 16 

-9002020135 Coirociod transcript of B0O322 Invesllgativo Intorv.ow Ol RA Fortuna (n 
Bemosdo.MDPp t-21 l.W/relaiod documentetjon 

FORTUNA.R.A Ofc cl Investigations (Post 880201). 89/03/22. 288pp &252Sn7- 
52526 044 

-9002020139 Submits euppi to intorim rept ol Investigation GO-02 In matter ot RA For- 
tuna 

ROSENTHAL.A 5 NRG • No Detailed AlMiaiion Given. QO/io/tO. CARR. RODERTS. 
ROGERS Commissioners. 3pp. 62526.045-52626 047. 

-9002020141 Forwards JB Hyland ropi on lovlQw Ql Interim rept & tape record.ng ol 
0701 I f lolcon boiwoe/t Fortuna & Comley for constderetron. 
li/ALSCH.M.G. Oflico of Inspector Gunaial (Post 690417) Q9/ii/i7. Comrnlssloners 
Ip. 52526 040 52526 057. 

-9002020143 Discusses review ol malts & documenie ro a'logni ona against RA Fotlurta 
& lorvrards rept 

HVLAND.J B. AihTalion Not Assigned. 09/1t/Q7. MALSCh.UG OMk»> ot Inspocior 
General (Post 090417). ip. 52526 049 52525.040. 

-9002020146 O.scussos fmd.ngs ro RA Poituna alleged miscondud 
HYUVNO.J B. NRC • No Detailed Affillotion Given. 09/11/07. MALSCH.M.G Olheo Ol 
Inspector Gonoral (Post 6904 1 7) Qpp. 52526 050 52526.057. 


V. Operator ExoTnlnallona 

9002140257 Forwards rov.sorl NRC Forms 390, "Paiaonal Oualificattons State.'nenl ■ Ll- 
censoo” & 390, "Cortiiication ol Modical Exam by Faciilly Llconsocr.'* 

respoclively.Apprcai'ons lot llcansoa elioutd bo subniitied on revised lot«ns by 
000?/) f. 

GALLO, R.M Regon 1, Ole Of Hie Director 00/01/05. BURKMAROT.I Niagora 
MobewK POWQI Corp. Bpp. 52653:220 52053 233. 

9002060376 Fonvarda Safety insp Rept 50-220/0931 on 89t127-l2i$No inoioiionB 
notari. 

GALLO.R.M. Rogicn 1. QIC of Ihe OifOCtor 00/01/24 OURKHAflOT.l Niagoto 
Mohawk Power C«tp 9pp 52550.350-32550:358. 

-900206Q37S Insp Rept 50-220/00-31 on 09’ 127-1216 No viotniions noted Mdlor 
areas mspeciet/.liccneoe adminlstraiion of annuel licensed upareior ie<)uai-fxaiior> 
mams indud no exam metis. 

WALKER,T.. CONTE,R. Reu.pn t, Ofc of tlto Director 90/01/24. 7pp 62560.352- 
S26S0 350. 

9002140120 Oscussos nonoric lundamontais exam section of wntton operaior iconsing 
exam per Generic LH $0-17. 

GALLO.R.M Region t. Ofc ol llio Dlioctor. OO/Ul/24. UURKMARDT.l N-agaiA 
Monawk Powoi Corp. Opp. S2e5i:347-S260t:354 


DOCKET 60-223 UNIV. OF LOWGU RESEARCH REACTOR 


V. Operator Examinaiiona 

9002140172 Forwards revised NRC Forma 300 & 396 ra personal quuBlicailons sloio- 
mont & caitif.caiion of ntoaicel axam by 1iconsoo,rospociively.Aii appFc&iions lot ii 
canscs lo be aubmdind on revised forma by 900201. 

GALLO.R.M Region f, Ofc of Ibe Oirocior. 90/Of/0S. e£GHlAN.L£ LowefL Univ. of. 
Lowoil. MA Spp. 52050304-52850:311. 

6002220343 Adwsoa that wriKen licanslna leoxam acficdufed fd' 000306. Con'.pielod U- 
conso applications aftouid bo submitiod nt least 30 days prior to exam daionol moil 
roqulremonis for 1 cenq'ng oxama listed on end. 

ESELOROTH.P.W BogJon t, Ole of ibo Dreclpr. 90/02/09 DEGHiAN.lE lowoM. 
Univ. of. Lowell. MA. Ilpp. 52668.338-52680 346. 


DOCKET 60-226 RPI CRITICAL EXPERIMENT 


V. Operator Examinations 

9002140160 Forwards revised NRC Forms 390 & 398 re personui qtiakhcBUone aielo- 
mont & cortilicat on of med.cal oxam by leclliiy llcensoo.roapectlvoly AR appkaliorts 
(or i.eonsos to bo sulimitlod on rovisod forms by 90020 1 . 

GALLO.R.M. Rogion 1, Ofc Of Ibo Dliecior. 00/01/05. GLOCK.R.C. Rortsseieor Poly, 
tecbnlc Institute, Troy. NY. Opp. 52650:320.62850:327. 


DOCKET 60-228 AEROTEST RADIOGRAPHY A RESEARCH REACTOR 


P. Securit)', medical, omergenoy 6 lire protection plana 

9002090066 Forwards revised security plan adding doia.ls ra feci'ily const & 
layout, personnel dale A lacil'ly secu/lly slalus. Plan wlfbliokJ (rof f0CFn2. /90<*>. 
SIMENS.H.O. Aoiotosi Operations, Inc. B9/05/3I. Ofllce ol Nuclear Reactor Regula- 
llon, oiieclor (Post 0704 1 1). 1 p. 52634:248-62834:246. 


H. General correspondence 

9002050002 Notitiea of Intention ol IE Lamb lo lake early lotiremeni Irom company by 
900126 & designation of author lo fill vacancy on interim basis 
SIMENS.H.O, Aerotest Operations, inc. 00/01/16. WENSLAWSKI.F. Region 6. Ofc of 
the Director, ip. 52542.346-62542:348. 


DOCKET 60-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & (Ira proteclfon plans 


9082060149 Rov 3 to EPIP NSEP EQF-1. "Manage/ of Emergency Operations.'’ 
CARSON.RT Commonwealth Ed son (3o 69/12/19 23pp 52569 163.52569:165 

0002060 165 Rev 2 lo EPIP NSEP-EOF-25. "Protective Moasures Oirecfor." 

CARSON.n Commonwealth Edison Co 60/12/19. 14pp. 52569 051-52569.064 

8001300208 Adv-sas (fiaf 691222 Rev 29 lo sacuniy plan consisieni w/provislons of 
lOCFR50 54(p) & accepiablo 

GREQER.L fl Region 3. Ofc ol the Director. 90/01/04. KOVACH,T J Commonwoaltb 
EdSonCafpp 52400.282-52490 263. 

9002000001 Forwards Safety insp Repls 50 237/90-02 & 50-249/00 02 on 600109 12 
& 24 Ho ylolaiiona netsd. 

GREGER.LR. Region 3. Ofc ol the Director 90/01/31. REED.C. Commonwealth 
Edison Co 2pp 62699 326-52609:335. 

-6002090002 Insp Ropia 60-237/00-02 & 50-249/60-02 on 000109-12 & 24.No 
violation 3 .de‘clo.ncl 03 or deviations noted Ma;Qr areas Inspecied.uiii emergency pro 
psttKfnoss p'ogram.emergoncy p'on aciivBtions.emergency facilities & eoulpment A 
training 

PAntRSON.J . QARSS.D., SNEll.W. Region 3, Ole ot the Ouecior 60/01/30. Opp. 
52560 328-62599:336 

6002150090 Rev.sed RPiPs.Including Rev 3 to EG-t6 & Rev 6 to EG'2.W/8ix overside 
maps. 

* Commonwealth Edison Co. 90/02/02. 2tpp 52666:051-52866071. 


P. Opersilng licenas alsge dacumenta & correspondence 


9OI>2)66068 Ack roceipl Of uHl 601027 fesponso to Oanenc LIr 00-20, "Individual PlanI 
Exams" NRC wJ document accoptabi'ity ol uli' plan & schedulo in 891201 Hr. 
SHEMANSKI.P.C PiOiSCt Direcioralo 111-2 B9/tt/24. KOVACH, T.J. Commonwealih 
Edison Co Opp 52B89O12-52669OI0. 

6001300432 Application lor amends to Licenses DPR-ie & DPR'25,lmproving & stand- 
attji/ing insimmoniatlon tables and rolsiod reouiioments 

SllAOYJ.A. CornmonwQo'ih Edison Co. OO/Ot/10 MURlBY.T.E Olfico of Nuclear 
floaewt Rogu'alon. DltociO' (Post 870411). 22pp 62404 278-52495. 143 

-6001300436 Proposed Tech Specs ro Instrumentailon tables. 

* ComnvonweaUh Edison Co. 90/01/16. 195pp. 52404:296 52406 143. 

0(K)130024i Forwards toviscd "EKscis Of Postulated DC Power Failures on ECC9 Avs'l- 
Abitity Ousd CiHes Unit t ’’ Conclusions later evafusiod to be opplicab'o lo other 
units Ropi revised lo boUoi define review process employed in odninel enslysls 
SilAOY.JA. Commenwoeiin Crtisen Co. 90/Ot/22. MUnLEY,T,e. Office of Nuclear 
neaciot Roguioi’ori. Dueclo' (Posi 670411). 2pp. 52491 ;265-S2492'326. 

—9001300246 Revised "Ellocis Of Postulated DC Power Fai'uros on ECC8 Aval'ab-lity 
OuoO-CiUos Umt l ." 

* Satgoni & Lundy. Inc OO/04/lO 400pp. 52491:267-52402 320. 

9002010089 Advises that 891027 response to Generic Llr 68-20 re Individual plant 
«xam approach.motnodoiooy & schsdulo accaptab'e. 

SHEMANSki.P.C Prelect Diiecioialn lll-2. 95/01/24. KOVACH.T.J. Gorrimonwoeilh 
Edison Co 6PI> 62536 066-52639:100. 

9002010063 dscuBsos Util response lo Generic Llr 89-16, "Mark I Conta-nmont Hard- 
ened Vent " Ro^onso Indicates that util nol committed to Insta'-l liarOenod vents on 
voluntary basis Pieni-specltie analysis will bo complotod. 

SIEGEL.8.L Prelect Oirectorafe Ili-E. 90/0T/2S. KOVAClf,T.3. Commonwoaflh Edison 
Co 3pp- 52531-114 52531:116 

9002060389 Forweide rognonse (o Gonerfc Lir 69-13 re assurance that util sve water 
eye In con^iarKe w/IOGFR50.^p A,QDC 44,45 & 46 & App B.Sectlon XI 
niCilIER,M H ComnKxw/oo'-lh Edison Co 00/01/26. Document Conlrol Branch (Doc- 
umeniControl Desk) 55pp 52555:316-52556000. 

6001290061 Gwerlc Ltr 60 02 to oil LWR ilconseos & a^llcants ro aUornaiivo require- 
ments tor toot assemblies In design features section of Tech Specs Svc Hsi encl. 
PARTLOW.JG. Assodaio Director for Piojecls (Post 870411). 90/02/01. Consolidot- 
od Ed-SOnCo. ol Now York, Inc. 3Bpp. 62637.055-52637:093. 

9002120096 Provides addi Info ta 060920 pioposed Tech Specs on ATWS recirculation 
pump irto high pressure eotpo nt & sun/ei'.lence froquoncies.Uso of GE STS values un- 
warranted due )o adverse impad of lower set^nl on peak pressure. 

SiLAOYjA. Commonwoa'.th Edison Co. 60/02/01. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Diiector (Post 07041 1). 3pp 626l6:i65-52et6;107. 

6002(30063 Forwards "Coro Oporetlr^ Limits Rept, Dresden Slat'en Unit 2,Cyc1e 12,Rev 
Q" & "Core Operating LIm ia Ropt,d^iesden Station Unit 3,Cycle 12, Rev 0” Cycle 12 
siarhm expected on 600210. 

SILAOYJA Commonweairn Ed.son Co. 60/02/05. MURLEY,T.E. Olfice ol Nudoar 
Roacior Rogulaiion. Director (PosI 870411). 2pp. 52628.046 52620 .060. 

— 1K>02130057 "Coro Oporaling LIm'ts Rept, Dresden Slalion Unit 2.Cyclo l2,Rov 0." 

' (Dommonwealih Edison Co. 69/12/31. 22pp. 52626:048-52626 066. 

—9002130062 "Core Oporatlng Limits RepLDrosden Station, Unit 3,Cycle l2,RovO.'' 

‘ Commonwealth Edison Co. 89/12/31. 21pp. 52626.070-52626:060. 

9002220170 Advises that 601201 Rev 67 to QA Topical Ropi CE-I-A consisioni w/pro- 
visions of lOCFRBO.App B & eccoptable. 

WBIOHT.G.C Rogion 3, Ofc of the Director. 00/02/12. REED.C. Commonwealih 
Edison Co. 2pp. 62670 210 52679:21 1. 


22 DOCKETED ITEMS 


Q. |n*p«citon report*. IE Bulletins 4 eonespofidenee 

9001310173 nespwxss to l.SC 891318 *0 

4 50 249'e9-55Corroctv« ectonce.bf ges sOuM OfCerea 

r^AOa "*■ 

Oioc'.jf iico 52503 353 52803 St'O 

9OO1300458 Al^■ses v.at (Ha*! fnai ffpi <v tiosoout ol IE Bu^’ean 79-?3 IMM 
mo '0. ,E B.-e--rt W<»3eWlo« 90/01^ 

eE^lNGEnCH Generic Conrn'jr«cai:of.s Btancli NHi/-05-85-157 90 01 
lOFV.HA PARAWcTER. Irv; ojp 5251 J 356-52513 358 

9001300086 Fon.ar(J9 Sa'ov Insp Repts 50^237/89 26 & 50 249/69-25 on 691202- 

s22vER*W® 0^ cl L^a D---e<*o. W/0W1B REEO.C Ccn-«on*fla«h 

ElsonCo 2«J 52490 26652-150 280 

-9001300089 IrAO flopis 50 237/89 28 6 56249/89 25 on 8912029001 05 & 16N0 
c« Peviatora no-eOUajor a/eas 

-terTaLERstfari opera'joris.n-.ar.* 6 w<e^ arcei 6 «'e-/ eSse*M>enl/qua5l¥ 
KNOSJU Region 3. 0*c ol iPa Orecto/ 90/01/19 l3pp 52490 268-52490 260 


9003130253 ReiOOnds lo NRC 891226 Rr I6 v«Ul>or>s noied m Insp Repis M-237/e9- 
22 6 56249/6921 Correctve ficwine hoc'*^ f.e v*aith naaied par sieUm AtMwi 
Tochnioal Requirerneni 3/4 1 6 . . - _ « 

kOvACH.TJ Cor.f cnweai'J! Edsofl Co 90»01/25 OAViS.AB RegKift 3. OIc Of Uta 
Oeec'.or Ijip 52634 286 52614 2M 


90Q1230126 r.RC inlo No5C4 &60C5. -Irter Sysiem Discharge Pi fieaclor CoOtanl" 

flOSSi'c^ D(v.«)n cl Operaicnal Eveffl* Assessmeni (Posi 870411). 90/01/29 
Conso^ied Edson Co ol flew Vort. Inc lOipp 52535 125 52535227 


9001230176 NBC Irlo Noxe 90-006. PctanU-' lor l«» Ol ShoKJOwft CckK og Whte SI 
UJ« Reactor Cooiar' LevtfA" S« ksi end 

ROSSi.CE. CRf-von ol Operatonai Evemj Assessmeni (Post 87(M11| 90/01/29 
Consotidaied Edsoo Co cl New Yort. tnc lOipp 52535025-52535124. 


flno?P90D35 LER 90-001 00 on 900i05,piiniafy coma'nmow Group liso'a 
nccuffod Caused by procoduroF dolic'oncy wilbln Insirumont S-.-n 
1 woik reauesi wfiiton 'or leal on main slonm lino 8witchO9.W/00020i 'i 
WELCH J.EENlGENBURG.E CommonwonlUi Edison c;o 00/02/01. 7p 
52508 095 


9002230211 LER 90 002 00 On 0001 lO.Bulomallc fooclot scram on lov, 
iftirol occurred wlien condonsnio/condonaolo boostor pump lailod.caus;i 
sits DowSf Caused by fire in nunip moior.rormal truinln}i Initiated W/eoOi 
WhAlENR. EENIGENBURG.E Commonwoallti Edison Co. 60/( 
tssrnnfts.f.'oTitl.lOO. 


V. Operator Examinations 


9001310999 Advises Ural facil.ty tfolnr.g pro(jianig for loncioi opoiaior 8 
oooralor recoivod Bccroditalion ronowal by INPO In Juno lOtlO Prou-OTi! 
malniained using sysiomadc aw«oact\ to ttan nnpoi Qunorlc LU Q7 07. 
SILADV.JA. Commonwca'ih Edison Co. 00/01/22 DAVIS, A Q. Rogion 
Dlreclor. Ip 52497.170-52497:17O. 


DOCKET 80-248 ROBERT EMMET OWNA NUCLEAR PLANT. UHtT 1 


f. Security, medicsl, emergsnpy & fire prolecllon plans 


9002050016 Forwards Saloty map Ropt 50 2'1<l/0D-in on OUl 107-121 1 fi 
lalon. 

JOHNSON J R flsgion 1. 01c Pi tha Di'ocior BO/Ol/24. SMlTH.n.E. 1 
& Electric Corp. 2pp. 52542.2fl0-526'12.322. 

-9002080019 Insp Ropi 50-244/00'IB on 001 107-121 1 . Violation note 
inspected plant operations, radPlnglcai conirols, in(ilt)t,Burvoii'r)i^co,ung:r 
cat suppofipSOCuray. penod c 6 sppc'til ropia & top's ol nontouimo ovpri' 
MCCaBE,EC. Region 1, Ofc o' Ibo DJoctor. 00/01/22 ^0pp. 62643-J 


90012401M NflC into Nc’jce 96007. New Irilo re InSu’S’-or* Msil Performencs 4 
Oobrs Sioctsge ei PVi'fl Con'enmeai Sr^iips ” S»c lsi enci 
ROSSI.CE DMa<in ol 0w*l*r4l E»er.li Assessrrert jPpsi 670411). 90»61/30 
^sobdatsd EfiJon Co erNewVork. me Wpp 52535 228-52535329 

900 1 250020 Suppl 2 lO fiBC mis Noixe 66623. PolentiSl lor Gas Brnd-ng ol HPSI 
Pul^S Ojrira COOL ' SvC LSI enci 

ROSS/C6 oivw cl Operaw4l Events AssessTSf-t (Post 8?04H) 90/01/31. 
Consoadaied Edison Co of New York. I/k 9Spp $2533 329 52534 082 


900214D163 Forwards Insp Ropt 60-21111/00 00 on 000u26'1O0<1.WoaKnc 
GAUO.RM. Region 1,01c of Iho Dirocior. 00/02/02. MCCREOY.R.C. I 
& Elecinc Corp. 2pp. 62646 270-52846.312 

-9002140164 Insp Reel 60-244/00 00 on OU0026-1004 ,Nq vialations 
noisd Mstcn areas inspsciod.omornonuy procoduios. 

NCiRR'5,B.i> . ESELQR0TI'I,P.W. Rog-on I, Old ol lliu Dlioclor. 00 

52&4&.272.52&4& 312. 


9002090001 Forwards $4tety msp Rep‘.5 <0-237/9002 6 50-24919002 on 900103-12 
& 24 No vrolatidns noted 

CREGERLR Pegxn 3. Ole o< iKe Oeector 90/01/31 REEO.C Comtnonwealih 
Edison Co 2po 4259932652599 335 


9002220031 Rdvisod EPiPs.conalsiimi ol Rov 4 lo SC-Ut, "Now York 
Pfipno Test" & Rov 23 tu SC 602. 'vMort Nolllicollon.’’ W/U00200 Hr. 
WIDAY,J.A . UECREDY,R.C. ROChoslOr 0o9 & ElOCiric Corp. 00/02/00 
PiD)oci Oiiecioipla l-O. lOpp. 62680.1 18-62080:127. 


-9007090002 Insp flecu 50 237/9062 6 56249/9002 or> 900109-12 & 24 No 
vioiabons de8c>ene>ei or devraMns noted Ma^ areas lospacied vtii emergency pie 
parednesi program emergeiKY plan ae‘.s«ions.amC'iger-cy ladiias & e«)ui()meni 6 
uaimng 

PAnERSON J . BaRSS.O . SSElL.W Region 3. Oic o' (Hoctor. 90/01/30. epp 
52539 326 52599 335 


9001260198 NRC Info Nopce 904)08. "Kr6S Ha/a'ds From Decayed Fuel'' Sve Hsi 
erKi 

ROSSi.CE Oivts«n ot Operaborul Events Assassmen (Post 870411) 90/02/01 
ConsoSdatad Etison Co ol New York, inc 77pp 52583 183 $2563 258 


9001290102 Suppi I lo NRC h'o Nobce 68 030. "Targei Rock Two-Sisge Saiely/Roial 
Valve Seuomi Dnft Update " Sve ksi enci 

ROSSI.CE. Onson o( Opwatioral Everrts Assassmert (Post 670411) 90/02/02 
CoosoWaied EcSson Co ol Nevf York. lf»c 76op 52556238-52556317. 


9001300424 NRC Ink) Htibce 90009. ' Ejiendad kilenm Storage ol low level Red 
waste by Fuel (Vie i Mai's bcensees " Sve Fsi atKl 

CUNNiNGh^,fl E Dvision ol industnal 6 Medcai Nvdear Saleiy (Post 870729) 
90/02/05 Consolidaied Edison Co ol New York, Inc lOSpp 62583 2S7-52S64.004 

response to FOtA roriueilApp N 4 0 documents s-i»laibls tt 
^ documents wrjiheld (tel FCXA E.ewboo 5). 
GHlMSltY.DH avisron ol Freedom ol IrVormalwn A Pub^lnns Seniicait tPn.» 
890205) 90/02/06 PEPPERM.AN.OR 8«he. 

-8^W0192 flei^ts that appropriate proieci manager coniaci idenifted uU a oto 
breakers Irom suspect companies 

B«TlER.WH.PnieciOruC0reU 


S. Reportable occurrences, LEHs a related correipondence 


9002220730 Rovisod omoiooncy opoiatlng niocoUuioe.includlnn Rtiv 0 I 
6 10 AP-CCW.I.Rev 6 10 AP CCW.2.nov7 10 AP-CCW.D.Rov 6 to AP-C 
AP IA 1.Rov6 to ES 0.0 a Rov 2 lo F-0.3.W/000200 Hr. 

* Rocbasior Gas a Elocihc Corp. 80/02/00. 72|jp. 62078 I37i82078 2t 


P. Operellng license siege documents a correspondenco 


9002060372 NotiHcalion ol Sinnllicnni Llconaoo niooiiny 00-10 on 0( 
Rog-'on I ole lo discuss updaTa on aiatus ol malnt improvomont progn 

B iasenletion ol annua) roluollng outago aciivUiua. 

ICCABE.E.C Rogion 1, Ole ol Iho Ijirector. 00/01/26 Roglon 1, Ofc 
2pp 62655:146 52655:147. 

9002070044 Nollficaiion ol S-gnlliCBnl Llconsoo Mooting 00-1 1 on 00030 
mealing ipr licensee presoniailon on conligurailon mgt & Inlogralod scl 
ititing work al p'anl. 

MCCABE, E C. Rogion I, Ole of the Olroclor 00/01/20 Roo'on 1. Ole 
2pp. 62693:185 52593:166. 

90021?')077 Forwards rosponso to Qenono Ur BO-13 ro 8vc waior pro 
salety-related equlpmeni.Circuleting wator chlorination. using sodium 

B revent blofoulmaperformod twice por wk Irom May Itirouah Oct. 
lECREDY.n.C Rochestor Gas & Electric Corp. 00/01/20. Rogion 1 
lector. 7pp. 62607;040-52607:054. 

9982090321 Advises lhat 860531 response (o Gonofic Llr 08-05, '’Oorlc 
of Carbon Steel Reactor Boundarv Compononla (n PWR Planis." fulfill 
Closes efion under TAC 66921. 

^HNSON.A Project Dirocloraio 1-3 60/01/30 MECREOY.R.C. Rc 
tiecino Corp. 2pp. 52626 Q34-52626.035. 


^ muitpie equipment laiiures wcitned at Oasdim 
sudiary Iranslormer Faetfwalei pvn» restM^” 
HAUGHNEY.C J Events Assessment Branch 90/01/16 ROSSLCE FvwnM in 
meoi Branch l5pp 52531 347 52531051. *«JW»LLE Events Ay 


90012900B1 Generic LU 90 02 lo all LWR llcensoaa & applicants re alb 
OAQT. fo[ fnel assomblies in dosign foaiuros soclion of Toch Spocs Sv 
HAHTLOWJ.G. Associate Director (or Prolocls (Post 870411). 00/02. 
ed Edison Co ot New York, ll^c. 39pp, 52637.055 62637.003. 


cS^^52S^7'52wf(r Conuhoruvealtn Ed.^ 


oil- i Rev 1 to notidcaiion of Signiiicant Uconsoe Mooting 9( 
Hogion I for update on status ol maint Improvement programs S Her 
of AJhual rolueling outage acttvilles 

2PP 52674:369^6f6T4 380.'" 


01 Operaing Reactcxs Events Meeeng «04)02 on 900124 Ust of 


o' Significant Licenseo Moeling 00-11 or 
1^1 a ° . \r*i88f8iPA for mgt meeting lor licensoo presentalio 
foi pitoiiliilfig work at plant. 

200 M/rir ?4o’lo' n" 00/02/05. Region 1. ( 


Interval insorv.co insp p'og'am Lisl of uUrason'c caLbi aids ihe( iwJi be used Fsied & 
exam procedures lor primary coolant sys discussod. 

WECREOY.n.C. Rochester Gas & Eloctiic Corp 90/Ot/16. JOHNSONAR Pio|oct Ol- 
recloraio l-n. 13po 52490:281 '&2490:293 

9001300496 AdviSQS lhal d'alt Inal ropt lor Closooul ol IE Oullel-n 79-23 Icund 
acceptable Lead encineers lor lE Duiiollns 04-02, 90-06 & 87-002 reassign^ os ^sied. 
BERllNGER.CH Goneric Communcallone Branch NRC-05-05-157. 90/01/17. 
LOFV.R.A PARAMETER, Inc 3pp. 62513:256-52513 268. 

9003050016 Fonivards Saleiy Insp RopI 60-244/60-16 on 691 t07-t2t1 & nolice Ol vio- 
la! on. 

jChnSOMJR Region i , 01c ol ihe Oirodor. 00/01/24 SMITH, R.E. Rochester Gee 
& Eloclric Corp 2po 62542 200 52642 322 

-9002050016 Notice Ol violation from insp ors 691107-1211. vicintkin noiedito'Jowlnp 
ma.rii on loop B saluralion temp mon-ioMest awiich nol reaiored to odgit^l pos-Utn & 
d d riot receive Indeper.dont verilicatlon ol instrument response 
' Region 1, Ole ol ine 0 rector. 90/01/24. ip. 52542:282-52542.282. 

-9003050019 Insp Ropl 50 244/09-16 on 801 107- 121 l.violatlon noted Major eroas 
Inspected plant cporaiions, radiological coniro'.s, malnt.survo'iinnce.eng'noetit>g/iechr9- 
cal suppon.socu/ity, periodic & apodal ropts & ropia ol nonrouiirve events 
MCCABE.EC. Region 1, Ole ol the Director. 90/01/22. 40pp 52642 283-52542:322. 

9003060326 Responds lo NRC BuHoiin 06 003 ro poioniiel loss ot ahulrlcwn mAtQin 
dur.ng reluel.n.g oporatlons Opt.on to ose lislou aasomUly configurBilons duntxQ 
reluolng.ir.ciud ng lem.porary atorago in bslHo locations.vri'i be reiatnod. 

MECHKlY.n.C Rochealo/GB9 8EtOct/lcCofp 00/01/25 JOHNSON.A R P/e|OCl 01- 
rectofate1-3. 2np 6256Q.030-5256Q 039 

0002060357 Forwa/ds Insp Ropl 50-244/0001 on 000l08-l2.No v) 0 <ai-ons 
noted. Rosulis ol review ro lo'luro of siei'on mgl lo resotvo NRC concerrt rtoierl Irt pre- 
vious msp rogarding Indiv.duals eating & drinking In chormistry lab roquested 
SELLAMY.R.R Ho^cr> 1, 0/c ol ibo Dirocto/ 90/01/20. WECREDV.R.C Rochearor 
Gaa& ElacIrlcCorp 2pp. 52559:354-52560:003. 

-9002060362 Insp Ropl 50-244/00-01 on OOOt08-i2.No violations noied Major a/oas 
Inspociod ilconsee radiolog'cal conlrola program 8 propa'al'ans tor next rotuei-ng 
oviage, Including organiiaiion & alafling, iraming 8 audits 8 appraisals 
O'CONNELL, P, PASCIAK.W. Roflion 1, Ole ol tlie Dvocior 00/01/23 Opp 
52559 356-62560 003 

0001230120 NRC Info Noilco 00005, "Inlor-Syslom Dlscliargo d Raacinr Coo'ani." 
Sve l>st oncl. 

ROSSI.CE Division ot Operational Events Asaossmeni (Post 870411). 90/01/29. 
Consolldatod Edison Co of Now Voni. Inc 101pp. 52535. 125-52.535.227. 

6001230175 NRC Info Notice 00 006. "Potential for Loss ol Shutdown Coo'jng wn-io at 
low Reactor Coolani Lovols." Svo list one'. 

ROS5I.CE Oivis'on of Operahonel Events Assessment (Post 670411). 90/01/29 
Consolidated Ed-son Co. ol Now York, Inc. tQ1pp 52535025 52535:124. 

9002060118 Inloims that NRC inlenda (o perform loam insp of main! program on 
600409-20 at plenl.lnsp wi'l focus on porlormonco of maml & wlieihot 
cornponon(s.6^ i siriicluros cf ploni edo<(u6i<ily mointamod. 

QAILO.R M Rog on 1. Olc ol llie Oiroctor. 00/OI/29. MECREDY.R.C. Rochosior On« 
& Elnctrlc Corp ISpp. 52559:003-62659.017. 

9001240190 NRC Info Notico 00-007, "Now Info re Insulation Mail Portormanco & 
Debris OlockMo ol PWR Conis'nmeni Sumps " Sve liSt onci 
ROSSI, C.E dr/is'on of Oparal'onai Evon^ Assoasmant (Rose 870411). 90/Or/3O. 
Consolldolod Ed.S0n Co. of Now York, Ine. 09pp. 52635.228-52536:329. 

9001260823 Suppi 2 10 NRC info Nofice 68-023, ''Potential for Cds Sinding of MPSI 
Pumps During LOCA " Sve list end 

ROSSl.CE. Division ol Oporalionel Evonta Aasnssmoni (Past 0704il). 00/0i/3l. 
Consolldalcd Ed son Co of Now York, fnc. 05pp. 52633 320-52634 -062. 

9002140238 Responds to violations noted in Insp Ropl 6O-244/e0-iS CorrocHve 
aci'on procoduro addross-ng boric acid filter flueri & isofadon efrengmonod ro provfcfo 
lighter conlrola on IsOlQtlon. 

MECREDY.R.C Roctioslor Gas 8 Electric Corp. 80/01/31. RUSSEluW.T. Regiors 1. 
Ofc of the O.roclor. 2pp. d26SS:256-520SS:267. 

9001260106 NRC Info Notice 90-006, "Kr-05 Hazards From Oecayod Fuol." Sve r.st 
end. 

ROSSl.C.E. Division ol Operational Events Asaessrnant (Post 670411). 90/02/01 
Cpnsol.daied EdiSon Co. ot New York, Inc. 77pp. 62583:160-52503:266 

9001290102 Supp'. 1 to NRC Info Notice 68-030, "Target Rock Two-Sfego Saleiy/Roilel 
Valve Setpoint Dull Updalo." Sve list end. 

ROSSl.C.E. Division ol Operational Evonis Assossmoni (Post 070411). 90/02/02. 
Consoliclaiad Edison Co. ot New York, Inc 78pp. 62666:230-52556317. 

6002140183 Forwards Insp Ropl 60-244/00-80 on 89n825'lO04.Weakne8$os Idenitiied. 
QallO.R.M. Region 1. Olc ot Ilia Oiroclor. 90/02/02 MCCREDY,R.C. Rocheslor Gas 
8 Electric Corp 2pp 62648:270-52640:312. 

-9002140184 Insp Rapt 50-244/89 80 on 66092&-1004.NO violations or devlallons 
noted Major areas inspeclod emergency procedures. 

NORRIS, B.S.. ESELGROTh.P.W. Reg'on I, Ofc ol the Oiroclor. 60/02/02. 4lpp. 
52640:272-52640:312. 

9001300424 NRC Into Notice 60-009. "Extended Interim Storage ot Lovv Level Rad- 
waste by Fuel Cycle & Malls Licensoos " Sve list encl. 

CUNNINGMAM.R.E. Division ot Industrial 8 Modicai Nuclear Safety (Post 870729). 
90/02/05. Consolidated Edison Co. ol Now York, Inc. i08pp. 62583:257-62594 004. 

9002130104 Partial response to FOIA requost.App N & O documents ava/abla In 
PDR O documonls enol.App P documents withheld (ret FOIA Exempilon 5). 
GRIMSLEV.O.H. Division of Freedom of informal, on & Pubiicallons Services (Post 
890205). 90/02/06. PEPPERMAN.D.R Blechor & CoHms. 8pp. 62565:156-62695:239 


l-«. 0»pp. spoils O10 3,f3UU. 


R. Periodic operating reports & related correspondence 


9002060284 Monthly operating repi lor Dec 1989 lo.' RE Ginna Nuclear Power 
Stai<on.W/OOOii7lir 

OOOGE,R.£. MECREDY.R.C ftochsator Gas S Elccirc Corp. 89/12/31 5pp. 
52S48.112-5264B 116. 


S. Reporlable occurrences, LERs & related correspondence 

M0212fl26S Forwards Rev I to LER 69-016 to correct ovont date on Page I. Event duo 
to feZ-ue of safety injection b'ock/urblock switch rendering automaiic features ol both 
trafns Inopersbla. Event also roponed per 10CFR21 . 

MECREDY.R.C Rochester Gas & Eloctnc Co-p. 60/01/26 Document Control Branch 
(Document Control Desk), ip. 62635.209.52636:217. 

-9002120269 LEH 66 016-01 on 891117, engineering ovo'uation ol 891220 potoniiai 
sengfo ta<T>re pi safety injeciio'i bicck/unb'ocV sw.tch compiolod.CauSQd by das'gn 
error dii'/<g in,iial plan) ronsi Plugof position verified Also reported per Part 21. 
BACKUS.WII. Rochosior Gas & Electric Corp. 90/01/26. Opp. 52635:210-52635 217. 

9002120044 D.scussas design dehcisncy nl Wosh^ghouso safely fr'jact-'on block swrtch 
usod et Point Bosch Unit 1 Wost-nghouse Identified other plants usmg simitar switches 
& Informed iKurnseos of poiontlsl rosolutions rioted m slated encis. 

NOVAK.T M. Div^lcn ol Saleiy Programs (PosI 8704 13). 80/02/02. ROSSl.C.E. Dw- 
slon of Operational Events Assossmoni (Post 870411) lOpp 52627:006-52627:105. 

—0002)60203 Forwards AEOD/TS04, "Design Duf-ciency ol Safety inlocUon Block 
Sw.lch." Licenseo decision to correct existing scheme by Insiaiilng two sotecior 
swilchas w/ono switcli lor escli iro n noted. 

MA2UMDAR.S. Reaclor Opersi.ons Analysis Branch. 88/04/18 ROSENTHAL.JE. 
Reactor Operations Analysis Branch. Ip. 52637:103-52627:105 

-9002160206 ACCO/T0O4, "Design Deficiency ol Safety injeciion Block Sw.tch." 
MAZUMOAR.S OiNco <pr Analysis & Evaiuai'cn of Oporoilonal Dale, Diroclor. 89/04/ 
18. 3pp. 52627:104-52627:106 


V. Operator Examinations 


9002140286 ForvvBrdS revised NRC Forms 396 & 398 re personal quafificst ons stalo- 
mont iconsoo 8 corhllcoioo cl medcal oxam try fad’ily 
Hcensoo.rospecliveiy.App’.icaiions lo' licenses should bo sub-miuod on revised term by 
000201 - 

OALLO.R.M Reg-on l, Ofc of ihe D,r<icior. OO/Of/05 MECREDY.fl C Rocfiesier Ops 
& ElocKvtCorp Opp. 62652 090-52662:105. 

9002140126 Advises lhal adm nislrohori of gor.orfe fundemonta's oxam sod on of wnt- 
ten oputoior iicons:ng oxam w,ii conform to listed rogistrotion & exam procoss guide- 
linoa wh'ch wi'l bo included >n next rev of NUREQ-t02l,por Qenonc Ltr 09-17. 
GALLO.n.M Roo.on t. C'c o( 'ho Ofreclo' 60/Of/24. MECREOV,RC. Rochosior Goa 
& EtociricCorp Opp 52663:113-52653:120. 


DOCKET 60-246 MILLSTONE NUCLEAR POWER STATION, UNIT I 


F. Security. madiCBi, emergency & tire protection plans 

9(K>1300293 Forwards Safety insp Ropts 50-245/60-2& & 50'336/D9’23 on 891021- 
1204. Plena & schodulos lo Improvomonts ol check va'-vo poifermBhCo roquested In 
rownso (0 evonis involving check valve fsiiuros rn safely related eppllcatlons. 
WENZINQEn.E.C Roo'on 1, Olc ol iho Otocior. 00/01/19. MROCZKA.E.J. NoUhoasl 
Nuclear Energy Co (subs, ol Northeast Uiiiiilos). 2pp. 52471.048-52471:114. 

-9001300298 Insp RopIS 50 245/69 25 & 50-336/B0.23 on 801021-1204.Ma|or areas 
inspoctod.planl operaliens.suryoiilanco.malni, previously ideniitied iiems.engmoennQ/ 
tor^nicai sur^Oh. commiilee aciivilios, security & elloga(,on3. 

HAVEBKAMP.DR Region i, Olc ol ihe Director. 00/01/18. eSpp. 62471.050- 
52471:114 

9001280212 Rev 12 to EPlP-4211, "On Call Procoduro." 

SCaT^.S. Nixthoasl Nucloar Energy Co (subs of Nerthoast Ulilitios). 90/01/22. 
lOpp 52467:123 52467:140. 

9002020056 Forwards rosponso lo recommended actions in Goneric Ltr 89-13. "Svo 
Weinr Sya Prob'.oma Allociing Safety-Rolatod Gquipmoni." Recommonded hardwpro 
mode to bo included as ISAP 1.120. 

MROCZKA.E.3. Noriheoal Nuclear Energy Co (subs, ol Northeast Utilities) 90/01/26. 
nUSSELL.W.T. Region i,Olc ol ihe Director. 51pp. 52526 006-52526:146. 

9(N}2070*16 Advises lhal ul<l 09D3I4 subm.iial ol Rev 6 lo pliysicel sacuriiy plan ro 
waslo disposal bldg & boron recovery bldg, incorrectly dos.gneied In figures as v,iai 
areas. Rov.ew of aroas confirmed that no equipment exists in subj bldgs. 
MROCZKA.E.J Norihoast Nuclear Ensigy Co. (subs, ol Norihonsi UN'Iius) 
MROCZKA.E.J. Northeast Utilities. 00/01/26. Document Control Orench (Document 
Control Desk). 2pp 52593.020-52593:021. 


H. General correspondence 

9002080209 Commoni opposing proposed rule lOCFRt70. "Rev of FY90 Fuo 
S^edulas Radioisotope Licenses & Top'cal Rept." 

MHOCZKA.E J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Norihoast Nu- 
ctear Energy Co. (subs of Northeast UtiliLos). MROCZKA.E.J. Northeast Utilities. 00/ 
0l/3(. Docketing & Sonricea Branch. 3pp. 52567:131-52607:133. 


24 DOCKETED ITEMS 


9002060232 ConTtni opposrj propose:! n-'l3 ICCFR? ro mod 10 eelotce-reni pdcy 
alOA^ng esca'a’ion in ch. ponstios lof v,o'oi>o;>s oi NRC rc-qu lomens wt-^ro i«.i 
ca.iso 'nwolves piog:ani.Tia; o msi.ii fo'aiod 'n-pteflions. 

WROC2KA,E J Comoci.cg! Vantoo Alor.ic Po«of Co MROC2KA.EJ N'cnnoast Nw- 
citiftf EnefCy Co (suOs cl Koopeas' Ui Mos) MOOCZ'<A.6 3 KofiOBWi 00/ 

0?/05 Doiko^ng A So-vlies O.-ench. 3?:> 52CG7.!01'5256M03 

0002160!5! Ad^'scs cJ Changes ‘.o u". OisViO'j’.wn lisls (at cQt(®^fulo'‘ca fom nrC 
duo Id orga-i /ai onai t iio ceangos Revs lo d s:r Pu!icn hs! end. 

MHOeZKAEJ No.-.noas! Nuc'oar Enofcv Co iscba o( Nonheasi Ui^iiiea). 
mrOCZka e J Cor^wcucgi vankoo A(qtc Powo' Co MOHC2KA.E J .‘teithoaal UUl- 
lies S0<02/08 Dod-'me.-il Ccniiol Branch lOocj-n«nl Cor^tol Desk). 6pp 5267/069- 
526/7.077. 

9002220016 Comrroni oppcs r.g lov (o p'crosod n.'e iCCFR/i re ccmcasbliy oi Pu a-f 
tiarspcii I gj'aMois v/rlAEA sids Loiv spec t‘c ad.viiy padiagos shcx.-i'* bo oirQirpied 
Item proposed IAEA Salety Seres 6,a5 revised n '966 changes. 

MHOCZKA.EJ Northeast Nucioar Enfl-gy Co Isubs. cl Noitheasi VJ*j.-j65) 
MRCXJZka.EJ Connect ett Vankflo Aiamc Power Co. MROC2KA.E,j NortheasiUbl 
lies 00/02/09 Docketing A Sorvees B-a-iCh. Ilpp 52056 341-52GS0 351. 


P. Operating license stage documenla & eorreepondence 

9001290202 Discussns ui I 891030 response lo Oeneric Hr 89-16. ' Hardened Wohwei' 
Vorf Uiil provided P'e rr na.v cosi esirrsies far insiai.a’.on of hardened wetwiel 
vani Since eo cormiinner.i rrada lo vc'uniai ‘j ina'a'' '/ent 

BOVLE.M.L. Pro, eel Diredorale 1-4. 90/01/22. WHOCZKA.E.J Co'ineclicul Vankoe 
Atenirc Pev'C.' Co 2pp 52472. 3-in-52472 349 

9002020243 Suti.Tiiis revsod schedule (o resolve USi A.46 ra gericnc mp'etneniaho.'i 
P'ocedu'os dava'oped by Se.srric Qua 5cai-cn Ut-t Group ll fi.na’ KRC SCO issued 
djnng F ist Q-jarte.' 1930 wa'kdonr.s cou'rJ be done djnng second n>*jnsr.g ojiago 
MROC2KA.E J. Connaclicut Yankee Aiorr c Pows- Co MROCZRA.E J. Norihoasi No 
dear Energy Co (subs ol Nortnoasi Uiirfss) WROC2KA.E.J Nt'ironsi OisHes 00/ 
01/22 OiKuTiont Conirol G'anch (Oocumeni Conlro! Desk) 3p0 52S39266- 
S2539 2Sa 

9002020006 Forwards rnspcnso to rocorrrrsnded aciio.ns in Doncnc Lit 69-i3. "Svc 
iNei&r Sys PieWems Ailed no Salaty-Hclaietl Eq-jipmoiM." necommended eardMate 
rriods to bo included as ISAP i i?o 

WRIXZKA.EJ. Noriheasi Nuclea' Ene.-fly Co (aDs ol Northoosi ui ■tiles). 

1/ROCZKA.E J. Cohhocucuv Ysftkise AiomcPowet Co. l/flOCZKA.E j. Ncnheesi Ute- 
iSies 90/01/25 RUSSELL.WT neg on 1, O'c ol the Oi-octc«. 5lf>p 52526.096- 
52526 H 6 

9002090246 hloims of plans 10 rosovu problems o>ponenc«d don.ng ls$l two sumn ors 
w/hgh SVC water tn-rris s' gbily above OO F P/oposed i cense amend roqeesis w.lbe 
subtr.lled l rrlrg OHb loupe lor HaWam Neck A Wri'stof-e Udi 2 
MROCZKA.EJ. Nonheasl Nucios/ Energy Co (sc-be ol N'onheesi ue tree) 

MnocZKA B J. Connociicut Yankee AicmiC Power Co. WROC2KA.E J. fConhoasi Uil- 
Itios. 90/01/29. Oocumem Cont'Ol Branch (Ooci.rtio.il Conicoi Desk) 2pp $2$d9;083- 
52599064. 

9001290051 Genet.'e Ltr 90-02 lo a'l uwR iicensoes A adp'icams <e eiternaitve roqu'ro- 
trenis lor fusi asserrt es n dosiatv leatutos ssciioa ol Tech Specs.&vc idi onci 
PAnTLO'W,J.S Assoeiaie 0..'oc:o/ lO' Prolecis (Post 670411). 90/02/01 Consoldal- 
edEdiSOnCo of New York, >nc. 39p0 $2637CS5 92637003. 

9002090097 NetTreaton ol Sfg0r6ca.nl iloensoe Mooting 90-l3 on 000206 W/kcen$oe in 
Region I o'c Id d-scuss riucw saleiy corncems program crhancemonis. 
MAVERKAMP.O.R. Region 1. Ole ol me 0/ecio/ 90/02/01 Region i. Oic oi mo & 
rector. 2pp. 52607.069-52607.070. 

9002160226 Forwards cerrocied Amends 35 A 144 tp Uconses OPR2i A OPR- 
65. raspecuve"/ Changes issued m Amends 34 A 143 not reflected in A/nenps 35 A 
144 

STOLZ.JF. Pro.eci Drtec'oraie 1-4. 90/02/01. MflOCZKA.EJ. Connecscul Yankoo 
Atomic Power Co 3pp 52656071.52656 076 

-9002150238 Corrected Amends 35 A 144 ip Licenses OPR-?! A OPR-eO. respoci'veiy 
ro edrniTisliawe conools 

’ NRC - No Oela 'ed Alfi 8Lcn G.Ve.'i 60/02/01 3pp 52656 074-52655.076 


Q. IhapecHen reporta. IE Bulletins A correspondence 


9002070236 Fonwa-'os Roqua i( caiio'i Prog-am Evniuanon A Roplacomori Etam P-4P 
fiO-2-SE>/&9-2eO'- ut evakielior' conducted during wks ol H91016 A V3 A o«6n>s 
rstered diwnn wk oi 031016. RociuA ilicni on progrem sellaloctu^ 

CAI.LO.H M Pug-on 1, Olc Ol U o D rortor 00/01/29. MROCZKA.E J. N->.-.lv:85l Ni 
dear Energy Go (aub* q< NOtihoasi Ui it-.osl 2pp 52587 0611-57587 145. 

-9002070243 Rsq-jBlilcahon Program EvsluQirpn A COP/BWR Power OrrciUHLon 
Reel G0.245/09-26QL Co 891016 21 S 2-3 26 Exam results nil 5 rcai.li' op<vs'.n 
(AO.s) A 14 of 15 r.on of BOs passed nil portions ol oxom A rupiai orrir.l ojA-i 
passed 

EASLCKTA. Fl.OBEK.DJ. CO.NTERJ Hogion 1. QIC ol the O.rocior 0O/C1/i5 
66pp 52587 070 52507 1 45 

9002140107 Ct&rtusses updated i-npinmoniaiion schedule ro Oodicn'ieri cl (on.r^vDiji 

a ede perns per Insp Rep’s 60 245/80 eo 50-336/89 00 A 50 423r6'j no on R904>J 
lie A 0710 14 

WROCZKA.EJ Horihoasi NuCloar Crorgy Co (subs, of Nufic.nt 
MROCZKA.EJ Noriheasi Ulili'os 90/01/20. Oociimont Coniro’ O-nneh (Rocurert 
Cool'd Oo^) 2pp 52850 26C> 53650 767. 

0001240190 NRC Inip Nonce 90 - 007 , "Now inio ro insu'oiiun Mai l'< r’lxmance 5 
Oab-is Blockage ol PWR Conlainmuni Sinr.ps " Sve iisi end 

ROSSI.C.E Division cl Ope-'alonal Events Assoss'nnnt (Post 070411) r'O/CI/30 
Co'iscrdatadEr.’tsehCo oi New Ycik, irtc USpp 52535 220-52535 326. 

0(KI12S0020 S-jpol 2 13 NRC Info Nctico 89 023. " Poioritial lor Gas Hii iLrv) cl HP51 
Pu.-npa Diinr'g lOCA *' Sve i:st enri 

ROS&.CE Divisren ol Optratcnal Events Assossmonl (Pott (171)411) 00'0l/i1 
Consot'daiud Ed SO.-1 Co ol Now Yo'k. inn. OSpp 52533 320-52534 062 

9002070458 Responds to NRC 930103 Mr ro viplalipn noloif in Insii Mnpb 50 /iS/e-? 2) 

A 50-336/89-22 on 09CDO6-lO2OCcrroci.vn aciipns RP-412L set sine l.:-.i-r f<‘ileriT4') 

A ind(>p®'*donl chock po' cd-.CO''y pe'ictmoil by OC portroor^ot. 

PyinOCZKAEJ. N'crthoahl NuCoar Energy Co (9ut>s ol N;irt)ii n‘l Ui. tC!) 
VROeZKAEj. .‘Jorihoasi Unlilios. PO/Ol/31. RUSSELL, W.r Reg on 1, OIl- ii' e-e Di 
ifcttar 5pp 52593 155-52593 159 

9001360198 NRC In'o Noice DO OO0. Kr 85 Harards From Docayeitl Fuil" SvC W 
prvy 

rROSSI.CG Ovis’en of Oporrii’p.'iel Events AssPSsrnnni (Post O/OSM). ()p'C2/0' 
CcnsoMolnd EdSonCo. ol Naw Ycfk, 're 7/Op 52583 I00-52503r250 

OM 1290 102 Suppl I to NRC Info NoKo 86-030, '"Inrgei Rock Two Rlage A.i'olr/Ri-V 
Valve Soipoi'it O’rii Updato " Sve 'ist en;i 

ROSSi.CE. O.W'Sdn cl Operrti'onal Events Assossmoni (Post 870411). W/02/07 
ConscSdeiod EdSOn Co. cl Naw Ycrk, ^’’C /Opp 52556 238-52550 317 

9002150366 Comne.nis pri msp Rupts 50-245/00-20,50-336/80 ll) A 60 423/89 2') 
Issued Oh 091026 Cianlios ovonis 8u'roii''riirii| Inoporablii diosol giiiiurni.vi) 
MROC7KA,£ J. ContMChCul Vonkoo Alorrlc Power Co. MROGZKA.E J Neil" Chsi 
dear Ehotgy Co- (siba. oi Nertnnasi Uiil t os) MROCZKA.E J. Ncniiortsi III.M ei Ck)/ 
02/02 Oocu-mer.l Ccmirel Brsncli (Uocumpnt Conlrol DoskJ .1;i,i !i?')77O01- 
52677003 

9002230483 Fetwards Sa'ary msp Rept 50-245/89-21 on 691204-08 A tiotlru ot vvoLl 
t«ri. 

QALlO.n.M ReglOh 1. Die el mo Direciot 00/02/02 MflOCZKA.CJ Nmlt-.Tisl U/ 
clear energy Co [aubs ol Northeast liu'iilos). 2pp 52702 33n‘52/02'34/ 

-9002230487 Noicd ol v.O'aHO't from Insp on 80l204'06.Vlolatiori rotnJ c<,ui(>ritcrl 
cosgnaied let ssioiy totnieQ ussMeciuerin uihciioiTc insiiumema A i-i'-n) -i>S tv.4 
have eppiopiiatc caps or covers instai'od lo provoni oamaQo ol ilulonoraiinn 
• Rog'ort I. Olc Ol the Dl'ocmt. 90/02/02. ip. 52702.')40-52702 340 

-900223016B Insp Reel 60-245/Q9-21 Oh 691 204-00. violiiMon t-intqJMn|o/ areas 
Inspected implomonlaibn ol OA program, including losl A i-ri'n-imontt 
pt<>atftm.t«ce^l.a'c'R 9 e A handling ol SQjpmeni A mail ptogiam A wuii ss-rvjrf m 
FINKEU.A. BLUMBEnG.N Region i, Olc of tho Drocto.’. 90/02/01. /pi). 62702 34 1- 
52702:347, 

9001309424 NRC inlo Nonce 90009 , "Etinndod Inlerim Slorngo of Low Lc/oi Slad- 
wasie by Fuel Cycle A Malls Licensees." Svc i.si end. 

Cunningham, PE. Owslrsn ol Inijusinal a Modcal N-jclear Samiy (Pool 870/29) 
90/02/05. Consolidaiod Edison Co. of Now York, me. lOOpp 525D3 25/ 5?5n i OCM 


9091300496 AcTVses Ihat draft ‘".nsJ rept lor closeout cl IE BufO’.'t 70.23 Icurd 
acceptable Lead ono .-ieors fpr IE Ou'lolina 64.02.60 06 A 67*002 reass^'ied as ksiori 
BERL'NGER.CH. aener.c Co.Tmjnicatioes B.-anch NRC-05-65 1». 90/01/17 
LOFY.R A. PARAMETER. Inc 3pp. 52613:256-525l3 256 

9001300293 Forwards Sale-y irsp Repis 5O'245/60-25 A 60-3.35/69.23 on 891021- 
1204 P'arrs A schedu'es re IrTprovente.-iis ol check valve performance loquesied In 
response lo eve.ni3 invoivnr'g cbec'i valve fa'u-es In saleN-rolaied eppicaiaina 
WLNZlNGER.e.C Rej on 1, Ofc ol ihe Oireclof 90/01/19 MflOCZKA.EJ. Norlhoosi 
Njclosr Energy Co. (subs ol Nonneasi Ub'fnes) 2pp. 52471.048.52471:114. 

-9001300298 Msp Repis 50.245/89-29 A 60036/60-23 on 891021*1204 klalor areas 
Y.spactedrp'ani operations, surveL'a.-icerral.nt. praviouaiy idontlflod H.eme.on^noeilng/ 
ler^ncal auppon, cotwnluoa actn'.igs.setuflVy A a '.ecaiions- 
HAVERKAMP.D.R. Region 1. Olc ol the Ditacior. 93/01/18 65pp. 5247lrt)50. 
52471:114, 


9002020068 Forwards resportsa io rocomrr.ended actions in Qerer'o Ltr 89-13. "Svc 
Waiej Sys Problems Aflecting Sa'ely Related Eculpmeni." Recommcr.ded hardware 
mods lobe Inc 'uded as ISAP I.i20. 

MROCZKA.E J. Northeast Nuc-'oar Energy Co (subs, ol Noriheasi UtWes). 90/01/25 
flUSSEtl.W.T. Reg on 1, Olc of Iho Dirocior. 51 pp 52526 096-62826 146 


9001930126 NRC Info Notes ^-005, "inief.System Dischatgo ol Reaclor Cootanl" 
Svc list e.nci. 

ROSS', CE. Dwision ol Operational Evenie Assessrr.eni (Post 870411). 90/01/29 
CohsoldsledEtfsorvCo olNswYork. inc. 101pp. 62535;l2b-52535 227. 


9001230176 NRG Info Net-co &0-0C6. ' Potential lor loss ol Shutdown Cod’ng While ai 
LOW Reaclor Ceolarii Levels," Sve tel encl. 

ROSSI.C.E. Division cl Opere’Jonal Events Assessrront (Post 070411) 90/01/29 
Gcnsoiidated Edison Co. of New York. Inc. lOlpp. 6253S 025-52535:124. 


9002230474 Forwards Insp Ropis 50-245/00 03.50-336/00-04 A 50 -l?-l/'>0 D3 cm 
9001 i9-2B.Enlorcomonl co.nleror.co schedulorl on 0DO131 to discuss vic'aiion ro s/.jp- 
meni of undenwetor ahearer/cpmpacicr in nxcess ol ailcwablo radiation invi-t 
KNAPP.M.R, Reg on i. Olc ol the D-'rccior. 00/02/05 MROCZKA.E j. Nonhonsl /,v 
doar Enorgy Co. (subs, of Northoosi Ui I ties) 3pp. 5?702:.150-52702 35i 

-9(K)2230477 Insp Repis 50-245/90 03,50 3.36/60-04 A 50 423/00 03 tin (K>0119. 
29.VioiaUon noted Ma:or areas inspected cl'cumaier.cos surrourKkng OOdif/ 
4rten(ol undorwaler ahearor/compactor equipment to Duane Arnold t'nuigy Gl' 
FURIAJ.. KUTTAN.J., 80RES.R Region 1, Olc ol the Director. 0fl/02/oi. 
52/02:353 52702:354. 

9092140221 Partial responso to FO'A roquesi tor documonisApjj O il.>c'.r-»cnt! 
en(^.App O A S documonis aveiab'e in POn.App D documonia loiol-y w.ih'iolO (ro 
FOMl cKcmpiion 5). 

GniMSLGY.D.H. Division ol Freedom ol Information A Publicalions Sorv.cns ll’os 
690205). 80/02/09. PtfPPERMAN.O. Bloch.or A Coll na l6pp. 52831:235 57033 Ol3 

—9002140232 Inlorms of need to reia-n all breakers Idontilied os unuccniiinl 'o ‘or usr 
dgiInQ lasting & tev.aw required by NRC Oulioim 88010 in order to suvPO'V ttn( 
ro^w nf Issue. 

KANE.W.F- Regi-on 1. Olc ot tho Director. 89/01/10 MROCZKA.E J. No'Hie.isl Nucld 
at Eneioy Co. (subs, ol Noiihoaal UlitiVos). MROCZKA.E J. Cor.«ir>ci'cui VorAp. 
AlO.*niC Powor Co. ip 52631-261-52631:273 


R. Periodic operating reports A related correspondence 

9802140270 Monthly operaling repi lor Jan 1900 tor M.llatone Unit 1. Vy;oCt>200iU 
NcW&JRGH.Q.. STETZ.J P. Northeast Nuclear Enorgy Co (suha. ol Noniifast Ljsji 
Ubs). STETZ.J.P. Nortnoasi Utilities 90/0t/3i. 5pp. 52052 093-52652.007, 


8 Reportable occurrences, LEHs & related correspondence 

9001300187 LER 09 014-01. on 890520, ronclor recirculailon pump seal press-jtcj 
bocamo erranc d coniainmoni pressure Pagan lo rapidly lncraa8e.(^use<t by airces' 
srvo coniainmant loakago due to nipropo' soai liandl ng.W/OOOl 18 Hr. 
rJOLL.WG, SCACE.SE. No'UioasI Nudoat Energy Co (subs o1 Nort^easi ULkies) 
SCACE.SE Northoasi UlililiOS 90/01/10 7pp. 52404 070-5249-1 076 

9002140000 Special 30 day rapt on 001102 & og.piani-reiaied Zn 65 concentrat-ons In 
oysters exceoded reporting level cnioiia Causoo by operation oi iinc t^ocilon sys 8 
rtjrnpinn sbo" S'do HX water mto redwasio LAOTAP code w-li bo revised. 
MnoCZKA.EJ. Norlhoesi Nuclear Eriergy Co (subs. ol Nonhoast inriiieis). 
MROCZKA.EJ Northeast Uli'itlos 90/01/30 Documonl Co.niro' Branch (Oocuntcirt 
Control Dosk) Cpp. 62655.1 1 0-52655.1 1 7 


V. Operator Cxamlnallons 

B002t50230 Forwards revtsod NHC Forms 30/1 A 306 re persana! aualHcMom state- 
ment iiconsee & ceriiiicaiion of morlcol oxorn by leciay 
iiconsoo rospeciiveiy Apphcai'ons lor iicensoo shou'd be submltietl on reiisod forms 
by 900201. 

GALLO, n M. Region t. Ofc of ifta Oirecior. flOr'Ot/05 MROCZKa.G.J. Nonhoast Wu- 
clear Energy Co. (subs, of Northeast Ut lilies). 9pp 62606 297-52050304. 

9002050149 Advises thai oftoctlvo QOOlOl OL or senior OL not nnectod Icr leuxl per- 
sonnel at laci'ity. 

SCACE.SE. Northeast Nuclear Energy Co. (subs of Northeast UlJiuos) SCACE.SE 
Northeast UNiHos 00/01/23. Document Control Branch (Documont Control OosH) ip 
52542 019-52542 019. 

9002140110 Advises that administration of gonorlc lundamoniais oxnm socion ol writ- 
ten operator i censing exam will conloim to fisiod iQaatrei‘On & oxam process puido- 
lines which wlli bo included In next tnv ol NIJREG-1021 per Oenoi.c lit f)9-i7. 
GALLO.RM. Region 1, Olc Ql me Dirocior. 00/01/24. MROCZKA.EJ ConnocUui 
Yankee Atomic Power Co Qpp 52655 344-52655 35 1. 

9002070236 Forwards ReQualificoi on Program Evaluailon & nopi&oomoni Exam Ropi 
50 24S/00-26CL ol ovatuaion conductoa during wha ol 691016 & 23 A exams ad'll r> 
isiarod during wk of B01Q10 RoqualiliCaiion pra^ram aaiislociory 
GALLO.RM. HoQion I, Ole ol me Oiroclor. 90/01/20. MROCZKA.EJ Northoasi Nu- 
clear Energy Co (subs, of Norfhoaef UWiHes). 2pp 52507.088-52507.145- 

-9002070243 Reqiiaiillcaiion Program Evaluation A EOP/OWfl Power OscJiai-on Insp 
Repl 50-245/e9'2eOL on 0910i6'21 & 23-28. Exam results all S reader opoiaioia 
(ROs) A M of 15 senior ROs passed all pomona of exam A repfaeomeni exarne 
passed 

tASLlCK.T.A.. FLOflGK,D.J., CONTE.R.J Region 1, Olc ol the Olrcclor. 00/01/25. 
6epp. 52507.070-52507:145. 


9002070172 Forwards Amend 146 to License DPR 26 A salety ovalL-aiion Amend da- 
lelos Toch Spec Acllcn Staterre.'ii 3 3 A 2 e Ini bo'on injection tank iiow path neat 
treeing 

BniNKMANOS. PrOi'oci Direcic/nie 1-1 00/01/30 BRAM.S 13 Consp'idalod Edison 
Co ol Now Yodi, Inc 2f-p 52604 230 52004 237. 

-9002070176 Arrond 146 lo License CPR-26,deioiing Tech Spec Action Siaio-T-ont 
33A2.0 /crtMfoo In-adon lonii r.ow paih heal 760.140 
CAPRA.RA Proicci Dirodcralo l-l 90/01/30 4pp 52604 232 52604:235 

-M0207O1S0 Safety ovahjatlo-i siippon rg Amend 146 lo License OPR-26 
* OHIco ol Njclosf Reactor llogu'a'ion, Oirecior (Pest 870411). 00/01/30. 2pp. 
52604 230 52604 23/ 

9001290051 Genorc Ltr 00 02 lo a-l LWR llconseoc A a^lcanls re alierrattve logjro- 
monis lor fuel nssombi es in des.gn teaiuros section ol Toch Specs Sve i si end 
PARTLOW.J.G. Associate (jifodO' lor Pro.ocis (Post 870411) oo/02/oi. Consolldai- 
66 Edison Co ol New York me 39pp. 52637 055-5263/093. 

9002130001 Fo'WfiidS losponso in Gonorl; Ltr 89-13, "Svc Water Sys Prohloms Allecl- 
fng Saloty-Ro'aioci Equipment" LHi' will iirpiemeni program to visually inspect svc 
water sys -nieho structures ol tx)ih units. 

BRAM.S 8 ^nsoVdafod Edison Co of New York. fee. OO/OS/02. Documoni Coniroi 
Granch (Oocun’.w! Co.nt'ol Oosk) 1 ipp. 52048 267-52646 277 

9002160364 Comments on ACRS 900206 mootrg ro uil eppl caiion lor amend to k- 
consa lo auUiorira power lovoi ol 3,071 4 MWi Results ol ara'ysos A ovaiueiions pro- 
vide omp'o assurence that saloiy issues axsocalcd w/lncrcssod level edd.'osscd 
OnAM.GG Ccnsolidaind Eil.snn Co of New York, inc 90/02/08 RRINKMAN.O S. 
Pra|OCt Di'OCloralol-l. 3pp 62656 170-52656 172 


O. Inapectlon reports, IE Bullellns A correspondence 

9001300499 Adv.sos that d-all fnai repl lor cioscout ol lE Bu'iotin 79'23 lound 
accopiebloLoad onginoors Ipi IF. Ou'loms 84 02.00 06 A 87-002 roassignod as i.stod. 
BERLINGER.C.H Qenenc Corr.munlcabona Branch NRC-05 65-157. 90/01/17. 
L0FY,HA parameter, Ino 3pp 52613 250-52513 258 

9002020256 Forwaids nonpiopriotary WCAP'l10t2 A p'Oprieiaiv WCAP-t 101 1, "Indian 
Pomi Un.i 2 Evaiuei or'i lo' tube Vibroiion Induced Faiiguo. ' per renuesi for eddi hio 
f© ImplemontaiW ol NRC BukoHn 60 002 Proprletaiy ropI w thhold (rol 10CFR2 790) 
BRAM.S.(3 ^nso'idatod Edison Co. ol New vo-'k. fnc. 90/01/10. Document Control 
Oranch (Document Control Desk) fipp. 62540 260 52547.070. 

-5002020264 Monpropiioiary '’Indian Poioi Unit 2 Eva'udHon lor Tube ViDretipn Induced 
Fatigue” 

CONNORS.HJ.. FRICK.T.M., PITTERLE.TA, Wosi.ngheueo Electric Corp WCAP. 
11612-86/05/31. I30PP ilM 2B9'525'ir 0C6 


DOCKET 60-247 INDIAN POINT STATION. UNIT 2 

0. Advieory Committee on Reactor Safeguarda reports A correspondence 


■9002020291 Reaiosts that p'OP'ioiary WCAP-ilGll, "Indlen Point Unit 2 Tube Pa- 
iguo Eveiuoiion, ’ be withheld I'orn public disclosure (ref 10CFR2.760) Aindavil end. 
WIESGMANN.HA Wosi'hnhpuso Elecinc Corp. 88/05/09. MURLEY.T. Olllce Of Nu- 
cloar Reactor negu’aiion. DreciOf (Posl 870411). ICpp. S2S47:067-52S47;079. 


9082I30()>4 7ran$cilp> ol ACRS SuKoiimitoo on Syetomanc A$aaasmeni of Expem- 
once 000206 meeting in Solhosda.MD ro proposed power lovoi incrooeo for plant Pp 
i-i47.Supporiing Into end 

* ACRS • Advisory Conim.iiao on Reactor Saloguaida OU/02/Ce. 20ipp 52620'ie3- 
52820.022. 


P. Operating license stage documente A correspondence 

9001310264 Responds to 891 130 roqubsi lor addi Info ro 090720 rosponso lo Oonctic 
Lit 89 08 >0 long-term erosion/coriosslon monitoring program lor high.onciqy cation 
sieel ays Program moots NUUARC guidoknos described In App A ol NunEG-1344. 
BRAM.S.B. Consolidated Edison Co Ol Now York. Inc 90/01/17 Document Control 
Branch (Document Control Desk), ip. 825O3:l0O-S25O3:18d 

9002050058 Confirms lhal psymoni of 900102 Invo'ce I0356,eleclronicarw iianslonotJ to 
NRC on 000117 loi second quorieily insloHmenl of FY90 annual Ices for operation ol 
laclllly. 

BRAM.S.B. Consol'daled Edison Co. ol Now York, Inc. 90/01/19 VENSON.L Ollico 
of Adminisfrefidn (Foal 60020S). Ip. 53649.'280-52540;260. 


9001310495 Eorwerds Mgl Mooimg Ropi 50-247/QO 60 on 801220 ro aiatus ol mainl 
ptonrarn el pisnl Prosoniai.pn handout olso onoi. 

OALLO.R.M. Region I. Ore ol iha Director. 90/01/22. BRAM.8. Consolidated Ed son 
Co. of Now York, inc 2pp. 52503.312-52503 357. 

-9001310499 Mol Moating Rept SO 247/89-80 On 801220 Miijor areea d-scussedeiaiua 
ol Hconsoo mainl proQiem aciivitins in rosponso ip Maint Team tnsp Ropt 50-247/09- 
00 

QAUO.H.M. flcg.on 1, Ofc of iHo Oiiocior. 00/01/22. 44pp. 52S033f4-62503.357. 

0092060036 Respor-ds 10 NRC Ru'let n 00 003. "PotontiQi Loss ol Roquirod Shuutown 
Me<g n Ojrinn Roiuol ng OpciallOns " Guldanco assuring that Inioimed'ele core con- 
ligiirallons nut bo moio roaciivo then ane'-yzeil linat conliguroiions providod. 
BhAM.SO Co.nso'kimod Edson Co. of New York, inc. 00/01/25. Document Control 
Otench (Ooctimont Conliol Dosk). 3pp. 62609:123-52600 125. 

9902060009 Forwards Saiely Insp Rept 50-247/00 01 on 600i02>05.No vtolalions 
nolod. 

BELLAMY.n.R. Region t. Olc of tho Dirocio.'. 00/01/26. QRAM.S. Conso'-ldelod 
EdrsorrCO of Now York, Inc. 2pp 525.56 098-52558 1 12 


9002060340 Forwards requoslod addI Into ro roracklng of facility spent fuel pool A re- 
lease Hr for copyright fnetl.W/14 oversize drawings. 

BRAM.S.B. Consoldalod Edison Co. of Novr York, fnc. 00/01/10. Oocumooi Control 
Branch (Document Conirol Desk). 0lpp. 62e24:t07-62624:t97. 

9002120123 Forwards eddI into re storing spent (uol.poi NRC 091120 A B6I205 ro- 
quests. 

BRAM.S.B. Consolldatod Edison Co. of Now York. Inc. 90/01/24. Docunwrrt Conirol 
Branch (Document Conirol Dosk). 21pp. 62607:013-52607:033. 

9002020163 Advisos lhal 680531 response to Generic Ltr 80-05, ’’Oortc Add Corrosion 
ol Carbon Steel Reactor Boundary Compononts in PWfl Planls." Mlits roqiHromonts 
6RINKMAN.DS. Projocl Diroclorato 1-1. 90/01/26- BRAM.S.B. Conso'Jdalod Edison 
Co pt Now York, Inc. Ppp 52641:205-62541 20B. 

9002020149 Forwards salety ovaluetion approving llcensoo 000930 request lo Increase 
licensed iheimet power level ol plsnt from 2,768 to 3,071.4 MWI ACRS vrH review 
safety evaluation of request at 0OO2OB mooting In Oolhosda.MO. 

BRINKMAN, D.S. Protect Oirecloraie l-l. 90/01/20- BRAM.S.B. ConsolWaled Edison 
Co. ol New York. Inc- 2pp. 62540:080-52540:104. 

-9002820159 Safely ovaloafion.auihorizing proposod Increaso m Ecensed thermal 
power level ol plant from 2,758 to 3,071.4 MWt 

' Office ol NuciBor Reactor Regulalion, Dirocior (Post 870411). 90/01/20. 23pp 
62640.082-62540:104. 


-9002080011 Insp Repl 50 247/00 01 on 900102'05.No violations noted. Major areas 
Inspected radiological conlro's program onsiio, includ.ng roviow ol stalus of previously 
ideniiriud iterns 

SHERQINI.S Region 1, Olc of tho Dirocior 00/01/23. I3pp. 525S6.100-52656:112. 

8001230126 NRC Inlo Notice 90 005, "Inlor-Syslom Discharge ol Roactor Coolant." 
Svc list end 

nOSSl.C.E Division of Oporailonsl Events Assessment (Posl 870411). 90/01/29. 
ConaoDdaiod Edson Co. of Now Yoik, Inc. 10 ipp. 62535 125-52535:227. 

9001230175 NRC Info Nohco 00-006. "PoiQiiilal lor Loss of Shutdown (Dool'ng Whilo ot 
Low Reactor Coolant Levels ” Svc list end. 

BOSS1.C.E DMson of Oporailonel Events Assossmoni (Post 070411) 90/01/20. 
CotiaoWafticI Edson Co. orwow York. Inc lOipp 32535.025-52535.124. 

9001240190 NRC Info Notice 80 007, "Now Inlo re Insulation Mail Poilormance A 
Debris Blockage ol PWR Containmorti Sumps " Svc liSl end. 

ROSSl.CE Divis.on of Operational Events Assossmoni (Post 870411). 00/01/30. 
Con&olidotad Ed, sun ^ of New York, Inc. 09pp. 52535.328-62535:320 

9001250020 Suppl 2 to NRC inlo NoHco 66-023. "Polonda'. loi Gas Binding ol HPSI 
Pumps During LOCA " SvC l.st end. 

ROSSl.CE- Division ol Opeiat'onai Events Assessment (Post 070411) 00/01/31. 
Consdidatod Edison Co. of Now York, Inc. 95pp. 52533 32Q-62534.0&2 


9002060299 Advisos that uiil 691027 response to Genetic Lii 88-20 re bulivldual plant 
exams.accepieble. 

BRINKMAN.O.S. Project Olrecloraie 1-1. 90/01/30- SRAM, SB. ConsolWaied Edison 
Co. ol New York, (no. 3pp. 62555:276-62555:280. 


9001260199 NRC Inlo Notico 80 008, "Kr-e5 Hazards From Decayed Fuel." Svc list 
end. 

ROSSI.C.E Division « Operalional Events Assessmonl (Posl 870411). 90/02/01. 
Conaoiicfatod Edison Co of New York, Inc 77pp 62503. 160-52683.25R. 



uuurvc I CL/ 


CIVlih/ 




8001290102 Suppi 5 13 N=C h'o Notice 66 030. "Tergot Rock Two Stag© Sslety/neBal 
Valve Sew ni Dull Update. ■' Svc i3i onci 

ROSS'CE Dirsio.T ol Cpe'etoral Everts AssessTenl (Post 670411). 90/02/02- 
Consoitfaied ECscn Co. ciNew York. Its 78p? 52£5e:236-62556;3t7 

9l)0213000< Forwards response to Geier c Lir ft3 13. "SvC Water Sys Prottems Alloct- 
ng Sa'ety ftelaled Eqij;.T,cnt ' Uti wiU .ti’perreni program to v.suaiy Inspoci svc 
water svs intake struclures ol tiotn uniis 

B.RAMS.6 Corso -datod EC son Co O' New York, In:. 90/02/02- Docuxer.t Contool 
Btanc.i (DocvitienlCo.Yrol Desk) lipp 626-16 ?67-52e4fl 277. 

900U00424 t-RC I'/o Hoiioo 90-009, ' Eicler^leJ HlenTi Starage ct Lew Level Red- 
waste by Flo' Cycle & Mails Licensees " Svc list er.ci. 

CUSMNOHAM.h E. Oi\<s'on ol Irdusinai & Medical fJjc'ear Sa*ot/ (Posi 070729K 
80/02/05- Consot Caied Ed son Co o' Now York. Inc ICepp. 52S63:257-525640C4. 

9002220231 Fewards SaloV lesp Rep' 60247/69-26 on eOlOH-iSN'O v-blaione 
ncled. 

DURn.JP Region 1, Ole ol me Diredc' 90/02/07. BRAM.S Cor.soldaiod Ed son 
Co ol Now York, :nc-2pp 52871 096-52671.093 

-9002220234 hsp Repi &0247/69-25 on e9i2i1-lS.No vipie'.ors cr devteticns 
noiad.Ma.or a/eas nspeciodimptemenlaiion cl liconsoo hse.'v-ce test p'ogiern lor 
pjntps & vakres & uU eel ora in response lo Garoric Ltr 63-0-1 
GOLLA3A, EAREN.P.H Region 1, Ole ol me Oresior. 90/02/02. 6pp &267vcefi- 
52671:093. 

9002220266 Fo-wards Inep Rept 50247/6918 cn 69C9iB29No v.oiaipns 
roied Response vo edCiesa corcemare o'ecvicai separaLan »rs«cpi roquirod piocr-pv 

ly 

HOOGESMW. Roc on 1. Ob o' the D.recior. 90/02/07. BRAM.S ConsoldaloO 
Edison Co. 0' Now Vo'k, Ir-c 2cp. 52C63 020-52663 040 

-8002220271 Insp Rept 50 247/83 18 on 890318-20 No v ptaticns noted Malar a-eas 
inspected liCQ.nseo acton 'o resolve corce-ns ori srrergcncy diosel ooneraioi loedno 
denng roc--'Cuiation phase ol cmeruericy core cao' r.g 

KOShv.t. LARAJF. HOUoHTON,J.R Region 1, Ole cl the Deocipt. 80/12/10 
I9pp 52683 022 52663 040. 


R. PetJodle operailng reparle & related correaporsdence 

8001310024 .Monthly ope-aLno rept lor Dec 1988 lor hsia.n Po-ni umi 2. W/$OOi IS ltr. 
KPIEQEB.K. QRAM,SB. Conso'Oaied EdSOn Co Ol Now York. Ire. 89/12/31 epp 
52497 254 S2497 259. 


-8001300436 Proposed Tech Specs re Instrumontat-on tables 
* Corrmonwea'th Edsen Co. 00/01/16 i06pp. 52494:298-52495.143 

8001300241 Forwards rev. sod "EMecis of Postulated DC Power Fai'urcscn ECUS a<i 3 
ablsiy Ouad-Cities Unit 1." Concius'cns later ova'uaiod to bo applicol-tQ (rfe 
urwis.Hopi revised to better del-ne review process oinployod in original onolyss 
SILA0Y,JA CoTmonwealth Edison Co. 90/01/22. MURLEY.T.f; Cllico ol NocA-rr 
Reasior Reg.,iaticn. Droclor (Post 870411). 2pp. 52491 263-52492 320 

8002010089 Adv.ses that 691027 response lo Gonur.c Ltr 06-20 re Indivdjs] c/ai 
eyom epp'oach.melhodology & schedule occeplebto 

SHEMANSKI.P.C. Prolacl D recloralo ll!-2. 00/01/24. KOVACH.T.J Corr TerweiT* 
Edison Co. Spp. 52539.096 52539.100. 

8082010063 Discuases utH response to Generic Ltr 09-16, "Mark I Cor'isr.-nori I4a3 
erod VenL” Resporie inct cates that uM noi commuted to Insiell lianlen'Si) vor-S cr 
voij.nlarY basis. Riant spedlic analysis wll bo completed. 

SIEOEL.B.L. Prp.BCl Oroctoroie III-2. 20/01/26. KOVACH.T.J. Corr.rronwta'-h E-Jkv 
Co.Spp 52531:114-52531:116 

8002060369 Forwards rasponso to Genenc Ltr 89-13 ro ossuranco tn.nc um svc wi'e 
ays in cemp 'lance w/lOCFR50,^p A, GDC 44,45 6 46 & App B.Socilen kl 
fliCHTEB.M H. Comir.onwoallh Eriison Co. 90/01/29. Documeni Coniiol Grmth Itto: 
(KMnt Control Ossk). SEpp. 52SS5 315-52556 000 

800129005 1 Ooneric Ltr 90 02 lo a I LWR I censeos & applicants rn nlicina'vc 
tTionis lor luei asse.mb -es in des'gn leaiuros soct'on ol Yecli Specs Svc Ms! oiki 
PARTLOW.JQ Associate Daoctor lot Ptolecls (Post 870411). QQ/U2/01. C<,r.SA>*l4^ 
ed Edison Co. of Kew York, Inc. 39pp. 52637:055-52637.003. 

8802120096 Piov des addi inlo re 690929 proposed Tech Specs on Aivvs iuct‘:ii<sVvn 
(Mirp inp pressure setpoint & survaillanco Irequoncioa Ueo ol Gt SIS vaiuat ur> 
warieri^ d-uo to adverse impact of lower seipo ni on poak pressure. 

SlUtOYJA Commcnwaallh Edson Co. 90M2/01. MURLF.Y.T.E. OIHc. of NucKar 
/leecior neguiAlios. Direclor (Post 670411) 3pp. 52615:185-52615:1(17 

9802130053 Forvratde "Co/0 Operai rw Lirriis Rapt, Dresden SlHiion Unit 2,Cyt 'i 1?.f^ 
0" A "Core OperaLng Limits Ropt.lJrosdon Station Unll 3.Cyclo IP.Rpv 0" Cyc^ H 
s*artjp expected on d 002 iO. 

SiUAOY.JJV. Commonwaailh Edison Co. 90/02/05. MURLEY.T.E Oliio cl //uckJr 
Reactor negulatios, a.-ector (Post 670411) 2pp. 52620:046-52028 030 

-8082130062 "Core Opotsling L'mis Rept.Dresdon Sieiion.Unll 3, Cycle IP.HcvO.” 
•CorwionwooiihEosoiiCo. 89/12/31 21pp. 52628 070-52020.003 


8. Reportable occunences, LERe A related correapondence 

9009920371 Part 21 i6p4 le maim cl Auicmaic VsNe Corp M$iv 6 re main sieamieiei 
valve using spanner wench n order to avoid icionold vaivo si«-n carregopor i084 
65 Change in design Ma nt msirjctlpng ar,ei 

HOTCHINS.T. Auiomaile Vaivo C<rp. 90/92/02 nRC - No Oota'sd AHi-aton Qvon 
96pp &2}3e.066-52736 105. 


8002220170 Advises that 891201 Rev 57 lo OA Top'cal Rept CE-I-A conslskril w/(r» 
VIS one el lOCt-’RSOApp B & acccpieblo. 

wniCHT.G.C Region 3. Ole ol ihe D.recto/ 90/02/12. REEU.C. CdiMorwCA'Tk 
Erkson Co 2pp 52679:210-52679 21 1 


O Inspection leporla. IE Bulieilns 8 correspondence 


V. Operator Eiarnineliens 

9002140177 Pcrvraids revised NRC Forir-399, "Personal 0<.aV.'8<Ot\$ Siaietrorii . U- 
consee" 6 NRC Forni-396, ' C«rt.liceiion of Medical Einm Qy FacAy Licensee" A'l 
&}p' ea'jona lor licenses lo be subrr.itiod on revised forms by 900201. 

OALLO.RM. Regon t. Ole of it-e 0 rector 90/01/05 SRAMS Consolidated Edson 
Co. of New York, me 8pp. 52653:149-52693 156 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Seeudly, medical, emergency & lire proiacHon plans 

9002058149 Rev 3 to EPl® NSEP-EOF-1, ' Manager ol Emergency OpereCens '* 
CARSON.RT CommonwoaTh Edison Co 83/12/19. 23pp. 62569.163-52569:165 

9802868185 Rev 2 to EPIP N5EP EOF-25, "Pro'ective Measures Diecior " 

CARSON, R Cemrmwwes'thEdisonCo. 69(19/19. 14pp 52560 051-52S«9C64. 

9001308208 Advises thei 681222 Rev 29 to secur.ty plan ccn&rs'ctv w/otov.sk>.ns ol 
l0CFR50.54(p) S accecisble 

GREGER.L.n. Region 3, Olc of the Director. 98/01/04 KOVACH T J Cotww3r.«.eatin 
Efl.SOn Co 2pp. 62490 262-52490263. 

9002090001 Forwa-ds Safety Insp Hepls 60 237/90 02 & 50 249/90-02 on 600tC9-l2 
6 24. No violations roied 

GREGER-LR. Region 3. Olc of the Dvoctc', 90/01/31. REED.C Con>nioovi-o3!li» 
Edison Ce. 2pp. 52599 326-52599 335. 

-9002090002 Insp Repls 50-23//90-02 A 60-249/90-0? on 900109-12 S 24Wo 
vio'.aLons.deSC'"nc'.es ei dev.aVons notedMalor areas inspecied;i.Bl ofr.eroency pt©. 
paredness prog-am.emergenoy plan aciva’Jons, emergency feciities i emnpmoni A 
valnioft 

PATTERSON, J. Regon 3. 0‘C Ol the 0-recior. 90/01/30. Bpp 52599.326-52599.335. 

9002150089 Revised EPiPs, including Rev 3 lo EG-iB & Rev 6 to EG-2W/6b( oversize 
maps 

• Common-weairn Edison Co SO/02/02. 21pp. 52666:051 52566071. 


P. Operating license stage documents A correspondence 


9001310173 Roaponds to NRC 69l2l6 Hr re violation noted In Inep Ropie 50-237/60 <9 
A 50-240/68-25.Coiieciivo eoiloncaiibi gas source uaceablo lo NIS'f unlo'tKi A Hai- 
Al>on Fro'eciion P>ocedi.ro 200-3 will be levisod by Juno 1000- 
KOVACH.T.J. C©fr,mo.-iwealih Ed.80.n Co. 00/01/15. DAVIS.A.B. floglon 3, Olj £t Pe 
Cireeior, 3pp. 52603 356- 52503:360. 

9801300488 Advises lhai draft tinai rept (or cioseoui ol IE UuHoln 7i)2:i lc«urt] 
eccwiaiHa.Lced engnoers lor lE Bu'leiins 6'l-02,00 06 & 07-002 tanssliitictl ni li'.al 
BERl'NGER.CH. Generic Communicaro.ns Otanen. NRC-OS-OS-iii/. OO.oi/i/ 
LOFv.RA. RARAMETER. Inc. 0pp. 62513 266-52513:260 

«IK}1300085 Forwards Salety Insp Repts 50-237/eO-26 a 00-249/0926 on 
900105 a 16. No vio'Btions notod. 

SHAFgR.WO Reglpn 3. Olc ol the O.roctor. 00/01/10. REED.C. Co'iiitronwiPi'V 
E(ksct>Co. 2pp 52490 266 52460 280. 

-8001308089 Insp Repts 50-237/69 26 a 50-249/69-25 on 001202-900105 A 16 Iky 
v-olatons or dovlailcns noted M^or areas inspsdod. previously Idcrit-od a\sp 
I'oms.LERsajIant opa'aiions.malnl a surveillances a safety assossmcni/iiiiaity vor.A 
ceiion 

H'NDSJ.M. Region 3. Olc ol the Director. 00/01/18. I3pp. 62490 263 524DO 390 

8002 i;M )363 Responds lo NRC 801226 Hr to violailons notod in Insp Ruiits 50 237/6)- 
22 a 50-249/69-21 Cotioclivo actions hourly lire watch imtiaiod per stn’ion Adi~»n 
Techrscaf Rogu ramont 3/4 16. 

KOVACH.T.J. Commonwaailh Edison Co 90/01/26. DAVIS.A.B. Rnnlon 3. Cfc of ih* 
Orecor. Spp 52634:266-52634:290 

9081230126 NRC Inlo Notice 90 005, "Inior-Systom Discharge of flopctor (>x4*nL* 
Svc Isl end. 

ROSSI.C.E. Olvislo.T of Oparational Events Assessment (Post 0704U) OOiiOI/2S 
CcmootKJBtea Ed sen Co. ol Now Voik, inc. lOIpp. 52535:1 25.5253 5 227 

8001230175 NRC Inlo Noilco 00-006, "Potenlial lor Loss of Shutdown Cod ng 'iVN»fe ai 
low Roaclor Coolant Lovpis." Svc list encl. 

ROSSI.C.E Dwislon d Opetalional Events Assesstnsni (Post 070411) 00/01 /3-9 
Oinsot dated Edison CkJ. of New York, inc. 101pp. 62535:025-62636:124. 

8081240190 NRC Into Nolbo 90-007, "New Inlo re Insulation Mail (’oriormartco | 
Oebris Blockage o! FVi'fl CoMa'nvnsnl Sumps " Svc list encl 

ftOSSl.CE. 0.vi9ion ol Operational Events Assoasmont (Post 070411) W/Ol/oo 
CensoUdaiod Edison Co. ol New Yoik, Inc. 99pp- 52535.228-52535:320. 


9002160<»e ^k rKB-pi ol u'ji 691027 rosporsa toGaianc LU 88-20, 'Tndvaual Pie 
'2««'7'-enl scceptab.1 Cy Ol tllplan a schedtle In 691201 Hr 

»i,SgarKC,&‘?,,K^ 


8001260020 S'jppi 2 to NRG Inlo Not-ce 99 023, "Potoniiat lor Oaa Dind-nn of Ism 
P umps Ourino LOCA." SvC list encl. 

ROSSI, CE. Division ol Operational Events Assessment (Post B70411) 8O/OI/31 
Cortao'ldated Edison Co. of Now York, Inc. 05pp. 52533:320.52534:002. 

8002090001 Forwards Safety Insp Repls 50-237/90-02 a 50-240/90-02 on OOOIOO-1 
a 24 No voiations noted. 

GREGER.L.fl. Region 3, Olc ol the Director. 60/01/31. REEO.C Com'norwvs.a* 
Edison Co. 2pp. 52599 326-52599.335 


parodnoss proQrarn.omorooncy plan aciivationa.emorgancy (aciii'es 8 eciuprnenl & 
Ifonlng 

PAneRSON.J., DAHSS.D. smell, W. RoglO,n 3. Ole ol tho OreclOT. 90/01/30 0pp 
5?599 3?<3-5?5‘10 33S. 

9001260198 NRC Info Nuiico QO 008, ' Kt BS lla/a'ds From Cocayod Fuel” Svs l,sl 
enci 

ROSSlCE Divishn ol Otjorai.ona' Gvonta Asaoasmoni (Posi 870411) 00/02/01 
Conso'idalert F.tilson Co. ol Now York, Itic 77pp, 52533:180-52683 256 

9001290102 Stippi 1 to NRC Info Nolice 80-030, "Torgot Rock Two-Stago Saleiy/Re'lel 
Volvo Soipolnl Urifi Updaio " Sve !isl oncl. 

nOSSI,C.t;. D/vIS-on (jl Opofailonal Events Assossmofif (Post fi?04fl) &0/02/02. 
Conscl daied Ed son Co ol Now York, Inc. 7Upp 62556 238-625S0.3t7. 

9001300424 NRC Info Notice 00-009. "ExienOeO iriteiim Sforapo ol Low Lovol Wad- 
wQsip py Fuoi Cycio & Malls Llconsoes." Sve Lat oncl. 

CUNNINGHAM, n H Div.slori of Industrial & Mod cel Nucioar Saloty (Post 870728) 
00/02/05 ConsolklatoO Maon Co. ol New York. Inc. lOBpp 62583.257-5P584.-004 

D002130164 Partial rosponso to FOIA rcrtuasl.App N £ O dociimonia avaraOle n 
POn App O fJocumt-nis oncl App P docurnonis wiffiheW (»ef FdA ExemptMi 5). 
GniMSLGY,DH DlviSlori ol Fioedoni ol Inloimolian & Puti'lcatlons Sorvlcas (Poai 
060205). 00/02/06. PEPPERMAN.D R. PInchor & Coll'ns. 0pp. 62565:106-52595:239. 

-8807270182 Roqjosls Hial appropiieio projocl manegur conlecl idonllttod utl A pro- 
vicio Info ro puichaso ol c rcuii broakera Irofn suspoci companloa. 

WAT7HEWS.O.0 Pio.oci D loctoialo J»-3. 88/07/10. OUTLER.W.H. P/OlocI Oiroclorste 
1-2. 65pp 62505 316-52506 344. 

0002320062 Forwarda Safply ln$p Rep] 50-249/80-26 on 601215-900t24.No violations 
p.olort 

COOPER, R W. Mogon 3. Ofc ol il<o Oi'Qcioi. 00/02/08. REEO,C. Commorwealih 
Edison Co 2pp 62606 016 52660 023. 

-9002220101 insp KopI 5U'240/89'26 on 001215-000124.No vioL-ilorta noted Ma|Ot 
pioas inspoclad Inoorvlco ir\sp aci'vltios Indud ng ipviow of progiairLprocodufee & ob- 
aorvuilon of work aciivitloB. 

SCHAPKER.J.F.. DANIELSON.O.H. Roglon 3. Ofc Ql Ihu OrodOf. 90/02/07. 7pp 
52609 017-62600 023 


V. Operator Examlnallona 

0001310399 Advisoe »’0l Ipci'ity training ntograms lor loactor operator S soniot lOPCtor 
opofHlfii foco-vod uccrad latron rpnowal by INPO in Juno iSO^Prog/a/na doveioped d> 
me me nod using aysiomniic onpioacn to irnlninn.por Onnorio Ltr 87-07. 

SlLAl)Y,J A Commonwoutlh Edison Co- 00/01/32 DAVIS.A.B. Rog on 3. Ole ol Iho 
Oiiocior Ip. SP407:I70-52407,I70. 


DOCKET 60-260 TURKEY POINT PUNT, UNIT 3 


P. 8eeurlt)'i medical, oinorgoncy ft lira piolocllon plarta 

9002090021 Fomards summary ol 000109 mooi-ng at sito ro ptani atpius. oporeHonai 
ovenia.mn’nt iralnuig ft eocuni/ inltlatrvos. Mooiing liunotrdai ft proWdod batw under- 
slend ng ol lasuas 

EONGTER.S.O. Rogloti 2, Olo Ol Itio Ocrodor 90/01/23. GOLOBCnGJ.H. Flonile 
Power ft (.Igm Ikj. lOSpo. 62026- 145-52626.2-18. 


Q. AdludleatofY cotraapandenoe 

9002080128 Roguost fur hoeridQ & peiiiion lor laavo to miorvona re proposed icenso 
emend lor Turkoy Puini.Lfnifs 3 ft 4.* Forwards TJ Sagonio request lor hoar/ig & to* 
laiod i1ocirnioni3,ior apptoprlaio acLon. 

CHILK.S.J. OII.C0 ol iho Socfoinry ol ilio Commission j7190 0765. 00/01/22. 
COrrER.Q.P. Alomio Safety and tlconslng Goard Panel 3pp. 52537.233-62537.207 

-9002080132 Roguost lor hoarlng S poi.llon (or leave lo Intorvono * Roquosie hoeting 
on NRC consldoiaiion ol licensee proposed amends lo llconses 
SAPOflITO.T J. Nuclear Energy Accouniobilily Projocl 69/12/27. Olfico ol iho Socr©- 
lety of 1110 Commisslen. 7pp 62537:236-52537:242. 

-9002080140 Liconaeo answer In oppos'Hon lo request lor Moaitng 6 polillon lor leavo 
to Intorvono.* Nuclear Energy Accounlatnlity Prelect & TJ Saporilo 001227 poiiHon 
does not demonsiraio siendinn lo Iniorvorio.tn/Cctliticace ol SvP. 

FRANTZ.S.P. Florida Power f Light Co. FHANTZ.S.P. Newman & Holtzitrger, 90/01/ 
to. CommisS'Onors. 32pp 62637:243-62637:274. 

-9002080143 Stalomonl lor permission lo represent.’ Forwards sialemoni Irom A 
Wolnklo 

SAPORITO.T.J, Nucioar Enorgy Accoirntabijiy Pro/eci. 00/01/06. CHILK.S.J OMko ol 
the Secrolary ol lha Commission, ip 62537:276-52637:276. 

-9002080(47 Slatemoni for pormfssion (o ropresent.* Advises mat eviftor voluntanlyr 
given Nuclear Energy Accountability P/olect ft TJ Sapomo permission lo teproaani In- 
lorosls in proceeding. 

WeiNKte.A. Afliliallon Not Assigned. 00/01/03. tp. 52537-27fl-62537.276. 

-9002080150 NRC Stall response to roguost (or hearing ft, petition lor leave to Mor- 
vone of Nuclear Enorgy Accounlability Project ft TJ Seponta.' Poiihon should he 
denied on basis ol not mooting 10CFR2.714 roquiremonts.W/Certificalo oi Sve 
JEMLE.P. Assistant General Counsel lor Hearings ft Entorcomonl. 90/01/10. Commis- 
sioners lOpp. 52537:277-52537.205. 

-9002000164 Statement lor permission to teproaont.’ Forwards JW Edioson sialomont. 
SAPOntTO.T J. Nudenr Enorgy Accounfabilify Project. 00/01/12. CH1LK,S.J. OMice ol 
the Secreiery of the Commission, tp. 62537:296-52637:207. 

-0802080155 Slatomgnt for perm.sslort to reprosenl.' Advises lhai aulhor yplunlarily 
given Nucioar Energy AccountablLly Ptolocl & TJ Saporilo permission to rapresoni In- 
leresis In proceeding 

iDELSON.J.W Aimtlon Not Assigned. 00/01/07. Ip. 52537.-287-52537:267. 


ettcl.Sorved on 90020 1 

COTTER.Q.P. Alorrlc Sately and Licensing Board Panel. ffi90 9758. 90/01/24. 3pp 
52539.091-52539:003 

9002010030 Assignment ol ASLAB.* CN Kohl wi'i be chairman & TS Moore & MA 
W4borjnembafsW/Cortificaleol Svc Served on 900126. 

HAGIN8.E.E Atomic Saloty and Licensing Appeal Panel. di90 0732. 90/01/25 3pp 
52445 318-52445 320 

9002010046 Advises lhal author assigned as charman & TS Mooro & MA 
iMIor.mombars to ASLAQ lor license amend proceed ng Related correspondence. 
KOHL.CN. Atomic Seleiy end Licensing Appeal Panel. dl90 9733. 90/01/26. Atom'c 
Safety ond Licensing Appeal Panel, ip. 52445:220-52445 220 

0002010016 NRC olhc'al hours.’ Advises of hours persons in proceeding may reach 
ASLAB.W/Corbficate ol Svc.Sorved on 900126. 

HAGiNS.EE Atomic Safety and Licensing Appeal Panel rytOO 9737 90/01/26. 
Office oi the General Courisol {Post 860701). 3pp 52445.322-52445 324. 

9002010197 Naticn Ol appeal * Appeals Board 090118 granting el licensee moilor* lor 
aummaty disposition ft dlsiriissa' ol proceed ngw/ Cortilicote ol Svc. 

LORION.J Cantor lor Nuclear Rosponsibii^. LORION.J lorion, J. 0190 0760 90/ 
01/20. AtomcSalety and Llcatys ng Appeal Panel. 2pp 52444 099-52444 too. 

9002080083 Raquosis that ASLAB be Included in alt coriihcalos of svc ft luluro filings m 
procoedt>g Per I0CFR2.7B5 ,ASlAG not Commission has delegated authority to 
docido appoai 

CALI.AJ. Atomic Saloty and licensing Appeal Panel #t90 9772 BO/Ol/30. 
SAPORlTO.T J. Nuclear Eriorgy Accouniabil ly Project, tp 52538 021-5253B 021. 

9002080042 Forwords iiconsoo arnand appl cailons m procood.ngs.lor revlew.W/o encis. 
JEHLE.P. Assistant Gonoral Counsol lor Hearings & Enlorccment ffl90 9791. 90/02/ 
05 BLOCliPB. JOHNSON.ED. ANDERSON.GC Atomic Safety and Licensing 
Board Partol Ip. 52538 080 52538:090 

9DD2080093 Memorandjm ft order (prohoo/ing conle/onco.iing schedule)’ Suggesis 
peUlloner ediitoas argumenis made by appiTcani ft NRC elihoi by (I'ing poS'iion or 
ihtouah lob-Jtial legal argument or bolh.W/certit caie of Svc. Served on 900206. 
BLOCh.PD AiorrJc Seloiy and Llcanslng Board Parxjl ,yi90 0707 90/02/05 Oliico 
ol tho Gens-al Counsel (Rosi U6070I) 0pp. 5253B 002-53538:010 

9002160077 No>.i;u (bmilod oppoa/ancaap/ohea.nng conference) ' Public llrnitod appaar- 
enco sdsS'Qn will be concluciod on 900323 at US district Courlliouso In 
MierN.FL.Cert-ticalo of Svc end. Served on 000212. 

BLOCh.PO Alomic Saloty and Dcansing Board Panel. //lOO 9033. 90/02/00. Opp. 
62606.302-62606 304 

9002220026 Motion tor oidonslonel Unto.' ROQuaalS ovlonslpn pi lirnp lo 900320 to No 
cor^ioniiona ft pmei^ded poMon due to author prof rospor^ailii'ilies m oddlbon to los- 

S esot^dng Nuclear Eno-'Qy Accouniabii ty (*to,oci W/Cofl4,coto ol Svc. 

IPOniTO.Tj, NocIPO'^nwyy AccounfaWl’iy P/ejeef #190 9097 90/02/00. Alpmic 
Solely end Licensing Board Ponpl. 4pp. 5263T138-62637:14t. 

0002>68>94 Order ‘ ConsoHdaies Tj Saponio ft Nuclear Energy AccountabUlly P/ojoc> 
ft Cir lor Nuc'oar Respotisibihty appeals irom Board 9C0t 16 momorondum & order in 
iniotost ol UKSc'di oconorny.w/Ccriiiicato of Svc.Sorvod on 000212. 

TOMi>K>Ns.8.A. Alomfc Safely find Liconafng Appeal Panel. #100 8692. 00/02/12. 
Conlot lor Niicloai Responsibility. 4pp. 52606.050-52606.053. 

8002220880 Change lo eve isiFioilda Pow-er ft Ligiii Co.* Requests that niatrVie ad- 
dress on avc isi lor proceeding lor Judge EB Johnson bo ctiengea as 
l«to<>.ConiiicMo ei Svc onci. Served on 9002 1 3. 

MCOOVV.J. Atomic Saltity and Llcons.ng Board Ponol. #108 6802. 08/02/12. 
JUUAN.E. Dockelir-ig ft Servicoa Branch 2pp. 62037:094-52637.005. 

8002228861 Otters iisied onsmaiivti scheduto In order for penias lo laspond lo ooiriren- 
ora emended petition prior lo 600323 prehoaiing contorence.Tj Vig,! & HP Reis 
900212 nonces ol appoetance ft Cerliiicaio ol Svc oncl. 

FRANTZ.SP Florida Power ft tl^i Co. FRANTZ.S.P. Newman ft Holtztngar. #108 
0006 00/02/12. BLOCH.P.Q., ANDERSON.G C., JOHNSON.E.D. Atomic Saloty and 
llconsing Boatd Panel. 7pp S2e37:2O<i-52637-2l0. 

9002220083 Memorandum ft order (oxienslon ot hmo].’ Grants TJ Saporilo ft Nuclear 
Energy Acco'/nisbllKy Projocl 00020B lequoM (or extension ol lime until 000301 to filo 
amended ponr-pns ft conlentions.W/Certilicaie ol Svc.Sorved on 800216. 

OLOCH.P.B. Aiom‘c Saloty and Licensing Board Panel 0190 9893. 90/02/13. Nudo- 
er Ertorgy AcCOunlebi'ity Pro|Oci. 4pp. 52637:290-52037:303. 


H. Oenoral correspondence 

9001290027 Rosponda to 001 130 Mr re consiilueni jw Edelaon concern w/ poor per* 
lormence ol ulil.saloty ol lacihiioa & ombrlttlomonl ot roactor vessols.Embnitlemenl 
rtol curtonuy safety problem at laciiitloa SALP lopla oncl. 

TAYLOn.J.M. Ole ol tho Executive Dirocter lor Operations. 00/01/22. GRAIIAM.Q. 
Sorwie Opp 624S3:I7&*52453 224 

-9001290030 Forwards consliluent JW Edelson 091108 request lor support In lorcing 
shutdown of laciijiioa bocause ot saiety vioiations.uiii should bo forced lo replace re- 
actor vessels damagod by radiation. 

QRAIIAM.D. Sonata. 09/11/30. KAMMEREfl.C NRC • No Doiai'od AIMIalion Given. 
4fV 62453-221-62453 224 

W)Ot30D007 Responds lo 801205 Hr forwarding constituent JW Edelson BOtlvB Hr rais- 
ing concerns ro saloty ol Plant & requesting support lor plant shutdown Improvemonts 
noted In plant oau-pmam.ilconsoe mot ft eng nooring progroms. 

TAYLOTJ.M. ofc ol the Executive Director tor Oporat'ona. 00/01/22. FASCELL.D.B. 
>IOusoolRep 9pp. 62489:142-52499.107 

—9001300107 Forwards consiitunni JW Edelson 891 109 Ur expressing concetne re plant 

K allon ft requasHno congrosslonal support to force pisni 8f)ulJpwn duo lo saloty 
tions. Rosponso requested. 

FASCEU..D.B. HousQ ol Rep. 69/13/05. BACH.C.L. Congressional Allairs 2pp. 
52489:196-52489:107. 


docketed items 


4 } 'APOfii’OTj fiuciej/ Accoo.u!>->-# w.-eci- 9pp »« w 

^|iSl2s^:;^5S.rs«.sss^sr— "• 

bv«‘o« !•> Ope<avoT>i ?» b24M0{.4 S24»C%i 

»OOJJ300« Pewnds 10 e9i?19 fJ 10 Conoreswr^ H Johnsion 
c/if«Sv.^RC nor.'.orr.9 tHiM Cloi^ MsM cn pasi 
SAlP ^-ra-es pia-il V&i’.M »/Tnp.oyM level ol 

u^p.EY 1 e M<a ct Nuiicar ficaciw ReQt’ahon. Oi-ecK^ (Post B/Oaii) 90/02/ 
tj CAPROHK A‘fi.4'jon Nal Ais.gned 3pp 52?01 106-S2701-119- 

■9001230061 PespoTKls 'o 831229 “j lo Congiessmaft H JotfisiM «ai^ ccocws re 

opK-fai»yi f'PC TonconDg piiri cosov tasao «« PaM P"" 

SALP <r<ica-00 tur! ope-aiaO wiinpfo^ed level ol 

MuPiEVTE OHice e' Mjciear Beaciof Regi/aow'. EMecw (Post 620411) 90/02/ 
13 STOllER.S *p atC^^<■C!AsS;qDe(l 2pij S2701 109 5220l:H0 

-9002210072 Respc/Ci to 831220 fj 10 Cof>g<e«man H Joh-Siae »a.sif^ c<Jr4:e«M te 
£>^.1 coetawo NRC non,-y.r^ f/ari ctosev baseo or, pasi pooj perti^aoce laiesi 
SAcP TvkM'es oiiiiooefaiM w/i.xpfovM level cl pertwmaftcew/o SALP 'OPi 
UlPlEy T 6 C^ca of Nucioat Raaciw Re^jaion Oaecfof (Post 620411) 90/02/ 
13 BERNS7E VA. Atf.iatioo Moi Asfg-Tea 4pp 52701 11 1-62201 114 

-9002230075 Fo<Yra.'as eeK'.i'.‘'jeK» A 6«r$ien-S S’j! «' A K Cap'oo -its ta waj <ci»- 
<ef*.iepiaiioow8!.-onA M'evPew.sotaooesied ^^.a. 

vO"i«StOHH Hc^seoiRso 90'0»/09 CAPi^K Co<Tti>4S«5‘K»$ $fp 62201 115- 
*2701 119 


P. Op«auo9 ucaoM (taqa docueienti 8 ccrratpoMaoca 


9002090021 forMUii Mmr^'y c' 900109 neeing at s-ia 10 pUai siaivs. opwaionai 
iN«ntst>xri uatoQ & seojoty Weato^ Moe'oai A (xovtoao Muor tmoat- 

»*AO»nq c' issstM _ 

Ee‘<rrER$0 Reo>OA 2. Cpc Of ino Oaecioi M/Oi/23 GClCeERC.JH PlotCa 
?0«et 4 LKji-l Co 1050P 62626145 52626249 

9002050077 iMorra (f pia.ii >0 appty A$ME CoCa Case N 356 at piaois 10 alow cenrt- 
canon peojO to be eitenOcO to 6 yra Rev to msannce tf>sp p«09rair$ m 1 incijOa use 
ol code case 

ACOSTA.R J Pionda P<mi«> A Ijgiit Co 90/01/24 Oocunar-i Corifol Oranch (Oocu- 
noni Ccnvol Desk) ip !2642 00t-5254200i 

9002090024 Fof»iiit faiponsa 10 Ge.sanc iv 89 ID. ' Svc Wa'ei S»s PfoWomj APeci- 
■ng Se'ety-Roiaiod EMpmeri RecoinjTienciaKM ol santpi ng ol waia' A subauaie ioi 
aviv; e'a.‘*is not a^vcaciia d<te to n-.aTna awon 

GOlOBERG.JH Elonda Power A Ugiii Co 90/01/39 Oocunteai Convol Biancb 
lOocurnant Connol Desk) 7pp 52626 I>i-52626 ll7 


9001290051 CenerK Lu 9002 to aT lWR Tcenseas a appicanisia aitemaiverequra- 
menu lor njol asseirpoes m des'S'* 'ea’ores secooo oi tWh Specs Svc i-si and 
PARILOW.JG Associafa Orecior for PrO:ecis|Posl 870aii) 90/02/01 Consolda'- 
eo Edison Co d He« York, '« 39pp 62637 065-62632 093 

90C2IS0299 Appficaiion lor amands 10 Ucer-sas OPR3i A OPR ai.tep'adng speciCc 
corttpQvwn Ml w/r-vsia general s'AfemeM de'ohg tomposnion ol ton^ny ngcieu 
res'e* board A speolytng requisi-e level ol technKel A operaeonei ensemse 
GOLOBERG.JH Fionda Powei A Uatrt Co 90/02/02 Oocti^t Ckmirol Biardi 
(Oocvneni Cont'ol Oesk) 6pp 62626220-62826228 


-9002160340 Piopoeed Tecb Specs re tunrvon A compos Hon ol convany ruc'ear 
tovvew board ' 

• Florida Ptww A ugra Co 90f02W 3pp 62625 226-52675 228 


A s^«Wo iw addfessLsg Generic 1 
' iJascnberJ m 89M»1 lU.eccepiaUeNBC should 

noffied 0* schedule ctianges 

EDISON 0 6 Prcwct Oireciorate 1^2. 90/02/14 GOLDBERG JK Fionda Power 
L^ICo 3pp 52;02 272 5220222a ouiirocrtw.jn fionaa Howet 


9002010244 Forwards Insp Oopie 60 2S0/U0-52 A 50-2S1/00-52 on 8 

SfVFS°L “/ n'ooten 2. Ole ol tlin OifOdor. 00/01/22 CiOl.DBEHG.J H. 
A Light Co 3pp 52515.072-52515 005. 


-8002010245 Notice Olvioioilon Iro.Ti insp on 091202-22 violfilions noied’ 
porforn-od resulted m inodvonom toionso ol n rmr-lior iitnk liquid wasie 
rou-tJ to’cflso porma Issued . . . 


-9002010246 Ins? Ropis 50 250/09 52 A !.0 ?r.1/00 52 on C91202.: 
noted Malof oroas mspoclerl moniMiy surwoiiiniKo A mami oosorvaio 
an'fltv Illness lo' duly Iraldng S p'onl ovonlo 

BUTCHER fIC, MCELHINNEY.rr., SCHNFOLI.GA notion 2. Ole ol 
/AA 'lOnr. (.OKIA r>77.5?51f) 1)05. 


8001310516 Bospoeds !o NRC Qul.niin fit) 003. "Potoiillnl Loss ol RoquI 

. . ... n., .1... /\AAfnitAAfl Dlnril rirni-iiil-irna rJinnnArr 1 a ... 


WarPn Ouitno ncilud'-ig Opoinilnna." Oianl oftiwil-jnia cliaonod to a 


FAS^ A w.li bo compinlod A Implomontod 0003 1 !> 

3 SnG. JH Plo-Tcla Powof A Llnlil Cn ii0/0i/2;i Oocumoni 


§^uwnt*^nitOl OosM 3pp S2407 50O-fi2-lO7 202. 


6001230126 NRC Inlo Nol eo 00 005, •Tnlor-.SysUirii Dlschatno Ol Roa 
Svc list onci 

ROSSI CE Division ol Onomtionol Evonls Asuimsrr.ont (PosI 07041 
Ccnsol’ dated Ed sen Co. of Now York, Inc. 1 0 1 (ip !i?!'3.5: 1 25-52535 22; 


9001290176 NRC Inlo Nctico 90-000. Potonltnl lor Loss oi ShnlOown Cr 
Low Roaclor Coolnnl Lovula." Svc l-sl oncI 

ROSSI CE 0. vision ol Opomlionol EvonlS AsskssiikiiiI (Poai 07041 
CorseWatod Edson Co. of Now Yotk, Iriu. lOlpi) 521>’.«> ii2f) 52636 (2‘ 


9002020202 flospond** lo DoliCloncloa (lO-POD IO.Ii!) 203 13,00 203-14, 
203-16.80 203-10, 60 203-20 A 00-203 23 nolrirl In Insp Hoplu 60-250 
251/09-2O3.Co'rocl.vO nclions: (•omnillntonl lo viinly compononl doslgi 
rrada. 

HARRISKN Florida POiVOf A L’OMI Co 90/01/29 Dneumpnt Coniro! 
mam Co.H/Ol Desk) 17pp 62502,032-&26l)2 040 

9001240190 NRC in'o Nouco 90 007, "Now Inin rii Insii'nllon MntI f 
Dabns Blockage o< PWn Comninmont .Sumps ” !>vo i.si nncl. 
nOSSI.CE. Divis'on Ol Opnrailonnl KvonlB AiiiioHsinuiil (Pnsi 0204' 
Co.'isc'ideiod Ed son of Now YoiK, Inc 00pp. 526:1$ 2211-52535:920. 


9001260020 SuppI 2 10 NRC Inlo N'oUcu (10 023, ‘'I'oltinMal lor Qna □ 
Pumps During LOCA,” Svc list end 

ROSSt.CE D.vit’on <H OputaMonal F.vonlH AHmiitmint JPo91 0204 
ConscWaied Ed son Co. of Now Ynik, Inc Obiip, 52533 ;i2l)-52534;062 


0002130210 Fohvords Imp RupiS 50-250/00 411 A 5(1251/00-40 On 8 
nonce ol violation. 

G’B50N.A F. Region 2. Ole of ino Di.'OCloi. OU/OI/31. (lOLOdl.-nO.JM 
A Light Co 5pp 52047:250-52047,201. 

-9002130216 Noilco Of vioini'on Irom Insp nn DO 11)30-1 li/.Violndon r 
Daoiams SOlO-T-E 4501, Shoot 1 A 4SI0,ShOul 2 cnninlnnil iiiioia. 
Oi6^N,Ar. neg,on 2. Ole oMhn DiioMoi 00/01/31. Ip, 52ft47’2fj5-'j 

-9002130217 insp Rnpls 50-250/(10-40 A 50 251/00 411 on (101030-1 
noted Me|oi aioae inspoctod coneciNo acfuno m imiiinneu it> NI1C 1/ 
Ropis 50-250/68-21 A 50-251/60.32 on GDI 12(1-12(0 in ngsnflfimon' 
OIRARD.E, HALlSTROy,Q, OLAKE.J. Ronnn 2. Oli; Ol tho D-iO( 
36pp. 52647 256 620-12201. 


9001260196 NRC Info Noheo 90-000, ‘'Kr-D5 Hacnnle Troni lOocayOd 
end 

ROSSI, C E. Division ol OpoiollunnI Evonta Aesoaemuni (Poul 0204 
Consol dalod Edison Co. ol Now York, Inc 72pp 5251)3: in0 C2503:25( 

9001290102 Supp) 1 to NRC Into Noiico Oft-030. "Tmoni (lock Two Sio( 
Va'vo Solpolni Drill UpJnio." Svc liai end. 

ROSSl.Cl, Division ol Oporailonoi Evonia Assobamoni (Real 0704 
ConaoWated Edtswt Co. of New Yotk, Irtc. Tttpp. & 20 f.fl.? 3 n- 5255 tV. 31 ; 

9001300424 NRC Inlo Noilco 90 000, "Exiondod Inlunm Sloingo ol I 
vrasie by Fuol Cvdo A Malls Uconsoos '' Svc list nncl. 

CUNNINGHAM, R E Division ol Industrinl A Modicel Nucloor Snioty 
90/02/05. ConsoTdeiod Edison Co. of Now Yoik, Inc lODpp. 62503 

9002130028 Forwards rosponso to violations nolorl In Insp Hopla 50 2 
251/e9 5l.H08ponso wiihheld (tol 10CrH2./00 (n)(3)). 

GOLDDERG.J.H. Florida Power A Lighi Co. 00/02/02. Documont 
(Documem Cpntiol Desk) Ip, 52620.045 .52020:045 


Q. tnapectlon rtporu. l£ Bunetins A correspondence 

9001300498 Advises Uui draft fnai repi for doseoui cl lE Bu-lein 78 as 
MflviNrln^r Biaiebre 84-02.80-06 A 87-002 teawter^” 

“ o* adrm.slste.«, on 891 106 

SI nm 

-90020^4 Earn 50-250/OL-e9-03 on 891l0fr4M m, iin-. c 
2. Oh: 01 Oe^uT^OUia 115« 

HARRiS.K N FtondapZr 8 89/1^ rforr.?^*" 

OtrectOf 37po 626l33t«.6Kt3^V CASTO.C Re^on 2. Ofc Of (A 


R. Paitottio operating leporle A teialed correapondonco 

I^OAlhly operating ropta for Jon 1000 lor Turkey Point I 

iWvZ^^ Wl. 

Florida Power A Lighl Co. 00/01/31. I 


«. neponaoie occurrences, LERa A related corroapondonco 


9002120044 Discusses dosign dollcloncy ol Wostinnhouso safety ln| 
used el Point Beach Unit f.Wostinohousa idonniiod olhor planla usi 
potential leso'utiona noted In stoted ends. 
Kh'ision ol Saloty Programs (Post 670413) 00/02/0 
.on ol Oporational Events Aasossmont (Poet 070411) lOpp 52( 


900112, liquid ollluonl process rodi 
cnannei la, led A chart recorder read oll-scalo high.Cnusod by lock 
processor A timoi card replacod.V 
K?^?.nVP ^ N Florida Powor A Until Co. 60/02/0 


V. Operator Examlnallona 

6003090084 Forwa'ils E«a^ Hepi 50-2&0/OL’dO 03 Ot oxoms S'.lm rii<>tcto(j cn 801 106- 
09 lor Units 3 & 4. 

PEE0I.es, T A. Ren'on 2. Ole ol tho Cirocior. 90/01/19. GOLDHFnGJ-ll F'onda 
Power&LgmCo 2pp 52613 1&/-5F613-313 

-6002090094 Exam Ropl 60-250/01.-09 03 on 091 1 00-09 lor U»>.»s 3 S 4 Exam 
rosulis live radiation oliicors S three aon or radinticn oliicers ptiasod oxaro 
MOOnWAN.J.M., CASTO.CA. Roy on 2. Ofc Of tho DirO'-iar. 90/01/19 IlSpp. 
52813 199-52613 313 

-9002150059 Forwards tocoinmondal.ons for rovis'r.g sovon axom Quuslicrts & answers 
basod on review follow ng 691 tOD loacior A senior rcecior operntoi icor^ ng exam 
HARniS.KN. Florida Powor & t.igtil Co. 89/11/16 CASTO.C Rogon ?. Ole ol lUo 
Oroctor 37pp 52613 314-6261 3 351 


DOCKET 50-261 TURKEY POINT PLANT. UNIT 4 


F. Security, medical, omorgency A fire proloction plana 

0002060021 Forwards sumrrary of 90010Q moot rig at slu ro plerii status, oporauonal 
events, malnl Iraln ng A socu,'iiy iriilialivos Mooting bcnel c-el & p.-ovrloj belici iircfei- 
siand'nn ol Issues 

G6NETER,S.D. Region 2, Clo of IMo Dirnolor. 60/01/23 GQLUBERG.JM Flor.tia 
Power A Light Co. I05pp 52626.1 45 52026 249 


Q. Adiudlcatory correepondonco 

9002080126 Roquosi lo' hoai ng & potihon for loavo to ,ntGrvenci re proposod Iconso 
amend for Turkey PotnI.Un.ts 3 & 4 ' Ferwards TJ Saporiro rocrocsl for Aearrrg & ro- 
laiod documents, (or apprupnaie ucilan. 

CHILK.SJ Ollico of Ihe Socroiary ol llio Ccmmlaslon *100 0/55 00/01/22. 
COTTER. B P- Alom.c Soloty and Llcor'sm.g Qoard Panel 3pp. 62537 233-5V537 297- 

-9002080132 Roquost (nr hna'.ng & putitlon for loevn lo Intorvor-.o * Rot)ui>sts l>catin(l 
on NRC cons'dorolion ot i.consoe pinposed amends lo Imonsos 
SAPORITO.T.J Nuclear L'ncroy Accou'doljililv Projoni 60/ 1 2/27. Ollico ol tho Secio- 
tary ol Ibo Comfrlsslnri. 7pp 52537:236-52537.242. 

-9002080140 Liconsoo onewor In opp»s4'On to roquosi lor hea'.ng & po' ton let leave 
to Inlervono* Nuclear Energy Accnunlobility Prc|or.i A TJ SuporKo 891227 poUfoo 
does not domonstraio steml ng in (niarvono W/Ceriiiicnto ol Sve 
FHANT2.SP. riorldfl Powor A llglil Co PHANT7.S.P. Nowman A Hoi|jt>oot. 00/0 W 
10 Commissioners. 32pp 52537 243-52537 274. 

-9002080143 Siaiomont lot pennlss.on lo ropiusoni.* Ferwards siatumeni item A 
WolnVIe. 

SAPORITO.T.J, Nuclear Energy Accountabi'ity Pioloci. 90/01/08 CHILK.SJ. OlHco of 
iho Secretary ol ilm Coinrniss'on i p 52G37 27S'52!i37;270 

-6002080147 SlalomonI Icr purirlss.on lo represunt* Advisos that author voVmianly 
g.von NuCtoer Energy AccoirrtloblUty ProjcKl a TJ Saponlo lo rep/asorM «>- 

larosis In ptocooding. 

WEINKLB.A. Adi'lallon Not Ass gnnri 00/01/03, ip. 62537 27fi-52537.2VO. 

-9002080160 NRC Stall rosponso lo roquosi (or Itoarinu A po«'-on for loavo lo inlor* 
vena of Nucloar Energy AccouniAhi'iiy Projoct A TJ Beponio* Poution ehoutd Do 
denied on basis of nof mooiing iOCr(l2.7i4 roquirornents W/Coriftcaio of Sve 
JEHLE.P. Assistant General Counsel lor Hearings A Enforcement. OO/O1/16. Commis- 
sioners. tOpg. C2&3/'277*52537.29S. 

-9002080164 Stalemeni lor perrr.iaslon to roprosoni.’ Forwards JW Ediesen sialoi^oni. 
SAPOniTO.T J. Nucloor Energy Accountability Pro|oct 00/01/12 CHILK.SJ. OHeco of 
Iho Socroiary of tho Contmlsa'on Ip. 62537:260-52537.207. 

-9002080166 Slato-itcnt lor ixirm.iss'en to roprosnrn ’ Adv.sos that outlier volunlaiiiy 
given Nuclear Energy AccouniadiHly Prolooi A TJ Snperlio pormsslon to tep'oseni In 
lorosis In proceeding. 

EDELSON,JW. Alliiral;on Nol Assigned. 80/01/07. ip. 62537:207-52537297. 

9002080012 Estob'lshmonl ol ASLQ 10 proside in procood'ng * Board v^li bo cornprisod 
ol PB Bloch, cha rman &GC Andorson & EQ Johnson, memUoroCorlilicolo ol Sve 
end. Served on 900201. 

COT7FR.O.P Alom'c Safely anrJ llcertsing Board Parol //lOO 9756. 99/01/24. 3pp. 
52539:091-52639.093- 

6002010090 Assignment ol ASLAG.' CN Kohl wi'l Do chairman A TS Moor® £ HA 
Wiibor.mombers W/Cortil.cato ol Svc.Sorvod on 000126. 

HAGINS.E.E. Alomic Sslely and Ucens,ng Appeal Panel. #100 9732. 90/01/25 3pp- 
52445:318-52445320. 

9002010046 Adv,so3 that author assigned os chSTman A TS Moore A HA 
Wifor members to ASLA8 for Feense amend procood rg. R&aiad carrospondence. 
KOHL.C.N, Atomic Sefoiy and Licensing Appeal Panel. #180 9733. 90/01/25. Aiormc 
Safety and Licensing Appeal Panel, ip. 52445:220-68445:220 

9002010016 NRC olliciel houre.* Advises ol hours persons in procood ng moy reach 
ASLAB.W/Certificaie ol Svc.Sorvod on 8001 20. 

HAGINS.E.E Atomic Saloty and Licensing Appeal Panel. #190 8737. 90/01/26. 
Office of tho General Counsel (Post 06Q7O1J. 3pp 62445:322-62446:324. 

9002010137 Notice of eppeai * Appeals Board 660i(0 g'ani.'ng of fconseo tnoflot^ tor 
summary disposition A oismlssal ol ptocooding.W/ Cortiflcofo ol Sve. 

LORION.J. Center lor Nuclear Rosponsibllity. LORION.J. Lotion, J. #190 0760. 80/ 
01/29. Atomic Safety ond Licensing Appeal Panel. 2pp. 52444;O09-52444:1OO. 


9002080042 f'ciwerrls I consuu flinond appllcallons in proreodmgs.for rovlow.W/o ends. 
JEHLE P Assrttanl Gonoral Co.inscl lor Hearings A Enlo'COmnnf. //100 0701 . 00/02/ 
05 BLOCH.PB. JOiiNSON.E.B, ANDFRSO.N.GC Atomic Saloty and Ucensng 
DoordPrinol Ip 525.30 090 52530 030 

9002080093 Mo'iu''fln(i'.,'n A o'dor (p.'ohoanng rcnforunce.i I ng schoduie) * Suggests 
pehtioncr add'css atgumunis rriadu by eppicani A NRC t^iihe' by fiing oosiian or 
through tobultal fegni argi.rr.nni o.' botn.WrCoriil.cciin of Sve Served on 600206 
BLOCH.PB. Atomic Salcry nn.-j L'ccnsrig floo'd Panel. *190 9797. 00/02/05. OlfCB 
Of the Genoral Counsel fPect 860701 ). Op|i 5?530 002-52530 C '0 

6002160077 {tinvmd uppr>a-<incos,WohO'’t nn ccnfo.'onco) * Puhi c i mitad appear- 

ance sossJai Will bo co-du-riocl on 9Cfi3?3 at US Dsinct Courthouse In 
Mronii.FL.Ce-KIcolO of SwC onci Se-vod on 000313 

□lOCH.PB Atonic Safoiy and Liconsing Beard Panel *100 0033 9O/O2/C0. Dpp 
S26G6 3U2-52GCC 304 

900222002$ Moicrt (O' nxiotisian o' lime * Requests oxionsiQn of t mo to 600320 to hie 
ccnionrxMis A emur'UnU po‘ ‘ q-i duo to eiiihor prnt respens ni'.ilos In addition to res- 
priysenling Nj.-.'ear Ennryy AccountehlMy Pro|ecl W/Cert,' caio of Svc. 

SAPOniTO.T J. N..fluaf Fncrqy Accouniel: l-ty Prc|oc1 // 160 0007. 90/02/00. Alomic 
Sfltoryar'd I'ccrrsirg fi,n<if<} Panr-I 4pp. 52C.97 138-527X17 14 1. 

0002l6flf04 Order.* Corse itlatos U Snpnn'o A Njclniir Cno'Qy Accountab I Cy Proloct 
A Ctr tor Nuclear Ruspciisitu pty appeals from fiae'd 000116 momorandurn A order In 
ftiioresi of Judh'ial eccr.on'.y.VV/Cort ' caio ol Svr Served on 000212. 

TCMPKiNS.QA. Alomic Safe’./ nnri Llcnnslrig Appeal Panel *190 9032. 90/02/12. 
Conlor for NiX'lo.ir flospon? h Illy 4p(> 52600 050 62606053 

900222001)6 Chan^o to svc list Flo' da f’owor S Lipl'.i Co ' Boqjosis that ma' ing ad- 
dross on SVC list lor Drccccrii''(i for Ji.dgo EB Johnson bo changod as 
ISlOd.Cerlilicato nl Svc urci. Snrvcil cn 000213. 

MinOOWJ Aten'ic Safety and Lhonslng Board Pono! *I60 9882 60/02/12. 
JllHAff.t DoclioHnn A Se-'vicos Branch 2pi> 52537 004 52537:095. 

8902220091 Olteis tisloil nllcrr.Btvu sctiiidiilo >ri nrJer for parlies lo respond to petition- 
ois arnended pr<l<l«iii p'icr tn 9003211 prnhoaring conlercnco.TJ Vlgl' A MF Reis 
900212 neiicee of epponrancii A Coililicaie of Svc end 

FRANfZ.SP Florida Pcwitr A l.'nhl Co FRANTZ, SP Newnsn A l-lolblrtger. #190 
l»Oil6 60/02/12 ULOCM.f'B, ANiJERSON.O C . JOHNSON, E.B. Atomc Sa'oty and 
I ‘consiog Ooairl Parol 7pp. 52d37:?fl4 52637 2 lU. 

9002220003 M.einorarxfum A O'cor (uxl&.nsion nl uir.oV’ Uronls TJ Sapor>1o A Nuclear 
Ereroy Actcr rihili Ry fYcICCl 000238 ruquost <or eduns nn of I mo unlll 000301 to Olo 
emended Loi.ilocs A ccnicniions.W/Ceriiiicitlu Of Svc So.'vod on 000216. 

□LOCM.pTi. Alomc Sofuty and Llconslnij Board Panel fflOO 9802 90702/13. Nucle- 
ar Energy A<c<v.tniBb'lily Proiuct. 4pp 52u37 200 52837:203 


H. Qenoiol corrospondanco 

8001290027 fluspa-ds fo OOf I3fl Itr rn nonst-'.iuiU JW Er'olson concern w/ poor per- 
iprmoren ct uKi.salely of iHClruou A omb'itllernont uf roactor vnssole.F.mbnlt'orrent 
not cutror>iiy satoty prot-IOTi at luc’liHos SALP ropia oncI 

TAYLOn.J.M Ole of the Fxiicui-va Diructcr lor Operations UO/Ol/22. GRAHAM, 6. 
Sonata npp 02453 i /s 52453 224, 

-9001290030 Forwards cons' lucnl JW Edolecn 891 10R request lor support In lorclng 
Shutdown ol inc’t 1 ns bucpjso ol saluiy vlqiaiions.ilin should bo forced to raplaee ro- 
actor vessels derranod try ra(l.aiion 

GRAHAM.n Senaln OQ/n/jn. KAMMERER.C. NRC • rjo 0oia.lcd Allilotlon Given. 
4pp 62483221-52463 224. 

9081300097 Rospontis lo 001205 hr lorwarcJing consMucnt jw Eddlson Q91 108 Itr role- 
■I’.g concotns to sufoiy of piar,i A rottuoslfcg suppnrt for ploni shutdown. Iniprovoments 
noted In (>‘ant ooulpmani.iiconsuo niut A enginriot.r.g prograrr-s 
TAYlOn.J.M. Ore ol Iho FtCfulivo Director Ic-r Opurot.ohs OO/Ot/22. FABCELLDB. 
Houso Of nop 6pp 624119 142 62480:11)7. 

”9001300107 Forwards conshijoni JW Eilolscn 1101108 Hr oxpiuss'nn concerns to plant 
opoiaton A roriurrati'ig ccngtossionai support to lorco p'ant shutdown duo 10 safety 
wlallons Rospersat} roquested. 

FASCELI.O.U. House ot Hop 09/12/05 BACH, CL. Congrossionot Atfairs. 2pp. 
52489 l 88-5248<) 107 

9801300482 Responds to 091220 potilKin loq.iusiirig lhat NRC immodiatoly rnvosligRto 
toot cause ol roconl tnps.lriipnso csca'aiod cinl ponulty A iTiaod ololy torrafnaio OLs 
It investigBion reveals >nps ccu'd have buiin provoniod Riiquosis denlod. 

MUniEY.T.E Ollico of Nuclear Reacinr Rogu'aiion. Director (Post 070411). 90/01/ 
23. SAPORITO.T J. Nuclear Energy Accounioliilliy PfO|eci 0pp. 52490. 073-52490:005. 

—9091300487 Forwards TJ Saporito 801229 cant on roquosi ng NRC seftons, inelvding 
lliat NRC Invnod eiely mvos'igate A doteimino root cause ol roacior bins on or about 
891225 et pfonl.Orafi Itr ol ACk A brail FR rioilco also oncl.W/o adoi stolerl oncis. 
GOLOBFRQ.J.R Enlorcoment Binnch Qt)/0i/l 1. MunLEY.T.E Ollico of Njc'.ear Ro- 
acior Regulation, Director (Post 8/041 1 ). 2pp. 62400. 002-52490 003. 

-8081300489 Roquosis NRO acuons.lnclimirg immcd.aie Invosllgai.on ot recent trips oi 
ptsnl to deicrrrino root ceuso of events A Imposition ol oscalatod civil pona'ty ,n trips 
due lo poor tno'nt praciicoa or incorrect opo'aiions.por iocr^n2.2Qe A 2. 

SAPOFI1TO.T J. Nuclear Eno-qy Accountabrity Proloci 89/ 12/29. Ofc of Iho Executive 
Director lor Operations 2pp. 62490:004-52400,005 

9002230086 Responds lo 091219 hr to Conniessman H Johnston rois.ng concerns r< 
prant oporotion NRC moniioriii(i plant doso/y based on pasf poor parformance-Lalos 
SAIP tnd.catosp'ani opmato-t w/miprovad lovol ol porformanco.W/o SALP ropt. 
MURtEY.T.E Oltico of NuciQBf Reoclor Hogulailon, Dirocior (Post 070411). 00/02. 
13. CAPnON,K. Alii'iationNot Ass'tjncrt Jpp 52701:100 52701:119. 


uuuivbfku irbMS 


— &OO223OO60 Rospofids fo 691229 Ur to Congrossfran H Johnston la^smg concd'ns n 
pieii operoljo.n MRC rrionitonng p’sni ciosot* based oft pasi poor perlomancs Latest 
SALP ndicatas p'aiit operel&cl w/.mprovod level of periormanco W/o SALP rapt 
W jni.6V.TE OU so oi Nucleer Poactor Regj’aion. Director tPcst S704||| 90r0?/ 
13. STOLLER.S. Afl'ia'JCn Net Assiflretl 2pp 52701:109-52701 1 10 


-9002230072 Rospcnds to B91220 III to Cortgressman H Johris'on raising concerns le 
P Ari operai.pn NRC morv.ofing p!aM clpsel-/ based on past poor pattoxrancoLalesi 
SAlP iftd cates p'ani operated *v/improve<J fevol cl pcrlorrraneo.W7o SAIP repi 
WL'PLEV.T E. O’lce of Nuclear Reactor Pegijla'ion. Drecto.' iPoat 6704i») 00702/ 
13 OtnNSTEIN.A AM nation Noi Assigned 4pp. 52701 1 1 1-52701:114. 


-9002230076 Fof«sa.-ds co.nsliuenis A Beirsie n.S Slu ier & K Capron Itia ralsira con- 
cern r^iart operation & safety Respoise roatJOS'ad 

JOIiNSTON.H. Houso of flop 90/01/08. CA.PH.K Co.-nrrlssionera 5pp. 52701:115- 
&2701 - 119 . 


P. Opereilng license at&ge dociiments ti correapondenee 

9002090021 TomerOs auTmaiy of 900V09 meeang at s.te re plant steUrs, oporaiioral 
Owenia.fiifiini training & socui ty iniiiatives. Weatra be.nelicial 8 provided Mner nnoor- 
starvinaol Iss jea 

EBNETEHSO. Regon 2. 01c ol the Orecior ao/Ot,'23 QOLCBEftGJ.H F-’orida 
Power & Lleht Co. ICSpo 62S26 145-52626 349 

9002050077 Inlorms o' p'ans io apply ASWe Code Ca« N 366 «l f■ar^•s to afow cerefi- 
cat on period Io bo ertenced lo S yrs.Pev to inservico Insp prograrTis wi; includo use 
of code case 

ACOSTA.n J, Florida Power & Ught Co 60/01/24 Oocurrent Ccnifol Branch fOocu- 
mom Coftbo' Desh). Ip. 52542 001-52542.001 


9002090074 Forwards response lo Generic Lir 59 13. ' Sve Water Sys ProWems AUecl- 
mo Stilely Relaled Erji; pmort. " fiecorr-mandabonol aarplmg of wafer & subsiraia lot 
as'aiic crams not app 'cabio due to manno envron 

fiOLUB6nG.JH Ffcmda Power & Ughi Co 60/01/30 Oocumer.t Conitol Qioncn 
(nocumeni Control Oeaiih 7pp, 52520 in -52626 il7 

900I2600S1 Generic Lir 90-02 to all LWR .'<008008 8 appl.cants re eter/iairuo roguno- 
monls 'cr luel assorrbiios in design lesiLcea tecLon ol t«h Specs Svc 'si eftti 

Associaio DireciPt for Projects (Post a?0-nti. 60/0?/0i Conso'idai- 
od Ed sen Co of No* York. Inc. 39pp. 52637 095-52537 C93 ' 

9002160299 Applicaton lor eftionds lo Ucansos 063-31 4 OPflJl.reptacloa soool-c 
composiiion i.st w/more gonorai sialSTonl dofrc-ng compovticn e-* comparw nuc'Mt 
fAvlew board 8 apocifying reou sie level ol loehnical ioporaiionafonponise 
GOlOaEBaj.H piondA Power 8 Uahi Co 90/02/07. Oocurter.i Centro* Btanch 
iDociitneniComrof Ooak). 6pp 52675.120-52678:229 

-9002160340 Proposed Tech Specs lo funcion 4 composreon of cotKpar.y nucioer 
fQVlQW b 06 'd ’ 

• Florida Pewe- 8 l.lgl-.l Co 90/02/07. 3pp 52676 226 52075 223 

approach, rroiHodoogy 8 scnsdjie fci address-no Genetic Itr 
nSuPe'd iftclidu^charifcr*^ Oaserbed^n 9910H .l,.iccep«b'e.R«: sisouid be 

li9»S^'?pV*’2?2.V2??2l;4^^ OOL08eRO.J.H. F«dda Power 8 


9001230175 NRC Info Notice 00 006, "Potenilol tor Loss of Shutdown Omi.-m'amib 
L ow Reactor Coo'am levefs." Sve Hsl end. 

HOSSl.C.E- Division of Operational Evenla Assessment (Post 0704 Ml 60/01.79 
Conso'idalod Edison Co of New York, Inc. lOlpp 52535 025-52535:124 


S092Q70202 Responds lo Deficiencies 09-2O3-1O.OO 2O3-13, 00-203-14. 89-20) i$‘> 
203-I6.a9-203-I8, 89-203-20 & 89 203-23 noted In Insp Ropis 50-256/69 203 i 5C- 
251/89 203. Corrective actions: comm iment lo verify comportonl cfoslnn ro<]i.jo.-ncrO 
made. 

HAFIRIS.K.N. Florida Power & Ughi Co. 90/01/29. Documonl Co.ntioi Grerch {[k;..v 
ment Conirol Desk). 17pp. 62507 032-52597:046 


9001340190 NRC inlo Nonce 90 007, "Now Into ro Insulation Mnll Pcitonr'iva 4 
Oetols S'PcKage ol P'lMR Conialnmeni Sumps '■ Sve list end 
ROSSl.C.E. Division ol Operational Events Assessment (Post 070411) M.'3|/30 
Coflso'idalad Edison Co ol New YoiW, inc 99pp. 52535:228-52535.320 

9091260029 Suppi 2 lo NRC inlo Noilce BB-023, ■Poieniiai tor One Bint'M ol i-Pii 
PO-mps During LOCA " Sve l.'sl end 

flOSSi.CE- Dr/lsioft ol Operational Evoma Assossmom (Poal 670411) OC'Ol.";* 
Censdldaletf Edison Co of New York, inc. gSpp. 62533.329-52534 002 

9002130210 Forwards Insp Repta 50-250/09-48 & 50-251/89.40 on 801030 111/ 1 
notice of violaiiott 

GieSON.AF RBgK>n 2. Dfc of the Direcloi. 00/01/31. GOLDBEnO J ft 1 lends Pti>*er 
SLigMCo 6pp. 52647:250.52647.29l. 


-^3130216 Notice of violation (com fnsp on B0t030-lM7.Vlolailon nL»'.ol(VK»-jrsj 
5’a^nms S6l0-T £-450l.Shaol i & 45lO,Shaoi 2 comalnod errors. 

GifiSON.AF. Region 2. Ofc ol the Director, 90/01/31. Ip. 52S47. 255 52847:2*5 


-9002130217 Insp Rapts eO-25O/8e.40 & 50-251/Q0..t0 on 601030-111/. Wi'svvM 
nolodMs)or aroas inspecled:corTocUve actions In response lo NRC Main Toar\ rap 
R6jpi3 5D»2S0/88*^i & 5O*26l/fi0«32 on 601126*1216 ro ossodsntoni CO? rrilr ven*! 
GlflARO.E.. HALLSTROM.Q., BLAKE.j Region 2. Ofc of Ihp D.iocipr. OO'Cl/l) 
30PP 6294 7 2 56-5264 7 291 


9901260195 NRC fnlo NoUca 00-008, "Kr-85 Hazards From Doenvod ruol. ' Src Isl 
end. ’ 

ROSSl.C.E. Division ol Oporaiionfll Evenia Aesessnient (Post 0704 HI, 90/02r0i 
Consolirtftled Edison Co. ol New York, Inc. 77op. 62583:100-52503:250 


9W12TO102 Suppi 1 10 NRC Inlo Nonce 88-030, "Target Rock Two-sieno Sfl'ory/djUH 
Veivo Soipoini D/ltt Updaio” $vc iial onci 

nOSSi.CB DMs'on el Operational Evonis Aaaoaamoni (Poat 070411) 90'02.‘07 
ConsWnJaieiJedieonCo. 0l New Ye/k, inc. 70pp, 62656:230-52660;3r/. 

W01000424 NRC Info Nonce 9O-OO0. "£«lendeo interim Siereno ol Low level lieo 
weete tyr Fuel Cycle 5 Mails Licanspes." Sve nai end 

Ifidusinei 8 Medical Nuclear Safety (Poai fl?07«: 
90/02/05. CohsoHdeiW Edisorr Co. ol New Yotk, Inc. 108pp, 625M;»r>7'62S641>y 

leiwinse lo vidavona nolod in map Ropis 50-2h0/00 51 4 «v 
261/89-51 Response withheld (ref iOCFR2.7eo (8)(3)1 

GOLMenO J-H, Fionda Powoi & Ltahi Co. 00/02/07. OocumoiM Conliol {ll^•»:•^ 
(Oocumeni Control Desk) ip. 62626 045-52828.045 


0. inspeeilon reperie, lE BuliaCina A correspondence 


900130048B Advi^ses that Orafi final repi lor e'eseoul ol IS eu.iei.r* 79 23 loond 

e«-f2.60.06 A 87-002 reassigned ee Lsiod 
NRC-05-85-157 90/01/17. 

LOFY.R.A. PARAMETER, tnc 3pp. 52513 256 SSSIO ieS. 


toMJr/w V* ExamRepi 50-25fl/OL.e9-03 ol etams Bdmn.s»ered on 991106- 


-9002090094 E»am Reel 5a^250/OL-89-03 on 83110608 for Uotte 3 8 4 Eirem 
^ 'Bdiaiion otneors passed exam 

62^^313^’^^'’ ® ° Oireewr 90/01/19 1I5pp 52813.199- 


quesl©ns 8 answers 

2^®nnic k twiow ng 691186 reactor A sen, or reactor opersior bcervs.ng exam 


*°no!?ceciftol^n^‘*^ 50 250/89-52 A 50-281/09 62 cr. e61202 - 22 & 

QOLG8F.flGJH. F,«d. ft*,., 


-^2010245 Notice ol vtoiai-on t/om irsp on a91202-22.Vk)ialion8 noted; Igutd ralaeae 
RcYES.L A Region 2, Ofc of the Director 90/01/22. 2pp. 52515 076-52515078 


-90M010246 Insp Repts 50250/89-52 A 50 261/89 62 on 891202-22 VIolailans 

safat.Hmsro?duyK ^ °»>«'valio,«.ct«,ai)onal 

w7o?/22"'l^&.^S2S.‘-5'(^felt69^^^^^ 2. Ofc o. the Diracip,. 


0OO131O516 ReSM/id3 id NRC SulleUrt 89 003. "Poieni-aJ Loss ol Required Shutdown 
Mar^n Dunng Reluollng Opwations" Plant proceduree changed lo^dresa t»erf 
FAST A win be compleled A Implemented by 900316 

GOLDBERG JH Fferida Power & Lighl Co. 90/01/23. Document Control BraiKh 
(Oocomeni Conirol Desk). 0pp. 52497 .260-524B7. 262. 


9001230126 NRC Into Mctice 60-095, ' inter-Syslem Dscharge ol Reader CootanL” 
dVC I SI 

ROSSl.C.E Orvisirin of Operational Evonis Assessir«iM (Post 870411V BO/OW2& 
Consolldaled Edison Co of New York, (nc. lOipp. 62535;125-52536;227 ^ 


B. Perledlp epareitog repem A related cotfsepondenca 


WotMhly opeiatmg lepis tor jan 1990 lot Turltoy Rolnl Unis 3 8*/*' 

v002 1 4 III 


• HARRIS, K.N. FiorWa Power A Ughi Co. 00/01/31. Dpi. 62716 ?95r 

303 . 


8. Reportable occurrancei, LERi A related correspondence 


9002120944 Discuseos dtoion beTic'ency of v/esllnghouao safety injoction block bwicI 
wso(5 el Poini Boacn Un-t f.Weatinghouse Identified olher planta using eirncnr swiicho 
ilconseoB of polenilal lesotollons nolotJ In aieiod ends. 

- Onrislon of Safety Programs (Post 870413) 90/02/02. ROSSI CG. Or/ 

«on Ol Operahortal Events Assessmenl (Posi 670411) lopp 52827090 520?/.iM 


V. Operator EKSrnlnatloni 


5°'260/OL-89-03 of exams admlnlstorod on 00 HOD- 


Olrecior. 90/0f/ie. GOLOBERQ.J.M. Florkja 
Power A light Co. 2pp. 62ei3-.l07-62613:3i3. 


60-260/OL-69 03 on 891106-09 lor Unila 3 8 4. E.a 
f f®'>'a’'on officere passed Okarn. 

5^3 1M^52613 3'l3^^°‘^'^' 0.'ector. 90/01/19. Il6p 


Forwards recommendations lor revising seven oxam quosllona 8 onswo 
haboiaTc 891106 reactor A senior reactot opetaior kcotvelng o.er 

DSo7pp.'^a:K26^3'^.^^ 


DOCKET 60.254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 


NSEP-EOF-l. "Managet of Emergency Operations " 
CARSON.fl.T. Commonweaim Edison Co. 89/12/10. 23pp 52B69:163-52669;185. 


® "Prolective Measures Director." 

uAHbON.R. Commonwealth Edison Co. 69/12/19. 14po. 62569:051-52669.004. 


DOCKETED ITEMS 


9001300205 Advises lhal 091232 Fleu 22 lo physical security plan cons'Stont w/p'ov.* 
slons o( i0CFR50.64(p) & accopiabio. 

GREQER.L R nepipn 3, Ole of tne Olrecior. 90/01/04. KOVACH.T j Ccremonweaiih 
Ed son Co 2pp 62490 29 7-52400 290. 

9001310824 Rev 4 to EPiP OEP 400 S3, "Site Evacuation Chocklai." 

’ Co.'nn-onyveailh Ed'SOn Co 90/01/14 ilpp 52409. 130 52490 149 

9002010107 Revised omergancy procedurea.consistii'.g of Rev 3 to QEP 125-0. "Admin* 
isirat-vQ 0 recior" & Rev 3 to OEP 1 25-83, '’Adm.r.isliatiuo 0 rector Genera' Emergen- 
cy C/iocklisi." 

• Commonwealth Ed son Co 90/01/14 7pp. 52512 353-52512.360 

9002120020 Revised EPiPa.Includ.ng Rev 3 to OEP 400-T3 & Rov B lo OAP 1100-TS 

• Commonwoaim Edison Co 90/01/22. 3pp S2«l7.3t 1-52617 313. 

9002120022 Rovised procedures. inciud-ng Rev 5 lo CEP 600 0 & Rov 3 lo OEP 60O-S7. 
' Commonwealth Edison Co 00/01/25. 5pp. 52630:356-52630:360. 

9002150089 Revised EPiPs, including Rov 3 lo EQ-10 & Rev 6 to EG-2.>Ai/siii ovets'te 
maps. 

' Commonwealth Edison Co 90/02/02. 2lpp. 62666 051-52666.071. 


K. Ullllty Final Safety Analysis Report (F8AR] 6 amends 

9001290214 Revs 6 & 6 to updaiQd FSAR lor Qund Cit-os SteUon.Un.is t & 2W/ 
900116 lirs. 

5TOLS.R. Commonwealth Edison Co. 90/01/16 226pp. 52466 156-62467:105 


P. Operating license stage documenis & correspondence 

9002160066 ACK receipt of u(i1 691027 rosponso lo Gonoric Cir 68-2Q. "IrwividuQl Plant 
Exams " NRC wu! document accoplabillty ol ut I plan & schedule m 691201 Hr 
SHEMANSKI.PC. Piolect Diroctoreto llI-2 69/11/24. KOVAOi.Td. Commonwoallh 
Edison Co Opp 52660:012-52669.019. 

9001300241 Forwards ravised ''Ellocls ol Postulaied DC Power Foiluros on ECCS Avail- 
ability Oued-Ciues Umi i." Conclusions laior evaiuetod to be appicabiA to oihot 
uniia Repi rovisod lo better define review process employed in original ertaiysis 
8 iLA0y,J.a Commonwoallh Edison Co, 90/01/22. MUnLEY.T.E. Office of Nuclear 
Reactor Regulation. Olieciot (Post 070411). 2po S240i :265'52492:320 

>9001300246 Revised "Effcpis ol Posiuiatod DC Power Fa lures on ECCS Ave-iabti ly 
Quad Duos Unii t." 

' Saigoni & Lundy, Inc. 89/04/10. 400pp. 52491:267-52402 329. 

9002060369 Fonva/ds raaponso to OonoiK Lt/ 89- >3 ro a$$u'ar>;o ifiai uM svc water 
eye in compliance w/iOuFR50,App A,QOC 44.45 & 46 6 App O.Socnon xi. 
niCHTER.M H. Commonwaallh Edison Co. 00/01/29 Ooeumoni Control Oranch (Ooc* 
umoni Control Oosk). 5Spp. 62655.315-52550:009 

0002090145 idonlilios schoduisr change for completion of corroci.vo actions ossoctoiod 
w/tfuman Enginonring Ooliclencles 150,187 & 489 to oscuichoon p'aios for control 
sw.ichos which need roplacomonl.Piatos will bo ropiacod during outagoa. 

STOlS.R. Commonwoallh Edison Co. 90/01/30. UURLEY.r.E. Cffico or Nucient Ro- 
sclor Rogulation, OIroclor (Post 07041 1). ip. 52500.052-52509 052 

9001290051 QenoriC Lir 00 02 lo all LWR licensoos & applicants lO aitornat-vo ruqui'o- 
monis lor fuel essombllos in des gn foaiures section of Tech Spccs.Svc list onci 
PARTLOW.d.O Associate Director fur Pro|ocis (Post Q70411). 99/02/01. Consotidai- 
ed F.dlson Co. ol Now York, Inc 36pp 52537 055-52037 003. 

9002070036 Accopts ui:l 891030 responsi) 10 Gonoric Ltr 00-16 re Iniuniron lo irtsteli 
hardened wotwell vent at plan! by 030101, por QWR Owners Group dus’grt cr>ioria lo 
be ^proved by NRC. 

ROSs,TM. Pro‘,oc) Oirocloraie Iti t, 90/02/01. KOVACH, TJ. CommonwoB'ih Erf-son 
Co. 4pp. 62626 024-52028.027. 

0002220282 Forwards "Reactor Conlalnmanl Bldg Int^raiod Look Rato Tosl.Oiied 
Ciires Nuclear Power Siallori.Un/t 1,681 1 14- iS." Next Typo A test scfiedbfad for Fail 
1900. 

BAX.R.L. Commonwealth Edison Co. 00/02/06. MURlEY.T.E. Ollrc© of Mucloar Ro- 
actor Rogulation, Director (Post 670411). ip. 62666:297-52667 016 

-9002220285 "Reactor Comalnmonl Bldg inlogralocl Leak Rato Tosi.Quod Oi-os Nuefa- 
ar Power Stat.on Unit 1 ,801 1 14-16.” 

* Commonwealth Edison Co. 60/02/00. 6lpp. 52666 260 52667 010. 

9002220170 Advises that 661201 Rov 67 lo QA Top'cal Ropi CE-t-A conssieru w/pro- 
visions ol tOCFRSO.App B & accopleblo. 

WRIGIIT.GC Region 3. 0(c ol the Director. 00/02/12 REED.C. Commormroallh 
Edison Co- 2pp. 62679:21O-52670 211. 


0. Inspection reports, IE Bulletins & correspondence 

9002020094 Responds lo NRC B9112Q ltr ro vlo'allons noted In insp Rrspls 50-254/69- 
17 S 60-2e5/Q9-l7.Correcllve actiona Procedure NSWP E-Ol, "Electrical Cable Instal- 
lation fnsp," will be revlsod lo enhance human facior aspaci. 

KOVACH.T.j, Commonwealth Edison Co. 00/01/16 DAVIS.AB. Regon3, Ofcol Ihe 
Dirocior. 14pp. 52626:068-52526:081. 

9001300498 Advises thel draft l<nai ropl lor closeout of IE Butlotin 79-23 found 
accoptablo.Laad engineers lor IE Bultalins 64 02.80-06 & 87-002 roassignod as lAtod. 
BERLINGER,CH. Generic Communications Oranch. NRC-06-B5-157. 90/01/17. 
LOFY.R.A PARAMETER. Inc. 3Rp. 52513 256-52513:260. 

9001230126 NRC Info Nollco 90-005, "Inler-Syslom Discharge ol Roscfor Coolant” 
Svc list oncl. 

ROSSI.CE Division of Operational Events Asseaamont (Post 870411) OO/Ot/20. 
Consolidated Edison Co. ol New York, Inc. lOIpp 52535'.l2&-52535:227. 

9001230175 NRC Info Notice 80-006, "Poieniial for Loss of Shutdowrv Cooing Whfe at 


9001240190 NRC Into Not Co 90 C07, "Now Into ro Insula: on Mail Porlo-manco & 
Debris Blockago of PWR Conie'n-r.cnt Samps " Svc i st enci. 

ROSSl.CE Division ol Operational Evonis Assessment (Post 070411) 90/01/30 
Conso'idaied Edison Co of New York. Inc. 99pp 52535 228 52535 320. 

00012S0020 Suppf 2 10 NRC Info NoiiCO 00 023, ' Poicniisi Icr Gas Bind sg ol HP3I 
Rumps Oufl*g L^A." Svc list erci. 

ROSSl.CE. Division ol Cperat-onai Events Assessment (Post 070411) 00/01/31 
Cortaoiclaied fid sen Co of Now York, inc. 95pp. 52513 329 52534 C62. 

9001260198 NRC Info Notico 00-008. "Kr-OS Heznips From Decayed Fiio'" Svc 1st 

erxi. 

ROSSl.CE Dv.son Ol Cporatonal Events Assessment (Post 67041 1) 93/02/01 
ConsclKlaied Ed.son Co of Now Yerx, inc. 77cp. 52583.160 52681:250 

9001260102 SuppI 1 to NRC In'o Ncl'co 88-030, "Ta-gel Rock Two Siago So'ety/Ro'iol 
Valvo Seipolnl Drill Upitato." Svo Msl end. 

nOSSi.Ct O.vlsJon of Opo’auonai Evonis Assnssmoif (Post 0704 11) 00/02/02. 
Cansotidatod Edison Co. of Now York, inc TRpp 52556 238 52556 3 1 7 

900S309424 NRC Into Noico 90-006. "Exlu'idod intotim Stoiago nl Low Lovei Rad 
wasto by Fuel Cycio 6 Malls i iconsoos ’ Svc > si oncl 

CUNNINGMAM.R E OviS'on Ol Industrial & Mod.cal Nuc'uai Sa'eiy (Post 870729) 
00/02/05. ConscI dated Ed.Son Co ot Now York, inc I06pp 52583 25/-52584 C04. 

9002160027 CcnNrrr.s p'ans discussod bolwoon R Sio's & D Jonos to t.avu mcoii''g at 
pleni on 900222 lo prosont initial SALP 8 lopl 

(aREGNMAN.E.O. Rouion . 1 , Cic pt iho Diecici 60/02/06 REED.C Commpnwoalln 
BiASCW Co 2pp 52669 030 52669 D40 

9002130164 Paniat rosponr.o lo FOIA rcgiinst App N & 0 docu-Tinnis nveiablo in 
PDR /wpO documents oncl. App P documonls wilhhoiil (rot FCIA Evonuii.o-n 5). 
QntMS'-EY.OH CMson of Ffoodom ol fnfcrmalion A Pi.bliciii'cr’s Sorvens C^dSi 
000203) 90/02/08. PEPRERMAN.D.R U'ed'ui S doll ns Cpp 52595’ 1 56 52595:239 

-8607270182 Racuosts that eppicpnaia P'oicri managr)! conmnl kfeniitied utl A pip- 
vKfo info re purchase oi C’lcuit hroakors t'om suspect comps'les. 

MAnHtwS.OO. P/ciect Oitncforaio 11-3. on/07/ili BUTi,En,vvn. Prelect Ditodoraio 
12 55pp S259S3I6-52595 344 


R. Periodic operating reports & related correependenco 

9002220223 i-'onvatds list.rrn ol chongos.lpsls & axpnrimstus con'ololod du'ing Jan 
I900.lnck)dir>g iioma compTotod In iBoO Interlocks insial.oci on rofiml budge lucT hsn 
dl-ng mochirto lo piovo.ni loKr'g holsi whi'n lioisi loodod 

nO0EY.n A ComrT-onwPtiiih Edison Co 69/02/02. Otticu ol N.icioar Roacior Hegulo- 
lion. Ocncior (Rost 670411). 12|>f>. 52895 202-52685.303. 


V. Operator Examlnafione 

9002090007 Adv sos Ol lucopt Ot accmdiiat cn rt’.''QwBl by INPO in Snpl 1089 Ici oiiQi- 
aio' /OQuakbcaao') irarm/ig pro(;/am,pcr Oo.’iciic ltr 8/ 0/ rcguro-mpnla & inlo/ms lliet 
programs dovolopod using sysloinalic appiooch in train i-.g. 

STOLS.R. Comnionwioalih Edison Co OO/Ot '22. DAVIS.A Q. Rngion 3, 01c ol it'O Di- 
rector. ip 52615.073-62016 073. 


DOCKET 60-265 PALISADES NUCLEAR PLANT 


F. Security, medical, emorgancy & tire proloctlon plans 

9001300103 Forwards Sefoty insp Rapt 50-255/09-31 on 001 1 l>t'f226.No viulal-otis 
nolerl 

AXELSON.WI. Hoglon 3. Die of l»o D-raclor. 90/01/ 12 HOFFMAN.D P Consumo's 
Power Co. 2pp. 52460 250-52400.261. 

-9001300100 Insp RepI 50-255/60-31 on 091114 1225No violatons noted Mujer 
o'eoa inspocicd:pianl oporailons.malnt.su'voii'ar.co, socurity.repcitablo 
evonts.buneH-is & info not'cos. 

eUROESS.Q.L. Region 3. Cfc ol tho Dirocior OO/Oi/l i lOpp 52400:252-52400 26i. 

9002060373 Rov 2 lo EPIP El- 1 5 2,AllBch'nonl 2, ' Quonerly Commun.coiiona Teal Tp'.o- 
pherto Numbor Vorifcaiiohs." 

• Consumars Power Co. 60/01/26. 4pp. 52550 346-52550 340. 

9002090377 Rev 2 to EPIP El-15.2,Attachm.ent 1, "Monthly Common cotons Test " 

* Ckwisumofs Powar Co. 00/01/26. 2pp 52550.O32-52559 033. 

9002169051 Rov & approval summary of Rov to Socfon 9, "Silo Emergency Plan." 

* Consumers Power Co. 80/01/29. 2pp. 52656 208-S2656 209. 

9002120106 Forwards addi Info ro NRC Bu.lotln 78-15, por NRC 891003 roQuosl.Roconl 
rev ol su’veiilonce procodures used to vonly pump & drwor oporabi'ity ailached 
FRISCh.R.R. Consumers Power Co. 90/0t/30 Documotl Control Brnnch (Oocumoni 
CorrtrolOosk) 25pp. 52624:108-52624 201. 

—0002120112 "F.re Weior Pumps" 

PHILIIPS.L.T Consumora Power Co. 89/05/30. I7pp. 52624 223-52624 239 

—9002120113 "Firo Suppross'on Water Sys Funct.onal Tost & Pump Capacity. " 
IVALtS.CS. Consumers Power Co. 90/02/15 62pp. 5262-l;240-62fl2'1;20I. 

9002230461 Rov & approval summary to Rov 5 to El-11. ''Ooterrninaiion of Extoni ol 
Cora Oemago." tehocting peiiod o review. 

• Consumers Power Co. 90/02/05 2pp. 52702 340-527O2’34O. 

9002220210 Forwards Physical Socutity insp Rept 50 255/90-04 on 000122-26 No vio- 


ijui/tvci cu i i ervid 


-9002220216 Physical Soccufy Ihsp Repi 50-255'90 0<l Oh 900l22-28No vlalaifotis 
noied Ma;of areas mspociodviiai c-oa bamers, access ccniroi perscoooi.pachagos & 
vo''kJes ft'aim slat.ons coTn-uiica’. cos & powo; suppiy.iosiicg & ms nl 
KNICELYJR CREED jR flog on 3, Ole cMho Director 60/02/07 app 52689-133- 
52669 139. 


P. Opeietlng license siege documenis i correspondence 

9002088165 Forwards p'am approach lo i.eonsing o1 ros'hjclurod Toch Spots 8/a|or 
oflort undertaken to develop approach which NflC & uli Cin comparo presenl & pro- 
posed requ ron'eni9.5''ow doloiions ao.I.lions 4 |j9tily ciHeronces 
KUEWINJL Consumers Power Co 90/01/26 Oocurrani Co-ntrol Bia-tcft lOocumont 
CohirolDesM hflpp 5259^1 053 5359< 050. 

0002120116 Responds 10 Go-iosc LI' 69 13. Svc Wald Sys Prob'emsAHecHrQ Saloty- 
Ro'aied Equipmoni " Ponod c predoiermined activity control will be inneiod to tapoci 
svc water purrp Intake bay lor moicJ ng each rotuoiing ouiaqe by divers 
BEflflV.K W. Cor'sumers Power Co 90/01/29. Oocurr.ont Corvltol Stench (Oocumenl 
Control Desk) lipp 52617 256 52617 266 

9001290051 Generic Li' 90-02 to el' LWfl Icenseos & e^i-canis ro eitetna’.ve roqoi'e- 
fnehis lor fuo' assemb' es m design loatures seci.o'i o* Tech Specs Svc I si end 
PARTLOW.J.G. Assoraie Oirocio' for Prelects (Post fl?0-llt). 90/02/01. Consol del- 
ed Ert son Co Ol How York, lt\c 39pp 52637 055 52637 093 

9002220316 Sum-nary o! 90012^ meotir.g w/uhl & Libo.Ty Technology in Criando.FL le 
NflC analysis Ol POnv 4 t'oek valve losis List of aiiendoos & data p’ots ond. 

OE AGA7IO.AV.' PfO,oclCioctora;on-i 90/02109. ThOMA,J.O Projotl Deotioiaie 
III-1 3?pp 52676 200 52676 240 

9002230142 Provdes lutihcr i/ifo re opo'ablity deicrrr-naMon of potted connectors as 
roquestod -n 900206 letcon Selected luses n moio.’-operaled vfllvo control circuis wit 
bo replaced flosponse lo NRC quosho-hs on sub' eccl 

BEflHY K W. Censumets Powor Co 00/02/16 Documeni Control Bra'-cli (Doo.moni 
Cot^itolOasM 20pp 52702 107-52702 126 


Q. Inspection reporta, IE Bulletins & correspondence 

9001380103 Forwards Salary Insp flopi S0 255/63'31 Oh 89t114-1226No viciaUons 
rated 

AXEL50NWI. Region 3, QIC oHhQ Uiioctar 90/0l/t2 HOFEMAN.OP Consumers 
Powor Co 2pp 52490 250 52'I90'261. 

-90Q13Q0109 Insp flop! S0'255/e9'3l on 69’ ’ 14-1226 No v.otations noted. Ma^or 
atoaa inspatvad p'-ani op«8''Ons,tT.aihVsurvei'iaflca. tpecunty.tqportabia 
ovenis buTotms & ln‘o noi-cas 

nU'nGEiSS.BL Hog cn 3, Ole of the O-recto-' 93/0l/it. iCpp. 52480252-52490261. 

6001380496 Artv-sos lhal drall Inal repi tor closaout or lE Buronn 79-23 loiind 
aceapiabip Luad anci''-oorR tot lE Quiietcns 64-02 60-06 4 67-002 raass^nad as iisiod 
BEnUNGEfl.CH Sanone Commun cations Branch NflC-OS-65 157. eo/Oi/l?. 
lOFV.H.A PARAWETEfl, Inc. 3p0 52513260-62513 250 

0001900126 Fo-'^vard8 Fnlorcamom Ccnloro-nce flopi SO 265/90-02 on OCOlOOro vio'd- 
I ons naiod .n insp fleet 50-266/89 24. 

miller, HJ flag'oft 3, Ole cl iha Oi«i''i. 90/01/22 HOffMAN.OP Conv/mors 
PewO'Co 2pp 52473 210 62473 262 

-9001380140 Enlorcameni ConlarencP Raoi 6O 2SS/0O O2 on OOOtOO Major srens 
'nspucluO appa/o-nl ylo'ations o! ICiCPflSO.App B. Ciiie.'ra m.V i Xvi ra p-p>ng 4 fxpe 
support aci.vltias. 

LIU.VV.C, GAVULA.J.A, OANiEl SON.O.H. flogion 3, Olc Ol (ha Ouacior. 00/01/18 
22pp. S2473 241-52473-2e2. 

9001310199 Responds to Open Main 1 ro diilorancas in pidcci scope 4 previous uhl 
Submittals on p'ani conligu-al'cn conirol projecl.por Insp Rapt 50-255/99 ?l into on 
ie'ailonst,ip beewoen dcs on basts docuroonls & sys design ciemoni ot\ct 
BEflflV.K.VV. Consume-'s Power Co. SO/Ol/23. Document Coti/oI Biaoch (Oocumom 
Conirol Desk) epp. 52493.068-52498 093 

9001310535 flospords to vlolalona nolod In insp Repi 50-255/89-27 Cortoc1-vo 
actions raviow ol inlagraied Ivsk rate testing 4 local leak rate tasting program wH be 
COmpToiOd by 990601. 

GERRY, K W. Consumers Power Co. 90/01/24 Oocumenl Conirol Branch (Documont 
Control Desk), epp. 52497:263 52407:270. 

9001230126 NRC Info Notice 90-005, ‘‘iniai System 0,scha'oe ol Roaclot Coolani" 
Svc lisi Orel. 

ROSSI, CE Division ol Opcrai-onsi Events Assoss.ront (Post 670411). 90/01/29. 
Conscl'daied Edison Co ol New Yoik, Inc lOIpp 52535.125 52535:227. 

9001230175 NRC Info Notice 00 008, "Poionhal toi Loss of Shuidowrt Cookng Whie al 
Low Roacior Coolani Love's. ” Svc llsi end. 

ROSSI, CE. Division Ol OporsLonal Events Assossrrar.t (Post 870411) 90/01/29. 
Consolidated Edison Co ol Now York. Inc tOIpp 52535.025 52535:124. 

9002120116 Responds loQenori: Lit 69 13, "Svc Waior Sys Problems Allecimg Ssloly- 
Relaled Equ pmeni." Period c predetermined activity control will be Inltlafod to Inspect 
v/c water i-Make bay (or blolouUng each (efncluyg outKe by chveis. 

BERRV.K.W. Consumors Power Co. 60/01/29 Oocumerit donirol Rrench (OocumonI 
Conirol Desk) Hpp 52617:256-52617:265. 

9901348190 NRC In'o Nolico 90-007, "New Into lo Insutailon Man Pertormanco 4 
Dobrie Blockage ol PWfl Contalnmom Sumps ’’ Svc I st end. 

ROSSi.C.r 0-vision ol OperaUnal Events Assossmo-'ii (Post 870411) 90/01/33 
Consolidated Edison Co. of New York, Inc. 99pp. 52535 228-52635 329. 

9002120106 Forwards addi Info le NRC B'.il<elin 76-i5.por NRC 891003 reguesi Reconi 
rev of surveillance procoduios used to vonfy pump 4 driver oporeb l (y altoched. 
FRlSCH.R.R. Cohsumere Power Co 90/OWio Qocomeni Conirol Branch IDoccmohl 
Control Desk) 25pp. 52624:196-62624:291. 

-90021201 12 ‘firo Wator Pumps-" 

PHlLLtPS.L.T. Consumers Power Co 89/05/30. 17pp. 52624:223.52624 239. 

-9002120113 "Fire Suppression Water Sys Furclione' Test A Pump Capacity" 
WALLS.C.S, Consumers Power Co. 89/02/15. 62pp. 52624 240-52624:291. 


90012S0020 2 10 NRG Into Notice 08 023. ' Roinnilal tor Ges 0i.''r..ng ol I'-PSt 

Pumps During LOCA " Svc li-ii enci 

ROSSI.CE Dhr^son of Operalionol Events Assessmoni (Post 670411) 90/01/31 
Ccnso'Klaied Ed son Co o' Now York. inc. 05pp 52533 329-52534.062 

9001260198 NRC In/o Notice 90 009, "Kr-85 Hazards From Oocnyod Fuel." S/C I SI 
end 

ROSSI.CE Orvision ol Oporaional Events Assossmoni iPqsl 870411). 90/02/01. 
Can$<yu8(dd Edison Cat of Now York, inc 77pp. 52583 180 52503 256 

9002080338 Responds to NRC Pi.iloi-n 09 003, "Poiontial loss of Roquitod Shutdown 
Margin Ounng Helu-eling Oppraiicns " Prior to 1 909 toluol r,|| cuiago npp! cab's proce- 
dures vwl: be rovisod & im n ng w.ll bo comoloicd 

BERRY KW Cor.sumeis Power Co 99/Oz/OI. Oocumoni Control Dianch (OcrCU'noni 
Cantrol Dosk) 2pp S26C9 26l-f>2C09 262 

900l290i02 Suppi 1 lo NRC ir.io Not CO 08-030, "Targoi Rock Two-Siago Saiety/Reiioi 
Va've Solpoini Dnfi Updaio " Svc l.st or.ci. 

ROSSl.Ct. Division ol Oporat'O.nai Evonis Assossmoni (Post 670411) 90/02/02 
Consol'idalod Edison Co ol New York. Inc 70cp 52556 230 52556.317 

9001300424 NRC Info Notice 90 009, "ExtonJod Intonm Stnroge ol i.ow Level Rad 
waste by Fuel Cycle & Mails L censens.'’ Svc list end. 

CUNNINQMAM.R.E Division ol Indiisirial & Medical Nuc'oar Solely (Post 670729) 
90/02/05 Ccnsolldated Edison Co ol Now York. Inp lOUpp 52503 257 52664:004 

9002220210 Forwards Physical Security Insp Rept 50-255/90 04 on <)00i22-2BNo vo- 
laiions noted 

GREGEH.LR Region 3. Olc ol the Oiraciot 03/02/07. HOFFMAN, OP Consumota 
Poworra 2pp 52669 134-52689 139 

-9002220216 Physical Spcurily Insp Repi 50-255/00-04 on 6001?2'20No vs'atO-ns 
noted Ma|or a'eas mspecioci v.ial area baniois. access romrol nbrsonnei packegos & 
veMcies.e'arm siaiions.commun cations 4 power sunply.iost trg & maini 
Kt4lC£LY.jn CREED JH. Regron 3, Otc of the Ortor.ioi 90/02/07. 4pp 52683 136- 
52669 139. 

9002130194 Partial tosponso lo FOlA request App N & O ilccumonis ovailab'o In 
POR App 0 docurnenig pncl App P dncumonis withhold (tof FOlA ExempNcn 5). 
GRiMSlEY.OH D-visicn Ol Froodo-m of inlcimoiion & RublicBbons Services (Post 
690205) 00/02/09. PePPERMAN.D R. Blochnr & Collins. 8pp 52505;156-52605 239 

-0807270162 Roquosis lhal appropnelu project managoi contact Ideniiliod util 4 pro 
vide into re puicriaso ol dcuit breskors from suspucl cprnpanios 
MATThEWS.OO P/OIOCI Dvocloraio 11-3. 00/0//1D. DUTl.ER.wn. Projoci Dlrocioroto 
1-2 55pp 52505 3 16 5?L 75 344 

9002220132 Submils addi mio lo dunfy & doso issue ro Violation 355/08022 01 con- 
cerning ihadeguate quet-t/ vunHaiton rosu'iiriu in misplugocid dbloclrve lubo p'ugs. 
JOhnsON.B.O Cotrsurrers Power Co 90/02/09 Documont Control Branch (Docu- 
fflOniConiteZ Desk). 2pp 52803 018-52683-019. 


R Periodic operaling repoNs 4 related corroepondence 


9002098281 Forwards mtnihly trond gropii ropt lor 1983, consisting ol saloty Sletuo por- 
lorrhanco Lndicaiora lor Hl'Si, auxiliary looiiwaior.LPSi & eve waioi aya- 
dOHNSON.O O Cr^umois Power Co. 90/01/30. Documont Conliul D'Orxh (Oocu- 
•hoMCo-MtolOeSk) 4pp 52590 320 52599 323 

9002230530 MoniMy oporai ng ropt tor Jan 1090 lor Palisndos Nudoo' Piehi.W/900209 
Hr 

MLYNAREK.MG, OORALSKI.G Consumers Pownr Co- 90/01/31. 7pp. 527I624Q- 
627(6252 


S. Reportable occunoncoe. LERe & related correspondence 

9002239093 LER 90-001 -90 on BOOlOO.roectoi monually Mlppr.i] Inllowing loss ot s'l 
main loodwator How whon main teodwater pump A inppod.Poss bly caused by bumod- 
out solenotd In dump vaNo Governor oil piossuie w.ll be monitoicu.W/000208 Itr. 
KOZUP.es. JOHNSON.B.O. ConsumorS Powor Co. 90/02/08. 4pp 62713043- 
52713.046 


DOCKET 60-269 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, eniergencv & lire protection plane 


9001300211 Rov 6 lo EMlP-1, "Emcrnoncy Plan Classification Logic " W/9001c2 hr. 
RA'/.M.J. Tonnessoo Valley Aulhonty. 90/01/22. 26pp. 62466 128-53466 165. 

9002070069 Ack rece.pl Of 900109 Itr iransmiHing revised pages lor socurlty porsonno: 
training & quelilicalion plan lor plants Ag'eomeni w/dotermlriaiion that plan riqos not 
contain ealf^uaids into noted. 

WILSON.OA Assfaiani Dlroclot lor inspocHcn PrMrams. WILSON, □. A Reg on 3. Olc 
of iho Oiroctor. 90/01/35. KINGSLEY ,OD. Tonnosseo Veley Aulhonty. 4pp. 
92590 276-52598:279. 

9002220660 Corrected Pego 1 to EPIP Indox did 9001 19.W/0C0205 Itr. 

RAY.M.J. Tennossoe VoTloy Authority. 00/02/05. 4pp. 63696:132-52696 135. 

9002220462 Forwards eupplemanial saloty ovalualion ro conlormanco lo Reg Guide 
l.97.flev 3 re omorgancy response capablhty.BWR Owners Group position on routron 
flux moniioring rojectod. Util must install Instrumentation por Category I critoria 
BLACK.S.C. Assistant Director foi Projects. 90/02/08. KlNGSLEY.0.0. Tennessee 
Veesy Authority. 3pp. 52696:139-52696:181. 

-9002230484 Suppiomenlai oalaty evaluation on util coniotmance to Rov 3 to Reg 
Guide 1.97 re emergency response capabll ty.Faci'ity design acceptable except lor 
yatlabiss lot core spray How. LPCl l-'ow.RHR sys How & HX outlet lemp. 

* NRC • No Detailed Affiliation Glvon. 90/02/08. 4pp. 52696:i48-53696:i0i. 



DOCKETED ITEMS 


H. General correapondonce 

9002010197 Rcquesis NRC approval 10 d.sconlir'uo torma' noMiCAion of (Harmnnoni 
changes io o/gao'?a! o:i & permoronr ropiacomnnt oi sen o' mamswa 
RAYMJ Toonessoo Voloy Aotnor ty 90/01/24. Oocunioni f.onircl Eltancii (Do<'u- 
rr.oni Ccnirol Desk) 2pp 52:41 203 MS'l l 204. 


P, Operating licenee atago documenta & corrospondenco 

90020S0413 Summary cl 0001 1 1 mooimo w/iiiil In Rockv lln.MO to diaruas sialus of In- 
leg'e'ion pi ongnoonng assurancu into Nucloar OA pro.ip.List Of ailoiirloos & ul4 
hanricuis end 

GEARS, GE. TVA Pro.ocis Opvision 90/01/19 TUA Prninris Div^kion 29np 
52540.270 62546 311 

-9002060007 "Peviow of Intoyraiion of f r'.ginooririij As<iurenco Fitnriio'is Info Nuclbpc 
QA Nudoar Engirtper r t| & Njcina' l.tcrsnsiny & flfigiilulofy AflaIrs.Piitl I." 

MULLEE.GH Terr-,ossoo Volley Aiilt-.ority. n n0 04 NPS 00/10/31 I3pp 52548 209- 
52548 31 1 

9001310169 Advises o! slgnlicrinl deviation to correciivo iiction plan tor CortCLiwo 
Action Tracking Oocumonl 30100 NPS U1 10 oataClis'i nialitl spoclahsi posi'-on to 
hannie & resolve jiosel gonoraior co.ncoms & upgrade mo rti progtoni 
RAYMJ Tennossoo Valley Aulhonty 90/01/24 Dorinionl Contio' Branch (Oocu- 
moniCo.niro' Desk) 3pp 52503 202-52503 204 

9002010125 Discusses iiti, Q01U30 response Io Gonnrlc Lir QII-IO to ittblHllaMon of haitl 
oned wchvcil vertl NRC w:'l not proceed w/hacklil analysis fO' p'ani based on util 
co/nm’mani lo Install leguis io moils 

BLACK, S. Ass-elanl D, rector for Ptclecia 00/01/24 KINGSLEY.O.D Tonnossoo 
Vol oy A-Jlnority. 3pp 52532 C81 52532.083 

9002060210 Responds 10 Genorir. Llr QfM3 to svc wafer sys problems anoclii-,g -leiety 
related oguipmenl Program Io perform period c Insps ol Intake airuciii'u w4i bo 
developed Browns Forty rospensu entendod 30 days pur discussion w/G Goara 
RAY,MJ TonnossQQ Vnluy Authority 00/OI/2G Oocumohl Gcnlio) Branch (Docu- 
mom Control Deaf) 20pp. 52584:2(13-52564 300. 

9002060159 Forwards util responso to Gonor,c Llr 06- 13 ro Svc wain' sys iimbloms al- 
feeling safoty to'niod equ pmnni Icr Suriutiyah 8 Walls Bar Itucfoat Plants Rosiioitso 
lor B.'owns F^arry ontonderfnO days. List of conimltmu-'Us also unr.l. 

RAY,MJ Tonnflssee Valley Auii'-Oiuy. 00/01/20 Documont Cboitoi Brni-ch (Oocu- 
monl Cemroi Desk) 2 Cfp S36P4 226 52594 245 

9002060119 Ack tecolPI ol 030103 Hr certifying iinpion’.ontaiinii of liitM^ss ict-duiy pro 
gram mcokr'g I0CFR26 roquruinunts. Rcovoluatiori of handling Ot projnrnary poanivo 
lost lost (osulta roquusted. 

0LACK,SC Assistant Diroclor lor FroloClS 00/01/20. KlNOSlCv.OO. Tormmoo 
Valloy Autlicrity. 4pp 52550 257-53550.200, 

6001390051 GonorlC Llr 00 02 to Q" LWR Icohboos 8 apjii cauls to niiotnaiivo (iH|iiiro 
rr.enls for fuel essorr.blios in dosign (oaiurns siir.linn at roclt Specs Sve ■ si end. 
PARTlOWiJG. AssuclQlo Oirnclor lor Rruiocie (Post 070411) 00/02/01 Consoldot- 
etf Ed.son Co ol New York, Inc. 30|»p. 52637 0')6-h263/ 693 

9002320463 Forwards Supplomonlal safety uvalitanon re cortlonnnncv lo Rog Gukto 
l.97.Hev 0 /a pmo'goncy /usponav CPpiilMty Bwn Owno/a G/m»p //os iN>n on rovt’on 
Ilux men toting rc|ecied Ulii tr.u9i Inslan Inairumoniallan per Cotobory i c/itniia. 
BLACK.3C Assisiani Uiraclor Inr Ptojocis 60/02/08 KiNOSCtY.OO. Tornossoo 
Valley Aiittioniy. 3pp 52090. 130-52808.161 

-9002320464 Supplerr.o.nipi salniy uvaljnlun on util cunforniancu lo Gov 3 in Rug 
Guido 1 07 re omeigoncy rosponso capnb:liiy Faciiily das'gn accepiabiu pucepi lor 
variables for coru spray How, LPCl f'Ow.RHR sys flow 8 MX OiillOt io/np 
' NRC- No Oofaliod Afli'ioi-rjn Given 00/02/08 4pp. 52G08'M8-528llG 101. 


O. Inapecllon reports, IE Bulletins A correapandonco 

9001300496 Advises that draft final ropi far cinsotnil of IE BnlluUn 79-23 loumf 
acooptabio.LoBd eng noors for IG Oui'eiins 84-02,80 06 S 07-00? lOBSs-gnmf os l-sCod 
BERLINGER.CH Gono.'ic Communications Branch NnC-05-B5-157. 60/01/17. 
LOFY.R.A. PARAMETER, Inc 3pp. 53513 366-53513:268. 

9001300142 Forwards Insp Repis 50-250/00-53.50-260/66-53 & r>0-206/06'53 o-n 
661115-1210 & notices of violoHon & dovlatlnn. 

WILSON, BA AsS'Slani Dliuclor for Inspection Progrqnis 60/01/18 KINGSI-EY.OO. 
To.nnossee Valley Aulhonty. 3pp 62476 056-52475 070 

-9001300146 Nolicu of vio'alion from Insp un 061 1 16-1216 Viofntions noicd.ainim nol 
edoquaioly acted upon by coniiol room porsontiul whon water fovel In Unit 2 spent 
fuel storage pool ovediowod into .unii'aliun sys on 801202 

WILSON.B.A. Assistant Director lo' Inspection Programs. 60/01/16 3pp. 52475050- 
62475 C61. 

-9001300161 Notice of deviation from insp on 001115-1218 Duv-airon nofed.lalure lo 
submit special rept lo NRC on liconsoo roviowe of inliiai ng cond flons 
WILSON.B.A. Ass'siant Director for inspocilon Programs 60/01/18 Ip. 52475062- 
52476:002. 

-9001300165 Insp Ropis 50 259/69-53.50-280/69-53 & 50-296/66-53 on 8911I&- 
1216 Violations & deviations noted. Ma;or areas inspociod.auivalllanco 

obsen/aiions. licensed power Indicalion.molnt observation 8 re.start test program 
CARPENTER.D.n., PAHERSON.CA Hoglon 2, Ole of the O reclo.'. 00/01/10. IBpp. 
52475 063-62475 078 

9001300164 Forwerds Insp Ropis 60-250/80-54.50-260/09-54 & 60-206/80-54 on 
801 1 15- 1218. No violations o.' riovlalions noted. 

WILSON.B.A Assistant Direclor lor Inspec on Progiams. OO/OI/IO KINGSIEV.O-D- 
Tennesseo Va'ley Authority. 2pp. 62474:334-52474 340. 

-900130016B Insp Ropis 50-250/BO-54.50-260/89-54 & 60-206/60-54 on &91115- 
1218 No violations or deviations noted Major areas in&poctecl:followup ol open Hems 
& action on previous insp find ngs. 

CARPENTEfl.O.R , PATTERSON.C A., LITTLE.W S. Region 2. Ofc of Iho Dfroctof. 90/ 
01/18 t3pp 52474 336-52474 340 


9001300438 Forwards Insp Repis 50-259/89 50.50 260/89 58 8 50-296/80-50 on 
0912I6-22 No violations or doviat ons riolod. 

WiLSON.OA Ass Slant Dtooior for (nspocton Rrocrams 60/01/19 KINGSLGV.OO. 
Ternessoe Valley Aulhonty 4pp 52499 339-524no 35? 

-9001300442 Insp Repis 5O-25O/B9-50.5O'?6(l/OO-58 8 50 288/80-58 on 091218- 
22 No viclallarrs or dOvisHcns noted Major areas Inspoclad cniilrol room oporaior & II 
censed operator roqual l.Lalion acciod tod iia rung p.'ograms. 

BRESLAU.e, KElLOGG.P Region 2, Ofc of tho Director. 90/01/10. lOpp 
52496 343-52498 352 

9001230126 NRC Inlo Notice 60 005, "liilc-r System Discliargu of RoaclOi Coolant " 
Svc 5si Olid. 

nOSSl.C.E O.viSlan el Oporehonol Events Assossmoiit (Post 070411). 00/01/29. 
CongufKfalOd Edison Co of Now Ycr«, Inc lOlpp 52535 125-62535 227. 

9001230 17S NRC Inlo Noiicu 90 005. "f’oieniiai lor Loss of Shuido-vn Cooling Wh le at 
Low Reactor Cooiani Levels." Svc Hsi oncl. 

nOSSI.CE O.vis-cri of Dporalorial E-/onis Assossmoni (Post O/D-lll) 00/01/29. 
Conso'idniod Edison Co. of New Yck, Inc lOIpp. 52535.025-52535. l?4 

9001240190 NRC Info Nsico 90 007, Now Into ro Insiilsl'On Mull Porio'mnnco & 
DnU'.s Oleckego of PWH Conla nrnoni SurT^ps " Svc i$i end 

BOSSl.CE. Oivison ol Oporat.or'a' Evemts Assossmnnt (Post 870411). 00/01/30 
Consojdaied Ediscn Co of Now Ve-k. inc 09|>p 52535.22(152535 323 

9002670425 Fonwords Insp Ropis 50-259/89 57,50 280/09-S7 « 50-298/89-57 cn 
061204-06 & notice Of vio'alion 

WIISON.BA Ass'slanl Diroclor fur Inspuchcn Progioms. 00/01/30. KINGSLEY.O.D. 
Teriroasoe Vaffey AuilKM-iy 3pp. 5?570 032-52570 041 

-0002070420 Notice of violailon (rent -nsp on 091204 OO.Vio'aiions noted 7 ol 27 QC- 
a-.ccpixrl pipe su^puds luiind w/doviaiicns from docir-TionidiJ rcquircmunts.includ ng 
ii-issing Slakes for lockng nut device H geps of up lo i/4 inch caused by warpago. 
WILSON.B.A. Aes'Slonl Dructor (or Inspociion Piociams. 90/01/30 2Fp. 52570.035- 
525/0036 

-9002070432 Insp RnpIS 50-259/89 57.50-260/89-57 6 50-206/60-57 on 891204- 
OOV-oiahons noted Major areas inspected pipe suppen base plaio design using con- 
C<eio utpausrou anchor bolts per IF Ou Icil’i 70-02 8 IE Bul’ulin 70-14 rn n ping 
CMOU.R C . CAnniCfl.n.P., ni AKC.J J Region 2, CIC of mo Drocior 00/01/^12. 8pp 
&2570037 r.2570044 

0002I303SI Ark (ucop! Of 000108 rosponso lo devraions noted In insp Repts 60-250/ 
li‘J-49.63-2*»0/09 49 6 60 206/89 40. UndoieiHnds ihsi ,ustil-callon lor disconilnuing 
tOiu'Al noiiliCAiioii ol son or mgi chnnges will bo sent In sopomfo r.oriespondonco. 
WILSON.BA A««(sinni Dirocior lO' inspncHon Progioms. 00/01/30 KINGSLEY, 0 0, 
TonnoSSOO Valley AdihOMiy 2pp 52646 085-52846.006 

9001250020 Su|)|)l 2 fo NRC Info Noi.CO 00 023, "Pcio.nllal ter Gos Binding of HPSI 
PurriM Oiirmn lOCA SvC JISI oncl 

ROSSi.CE Divis®.'! ol Oprrniiohni Events Assossmonl (Post 870411) 00/01/31 
Consoi-daled Ettson Co. of Now Yoik, Inc Ofipp 52533 3?0-52534'C6?. 

9001200160 NRC Info Nf>1;Co 00 008, "Ki-85 Hasaifls From Oocayod Fuel" Svc lisf 
oofi 

ROSSI.CE Q-v.Mon of Oporat-onel Evonls Assnssnuinl (Post Q704I1) 00/02/01. 
Consoikialoil Gdison Co. of Now York, Inc. 77pp. 52583:160-52503 256. 

9002090105 Forw.vds naiiro Of violation Irom NRC liivusiigst on Ropt 68015 ro accura- 
cy 6 completeness ol staicmnnts mndu by sunisr TVA oxncutivus ol 05031 1 Commis- 
sion inoeiiim.Civii punnity nol proposed since TVA has i.'nplemunioil programs. 
cnUTCHFiElO.O. AsBociato bliuctor lor Spocial Projects (Post 800101). 00/02/01. 
RUNYON.M Tennessee Valley Aulhonty 4pp 52620.036 52620.042. 

-9002090171 Notice ot vio'oiioii Irom insp on 000420 COiO.Violailons h.olQd (allure to 
inlorm Cotivnlss’on ihai Dopi ol I.Dbcr (DDL) invosiigniors blnsod agamsl TVA & all 
OOL ilocislous should bo epiioa'nd as mallor ol policy 

CRUCTMFiELO.O. D.vision ol Reactor Ptnjncls • lli.lV.V & Spodal Projocls (Post 
0/0411). 90/02/01 3PP 52828 040 52028 042 

0002120101 Corrocled Hr discussing NRC Inveailgaiion Repl 86-018 A lorws'ding noi-co 
ol violailon ro ulil handing of charges ol ha'assrrom & tntlTidaiion of four 
ompioyeos.Worn HS Sanger Bt.li utii on'pmyon.NRC would conaidor arldl ocHons. 
CnUTCHFIELO.D. Associalo D.roctor lor Special I'toiccis (Post Q9U10I). 90/02/01. 
nUNYON.M. Tofwwsuo Valloy Aulhotly. 4pp. 52616:100-52015.195 

-9002120116 Noiico of violation from invosllnoiion on 600428 0016. Violations 
noiO(t:le lure of IIS Songor (util uoncral counsoT) lo Inlorm NRC Ihet util concluded 
Uiaf Orpl ot Lnbor invosilgotors biased oga nsi mil. 

CRUTCHFIELD.D. Associalo O.rocto.' for Special Projocis (Post 090101). 90/02/01. 
3pp 62815:102-52615 105 

9002130223 Forwards Insp Ropis 50-259/80 60,60 260/89-60 A 50 296/00-60 on 
691215-0001 15 No v olailons ot deviations noted. 

WILSON.B.A Assistoni Diroclor lor Inspection Programs. 90/02/01. KINGSLEY.O.D. 
Tennessee Valley Aulh.only. 2pp. 62646 001-52646.016. 

-9002130226 Insp Repis 50-250/80 80.50-260/80 GO A 50-206/89-60 on 801215- 
9001 15 No vioiailons or doviaiians noted Major areas inspociod. surveillance 
cbsorvailon.malnt obsorvaiion.mods. opcralional seloty voriLcation A roluoling qciivI 

CAnPF.NTER.O.n , PAnEHSON,C.A , LIHLE.W.S Rogion 2. Olc Ol the Diroclor. 00/ 
01/31. 14pp. 52646.003-62646.016 

9001200102 Supp1 1 to NRC Info Not co 08 030. "Targol Rock Two-Siago Safoiy/Reliol 
Valve Soipothl Onft Updafo." Svc list oncl. 

ROSSl.C.E. Division ol Oporailonal Events Assossmonl (Post 870411) 00/02/02. 
Cor^ldatsd Edison Co. ot New York, Inc. 76pp. 52556 233-52556 3i 7. 

9002140151 Forwards Insp Kepis 50-259/89 61.50 260/89-61 A 50-296/89-61 On 
891215-9001 15. No vlo'al ons or deviations noted 

WILSON.BA. Aasiatont Diroclor for Inspection Programs. 90/02/02. KINGSLEY.OD. 
Tennasseo Vallay Authority. 2pp. 52655 181 -52656 201 



-90021-101S3 insp Repis SO-259/89 61 8 50-260/89-61 & 50 296/09 61 on 891215- 
900115 N’o vio'aiions or dev-aiions noisd Ma|o.' areas .nspecied.RCs 8 action on pre- 

CAffpENTER D??, PATTERSO-’^.C A , LirTLE.W S RegiO"' 2, Qtc Of me Oi*ec«Of 00/ 
02/01. 19pp '52655 163-52655.201. 


9001300424 NRC mfo Notice 90 009, ' Extended ln;er,fn Sicraga ol Low level Rad- 
waste by Fuel Cycle 8 Wars Ucensees " Svc list oici 

CjjsNINGHAM R E ONislon o! Indjsiiial 8 Wed cal Nuclear Safety (Post 870720). 
90/02/05 Conso'idated Edison Co. of New York, tnc tOSpp. 52583 257-52684 004. 


S- Reportable occurrencea, LERe & related correspondence 


9002020121 informs thai issuance of LEH not req^ rad re 001222 evoni ccncotnng ds- 
crepancy between SNM hislory record t fo'd insiaration location Event teportabio 
urder t0CFR70.52, lhefelOfO,no addi repis necessary. 

RAY.M.J. Tor.nesseo Ve'ley Aulhonty. 90/01/25 Document Control Branch (Oocu- 
meni Centro! Desk). 2pp 52541.207-52541:208. 


900208000! LER 09-O26-OOon 891220, ESF eduaton occurred Caused by fai'ote of 

.... ..ol .o IQ leset Fire protacion waier flew 

....-o, .,.-.-3.W/900t29 Hr. 

3'ley Autbonty 90/01/29 6pp. 52590.038- 

52590 043. 


100208000! LER 09-O26-OOon 891220, ESF eduaton 
automalic h gh-pressute fire proieciion de'uge val/o to 
stopped 8 ESF ecu pmeni returned to aiancty siaijs.Vt 
AUSTINS BYNUM JR Tennessee Va'iey Adfonty 


9002120176 Forv/a-ds LER 90 001-00 re insial'aHon cl snubbers Review ol event de- 
senbod .n ir.sp Repi 5O-259/09-27.deierm ned that event not reportable 
0YNUM.J R. Ten-.essae Va'iey Authonry. 90/01/29 Documeni Control Branch (Cocu- 
merti Conlrcl Desk) ip 52035:125-52635 129 


-9002120180 LER OOOOi-OOon 891213, approx 99 snubbers dotermnod not to have 
beon luncnonai y tested before insta'iaiion Caused by Inadequaie procedures to post- 
mod tesiinp Procedure vvii be rev.sed 

LALCR.M Tennessee Va'iey Authority. 90/01/29 <pp. 52635: t26-5263S:120. 

0002220371 Pal 21 rop! re n'Bint of Automat e Valve Corp MSIV 8/or main Sloam ret el 
valve using spanner wrench m order to avo d so'anoid va've stem damage.por 1964- 
85 charge h dosgn Wa ni Insiruckons end 

HUTCHINS T Aulomaiic Valve Corp 90/02/02 NRC • No Oeiaiod AHi'ieUon Given. 
3Bpp 52738060-52736'IQS. 


V. Operator Examinations 


9001300490 Forwards Insp RepIS 60 259/09 56.50-260/69 SS 8 50-296/89-58 on 
801 2 ie-P2.Novioletio.n9 Of deviations noted 

WiLSON.BA. Assistant Diodo-' tor Inspection Programs 90/0t/t9 kinGSlEy.OO 
Tennessee ve'loy Authority 4pp. 52496 339 52496.352. 


-9001300443 Insp ReptS 50-2S9/e9-68.90'260/e9'56 8 50-298/69 58 on 891216- 
32.No videiicns or dovisi ons noied.Meior areas ‘.nspoded:convoi 'oom ope/aior 8 t- 
censed opereior recualifica'-on accrodied tra n no programs 
BRESLAU.B Region 2, CIC of mo D.redor. 90/0l/f0. lOpo 52496343-52498.352. 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


P. Saeurlty, medical, emergency 8 fire proieeilon plana 

900130021 1 Rev 6 10 EPiP-l. "Emergency Plan Oass'f.cetlon Log-C." W/900122 Hr, 
RAY,M J Tennessee Val'ey Aulhonty. 90/01/22. 26pp. 52466. T28'&2466:i55 

9002070059 Ack receipt Ol 900109 Hr iransmittng revised pages lev secuniy personnel 
ira nlng 8 guali' canon plan lor plants Ag-eemenl w/deiorrrlnaLon inai plan does noi 
coniafn salogus'ds info noted 

WiLSON,B A Assistant D.rector lor InspecHcn Programs WILSON.8 A Region 2. Ole 
ol iho Director 90/01/25. KINGSLEY ,O.D. Tennessee VeWy Aulhonty. 4pp 
52593 276-52598 270 

9002070055 Ec.-wards Changes lo App R sale shutdown program.per agreomeni m ro 
sponso 10 NRC revlower questions re l.re watches. 

RAY,IVIJ. Tennessee Va'iey Authority. 90/01/30 Document Control Branch (Docu- 
ment Control Desk) 4pp. 52699 259 52696.262. 

9002220660 Corrected Page t to EPlP index did 6(}0ll6.W/600205!li. 
nAY,lul.J. Tennessee Valley Authonty 90/02/05. 4pp 52696: 132-52696: 135. 

9002220462 Forwards supplemental safety evalua'.on re conformance to Reg Gvdo 
1.97, Rev 3 re emergency response capebl'ity BWR Owners Group postUon on neutron 
flux monitoring re’eded Ui I must Install Insirumoniaiion per Cate^ry i enteria 
BLACK, S.C. Assistant Director lor Proleds. 90/02/08 KINGSLEY.OO Tenoessee 
Valioy Aulhonty. 3pp. 62696:139-52696 181. 

-9002220464 Supplemental salety evaluation on util ccnlormance to Rov 3 io Reg 
Guido 1.67 le emergency response capability. Fad ly design acceptable except tor 
vanebles lor core spray How, LPCI liow.RHR sys Mow 8 kix outlet te.mp. 

’ NRC ■ No Oeia'ied AIM ation Given. 90/02/06 4pp 62696:148-52696 161. 


-9002060007 "Review ol intograiion of Engineering Assurance Functions Into Nudoar 
QA Nuclear Engineering 8 Nuclear Llcens'ng 8 Rogjlatory Atlolrs.Part I " 

MULLEE G R fennossoo Valley Aulhonty. H-89-04-NPS. 69/10/31. 13pp. 52548 260- 

52546311. 

0001260041 Forwards criteria ut-llzod lor des'gn 8 installation ol CRD housing lateral 
resiraints 8 prefect app'icabiily for GE Design Spec 257HA346,pcr NRC audi re- 
quest. 

RAY.M.L Tennossoo Valloy Authority. 90/01/22. Documont Control Branch iDocu- 
rrteni Control Desk). 4pp 52468.085-52468:088. 

9001310189 Advises ol sgmlicant dovlatlon lo corroclivo action plan (or Co^IOCl^Q 
Action Tracking Documeni 30100-NPS OI to establish maint spoda'isi positicn to 
hardlo 8 fosolva diesel generator concerns 8 upgrade maini program. 

RAY.MJ. Tennossoo Va'iey AuthonN. 90/01/24. Documont Conirol Branch (Docu- 
ment Coniroi Desk) 3pp. 52503:282-52503:284. 

6002010135 Discusses ul.l 891030 response lo Generic Hr 89 16 lo instaHaticn ol herd 
ened wetwell veni.NRC will not proceed w/backfil analya's lor plant based o-n u' i 
comn'llment to Inslall requisite mods 

BLACKS Assistant Di.'ector for PfO)ocis. 90/01/24. KINGSLEY.OO Tonnosseo 
Valley Aulhonty. 3pp 52532 061-52532 083 

9003060210 Responds lo Generic Ltr 89-13 re svc waier sys problems affecting safety 
ro'aied equ pmeni Program to poflorm poriodc insps ol intake slrucicro wiii bo 
deveiopod Browns Ferry response extended 30 days. per discuss'on w/G Gears 
RAy.MJ. Tennessee Valley Authority. 00/01/26. Document Control Branch (Docu 
ment Control Desk). 20pp. 52584:282-52584:300. 

9002000159 Forwards uti' response to Generic Ltr 86-13 re svc water sys prcbloms a* 
lechng sale^-relaled equipment lor Sequoyah & Watts Bar Nucleer Pianis Response 
lor Browns Ferry extended 30 days. List of commitmenla also end. 

RAY.MJ Tnnnossae Valloy Authofity. 90/01/26 Document Control Branch (Docu 
ment Coning Desk). 20pp. 52594:226-62594-245 

9002060110 /Lck receipt ol 600103 Hr certifying Implemeniei-on of Illness lot-djty p-o- 
giem meotog iOCFn2S requirements. Reoveluation ol hand'Ing of ptellmlna-y pos.iivo 
lost tost fesuiia roquesied 

OLACK.se Assisieni Director lor Pfoiocts. 90/01/29. KINGSLEY.OO. Tennossoo 
Valley Authority 4pp. 52559 257-52659:260. 

9002060283 Summary ol 9001 18 mealing w/util in Rockville, MO 10 continue U scusaions 
on resokition ol cable installation issues. Concerns raised ro ranking methodology 
which wot^d lake credit lor cables rested at Sequoyeh.Handouts onci. 

GCaRS.QE. TVA Ptelecis Division. 00/01/29. TVA Projocis Division I5pp. 
52555 174-52555 189 

0091390051 Ootnoiic Hr 90-02 to s’,1 IWR licensees 8 aMl conls ro ollornoHvo loqulro- 
menis lor Kiel essemb’ies in design features section ol Tech Spocs.Svc list one'. 
PARTIOW.J.C A 880 CIB 10 Director lor Prolscis (Post U70411). 60/02/01, Consol dat- 
ed Edison Co. of Now York. Inc 39pp. 52837:05^52637:093. 

9003130135 Forwards plans lor resolving concorns re poianlial puHby damagv lo oleci'i- 
cal cable at lecikty.ijab'o insianai-on concerns at uui iniiialiy slommod from rov owe 
poriotmod at plant 8 included variety ol issuos.including lemm'nQ. 

RAY.Md. Tennossoo Ve’loy Authority. 00/02/05. Documeni Conirol Branch (Docu- 
ment Conved Desk). I2pp 52846 323-52646:334. 

9003160050 Noiihcation ol 000213 meeting w/ulil In RockvillO.MD to d.SCUSS itil pro 
posed lesiirtg program lor facility cables. 

GEARS.G.e. WA Piolacts Dwialon. 90/03/05. BLACK.S. Asslstanl OfoeW Icr 
Prolocis. 3pp. 52569.001-52669:003. 

9002230482 Fonvards suppiomenlal salety evaluation re conlormonco lo Rog G-jido 
l.97.nov 3 re emergency rosponso capab-lity.BWR Owners Group position on noutron 
flux monitoring roiecied. Util must install insirumoniaiion per Caiogory I criteria 
0LACK.se Assiatant Diroclor lor Prolocis. 00/02/08. KINGSLEY.O.D. Tonnosseo 
Valley /Vulhonty 3pp 52696:139-52698:181 

-9002330464 Suppiomenlal safety evaluation on util conlormanca to Rov 3 lo Rog 
Guide 1.97 re emergency response cNJBbility.Facillty design accoplablo ocopl for 
vatlablos for coro spray flow, LPCI liow.RHR sys How 8 HX oullei lomp. 

* NRC • No Detailed Aflillailon Given. 60/02/00. 4pp. 52696: 1 46-52696 1 6 1 


O. Inspection reports, IE Bulletins & correspondence 


9001300468 Advises Ihal draft linal rapt for closeout ol IE Bullolin 79-23 found 
acceplablo lead ongineers lor IE Bulletins e4-02.80-06 8 87-002 reassigned os listed. 
8ERHNGER.C.H. Goneric Communications Qranch. NnC-05-85-l67. 60/01/17. 
LOFY.R.A. PARAMETER, Inc. 3pp. 52613:256 52613:268- 

9001300142 Forwards Insp Repis 50-256/B9-53.50-2eO/89-53 8 50-296/80 53 on 
69t 1 15-1218 & notices of violation & deviation. 

'IMLSON.8.A. Assistant Director lor Inspection Programs. 90/01/18. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 52475:056-52475;O76. 


H. General correspondence 

9003010167 Requests NRC approval to disconlnue formal noi./icaion ol permanent 
changes lo organization 8 permaneni replacement of senior msnagora. 

RAY.MJ. Tennessee Valley Auihoiity. 90/01/34 Document Control Brench (Docu- 
ment Control Desk). 2pp 62541:203 52541.204 


P. Operating license stags documsnis 8 correspondence 


-9001300146 Notice ol violation from insp on 80t 1 t5-t2IB.VIolations noiod a' arm rot 
adequately acted upon by control room personnol when water lovel In Unit 2 spent 
fuel eiorego pool overflowed Into ventilation sys on 691202. 

WILS<M4,8-A. Assistant Director lor Inspection Programs. 90/01/18. 3pp. 52475:059- 
52475061 

-9001300161 Notice Of deviation from insp on 89t 1 fS-12i6.Dovlellon nolod'foilure to 
submit wacial rept lo NRC on licensee reviews of Initiating conditions. 

WILSON.BA. Assistant Director lor Inspection Programs. 90/01/10 Ip. 62475:062- 
S247S:M2. 


9002050413 Summary Of 900111 meeiitg w/uti1 in Rockvi'le.MO lo discuss status ol fn- 
legretion ol engir.oenng assurance Into Nuclear OA group. List ol atiendees 8 uU 
handouts encl 

GEARS, GE TVA Pro, acts Division, 90/01/19. TVA Pro|eci8 Oivi^oa 29pp. 
52548 270-52546 311. 


-9001300165 Insp Repts 50-259/6g-53.50-260/89-53 8 60-296/89 53 on B91115- 
l218.Violaiions 8 deviations noted. Major areas inspectedsufvolller.ee 
obsefvaUons.licensed power Indication, malni observation 8 restart tost progra-n. 
CARPENTER.O.R., PAnERSON.C.A. Region 2. Ofc of the Director. 00/01/18. 16pp 
52476:063-52476 078 


9001300164 Forwaids Insp Hepis 50-259/89-54.50'260/e9-S4 & &0-286/6g-54 on 
891 1 15-1210 No violations or doviaiions noted. 

WILS0N.8.A. Assistant Director for Inspection Programs. 90/01/18. KINGSLEY.O.O. 
Tonnossee Valley Authority. 2pp. 52474:334-52474 340 

-900 1 300168 Insp Hopts 50-259/8g-54.50-260/09-54 & 60'29e/e9-&4 on 891115- 
1218. No violations or deviations nolod.Major areas Inspociod followup of opon Items 
& action on previous insp findings 

CARPENTER, D R-, PATTERSON, C. A . LinLE,W.S. Region 2. Ofc of the Diroclor. 00/ 
01/10. 13pp 52474:338-52474 348. 

9001300438 Forwards Insp Repts 50 259/89-58.50 260/09-68 & 50-266/89-58 on 
891 2t6-22.No violations or deviations nolod. 

WILS0N.8.A. Assistant Director lot Inspoction Programs 90/01/19. KINGSLEY.O.O. 
Tonnossoo Valley Aulhoriiy. 4pp. 52496.339-52496:352. 

-6001300442 Insp Repts 50-25d/86-5e.50-2eO/B6-58 & 50-286/09-50 on 861216- 
22. No v'olotions or deviations noted Major areas Inspected control room opeteior & 8- 
censed operator roquaiilicaiion accredited ireining progroms. 

BRESLAU.B. KElLoGQ.P. Region 2, Ofc of ino Director. 90/01/10. lOpp 
52490.343-52496:352. 

9001230126 NRC Info Notice 60 005, "Inior-Syatom Discharge of Reactor CoolanL” 
Sve list oncl. 

ROSSI.CE Division of Operallonal Evonia Assasamont (Post 670411). 00/01/29. 
Cor^solldaled Edison Co. of New York, Inc. I0lpp. 62535:125 62535:227. 

900i230i7S NRC Info Notice 90-008, "Potential lor Loss of Sfujldown Codrig While at 
Low Reactor CoolanI Levefa." Sve hat and. 

ROSSLCE. Division ol Operational Events Asaossmonl (Post 870411). 90/01/29. 
Consolidated Edison Co. of New York, Inc. lOlpp. 52535:026-52535:124. 

9001240190 NRC Info Notice 90-007, "New Info re Insulation Mail Portormartco & 
Debris Blockage ol PWR Containment Sumps." Sve list encl. 

ROSSI.CE. Division of Operational Events Asaesamanl (Post 870411). 00/01/30 
Consolidated Edison Co. of Now York. Inc. 09pp. 62635:228 52636 320 

9002070425 Forwards Insp Repts 50 259/00-57,50-260/80-57 & 60 296/09 57 on 
89 1204 -03 & notice of vloloHon. 

WILSON, B.A. Assistant Director lor Inspection Programs 90/01/30. KINGSLEY.O.O. 
Tennessee valley Aulhodty. 3pp. 52570.032-52570.044. 

-9002070429 Notice of violation liom Insp on 001204 OQ.VIolatlons noted 7 ol 27 OC- 
eccepled pipe supports found w/dovlaiiona Irorn documented roQuiioatoftia.Includ-ng 
miselr^ slakes lor locking nul device & gaps ol up to 1/44nch caused by warpago. 
WILSON.G.A. Assistant Director lor Inspection Programs 9Q/0I/30. 2pp. o2570:03S- 
62570.036. 

-9002070432 Insp Ropis 50-2S9/e9-57.S0'2e0/8g 57 5 50-206/80-57 on 801204- 
OS.Vioiatlons iioIod.Ma|or areas inspecteOipine support base plate design using con- 
crete expansion anchor boils per i£ OuHotln 79-02 A IE Bulletin 79-t4 re piping. 
CHOU.R.C , CARRlON.R.P., 6LAKE,J.J. Region 2, Ofc of tho Olrodor. 90/01/12. 8pp. 
52570 037-52570:044. 

9002130361 Aek receipt of 900106 response to deviations noted in Insp Repts 50-269/ 
80-49, 60-S60/69-49 5 60-296/S9'46.Undor8ionds that juatilicaUon lor dlsconllnulno 
formal noilficatlon ol senior mgt chengos will bo sent in separate correspontfonce 
WILSON.BA. Assistant Director for Inspection Programs. go/0t/3f>. KiNQSLEY.O.O. 
Tennessee valley Authority. 2pp 62646:065-52646:060. 

8001260029 Suppi 2 to NRC Info Notice 68 023. "Polontial (or Gas Oindmg ol HPSI 
PuiT^B Outing lOCA." 8vc list oncl. 

ROSSi.C.E. Division of Operational Evonls Assossmont (Post 870411). 00/01/31 
Consoildaieo Edison C^. of New York, Inc. 05pp. 62633 320-52534:062. 

9001260198 NRC Info Notice 00-008, ‘‘Kr-6S Ha 2 ards From Oecayod Fuoi *' 8vc kst 
onol. 

ROSSI.C.E Division ol Oparational Events Assessment (Post 870411). OO/02/Ol. 
Consolldalad Edison Co. of Now York, Ino. 77pp. 62683'i0O-52583 256. 

9002090165 Fonwards notice of violation from NRC Invesiigallon Ropt 86-016 re accura- 

a ’ & completeness of statements msdo by senior TVA executives at 860311 Commis- 
on meeting Civil penalty not proposed sinco TVA has Imptomonted progiems. 
CRUTCHFIELD, D. Associate Director (or Special Projects (Post 890101). W/02/01- 
RUNYON.M. Tennessee Valley Aulhonty. 4pp. 52626:03e-52e2e;042. 

-9002090171 Notice of violation from Insp on 66042e-00t6.Vialations rroled.lalluto to 
Inform Commission that Dept of Labor (DOL) Investigators biased against TVA 6 all 
DOL decisions should be appealed as matter of policy. 

CRUCTHFIELO.O. Division of Reactor Projects - III, IV, V & Special Projocls (Post 
870411). 60/02/01. 3pp. 62626.040-52626:042. 

9002120101 Corrected Itr discussing NRC Investigation Repi 66-015 & (orwaniir>g noUco 
of violation re util handling of charges of harassment & tntimidailon of lour 
employees.Weie MS Sanger still ulll employeo.NRC would consider addt actions. 
CRUTCHFIELD.D. Associate Director lor Special Projects (Post 890101). 90/02/01. 
RUNYON,M. Tennessee Valley Authority. 4pp. 62616:166-62616:195. 

-0002120116 Notice of violation from Investloatlon on 6604200916. VioleUons 
noled.failura ol MS Sanger (util general counsel) to inform NRC that ubi concluded 
that Dept ol Labor Investigators biased against util. 

CRUTCHFIELO.D. Assoc^te Director for Special Projects (Post 690101). 90/02/01. 
3pp. 62616:192-52616:195. 

9002130323 Forwards Insp Repts 6O-259/B9-eo.50-260/89-e0 & 50-296/80-60 on 
691216-9001 15.No violations or deviations noted. 

W"iLSON,B.A. Assistant Director for Inspection Programs. 90/02/01. KINGSLEY AO. 
Tennessee Valley Authority. 2pp. 52646:001-52646.016. 

-9002130226 Insp Repts 60-259/89 60,50-260/86 00 & 50-296/69-60 on 691216- 
9001l5.Ne violations or deviations noled.Major areas Inspscied:e(rrvein8nce 
observation, malm observatlon.mods, operational eefety vorlticailon & refuelirto acilvl- 
Ilea. 

CARPENTEfl.D.R., PATTERSON.C.A., LITTLE.W.8. Region 2. Ofc of tho Diroclor. 90/ 
01/3t. 14pp. 52646.003-52646:016. 

9001290(02 Suppi 1 (o NRC info Notice 06-030, "Target Rock Two-Stage Safety/Reilef 
Valve Setpoint Dnft Update." Sve list end. 

ROSSI.C.E Division ol Operational Events Assessment (Post 670411). 60/02/02 
Consolidated Edison Co. of New York, Inc. 78pp. 62666:238-62556:317. 


M02140161 Forwards Insp Repts 50.259/69-61.50 260/69-61 & 50-206/09-61 on 
891215-9001 15. No violations or deviations noted 

VlfILSON.B.A Assistant Diroctor for Inspection Programs. 90/02/02. KINGSLEY, O.D. 
Tennossee Valley Aulhonty. 2pp. 52655:101-52655:201. 

-9002140163 Insp RopIS 50-259/89 61 A 60-260/69.61 A 50-296/60 61 on 891215- 
9001 l5.No violations or deviations noted Major areas inspociod ROs A action on pro- 
vious Insp findings 

CAHPENTER.D.H , PATTERSON.C A., LITTLE.W.S. Renton 2, Ofc Of the Director. 00/ 
02/01 t9pp 52655:183 52655:201 

0001300424 NRC Info Notice 90-009, "Exteiidod Inionm Storage of Low Level Rad- 
waste by Fuel CVe'e A Mails Licensees." Sve list oncl 

CUNNINGHAM.R.E. Divis'on of irdosirMi A Medical Nuclear Salotv (Pont 870729}. 
00/02/05 Consolidated Edison Co. ol Now York, Inc. 108pp. 52503 257-52504:004. 


S. Reporlable occurrences, LGRs A related correspondence 

9002020121 Informs that Issuance ol LER not roquired ro 691222 ovont concerning d<s- 
crepancy bolweon SNM hlsiory record A fiola insialiaiion location. Event reporlable 
uttder l5CFR70.S2, therelore.no add! repts necessary. 

flAY,Mj. Tonnossoo Valloy Authority. 90/01/25 Document Control Branch (Docu- 
ment Conuol Desk). 2pp 62541:207-52541.208. 

9002220371 Part 21 repf ro main! of Auiomaflc Valve Corp MSIV A/or main steam relief 
valve using spanner wrench In order to avoid solenoid valve atom damage.per 1984- 
85 efisrigo In design Malnl inslnjctions end. 

HUTCHINS.T. Automatic Velvo Corp. 00/02/02. NRC • No Detailed Affiliation Givon 
sepp. 52736:060-62738-105 

9002220042 LER 60-021.0l:on B0O71O,durlng Sunreillance irtslrucllon test.number of In- 
lermediaie-range monitor channels toss than required by Toch Specs AddI ovaluatlon 
dotarminod lhal ovonl not roporlablo as LER W/900212 Itr 

HOUSLEy.D.A , BYNUM,J.R. Tennssaes Va'tey Aulhonty. 90/02/12 Spa 52679 050- 
62679054 


V. Operator Eiamlnatlons 


9001300438 Forwards Insp Repts S0-2S0/89-5B.50-260/B9-S6 A 60-296/69-50 on 
89i2l0-22.No violations or deviations noted. 

WilS<M.0.A. Assistant Director (or inspection Programs. DO/O1/10. KINGSLEY.O.O. 
Tonnossoo Valley Authority. 4pp. S2460:339-62466 352. 

-9001300442 Insp Repis 69-269/00-58,50 260/09-50 A 50-206/69-50 on 891210- 
22.No vioieiions or dovisilons noted Msjoi sroaa inspoclod conirol room operator A li- 
censed operator roquaiilicaiion acetoditod training programs. 

BRESLAU.O. Region 2, Ole ol the Director. OO/Ot/fO. 10pp. 52406:343-52496:352. 

9002130331 Summanros 600t i7 mgt meeting in Reo’on II ofc to update etelus of facili- 
ty requaiiiicaiion program.Llst of auendees.aoondA8 handouta end. 

WILSON.B A. Assistant Dliocior (or inspection Progiams. 60/01/30. KINQSLEY.O.O. 
Tonnossee volley Authority. 7pp. 52647: 102-52647:108. 


DOCKET 50-261 H.B. ROBINSON PUNT, UNIT 2 


P. Security, medical, emergency A tire protection plant 

0002020186 Rovisod EPiPs.Including Rev 13 to Vol 2, Pari 6 of PEP-171, Rev 28 to 
PEP-204 A Rov 3 to PEP-052.W/9OO124 Hr. 

MOnnoW.MC. JOKNSON.R.L., MORQAN.R.E. Carolina Power A Light Co. 90/01/ 
24. 4ipp. 52633:20B.52633:328 


P. Operating license stage documenta A corraapontianca 

9001300300 Forwards environ aBaeaamani A finding ol no significant Impact re plant 
operation w/hlgher enriched U-235 fuol.for Info. 

LO.R. Prdecl DirocloralQ ll-l. 90/01/10. EURV,L.W. Carolina Power A Light Co. 2pp. 
52492.3^52492:361. 

-9001300302 Environ assessment A finding of no significant Impact re 690804,1118 A 
1213 applications lor rev to Tech Specs concerning fuel enrichment. 

TOURIGNY.E.O. Project Directorate ll-l. 90/01/10. 4pp. 62492:358-52492 361. 

9002060299 Confirms arrangements for 600126 mgt meeting In Atlania.QA to discuss 
evaiuaUon ol facility porlormance. 

EBNETER.S.D. Region 2. Olo ol the Director. 90/01/19. EURY,L.W. Carolina Power A 
Light Co. 2pp. 62547:333.52547:334. 

9002060031 Responds to Generic Ltr 89-13, "Sve Water Sys Problems Affecting Safety- 
Related Equipment." Visual insp of respective intake structures will be performed 
dur ing n ext scheduled refueling outages. 

CUTltfl.A.B. Carolina Power A Ltohl Co. 90/01/20. Document Conirol Branch (Docu- 
ment CcHitrol Desk). 6pp. 62694:090-52594:102. 

9002000146 Confirms 900130 electronic transfer of second quarterly Inslatlmoni pay- 
ments of FYOO annual fees. 

LOFLIN.L.I. Carolina Power A Light Co. 90/01/30. Document Control Branch (Docu- 
ment Control Desk), fp. 62599:078-52569:070. 

9001290051 Generic Lir 90-02 to all LWR licensees A a^llcanla ro alternative require- 
ments tor fuel assembfes In design features section olTech Specs. Svo l.si end. 
PARTIOW.J.O. Associate Director tor Projects (Post 070411). 90/02/01. Consolidat- 
ed Edison Co. ol New York, Ino. 39pp. 62637;055-62637:093. 

9002130350 Notification ol 900215 meeting w/utii In Rockville, MO to discuss licensing 
status A core operating limit rept. 

LO.RH Project Directorate ll-l. 90/02/06. TOURIGNY.E.O. Project Directorate ll-l. 
9pp. 52648:169-52648:191. 



9002140201 Forwards propooiary MS F^obnson Uni S.Cvde <4 SAR" & 'Mechanical 
Llcof^S.ng Ropl lo' H0 noUhson High Thermal Pcrloimence Fuel AssernWas." Ri^ 
withheld (rof 10CFR2.790) 

CUTTER, A.B Ce'o'ina Powoi & Light Co. 00/03/06 Oocumont Control Branch (Oocu- 
mont Oanirol Desk). I3pp 53668:190-52668.300. 

9002320019 Forwards Amend 135 lo l.iconso OPR-33 & salety avaijaiisn Amanil con- 
sists ol changes to Tech Specs to inc'oaso ai'owotile fuel ennchment in reaclor.new 
fuel storage recks & spent fuel storage pit from 3 9 to 4 3 weight porconi. 
lO.R H Project D.recioraie li-l. 90/03/03 EURV.L W. Caro'ina Power 4 light Co. 
3pp. 53695 275 52695 268 

-9<H)2220023 Amend 135 to Lice.nso OrR-23.chang no Tech Specs to increaeo alow- 
ablo luel onrichmoni in reaclor.new fuel storage racSs & spent fuel storage pit trom 
3.9 Co 4 3 weight porcenl. 

TOURIGNV.E G Projocl O.recioreio H-l 90/03/09. Bpp. 53695 378-52695 383. 

-9002220023 Safoly evaluaiio.n si^portmg Amend 125 to License OPR-23 
' OKico ol Nuclear Reactor Rogu'ation, Oirector (Post 870411) 90/02/00 Spp. 
52695284.52695 288 

9003220061 Applicalon lor amend to License OPR 23. providing Tech Specs tor reactor 
vessel level l.'istnjmoniailon sys & core e>il inermocouplea per NUREG.0737 & Ge- 
neric Lir 83-28. 

CUTTER.AB Caro'ina Power 4 Light Co 90/02/13 Oocumenl Control Branch (Oocu- 
rronl Control Desk) 4pp 52674 347-62674 354 

-9002320106 Proposed Tech Specs to reactot vessel level instrunrenleiton syo & cue 
o>T thermocouples per NUREG-0737 8 Generic Lir 62-28 
' Carol na Power 4 Light Co 90/02/13 4pp 52874 351-52674 354 


0. Inspection reporte. IE Bullellna 4 correspondence 

9001290136 Responds to vio'ations noted m Insp Ropl 50-261/89-23 Correcuvo 
actions Test Procedure AT.2 lor F.e'cl Rev 19 ol Mod M-1016 prepared in tormei lo 
a low record ng 4 analysis ol iiotd data In succossivo aieps. 

ClET2.cn Carolina Power 4 Light Co. 90/01/17 OiKumeni Control Branch (Oocu- 
moni Control Desk) 7pp. S2469.ti7-52409.t23 

90013001S4 Responds to NRC B'uletlh 69 002. "Slress Corrosto.n Ciacking of Ihgli 
Hardness Type 410 Sla'niesa Steel Internal. ." No valves suHj >0 butioivi regu remanis 
identilied at p'anls 

CUTTER.AB Caroi.na Power 4 Ughi Co 90/01/17. Oocumont Control Branch (Oocu- 
mont Control Desk). 3pp 62489 004-62489.006 

900000466 Advises that dralt final ropl for c'oseout ol IE Butieim 70 23 found 
accoptabie Lead engineers for lE Buiieims 64-03.60 06 A 87-002 leassigned e$ iisied 
OEnUNQEn.C,H Generic Commufi'cattons arenth. NRC-OS-OS-W. 99/01/17. 
LOPY.RA PARAMETER, Inc. 3ep 52513:256-82513 258. 

9002060020 Forwards response lo NRC Guiievn 69 003. "Potential loss ot Required 
Shutdown Ms'gin Ouneg RoluoHng Operations." Fuel handling procedures wii be to- 
vliad to roliect Wesungtvousa guidoimes to assure sdequeie shutdown atargtn tnem- 
ta'ned. 

CUTTER.A B. Carolina Power 4 Light Co. 90/01/26. Document Control Branch (Oocu- 
mont Conitol Desk). 3pp. 52594.364-62694:366. 

9001330126 NRC Into Notice 90-006. 'Tnier-Sysiom Oscharge Of Reector Cootem." 
Sve list end. 

ROSSI.CE. Division ol Operaiionsi Events Assessment (Post 07O4ii) 90/01/29. 
Consoidaied Edison Co oINewyork. inc. lOIpp 52535 125-62535-227. 

9001230176 NRC Info Noiico 90-006, "Potential for Loss ol Shutdown Cooung While ai 
Lew Reactor Coolant Levels." Sve nsi end 

ROSSI.CE Division of Operational Events Assossmoni (Post 070411) 90/01/20 
Conso'ldaied Edison Co. of Now York, Inc tOtpp 62635:026-62535:124. 

9001240100 NRC Into Notice 90-007. "Now In'o re insulation Mail Performartce S 
Debris Blockaoe ol PWR Conte nmeni Sumps " SvC list enct. 

ROSSI.CE Divis'on ol Operational Events Assessment (Post 070411) 90/01/30 
Conaohdaled Ed son Co of New York, Inc. OOpp. 52536 238-52S35’329 

9001260020 SuppI 2 to NRC Info Nol'ce 68-023, "Polential for Gas Binchng et HPSI 
Pumps Dudna LOCA." Sve 1 91 end. 

ROSSI.CE. Division of Operaloral Events Assess.meni (Post 6704ii). 90/01/31. 
Consol dated Edison Co. ol New York, Inc. 95pp. 53533:329-52534.062. 

9001260198 NRC Into Notice 90-008, "Kr-SS Hazards From Decayed Fuel " Sve llsl 
end. 

ROSSI.CE Divisio.n ol Operational Events Assessment (Post 670411) 00/02/0t 
Consolidated Edison Co. of New York. Inc. 77pp 52583:180-52583:256. 

9001290102 Supp1 1 to NRC Into Notice 68-030. "Tsrget Rock Two-Stage Selety/Rdlei 
Valve Setpoint Onli update” Sve list end. 

ROSSI.CE. Oivtston of Opetaiional Evems Assessment (Post 870411). 99/02/02 
Consolidated Ed son Co ot New York, Inc. 78pp. 52556:238-52556317. 

9002160148 Forwards Insp Rept 59-2dl/C9-3l on e9l20&-06No vlofatlons or devl- 
eiions rotod. 

JULIAN.CA fleoion 2, QIC of the Olfec'or. 90/02/02. EURY.UW. Cerothe Power & 
Light Co. 3pp. 52658:145-52656.150. 

-9002160149 Insp Rept 50-261/89-31 on 891212-13NO violations or devlallons 
noted. Major areas inspectod:sequenc'ng & loading elecincal safeguards equ'pniont 
onto salety buses in response to Unresolved Item 69-25-02 re overlap problem 
HUNT.M.O., CO.NLON.T.E. Region 2. Ofc ot Iho Director. 90/01/29 3pp 52656 148- 
52858:160. 

9001300424 NRC Info Notice 90-009, "Evtended Interim Storage of Low Level (Tad- 
waste by Fuel Cycle 4 Mails Liconsees ” Sve llsl oncL 

CUNNlNGHAM.fl.E. Orvslon ol Industrial & Madical Nuclear Salety (Post 870729) 
90/02/05 Conso’idalod Edison Co. of New York, Inc. I08pp. S2563'257-525B4MM. 

9002130194 Partial response lo FOIA requeslApp N 4 0 documanis ave-iabfe In 
POR O documents enci App P documents withheld (ref FOlA Exemption 6). 
QRlMSLEV.O.H. Derision ol Freedom of Inlormat.on & Publications lerwces iPosl 
690205). 90/02/08. PEPPERMAN.O.R. Olechar 4 Col ins. Spp, 53595:156-52505:236. 


~9a072701S2 Ronuosis that eppropriaio projoct monoger contact identified uhl 4 p-o- 
vido mfo rg purenase of creu t breakers from suspect companios. 

MATTHEWlDB. Project Directorate II-3 88/07/18 BUTUER.W.R Projoct C.'ociora'e 
1-2 5Spp 62595 316-52505 344 

B0022304S9 Ack receipt of 9001 1 7 Hr Informing NRC Of steps taken to comoct vic'Ql'ons 
noted in insp Rept 50 261/69-23 Agrees w/ conclusion that Horn C 1 of r-otlce d d net 
consuiulo vKHaiion. Records w.il be edjustod to delete item 

VERn£LLl.O.M. Region 2, Ofc of the Director. 90/02/09. EURV.L.W. Co«oi na Pewo- 
ALIgmCo 2pp 52702 214-52702 215 


8. Reportable oeeurrencea, LERs 4 related correspondence 

9002120044 Oscussos design dofidoncy ot Wostinghouso safety rnjection block switch 
used ai Point Beach Unit t Wostinghouso ideniitiod other ptanis using sim 'ar sw tches 
& inlormod kconseos of potential resolutions noted In slated encis. 

NOVAK.T.M Division ol Snlely Programs (Post B704I3). 90/02/02 ROSSI.CE DM 
elan ot Operational Ever^is Assessment (Post 670411). lOpp 52627.096 52627:105 

9003220270 LER 90 09i-00:on 9001 1 0 power to rod position l.'idicaiion sys losi.rusuil ng 
in actuation of automatic tuibinn runback 4 causing unavai.'ab lity pi control room 
analog sys.Causod by circuit breaker failure. Breaker replaced W/900208 Mr. 
OAUCOM.C.T . -MORQAN.fl E Carol na Power 4 Light Co. 90/02/08 Spp 52679 032- 
62679036 


9002229090 LER 60-0D3-00.on 9001 18 4 25,firo barrier oieci'ical penetrations (ound w/ 
0 internal (iro bamor seat Caused by insioi'ai'on dollciancy 4 inadequate design 
toviaw. Poneirat.'on repaired 4 relurnea to 3vC.W/0002t6 Hr. 

CflOOK.RO. MORGAN.n E. Caro'ina Power 4 Light Co 90/02/14 7po. 52679066- 
52679 074 

9002220128 LER 90 003-00 on OOOl 1 7.roacior trip occurrod during surveillance test on 
pcwer ianoe nuclear i.nstrumontaiion channels uausad by operator placing bis'sbies 
on channe» into topped condition Operator counseled. W/g002iS Hr. 

OAUCOM.C T . MOnOAN.R.E. Caroi.na Power & Light Co 00/02/15 4pp. 53679021- 
52679024 


DOCKET 60-283 MONTICELLO NUCLEAR OENERATINQ PLANT 


F. Security, medical, emergency 4 lire protection plana 


9002160054 Advises that NRC raco-vod enel FEMA 091004 Hr 4 associated rCMA 
Region V rept lor 601010 rad'ologica' emorgoncy drill. No deticloncios notocl.iiam ol 
lesser signiicance cotroeiod 

GREGER.lr. Regions. Oic of iheOiroctor. 90/01/10, LARSON, CE. Norihnrn Stales 
Power Co 2pp 52679085-52670 095 

9002230164 Rev 12 lo "Corporate Nudoer Emorgoncy Plan." W/000209 Hr. 

• Northotn States Power Co. 90/02/09. I47pp 62710001-S2710.147, 


P. Operating license eiage documents 4 correapondenea 


9001290172 Grants 89ID03 request for oxtonslon unlil 000331 lo respond 10 Gene.’l: 
lir 69-04 ro insorvice lasting piogrom Extension granied bosod on rolud ng ouiage in 
uogrosa & compLenco w/ftr noted in Insp Rept 50-283/89-25. 

LONG.W.O Projoct Oiiecioraio Hl-t. 00/01/18. PARKER T M. Norihein Slates Powoi 
Co 4pp 62454:063 52454 066 

9001290288 Forwoids details ol Allegation nili-OO-A-IIO.Ior rcvla-w 4 
fol'owup.Response roquesiod within 60 days of Hr dale. Enel wi'.hho'd (ref 
10CFB2 70oS«)) 

NOREHUS.CE Region 3, Ofc ol the Director. 90/Oi/lD LARSONCE. Northern 
Sloies Power Co 2pp 52469 085 52469 086. 

9001390173 Advisos that approach, methodology 4 schedulo in util 091030 rosponsa lo 
Generic Lir 88-20, "Ind vldual Plant Exams, ’’ acceplablo.NRC should bo not led II 
schodu'o changes 4 reason lor change. 

LONG.W.O. Projocl Oiroclorato IIM. 90/01/19. PARKEfl.T.M. Norihorn States Power 
Co Spp. 62469:161-52469 163 

9002060182 Responds to Generic Lir 69-13, "Sve Water Problems Aftocling Safoty-fTe- 
fated Eurlpmeni." 

PARKER.t,M. Northern Slalos Power Co. 90/01/29. Office ol Nuclear Roocto.' Regu- 
t8tior».Orocior(POBl 870411) 7pp, 52560:311-52580:317. 

9002120191 Rov 4 lo EPIP A.2-501, "Gommunications During Emergency." W/939129 
Hr. 

ANTONY Norihorn Stales Power Co. 90/01/29. 22pp 52617:207-52617:227 

9(H}12900S1 Generic Ur 90-02 lo all LWR Lcansoos 4 applicants ro altoinailve reqt ro- 
menls (or fuel assemblies In design features section of Tech Specs Sve fist end. 
PAHTLOW.J.G Associate Director lor Projocta (Post 070411). 00/02/01. Consolidat- 
ed Edison Co ol New York. Inc. 39pp. 52637:055-52637:093 

9002080339 Ack receipt ol 891031 responso to Gonerlc Lit 09-16 Inienlion to fo low 
I0CFR50.56 to Install hardened wetwell vent el plant.independont ol other sys & ter- 
minating on reactor bldg root considered acceptable. 

L0NG.W,0. Projecl Direciotaie lll-l. 90/02/01. PARKER.T.M Nonhorn Slalog Power 
Co <PS> 52594.012-52594.016 

9002160284 Discusses llabili^ 4 funding requirements re NRC docomrnissiorinn funding 
rues 4 vonllos understanding ol rules. Ur from NRC explaining liability A roquiremenis 
of nie requested 

LAWRENCE.D.A. Northern States Power Co. 90/02/06. WOOD.R. NRC - No Delai’od 
Affiiatlon Given Ip 62668 237-52668:237. 


9001300498 Advisos that dfatt (laal repl lor dosooul ot lE Bul'otin 70-23 found 
accap!oDlo Load enginoofs lor IE Bulleiins fl‘i-02,00-06 S 07-002 foasaignod as llstod. 
BERUNGEHCH Goneric Communicol.ons Ofatich. NRC-05-65-167 00/01/17 
LOFY.RA. PARAMETER, Inc. 3pp. 52513 256-52513 258. 


9001290172 Qfanls 891003 roquosi for eirtons'on until 000331 lo respond to Goneric 
Llf 69 04 «o inservico lesimg progfom.Exlonsion nraniod based on leluaiing outago In 
toss & compl’anco w/lir noted in Insp Repi 50-263/69-26. 

GWO Prelect Direciofaie lll-l. 90/01/18. PARKER.T.M Northern Slates Power 
Co 4pp. 52454 083-52454 086. 


0001300300 Forwards Safety Insp Rept 60-263/89-31 on 891 l20-9OOIoe.No violations 

AXELSON.W.L. Region 3, Ole of iho Diroctor. 00/01/18. LARSON.CE. Norihom 
States Po^Ot Co 2pp 5247 V330-5247V. 340. 


S. Reportabla occurrences. UERs & related correepondence 

9002050196 ROon 900116, wide range log chenno! tailed while roaclor taken to 
power.E^usod by poor connection In rotary switch In wide range log 
channel Authorization to leplaco ontiro conirol conso'e Init atod In eaily Jan 1090. 
KOCHeR.CW. Dow Chemical Co. 00r0l/t9. OocurroiM Conuol Branch tOocument 
Control Desk). 2pp. 52547 259-52547 260. 


DOCKET 60-266 QUAD-CITIES STATION. UNIT 2 


f. SttcutUy. medical, emergency & (Ite protection plane 


-9001300302 Insp Ropt 50-263/09 31 on 091 126-0Qni06-MQ.‘of atoae 
Inspected previous insp Iiems,oporation0l salety voriticaiiQt>,maini,aurvoiPanco & onsite 
toTowup pi operalional events. 

DEFAYETTE.R.W. Region 3, Ole ol iho Director. 90/01/18. 9pp. 52471;332- 
62471:340. 


9001310161 Forwards Enlofcemeni Contoronco Ropt 50-263/09-32 0f» 091221 to d4- 
Cuss apparoni violations nolod In Insp RepI 50-263/80-20. 

GREENMAN.EG. Region 3. Otc of iho O/oclor. 00/01/22. LAH-SON.C.E Northern 
Stales Power Co. 1p. S2512:I97-S2&12 230. 


-9001310168 Enforcement Contoronco Ropl 50-?63/n9-38 on i;9l23l Major areas 
discussed lack ol secondary conlalnmoni inlogrity, tailuro to adequately lost conla-n- 
moni & extensive corrective actions taken by licensee 

AXELSO.N.W.L. Region 3, Otc ol Iho Diroctor. 90/01/16 33pp. 52512.198-52512:230. 


9001230128 NHC Into Not.co 90-005, '•Iniar-Systom DiscHargo of noactor Coolant" 

ROSSi.CE Division ol Operalional Evor^ls Aesossmont (Post 870411). 90/01/20. 
Consolidaiod Ed.son Co. of Now York, Inc. 101pp. 62535. 125-52535.227. 


9002000149 Rov 3 to EPiP NSEP-EOF-1. "Manager of Emergency Operations " 
CARSON.RT. Commonwealth Edison Co. 89/12/19. 23op 52569:163-52669:186. 

9002060185 Rev 2 to EPiP NSEP-ROF-25. "Protective Measures Director.'' 

CARSON.fl. Commonwoa'ih Edison Co B9/12/19 14pp. 62569051-52569.064. 

9001300205 Advises that 891222 Rev 22 to physical security plan consis'.ont w/provi- 
slons ol l0CFR50.S4(p) S accoplabto 

GREGER.LR. Region 3, Otc ol Iho Director. 00/01/04. KOVACH.TJ. Commonwoalth 
Edison Co 2pp. 52490 297-52400:206 

9001310524 Rev 4 to EPIP OEP 400-S2. "Silo Evacuation Checklist.'’ 

’ Commohwoalth Edison Co 90/01/14. lipp &2498.I30-52400:146 

9002010167 Revised omorgency procodures.consisling ol Rov 3 to OEP 126-0, "Admln- 
Istrauva Orrecior" & Rov 3 to OEP 125 53, ''Admm.sirolive OIrecioi General Emoigon- 
cy ChocMiat.'' 

* Conunonwoallh Edison Co 90/01/14. 7pp. 52512 353-52512:360. 


9001230175 NRC Info Notice 90-006, •'Polontial tor Loss of Shutdown CooUng White ai 
Low Reactor Coolant lovels" Sve list oncl- 

ROSSi.CE- Division ol Operational Events Aasesamoni (Post 870411), 00/01/29. 
Consolidaiod Ed son Co. of Now York, Inc. lOIpp 52535 025 52635124 


9001240190 NRC Into Notice 90-007, "Now Info re Insulation Mall Perlormaoco & 
Debris Blockage of PWR Containment Sumps " Sve list end. 
nosSt.CE Division of Oporationei Events Aesossmont (Post 0704ii). 00/01/30. 
Consolidated Ed-son Co. oi Now York, Inc. 90pp. 62636'220-52635'329 


9002220325 Requests that NRC issue suppi to NRC info Notice 09-059 re auppliore of 
suspected countortoit l8Stonor8,removlng Phooii Mig from t-st oi euapeciod 
auppiiers-Tmceabiiity ol lasienor in quosHon uncertain. 

LARSON.CE. Norinorn Stales Power Co 00/0 1/30. ROSSi.CE Oiwsiort ol Oper- 
ational Events Assoasmonl tPosl 870411). 2pp. S2688 321 •62690 023 


9001260020 Suppi 2 to NRC inlo Noiico 08-023. "Potential for Qas Oind/tg oi iiPSi 
Pumps DunnoLOCA’’ Sve llsl end. ^ 

ROSSI.CE. Division ol Operational Events Assossmoni (Post 870411). 90/01/31. 
Consolidated Edison Co. of Now Yotk, Inc 06pp 52533 320-52634:002. 


9001200196 NRC ln(o Notice 90-000, "Kr-OO Hazards From Oocayed Fuel." Sve list 
end. 

ROSSI.CE- Division ol Opetatlonal Events Assossmont (Post 07041 1). 00/02/01. 
Consolidaiod Edison Co. oINow York, inc. 77pp. 62503:100-62683250 


9001290102 Suppi 1 to NRC Inlo Notice 00-030. "Targoi Rock Two Stage Sololy/noMol 
Valve Soipoint Orill Update " Sve i st end. 

ROSSi.CE Division ol Operational Events Aasoesmont (Post 6704ii). 90/02/02 
Consolidated Edison Co ol New York, Inc. 70pp. &265d:230-525503l7. 


9001300424 NRC Into Notice 90-000, "Exlondod intorim Storage ot Low Level Rad- 
waaia by Fuel Cycle & Malls Licensees." Sve list end. 

CUNNINGHAM,R.E. Division ot Industriel & Modicnl Nuclear Saloty (Post 870729). 
90/02/05- Consolidated Edison Co. ol Now York, Inc. lOOpp 52683 257-52604-004. 


9002230145 Forwatds Insp Rspl 50-263/09-20 On 8010t3-U27 & notice ot violation 
DAVIS A 0. Region 3, Ofc of the D, rector. 90/02/06. LARSON.CE. Northern Slates 
Power Co. 3pp. 62682.047-52682.056. 

-9002220146 Notice of violation from Insp on 001013-1 t27.VlolBiion rtoied licensee 
tailed to establish adequate tost demonstrating secondary containmoni capable ol 
mainlalning 1/4 Inch water vacuum under calm winds. 

DAVIS,A 0. Region 3, Ole of the Diroctor. 90/02/06. 2pp. 62682.O5O-52662;O50. 


R. Periodic operating reports & related correspondence 

9002140280 Monthly oporaiing rept lor Jan 1000 lor Monticollo Nucloar QonoraUng 
Planl.W/900206 Itr. 

PAUSTIAN.HH, PARKER.T.M. Northern Stales Power Co. 00/01/31- 6pp 
52656:160-62655:164. 


S. Reportable occurrences, LERs 8 related correspondence 

9002020262 LER B9-040-00;on 69l2l9.eecondaiy containment lallod to rneol opeieWWy 
requiremenls during special losi per LER 89-029. Caused aye design 
deliclenclos.OporatIng procedures revised & ono sys component put on hokf.W/ 
9001 17 Itr. 

SCOTT, D. PARKER.T.M. Northern Stales Power Co. flO/Of/16. 6pp. 62536:038- 
52536-045. 

9002220371 Part 21 repi re malnl ol Automatic Valve Corp MSIV &/or main ateem rekef 
valve using spanner wrench In order to avoid solonold valve stem demage.por 1984- 
85 chengo In design. Malnl Instiucllons oncl. 

HUTCHINS.T. Automatic Valve Corp. 90/02/02. NRC - No Detailed Aftilellon Given. 
3epp. 52738.06B-52730;106. 


9002120020 Revised EPiPs.including Rev 3 lo QEP 400-T3 & Rev 6 to QAP 1100-T5. 

• Commonwealth Edison Co. 90/01/22 3pp 52617.31 1-5261 7:313. 

9002160080 Revisod EPiPs.including Rev 3 to EG-tS & Rev 6 lo EG-2.W/8lx oversize 
maps 

• CommonwOOMh Edison Co. 90/02/02. 21PP 52666:051-52666:071. 


K. Utility Final Salaty Anaiysia Report (FSAR) & amends 

9001290214 Rovs 5 & 6 10 Updated FSAR lor Quad Cities Siatlon.Units i & 2.W/ 
9001 16 lira 

STOlS.R. Commonwesni) Edison Co. 90/01/16 225pp. 52466.1 56-52467:105. 


P. Operating license siage documenis & correspondence 

9002160066 Ack recoipi ol ut" 601027 losponso to Generic Ltr 80-20, "Individual Plant 
Exams." NRC will document eccopiabiiiiy ol uill pien & schedule In 001201 Itr. 
SllEMM4SKt.P.C. Piclcci OitricloralQ 111-2. 00/11/24 KOVACHJ.J. Commonwealth 
Edison Co Opp 52669:012-52660.016. 

9001290239 Application tor amond lo Liconso DPR-SO.roliecting use ol genoricaiiy ap- 
provod Fuel Typo GEOxONO In reload Cycle 1 1 & changing MCPR saloty llmlie ffom 
1.04 lo 1 06. 

SlLAOY,j.A. Commonweallh Edison Co. 90/01/16. MURLEY.T.E. Oltico ol Nucloat 
Roacior Regulation. Diroctor (Post 8704 11). 4pp. 62460:153-52468.159. 

-9001290246 Proposed Tech Specs ra eatety limits & limiling safoty sys sellings tof 
luel cladding mioarily. _ 

* Commonwonllh Eolson Co 00/01/15. 3pp. 52480.157-52468:160. 

9001300241 Forwards revised ''Ellecls ol Postulated DC Power Palluros on ECCS Avail- 
ability Ouad-Cltlas Unit t ." ConqUislons lalor evaluated to bo applicable to other 
units Ropt revised to botter dafino rovow process employed In original analysis. 
SILAOY.J.A. Commonwoalth Edison Co. 90/01/22. MURLEY.T.E. Olllce ol Nuclear 
Roaclor Regulafon. Director (Post 87041 1). 2pp. 62401;2e5-62492:328. 

9002060369 Forwards response lo Goneric Ltr 09-13 ro assurance that util sve water 
8ya In comptlanCB w/10GFB50,^p A.GDC 44,45 & 40 & App B.SocHon XI. 
RlCllTER,M.»<.Commonw08lih Edison Co 00/01/20 Document Control Branch (Doc- 
ument Conirol Desk). SSpp. 62555 315-52656:000. 

9002080146 Idenlilios schodu'ar chango for complollon ot corrective actions associated 
w/Htxnan Enginearing Detidonclos 169,167 & 4B0 re osculchoon plalos lor control 
switches wlilcli nood replacement. Plates will be replaced during outages 
STOLS.R. Commonwealth Edison Co. 00/01/30. MunLEY.T.E. Ollico ol Nucloar Ro- 
actor RegulotlQn. Director (Post 87041 1). ip. 52509.052-52689:052. 

9001290061 Generic LIr 90-02 to all LWR i.eonseas & applicants re aliernslivo lequiro- 
menis tor lual assemblies in design features section ot Toch Spocs.Svc list end. 
PARTLOW.JG. Associate Diroctor (or Projecia (Post 670411). 00/02/01. Consolidat- 
ed Edison Co. Ot New Yotk, Ino. 30pp. 52637:065-52637:093- 

9083070035 Accepts uW 691030 tespohso to Gorxertc Hr 89-16 ra Intonbon lo IrwtaU 
hardened wetwall veni at plant by 93010l.por BWR Owners Group design criteria to 
be approved by NRC. 

ROS^TM. Project Directorate lll-l. 90/02/01. KOVACH.TJ. Commonweallh Edison 
Co. 4pp. 52626.024-52626 027. 

9002220170 Advises that 891201 Rev 67 to QA Topical Rept CE-l-A consistent w/pro- 
ot tOCFR60.App B & acceptable 

WRIGHTGC Region 3. Ole ot the Diroctof. 90/02/12. REEO.C. Commonweallh 
Edison Co 2pp. 52679:210-52879:21 1. 



UUV/r\CiCL/ I1CIVIO 


0. Inspection reports, IE Bulletins S correspondence 

ftO02O20094 Raspcnds 10 NHC 891128 lit to volations noiod in insp Repis 50-254/89- 
17 & 60-2C5I89 1 /Conoci.vo actions PioceOLta NSWP-E-Oi. Etocincsl Cable Instal- 
lation in$p ’’ tv.ii be rsvisPd to orhance human lactor sspoci. 

KOVACuTJ Con-.nionwaalin Edison Co 90/01/16 OAVIS.A-B Rojon 3. Olc Oltha 
Oirocio/. iipp. 52526 068-52626 081. 

9061300498 Advises that mail rnst rapt foi c'dseoul ol lE Buletn 7923 lound 
accepiablo lead encineefs lor lE 8u lelns 84 02,80 06 & 87-002 tessstcnod as i sled. 
DERIISGER.C H. Genenc ComrTiur.icaiicns B'snch NRC-CS-85-15/. 90/01/17. 
LOFV.n.A. PARAMETER. Inc. 3pp 52513 256-52513 258. 

9001230126 NRC Info Notice BO-005. ' intef-Sysio/n Discharge ol Reactor Coo'ani. ' 
Svc I SI end 

ROSSl.CB Division ol Operational Events Assessmeni (Post 870411)- 90/01/29 
Consolidated Edison Co ol New York. Inc. lOtpp. 52535:125-52535:227 

9061230176 NHC Inlo Notice 90 006, "Poloncal for Loss ol Shutdown Coolno Whie ai 
Low fteactoi Cooiani Levels." Svc lisl encL 

ROSSi.C E. Oivis.on ot Operational Evenia Assessme'ii (Post 870411) 90/01/20 
Consolidated Edison Co ol New Vork, Inc. lOIpp. 52535 025-52535 124. 

9001240190 NHC Into Nciice 90-007. "Now Ir.'o re Insu'aiion Matt Perloimance 8 
Oebiia 8'ockaQO of PWR Coniairmcni Sumps " Svc list end 

ROSSi.C.e. Ornsw ot OperatiorAt Everts Assess-T^nt lPosI 870411), 90/01/30. 
Consolidated Edison Co. cl New York, inc. 99pp. 62535 226~S253S 329. 

9001250020 Suppl 2 to NRC 'nio Notice 88-023, "Potenial loi Qas Bnding ol HPSi 
Pumps Duruvo L‘XA." Svc I si end 

ROSSi.CE Divlson cl Operational Events Assessment (Post 870411). 80/01/31 
Consolidated Edison Co ol New York, inc. 95pp 52533 329-52534.062 

9001260198 NRC Info Not'co 90009. "Ki-as Ha/ards From Decayed Fuel" Svc usi 
end 

ROSSi.CE. Orvlson ol Operational Eve.'ita Assossmani (Post B704I1). 90/02/01 
Conaolidaied Edison Co oi New York, inc. 77op. 52583.160 52583 25C 

9001290102 SuppI 1 to NRC Info Nobce 88-030, ‘ Targoi Rock Two-SiageSaleiy/Re'iei 
Valve Sctpomi Dntt Updaie." Svc list end 

ROSSI.C.E Ovision ol OperaLonal Evonia Assossment (Post 870411) 90/02/02 
Consolldaied Ed-son Co ol New Yoik. Inc. 78pp. S2556. 236-52556 3l7. 

9001300424 NRC In'o No'vCe 00-009, "Ekiended In'enm Storage ol Low Level Red- 
wasie by Pud Cycle & Metis Ucensoea." Sy; list end 

CUNNiNGHAM.R E. Dtviion ol IndusUlai & Med-cai Nuclea/ Salety (Post 870729). 
80/02/05. Consol dated Edison Co of New Yom. me iC8pp. 52583:257-52684.004. 

9003 180027 Conliims plans discussed beiwaen R Stds & O denes to h«ve meobr-Q at 

& ani en 900222 to»esenl m ua! SAlP 6 repi. 

REENMAN.E.G Reg on 3. Ofo ol Ihu Oireciot 90/02/08 REEG.C Commonwealth 
Edison Cn 2pp. 52669.039-52669.040. 

9002130194 Panel responao to FO'A roouesiApp N 6 O documents avaiiebie in 
POR i^p 0 documents end App P documents w.thheid (ret FOiA EzoinMon 5). 
ORIMSLEY.D.H. Division ol Freodom ol iniormaion & Pub'icat-ons ^rvicea (Peat 
89020SJ 90/02/08 PEPPERMAN.O.H. eiochat & Coi'ms 8pp- 52595 I50-52505-230. 

>•8807270182 Requests met appropda's projoci manager contaci idecofoct uU 6 pro- 
vide Info re puicnese ol circuit b/eakera from suspect companies. 

MArTHEWS.O a. Prplecl Oiraciorate ll-3 66/07/18. aUTiER.W R. Profecl Oveclprate 
l•^ 5Spp. a2S95:316'52Sd5:344 


R. Periodic operating reports & related correspondence 

9002220223 Forwards listing ol chsnges.lesls & eiporimenia compieiod durfaig Jan 
I990,inc'udin9 llorr.a compiolad in 1969. Iniertocks inaiatled on refuoi bridge luethan- 
diing machlno lo prevent raising hoist wh.le host loaded. 

ROBEY, R A. Commonweatih Edison Co 90/02/02 OFIIce ol Nucioar Reactor Regu’a- 
tion. Oireclor (Post 6704 1 1). 12pp. 52695:292-52695.303. 


3. Repor\able occurrences, LERa A related correspondence 

9002090003 LER 90-002-(X}.on 900i02,during annual water ^rinkior ays valve posilion 
insp.discoveted that vaWe 2-4169-072 not cycled per Tech Spec Survo lanco Reoulie- 
menl 4 i2.Caused ^ procedural delidency.Procedu'e to be rev.'sedW/900l30 Mr. 
S.MITH.E.H., BAX, FI L Commonwoalih Edison Co 90/01/30. 4oi> 52598 104- 
52598:107. 


V. Operator Eaamlnallona 

9002090067 Advises ol roceipl of accreditation renewal by INPO In Sept 1969 lor oper- 
e'or requahrication training piogram.par Generic Lir 87>07 requiremenis S Inlorms that 
programs developed using system aiic epp.'oach to Iramlng 

5T0LS,B CoiTrtmonwealih ttfson Co 90/01/22. OAVlS.AB Region 3 OlcdtheDi- 
rectOf Ip. 52615 073-52616:073. “ 


DOCKET 60>26$ POINT BEACH NUCLEAR PLANT. UNIT t 


F. Security, medical, emergency A lire prolecilon plans 

9002080164 Forwards FEMA Imal eMteise evaluation ol plant jo'nl olls-ie emergency 
preparedness exercise conducted on 690914, Areas raquirlna corrective actions re 
oflsiie emsigancy plans nolsd 4, will remain under approval ol 34CFF)350 
GREGER.LR- Region 3, Ole ot the Director. 00/01/25. FAY.C.W. Wisconsin Elocirto 
Pewor (>>. 2pp. 62M8 069-52608:195 

90C2080221 Advises that scope A objecih/as fo/ 900314 emergoncy preparedness 
exercise.contalned In 891215 lu.accopiable. 

GREGER.LR, Region 3. 01c of the Direclor. 90/01/25. FAY.C.W. WiMone-n Eleciilc 
Power Co Ip. 52560 077-52689:077. 


9002220103 Forwards Safory Insp Ropta 50-266/69-32 6 50-301/69-32 on 691>|-| 
9001 i9.S:gn ‘icani dolc'ency noted in OA program irrpiomoniatlon which conVibu'wt 
to recent lai’ute to take prompi corrective acilcn re design doUciency 
GBEENMAN.E G naQion 3, O'c of IhO Director. 90/02/06 FAY.C.W. Wisccnsin ew 
ulc Power Co. 2pp 52874:324-52374 346. 

-S00222010S Ir^sp Repta 50-266/00-32 & 50-301/69-32 on 891201-900119 Major 
ernaa itispociedoporailonai aaloty.radiologicoi conirols.maini j 
sa-vel'anco-cmorgoncy proparodnoss, security & o.ngir.oo.'ing & techricsi support 
KNDP.R C. Region 3, Otc Ol Iho Dioctor. 00/02/06 2lpp, 52674:326 52674 346, 


P. Operating license stage documents & correapondence 

9001290051 Goneric Ltr 00-02 to a'l LVVR I censoes & amai-cants re altomaiive rani.ve. 
manta lor fuel ossomtlioa m design fealures seciion ol Tech Specs Svc liai end 
PARTLOW.J.G Associaifl Droclof (or Projecia (Post 870411). 90/02/01. Consolida- 
ed Ediso.'i Co. ol Ne# Yo'k, Inc. 30pp 52637.055 52637.093. 

9003990189 Forwards stoitn watoi poimt appilcaiion lor pienViellectinp util aiion ^ 
comply w/requiremonis ol Clean Waia' Act 

lEE.O.M. Wiscons n Electric Powo.' Co 90/02/02 Env.ronmonial Proieciion Agonev 
4PP 52628 250-52628 253 

9002160056 Nolilicstion ol 900220 mooting w/util :n Rockvillo.MO re oi'glnear'ng v.-QrV- 
loadz/osourcoa 

SWENSON W.H Pro eel D.roclorate 1(1-3. 90/02/09 HANNON, J.N Project Oirec'ora'e 
III 3 3pp. 52089061-52669063 


O. inspacilon reports. lE Suiletlns & coireapondence 

0002060017 Fotwurrls Safely Inap Ropla 50-266/09-33 & 60-301/80-33 cn 691107 
1222 Violations notod No written rosponso roquuod until noiillcalon ol proposed en- 
rorcameni acton Issued 

QRE6MMAN.6G Ron on 3, Ole of the IJireabr. 90/01/12 FAY.C.W. Wisconsin £'«- 
trie Power Co 2pp. 62S55.091-52S6S:<02. 

-9002060020 irisp Rapi 50-266/80-33 on 001 107-l222.Two violations Identified Ma.-or 
areas ■nsppclorilr'addquaie orig nni doaign of (aci'Ky dc oloctriCQl disiriSuiion sys &ii- 
consoe co/recUvo oci one. 

JACKiiV.t.N Region 3, 0(c ol IhoOiroutor. 90/01/1 1 lOpp. 52555 093-52555:102 

9001300490 Advisoa ihal d/oll (mol ropt (or c’osooul ol lE Bu’lotin 79-23 lov'd 
accepiablo Lead onginoais lor i£ Bulletins 04-02,00-09 & 07-002 reassgnod as lliieil 
BERliNGEn.C H. Ccnoric Commun cotlons Bioncli. NRC-OS-OS-l^. 90/01/17 
LOFY.RA PARAMEIER, inc. 3 pp 62513.250-52513.250 

9001230128 NnC iniq Noncs 90-005, "inlar-Syetom Oiscliaigo of Roacioi Cooleri" 
Svc fisi enci 

R^St.CE O-vieion el Oporetlonel Events A 8808 Am,oni (Post 070411). 90/01/29 
Consoidated Cdleen Co o' Now York, inc. lOIpp 52535 125-62535227 

9001230176 NRC Into Noiico 00-006, "Poianliai lor Loss of Shuldown Cooling Wh.'eai 
low neacior cooiem Levola ’’ Svc (at enol. 

ROSSi.CE. OMsioh ol Oporetionai Evonta Aaaossmont (Post 870411). 90/01/29. 
Consolidalod Edlscn Co of Now York, inc. lOIpp. 52535.025-52535 124 

9001240190 NRC Into NobCe 90 007, "Now Inlo re Insulation Man Pe(lorrr.ancd 5 
Ocii4s Olockaoe oi PWR Coniainmoni Sumps.'* Svc iiai and. 

ROSSI.CE. Divisoh ol Oporaiionai Evonts Absessmoni (Post 870411). 90/01/30 
CkmsoHdaiod Edison Co. of Now Yoik, Inc. 08pp. 52535 22e-52536;329. 

9001260020 SuppI 2 lo NRC Inlo Notico 06-023, "Potential lor Gas Binding ol H'Sl 
Pumps Duiirig LOCA" Svc Hat oncl. 

ROSSI.CE. Division ol Opoiatlonal Evonia Assossmoni (Poal 670411). 90/01/31. 
Consokdalod Ed son Co. of New York. Inc. OSpp 52633 320-52534 C62. 

6001260198 NRC Irrfo Notice 00-008. "Kr-BS Haiorda From Decayed Fuo'." Svc tsi 
oncl. 

ROSSi.CE. Division of Oporalionel Evenia Ansuasmenl (Posi Q70411). 90/02/01. 
Consol dated Edison Co of Now York. inc. 77pp, 52503:100 62503:266. 

9001290107 Sup))l 1 \a NRC info Nollcb 00 030. '‘Ta'gei Rock Two-Siago Sa1e7//ft«''»' 
Valve Setpoint Drill Updaie." Svc llsl oncl. 

nOS^.C.E. Dlvisio.'i ol Operational Events Asaessmont (Post 8704t1). 90/02/02 
Conso'ldatad Edison Co of Now York. Inc. 7epp. 52550 2.'?8-62556:317. 

9001300424 NRC Inlo Notice 90-009, "Extonclod Interim Storage of Low Level Red- 
waste by Fuel Cycle & Metis Licensees " Svc llsl oncl. 

CCNNlNGHAM.R.E, D.vislon of Industrial & Medical Nuclear Safely (Post 070729) 
90/02/05. Conaolidaied Ed.son Co. ol Now York, Inc. lOOpp. 52603:257-52584.004 

9002720103 Forwards Safety Insp Ropis 50-288/09-32 & 50-301/09-32 on 891201- 
OOOllO.Signllicant dnficioncy noted In QA program implomontalion which coiY.nbutsfl 
(o recent (allure to leke prorhpt corrective fiction to design deficiency 
GREENM/lN.E Q. Region 3. Ofe ol the D.recior. 9O/O2i^l0. FAY.C.W. Wisconsin Elsc- 
Mc Power Co. 2pp. 52874:324-52074:340. 

-9097220106 Inap Roots 50-266/69-32 & 6Q-301/eO-32 on 09(201-900119. Ms, or 
araea inapoctodioperationel aefoty.rad oleg col conirols.maini & 
aurvelllanco, emergency proparodnose security & eng nooring & lochnical support 
KNOP.n.C. Reg on 3, Olc d the Director. 00/02/08 2lpp. 62 6 74:326-52674:340. 

9008220244 Forwards Enlorcomeni Conferenco Ropis 50-266/90-03 8 50-501/90-03 
on 900110 lo diSCuss violations notod In Inap Ropta 60-266/09-33 6 50-501/69 33 
OREENMAN.E.Q Region 3. Ofe ol Iho Director. 90/02/00 FAY.C.W. Wisconsin Elec- 
tric Power (3o 2pp 62874:151-52674:160. 

-6002220260 Enforcomont Contoronco Ropta 60 266/90-03 & 50-301/90-03 on 
OOOiiS.MQjof ateaa d.acu8tiod.d©s'gri ol dc disiitoution ays, WonWicaWio of origins, 
de^gn rfollclency.noncompliance w^inglo fal'uro crilOfion & OA program. 
l»40P.R.C. Region 3. Olc ol the Director. 90/02/02. 17pp. 62674:163-52674:169. 


90021i)0005 Moniniy oporaimg repts Icr Jen 1990 for Pont Buacri ^*ucloe' Planl.Unts t 
& 2 W/900206 Itr 

KBAUStCW. FAr.CW. w.sconsin Elecific PoA-er Co 90/0l/3t gpp 52656-337- 
52666 3^15 


S. Reportable occurroncee, LERs 6 rolalod correepontience 

9002120044 O.scjeses aebign delicior.cy ol Wnstingliouso sefoty tn|uclisn block Switch 
osed 81 Pc ni 6o6Ch Un i 1 Wosiinghouao idoniiliod oihor pienis using s rrrlar switches 
& nto'med licensees of polontia' losclui ons r.olcd m slaiod oncia 
NOVAK.T y Divison Of Safety Pfog'ams (Posl 670413). 90/02/02. ROSSI.Ct D.w 
Sion cl Cpoiaiional Evenia Assossfr.oni {Posi 670411) lOpp 52027.096-52627:105. 

-9002150203 Fofwaids AEOO/T904, ' Ooslgn Ooheoncy of Safofy Infocnan Black 
Sw.tch" Lice.'isoo decision to co'ieci ensilng schomo by insia'img two selocior 
switches w/one switch tor each tram noted. 

.yA2uyDAR,S Reactor Opotatlons Analysis Qfoiich 09/04/10 ROSENTHAL J.E 
Roaclor Cpotai ons Analysis Branch ip 52627 103-52627. t05. 

-9002160206 AEOO/T904, "Oos gn Deficiency Of Seloly ln,Qcticn Block Sw.tch.” 
MA2UVIOAR.S. Oflce for Analyss A Evaluation ol Opereional Data. CidCiO'. 69/04/ 
10 2pp 52627:104 52627 105 


rtjiwtirus dppi wa"Uii lor cjmuiia lu ^ 

Tech Sp«Ks.Specifi:ai y, senior vicu prosidoni, nuclear operations revisoJ lo vico r'osi- 
dent ruCeai oporoiicns & r>ucloar ire.n ng managor rovisod. 

CRAWFOno.AC. Pubic Service Co Of Cdcfarto. 00/01/25 Dccuniont Control 
Branch (Oocument Con'rol Desk) 3pp 52547 109-52547:210 

— 90020503S2 App! cation for amend to Ulconso DPR-ai.adding nucloa' Ita'iting a sup- 
perl managof to NFSC rromborshlp. 

CRAwrOHO.AC. Pubic Service Co cf Colorado. 90/01/25. jpp. 525nV-l02- 
52547:164 

—9002060359 Proposed Teen Specs re administraiivo hlio chanyos lo ■Seciio.'i 7.1 . 

' Pubix: Sorv.co Co of Colorado. 90/01/25. tepp 52647.105 62547:210 

9001290061 Generic Lfr 90 02 lo a t LVVR iiconsoes & app'icanla re allorrativo runu te- 
menia for fuol a3scn',bl:os In design loaiuros socticn of Tech Spocs Sve list onci 
PARTLOWJ.G. Associate Cl.-octor for Pro|oct9 (Post 870411) 00/02/01. Cortao'idat- 
ed Ed-son Co. ol New York. Inc. 3Dpp. 52637 055-52637 093 

9002140194 Responds to Generic Ltr 89-13, 'Sve Wato.' Sys Ptoblems Alfucling Safety- 
Related Equpmer.i.'' Cuttenliy 08 labiishr)d prevent vo momt £ Tern Spec siirvcilinnco 
actnr-t es en HXs rorra rrg In sve will continue. 

CRAWFCRO.AC Public Sorvico Co Ol Colorado 00/02/00. Oocurneni Control 
Branc/i (Oocumcnl Control Do: X) 4pp 52655 12B-52655 13l 


V. Operator Examinations 


O. inspecUon reports. IE Bulletins A correspondonce 


9001310095 Provides info re generic lur.damenials oxem socticn ot opetatoi 5cof^s^o 
eiam on 900207 & odvisos inet losults ol nxern should ho avallablo wthln 3 wks tot- 
lotvi.ng completion of eram 

wniGnT.GC Hogio.n 3, QIC Of the Director 90/01/16 CommonwoBiih Edson Co 
5py. 62497 213 52497.21/. 


DOCKET &0-2G7 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, modical, emergency A fire protection plana 

9001290053 Revised lire proloccon program pian.consislitm ot Issue 0 to tebii) ol 
contents, Issue 3 lo FPOR-3, "Union Sys ' 4 i&suo 4 to FPOR-iA. "Fi'o Doors" 

• Public So-vlco Co ol Colorado. 1)0/01/10 7pp. 52469 104-52460 200 

9002060421 Issue I to Fire PiolSChon Plan rPQn-21. "Kito Protochon OpornUlily Ro 
gu'remsnis" W/lssuo 7 to tablo of centonis lor Sucilcn Q i. 

' Public Sorvico Co OlColcraUO O0/Ot/16 5pp 52542;IS5'52542.I50 

9001390044 Responds lo NRC 091210 lir ro woaKnossos noted in in$p Ropt SO 267/ 
66-22 CoTOClivo aclione during power opnratlons throe i consod reactor oporatoia wri 
bo present In control & short In smerguncy pub'ic address sys repaired. 

CRAWFORD, AC. Public SorviCO Co. oi Colorado flO/()i/iO Documoni Conirei 
Branch (Decument Conitol Desk). 4pp. 02460:000-52460 002. 

9002010066 Forwards PIro Oporab-Hty Roquirumcnis 3 & l4.lssuos 3 & 4. 
tospeciively.io fire proiociion program plan, Section FP.o.i. Cuanitos cover iieion »ys 
& bes s & records cir halon sys 

CRAWFORD, AC Pub'ic Service Co o( Colorado OO/Ot/26 Uooumeni Control 
Qrancli (Oocumeni Control Desk). 5pp. 52532 050-52632.063. 

-00020f(M97 Issue 3 (o Fire Proleciion Operabif.iy nequremont 3 A issue 4 to Fire 
Protocilon Operability nequlroiT.ont t4. 

' PubI e Se.vlca Co. of Colorado. 90/0 1 /St. 0pp. S2532.0S5-52532.O63. 

90020SQ207 Forwards Insp Ropl 60-207/00-02 on 900100-12 No vtclaiions or devi 
ations noted. 

C0LLINS,S J. Reg on 4. Ole of the O.ruclor. 00/01/26. CHAWFORO,AC. Public Serv- 
ice Co of Colorado. 3pp. 52547.346-52547 355. 

-6002060290 Insp Ropt 50-267/0002 on 000106-12. No vlola(IOf>s or doveions 
notnd Ma.or areas -nspeciod.I.ro prolociion/ provonllon program Irrplomiiniauoti A tot- 
lowi^ of previous Insp findings 

SINCjH,A., STETKA.T F. Region 4, Ofc of the D-reclor. 90/01/24 4pp 62547:352- 
52647355 

6002160201 Issue 3 lo Fire Ptoieciion Operability Roqulromoni FPOR-t2. "Fro Oeiuc- 
lors ’’ W/lssue 0 to table ol contents 

* Pubic Service Co ol Colorado- 90/01/31. lOpp. 52675 256-52076265 


P. Operating license stage documents A corresponderice 

9001290037 NoUf-Os of util Inient lo boro 10 cpnc/olo corr? drills into p/r-stroesnd con- 
dole roactor vossel barrel sectio-n at various eluvellons found necossary lor docorn- 
m ssiQn no planning Dnilings wil begin on 900205.A89098moni oncl. 

CRAV/F0RD,A C. Public Service Co. ol Colorado. 00/01/16. WEISS.SH Non-Powei 
Reactor, Decommissoning A Enviionmoniel Proloci Dliocioraio. Opp 52468077- 
52460.064. 

9002060196 Forwards Amend 77 to License OPR-34 A seloty evaluoiiort Amend up- 
grades portions of Tech Spocs re roaciivity conirols.W/o LLt tochrMcal evefuetion 
real 

ERICKSON, P.B. Non-Powei Reactor, Docommissiof.lng A Env-ron PioJ. O.recior- 
aio(89O73O-80OO3O). 90/01/24. CRAWFORD.A.C. Public Sorvico Co ol Colorado 
4pp. 62560.049-62560:141. 

—9003060216 Amend 77 to License DPR-34.upoiad.ng portions of Toch Spocs ro roec- 
tivity conirot.lndudlng calculetod bulk coro tamp, core avorago inlel tomp.coro alter- 
ations A control rod pair oporabllity. 

WEISS.S.H. Non-Power Reacior.DecommIssioning A Environ. Pro! Direclor- 
810(890730-890930). 90/01/24. 76pp. 52660.053-62660:l37. 


9001300400 /Vdvisos that d.'Dlt fnai ropt fo' closecut ol IE Buiolin 79-23 found 
accopiable Load or-cmeers lor IE Dulloiins 64-02.60 06 A 07-002 leass gned as fistod 
BGRUNGEn.CH. Gonunc Ccmmu.nicat ons Branch NHC 0505-157. 00/01/17. 
LOFY.RA PARAMETER, Inc 3pp 52513 256 52513:259 

9001290044 Responds to NRC 801216 Itr re woaknosses noted In liis|> Rupl 50-207/ 
69-22.CorreclivO aclio'is during powor oporahons three i.eonsod loaclpr eporotors wi I 
Co pieso-ni in control A short in ori^organcy public iiddross sys ropa rod. 
CRAWfORO.AC. Pubic Service Co ol Colorado. 93/01/10. Doc-^rrent Conirol 
O/anch (Oocu/nonf Conl/ol Dask) 4pp 62<fi0.D89 S24BS 092 

9002050267 Forwards Insp Ropt 50 257/90-02 on 9C0108-t2Nn vp'atiDns or cluvl- 
alldns roiod 

COlUNS.SJ Hugion 4, O'c ol tho Droclor 90/01/26, CRAWFORD.A C. PuIrhC Sutv- 
rco Co. Ol Colorado 3pp 52547:349-52547.355 

-90020S0290 Insp Rept 50-267/90-02 on 000106- 1 2 No violatiors or drjvioilons 
r-oiou.Msor oroas fnspeciod hro prolociion/ provont cn progrant lrrpli:rr,oniot;on & fol- 
lowu> ot provfous insp lirdmgs 

SiNGiU. STETKA.TF. Region 4, Ofc ol me Drecier. 00/01/24. 4pp 52547:302- 
52547355 

9001230120 NRC info Noico 90-C05. "Inlor-Syslo'n Dschargo of Rocclor Coolant.” 
Sve llsi oncl 

nossi.CE Civison o' Oporai’onai Evonis Assossmoni (Poel 070411). 00/01/20. 
Consondeiod Edison Co of New York, fne lOIpp. S2535:l2S-52S;i5-227. 

9001230175 NRC Info Noheo 00 006. "Poionllol lor Loss ol ShulrJown Cco ing WMIlo a1 
Low Roacioi Coo’ani Levo’s ’’ Sve iisi oncl 

ROSSi.CE. ^vision ol Oporaiional Evunis Assossmom (Post 070411) 00/01/29 
Consoldolco Ctison Co of Now York, inc. 101pp. 52S35.025'&P53S:124. 

0001240100 NRC Info Notice 90-007, "Now Inlo re Insuliilion Mall Porfoimanco A 
Oobris Blockage oi PWR Conrainmoni Sumps.” Sve 'let onci. 

ROSSi.C.E D-visisn of Oporaiional Events Assossrr>oni (Post 670411). 00/01/30 
Consofidatod Ed.son Co. oi Now York, Irx. 99pp. 52535.226-52535 320 

9002060328 Forwards Insp Ropt 50-267/90 01 on BOOiOO-i2.No violatlciis or rfovi- 
aiions noted 

COILINS.SJ Rag on 4, Ofc ot Iho Di'ocior. 90/01/30. CRAWFORD AC. Public Soiv- 
icuCo ofColoiadD 4pp 52555 109 52555:166 

—9002080337 Insp Repi SO-267/90-01 on 600108-12 No violations or dovlaiiuns 
noted Major oroas -nspoctedOA program In vlow of iJocision to doluol A dacomms 
Sion lac'll ty 

M(^EILL.WM.. DARNES.l. Rogon 4, Ole ol the Dirocior. 00/01/25 dpp. 52550 103- 
62555:195 

9001250020 SuppI 2 to NRC Info Notice OB-023, "PolenllBl foi Gas Glrycllng ol HPSI 
Purrps Curing LOCA." Svc list oncl. 

ROSSI.CE 0<v.S!on ol Operational Evonis Assossmeni (Post 870411) 90/01/31 
Conso'ideiad Edison Co. of Now York, Inc. 05pp. 52533.320-52534:002. 

9001260198 NRC Info Notice 90-038. "Kr-B5 Ha 2 a'ds From Oocayod Fuol." Svc list 
ortcl 

ROSSI.C.E. Division of Operalional Events Assessmom (Post 670411) fiO/OP/01 
Consol dated Edison Co. of New York, Inc. 77pp. 62583.180-52503 256. 

9001290102 Suppl i to NRC Inlo Nohco 88-030, "Targot Rock Two-Stago Soleiy/nollol 
Volvo So^nt Drift Updaie." Svc list oncl. 

ROSSI.C.E. DiviS'on ol Operational Evonis Assessment (Post 67C411). 00/02/02 
Conso'ideted Edison Co of New York, Inc 78pp. 52556.238-62550.317. 

9001300424 NRC Info Notice 90 009, "Extended Inlorim Storage ol Low Level Rad- 
waste by Fuel (Sole A Mails Liconsoes." Svc list oncl. 

CUNNINGHAM, R E. O.vslon of Industrial A Medical Nuclear Safety (Post 070729) 
90/02/0$. Consoi.dated Edison Co. ol New York, Inc. 100pp. 52563'257-52504 0(14 


V. Operator Examinations 


-9002060221 Safety evaluallon simporling Amend 77 to License DPR-34, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 00/01/24 4pp 
52560:138-52660:141. 


9002150309 Notifies Of lermlnailon ol MA Rhoion employmont w/ull oftocilve 000206 
FULLER.C.H. Public Service Co. of Colorado. 90/02/C6 Dooumenl Control Branch 
(Oocumeni Conirol Desk), ip. 52668:241-52666:241. 


DOCKETED ITEMS 


Y. Dry Cask Indopendeni Spent Fuel Storage Inalelistione 


-S002070I49 "NuClOfir Oesgn Mottiodo'ooy Using CASMO-3/S'mulat0'3P " 
•OuVe Power Co nPC-Nf-1004. 00/01/3*. 90pp SP686275 52587:01? 


9002070*99 Nol.licet.o.'’ of 900215 rroofng w/ul' i.n RocVvilo.MO to ri SCUiS app'.cal'on 
lc< Pry sio'eno conctpio rroil-jiy sys iSfSi to De 'ccaiod ai plant 
RUFPNSn Fue'C>:’o Sn'nty Branch 90/02/05 ROBERTS.JP Fuel Cydo Sflfoty 
Branch Ip 52598 22J 52598 224 

9002090372 RoQuests l>nc co'.cu'i&ncu to enat'B Pairy pon^i outside ol «oac- 

lor p'OfeclOil 8'oa i~.ol< ng Cidg iSFSl access road n order (or ISFSI S'O cha'aciot- 
irahon study io be podcrmed pe' fl9i?C8 m«0ii''g 

CFtAY.rORD A C Pub'c Se-/ico Co ol Co's'ado 90/02/07 R03ERTS.J P Fuol 
Cycle Saletr B'a-ch Dpp 52599 085-52599 0.97 


9002060038 Responds lo Generic Lir eg- 13, "Svc Waior Sys Prob'ems Al'ociroSaiei 
RolaiPd Eou.pmoni •’ Prog.'ant to sample & nnelyro rni/iVo siruciu/es (or AsaHc cii-(, 
10 be developod. 

TUCKER u B. Duke Pcwor Co. 00/01/26 Documoni Control Branch (Oocumeni o-- 
trol Desk). 2ipp 5255S077.52556007. 

9002120268 Summary ol 000109-10 meel'ng w/ulil re riotalls ol p.'Oposod chanoos is 

K iani oloctncal ays toch Spoca. 

riENSLA Proioci Direcioreio il-3. 00/01/29. Pro|nct Drodoraie ii-3 4 m 
52630 166-52630- 159. ^ 


9002090226 Ago.nda let NHC'Pub'c Svc Co ol Ccicrado 900215 moot ng 
GOSS.O Pubi c Se.-Mce Co ol Coferado 90/02/03 RCaERFS.R NRC • Mo Detal'ad 
Alfnaiion Gr.en Spp 52626 127-52626 129 


DOCKET 50-269 OCONEE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & lire protection plans 

9001310484 Fcrv«ards lev.sod icense ccndt.o.n Id plant, incorpcraiing Rev 2 lo ISFSI 
socuri/ program, lot :nln 

MCKEE P Reacid Sa‘egua.-ds Grand! 90/01/17. SJCi0LCM,G Fuel Cyc'e Solely 
Branch 2pp 52499 129 52498 130 

9002060243 FerwO'dS pubic verson Ol Rev 33 lo Cnsis Mat ime'omontng Procodu-'o 
CWlP-1, "Recovery Manage' 8 immediate StaH ’ 8 Rev 24 to CmiP- 2, "News Group 
Flan " W/900131 te'ease mo.xo 

TUCKERHb Duke PCiver Co 90'01/18 Oocjir.eni Control Branch (Docurtteni Con- 
trol OesV) 2pp 52551 008 52561 283 

-9002060249 PuDiO ve'Sicn o‘ Rev 31 to Cms Wgl In plomonirg Procedure CM P-1, 
' Recovery Manage' 8 irT.medaie Siaii" A Rov 24 to CMIP2, News Group Plan" 
■ Duke Power Co 90/01/18 273?p 52581.01 1-52561 283 


9002120270 Forwards Rov 0 to OSNE 0220.00-00 0000, '"Oconoo 1 Cycle 13 Core Op- 
O'aiing Lim is Ropi ’’ 

TUCKERHB Cuke Power Co 00/01/20 Document Control Branch (Oocumo-n Con- 
trol Desk) ip 52617237-62617:245. 

-0002120275 Rov 0 lo "Oconeo 1 Cyc’e 13 Coro Operating Llm.is Ropt " 

MCCLAIN,D Duko Power Co. 90/01/15 0pp. 5261 7:2.-38-5261 7 245 

9002120298 Advises ol FPRI fOloQSO ol Mod 2 ol VIPRE Oi computer code wh,cii u-j 
cnlonds 10 use as described In topical repta Changes orlg natod trom comments re- 
co.vod Irom codo users 8 assigned ClllOl-Cm 77. 

TUCKER H.0. Duko Power Co 90/01/29 Oociimonl Conirol Branch (Oocu-no-il Con. 
ltd Desk). 9pp 62626 349-52626.357. 

0001290051 Genetic in 90-02 lo ell IV/n l consoos & epplicenis re aiiotnatnre requre- 
menis for luol assombl os In design (eatures eociion ol Tech Specs Svc l.st enci 
PARTLOW.J.G Associalo D, rector lor Projects (Posi 070411). 00/02/01 ConsoWa- 
ed Edison Co oIN’ewYoik, Inc 3Dpp 52637.055 52037.093. 

9002090329 Forwards AmondB 177,177 8 174 Vo l.iconsos OPR 30,OPR.47 8 Wfi 
S5, respect vely.satety oveluabon & onvi.'en assessment, per N Bruno 000 MS request 
INGRAM n K. Pio;oci Di.'octo/alo il-3 00/02/02. TEEH.B.n. Trane Co. ip 52614 OOi 
52614 029. 


9002060150 Forwards pi.b’ : vets on o' Rev 90 01 la Vtf C to "Oconoe Nuclear Siaupn 
impierroniirg Ptocodi.tes Emernoncy P's'i" 8 Rev 69-03 to Vo' A lo "Oconeo NuCie- 
af Siadjn Emurgoncy Plan" W/6001.11 reteaso merro 

TUCKERHB DuVo Power Co 90/01/19 Ooci.meni Control Qranch (Oocumeni Con- 
UOl Oesk) 2pp £2560 167-52561 007. 

-9002060155 Pubic veisibn Ol Rev 90 01 10 Vol C, "irTp'ornenting Prncedu.'os Mar.uSl." 
BARRON, HB Duke Pcwor Co. 90/01/03 SOpp 52560 169-52560 190. 

>■9003060158 Pkblc veison ol Rov 89 03 to VOl A to "Oconoe NtiCloe' Slelion Emor- 
Qorcy Flftft" 

GARRON.HB Dyke POwor Co 90/01/17 169, “p 52560 199-52561.007. 

9002090046 Forwards ROv 30 lo SOCunfy plan W/0 e-'CI 
TUCKER, MB Ojko Power Co 90/01/22 Ooeameni Ccntrcl Branch (Oocumeni Con- 
trol Desk) 2pp 52608 043-52600.044 

9002140190 C'aMes pos-tion re exercise weavnessos & hspoc'-or loi'owup Home naiad 
in Insp Ropts 50-269/89 29, 50-270/09 29 8 50 207/89-29 Enhancoments lo com/r.u- 
meal one eo-i pmo,ni ui s'/ruiaior insie'led e nee lasi oxerciso- 
TUCKGR.H B O'jke Power Co. 90/02/02 Document Conircl Branch (Documoni Con- 
trol Desk) 4pp 52655 ISO 52655 159 


0002130031 Summary ol 000110-17 ir-livilaco mtieling w/iiill ol site lontHry.-ig 8 lej-j- 
lalory Issuns.l let ol niiendcos, handouts 8 agenda one! 

WIENS, LA Proioci Pirecioralo 11-3. 90/02/02. Pfojoci Ditociotalo i;.3. SOpp 
52646.276 52646-307 

9002220322 Applicei Oh (oi amondft lo Uconeoa OPn-SO.OCn 47,OPR 55, NPP-9.I<PF- 
i7,N'PF-35 & NPF'52 Amends Involve rniociillng tadlologicnl otiluoni Tech Specs ip 
reapectvo eioiions eoiociod iicensno commlimuni manuar 
TUCKER,*! B Duko Power Co. 00/02/07. Oocumunt Control Branch (Documeni Con- 
trol Oosk) epp. 52667 021-52660:020. 

-9002220327 Proposed Tech Spoca, roiocQtmg radiological oKlitont Toch Specs la ss- 
lociod liconsoo comrriltruni manual. 

* Duko Power Co. 90/02/07. 20pp. 52667.027-52067:055. 

-9002220320 Pcopoeod Tec.h l^Qce.rolocaiiiv} radkilugicni elUuetM Toch Specs to ee 
lociod llconsoa corrmilmani manual. 

' Duke Power Co. 90/02/07. 77pp. 52C07.050-52e07:132. 

-9002220333 Proposed Topli Spoc9,ti)locailng radiological oKluoni Toch Specs lo se- 
leciod Lconsoe c-omm-tmoni mendol 

* Dyke Power Co 00/02/07 26app. 62607.133 52068.020 


P. Operating llcenee stage documcnie 8 correspondence 

9002060174 Forwards notice ot consideralon cl issuance of emends lo lacll-ty OLs 8 
opporiunity lor hoanng re req-jsst fcr amends to Lcenses.revls ng Tech Specs io 
update LOCA i-rT.iicd max B''cwabie meat heal rale 

WiENS.LA. Projeci Oirecioraie 11-3. 90/01/18 TUCKEfl.HB Duke Power Co 2pp 
62584 275-52584 281 


0- Inspection reporle, lE Bulletins A correspondence 

9001300490 Advises lhat diall final ropI for closeoul of IE QuiloVn 79-23 isund 
eccoplabfe.I.ead ong-noore for IE Bullolms 84-02.00-06 8 07 002 reosslgned as listed 
BERLINGER.C H. Gonoiic Communications Branch. NRC 05 05 16 a 99/01/17 
LOFY.RA. PARAMETER, inc. 3pp. 52513 266 52513:250. 


-9002080177 Notice ol coas.doraf.on d issuance of arrends lo Licenses DPR-38,DPR- 
47 & OPR-55 8 proposed NSiiC dato'm'naiion 8 opportunity for heanng Amends 
uodaie LOCA 1 mifed max e'lowabie -'i.nsar heal rate 

MArTHEWS.D 0 Pro.CCI Drecioraio l!-3 90/01/16. 5pp. 52584.277-52584 281. 


9002020226 Forwards Insp Ropts 5O-26O/O0-37,6O-27O/O9-37 & 50-287/693? on 
091 127-1201 & notice of vblahon Attoniion Invilod lo uiirosolvnd iiom 
JULIAN,C.A Region 2, Ofc ol the Oiroctor. 90/01/17. TUCKER, H B. Duko Power Co. 
3pp. 52540 136 52540-148. 


9001310256 Forwards addi info in suwiod of 870814 request lor amend lo Licenses 
DPR-38.DPR 47 8 OPR-55,rovsing Tech Spec 3.4 4 lo raise m:n upper surge tank 
loves Irom 6 lo 6 ft 

TUCKER, hQ 0-jke Pr-ver Co 90/01/23 Docu'r.ent Control Branch (Oocumeni Con- 
Itc-l Desk). 2j>p. 5251V199-52S11 2C3 

9001310093 Forwards suopi to Q9083I proposed amend lo auxii'ary electrical sys Toch 
Specs.per 800109 8 10 meefings w/NflC. Technical jusWcatio.h 8 NSHC evaluaiion 
remains val d 

TUCKEft.H B Oul-.e Power Co. 90/01/24 Oocumeni Conttol Branch ICocumenV Con- 
trol Desk) Ip 52503 114-52503:136. 

-9001310095 Proposed Tech Spec Pages 3 7 t through 3 t-i4 re auxiliary oloctrlcal 
sys. 

•Duko Power Co 90/01/24 22po 52503 115-52503 136. 

9002010058 Requesis approve' to use Ai'oy 690 plugs as alternative to roqu romenis of 
lOCFR55(e).codes 8 sfds for plants prior to 900226. 

Tucker, H 0. O-jke Power Co 90/01/24 Documeni Control Branch (Document Con- 
trol Desk) 4pp, 52531:125-52531:128. 

9002060092 Adv;ses that uLl 891 101 rosponso to Generic Lir 88-20 re Individual plant 
exams accoplable.Anuc-pates that addi analysis or reporting requiromonls will not 
have adverse etfoci on schedule. 

MATTHEwS.O 0. Project Direcio'aie li-3 90/01/24 TUCKER.HB Duko Power Co 
3pp 52559 176-52559.178 


9002070144 Forwards "Nuclear Design Methodology Usng CASMO-3/ Simuiaio-3P." 
Ropi presents CASMO 3/SiTuiate-3P code sequence as reaciot model for use in 
reload design calculations. 

TUCKER HB. Duke Power Co. 90/01/24. Document Control Branch (Document Con- 
trol Desk). 32pp 52586.243-52507012 


-9002020228 Notice of violaiiori from insp on 001 127-1201 Violaiion noietl.ulil insorvics 
insp plan lor second period ol socond Interval not in conlormoncu w/ASME Sacfion 
XI Codo. 

JULIAN.CA. Region 2, Ofc of the Director. 00/01/17. Ppp. 52540:139-52540:140 

-9002020232 Insp Ropts 60-269/60-37,60-270/60-37 A 60-207/89-37 on 091127- 
t20l.V!olDtlon noted. Major areas inspected insorvico insp.including obso/vahon ol 
work 8 work activities & review ol actions lo Unit 3,2nd Interval request lor re" el. 
COLEY.J.L , BLAKE, J.J. Region 2, Ofc ol iho Director. 00/01/10 Bpp 52540.141- 
52540.140 

9002060127 Responds lo NRC Buileiin 00 003, "Potential Loss ol Required Shutdown 
Margin Duririg Refueling Operollons." Affected plenl procedure lor core rclosding re 
vised lo Include implemoniatioh of design engineering annlyses. 

TUCK€R,H.6. Ouko Power Co. 90/01/26. DocumanV Conlt&l Qranch (Docuff-ent Con- 
trol Desk). 5pp 62694:302-52594:306. 

9002120254 Responds to NRC 891220 Hr re violatlona noted In Insp Repts 50-269/89 
31.60-270/69-31 A 60-207/89-3t.Corrocl.vo actions" ponoirailon 53 mod.lled to allcw 
Type C lesimg A vaWos lN-131 A lCA-29 on ponoiialloh 30 Typo C lasted. 
TUCKER, H.B. Duko Power Co. 90/01/26. Documeni Control Branch (Oocu.me.ni Con- 
trol Desk). 3pp. 52607:045-62607:047. 

9001230126 NRC Into Notice 90-005, "‘Inter-Systom Discharge ot Reaciot Coo'ar.l" 
Svc Hat cnci 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 90/01/79 
Consolidated Edison Co. ot New voik, Inc. lOIpp 62635:125-52635:227. 

9001230176 NRC Info Notice 90 000. ‘’Poloniial for Loss of Shutdown Cool.ng While sf 
Low Reactor Coolant Levels." Svc list encl. 

ROSSI.C.E Diviaion of Operational Events Assessment (Post 870411). 90/01//» 
Consolidated Edison Co. el New York, Inc. 101pp. 62535:025-52536-124. 



000*240190 Into Nolen 90 007, "Now Into ro insula'on Moll Pedorn^nco S 
Rfihfis Blocl'flcn ol PWn Coniammont Sux.ps " SvC I si nod 

ROSSl.CE Div.sioo ol Cporaiionfll Evonis Assoasmonl (Post 870411). 90/01/30 
Consoiid.iioO Ed son Co ol Nbw York, Inc 99pp 52635.220 52535 329 

9001250020 Supp' 2 10 NRC Info Notice 08 023, ' Polenlial lor Gas Bnrfing of HPSI 
Pumps Duf.ng LOCA ' Svc Ii9i enci 

ROSSI, Cfc DiVison ol Operaiiora' Evonts Assossnionl (Poai 870411) 00/01/31. 
Coflsci oaiod Edison Co of Now York. Inc 05pp. 52533 329-5?534 062 

9001260196 NRC Info Notice 90 006, ' Kr-85 Hazards Fiom Docayud Fuol" Svc list 
encI 

RORSl,CE Ovison ol Opo.'otonal Evonln Assosamoni (Post 870411) 90/02/01 
Ccnsoi daiod Edison Co of Now York, Ire. /7pp. 62503 100-52583 256. 

9001200102 Suppi 1 to NRC Into Nolicn 06 030, "Targoi Rock Two Slago Saloly/Relief 
Valve Sotpoiri Dnli Updaio." Svc .'isi onci 

ROSSI, CE Oiv.sion ol Operational Evonis Assuasmenl (Post 070411). 00/02/02 
Consoiida'od Ed son Co cl Now York, Inc. 70pp. 62656 236-52556.3)7. 

9002140196 Clan! os pos.tion (o n<erriso wea' rioasns & ir^spociot tollowi.p itnms noled 
In insp Repis 50-269/69 29. 50-270/60-20 & 50 207/09 ?9 Fnhnncorronis to coiUtru- 
ricaiions ec^uprrsnl at smj'aiof msiaiiad slnco Isal nvorc ao 

TUCKER, H B Duke Power Co 90/02/02. OocunionI Conitci B'anch (Cccurnont Con- 
trol Desk) 4pp 52055 166 62055 159. 

9001300424 NRC Inlo Noilco 90 009, "Exiondod Inlorl'n Storogo ol low Lavol Had- 
waslo by Fuel Cycio & Mat's L-consoos " Svc list oncI 

CUNNiNGHAM,n E Uvlso.n ot Industrial & Medical Nucloai Safoiy (Posi B70720) 
93/02/05 Ccnsolidatod Edison Co ol New York, Inc iQOpp 52683 25/-52584.O04 

9002150202 Revlsea rosponse to vlolallon 80-17-01 noiod in Insp Ropis 50-2e9/00- 

1 7.50- 270/60 1 / & 50'287/68'l7 ro lark ol upplir.alilo procndiiros tor ninirii 
ecliv.iios Hall oi 600'vail broakora will bo lusiad during oach rofuoiiny ouingo. 
TUCKER, H Q D.'ko Power Co 00/02/05. Oocumont Control Drancli (Docmnonl Con- 
trol Desk) 3pp 52666 IS0-&2659 161. 

9002230182 Responds lo NRC ncoioo lir ro violations nolorf in Iriap Ronis SO-POO/OO- 
36.50 270/69-36 & 50-267/69 36 CorrocUve action opornloi closed 3lp 2 8 3!p-3 to 
stop loss ol RCS invoniory as indicniod by docroaaing 'ovoi ol loirtnwn sioragg Ini-.v. 
TUCKER. H H O-iKo Power Co 90/02/07. Oocumont Co-ntroi Utoncii (Oocumoni Con 
troinask) tOpp 52706 237-52/09 246 

9002230543 Rosponds to NRC 0001 1 7 Hr ro violatirtns noted L-) Insp Ropis 50-200/80 

36.50- 270/Q9 36 & 50-267/69 36.Currocl>Ye acbons error ccirocled in au;<><0onco w/ 
OA Procodu.'O OA-513 

TUCKER H B. Duko Power Co 90/02/16. UoCumuiit Control Biiincn (Oorumoni Co:i 
irol Desk). 4pp 92715350'527I5.361. 


R. Periodic operating reports & related correspondence 

0001300173 Forwards n-ionui'y operating ropi lor Dec i96U i<;i Oconee Nudon* 
Siaiion,Ur'ii9 V2 & 3 & rovlsod monllily npnraiing sialus ropi loi Nov lUUO for Un>i 2. 
TUCKER. H 0 Duke Powor Co. 00/01/15 Uncurnonl Control Utaoch (UocumunI Con- 
irol Desk) ip. 52404:232 52494 251. 

-9001300174 MaiilNy oporalinu rcpis lor Uoc 1006 (or Ocorrou N»c!oa> Sittllon.Urais 

1.2 & 3 . 

WILLIAMS, RA OukoPowor Co. 89/12/31 lOfip 52464-233 52404 240 

-0001300176 Revised monilily opoiaiing status rept (rsr Nov 1089 lor Ocor.eo Nociea' 
SiQilon Unit 2 

WILIIAMS,RA Cuko Power Co. 69/11/30. 3pp. 52404-240.52494 251. 

9002280204 Forwards monihly opnraling ropis (or Jon I9D0 (or Oconoo Nucloo' 
SlQllon.Unis 1.2 & 3 & mcnihly oporai-ng elaiua rupi lor One 1006 
TUCKER. H fl Djko Powor Co 90/02/16. Oocumont Control Qrancii (Oocurnonl Con- 
trol Desk), tp 52721334-52721.350 

-9002230262 Monllily operating rupis (or Jon 1990 lor OcoiiOo Nudoni Sinlion.Unlls 
1.2 & 3 

WILLIAMS.RA, MOSER, SW. Onko Power Co. 00/01/31, I4pp 52721 335- 
52721 349 

-9002260206 Monihly operating aieius repis (or Due 1969 for Oconco Nucloer 
StatiPn.Unlls 1 2 & 3 

•Duke Powor Co 89/12/31 1p. 52721:350-5272l;350. 


S. Reportable occurrences, LERs 8 related correepondence 

9002080106 LER 00 001-00 on 09i229,d'scuverod thfli Tech Spocs change o-n oporat* 
Ing pareme'.a.'S not mplomeniod. Caused by mgi dolicloncy & inadoquaio policy/ 
dirocbvoPorsonnal counseled & roquVerl soipolnt changes con)pk)lodW/900r26 lir. 
LOWERY.H.R., BARRON.H.B Duke Powor Co. 00/01/29. tipp 52550011- 
62550021. 

9002140213 Advises that LER 260/00-S01 ro fo luio of socurliy access control provam 
will be subm.itod by 900210 In ordor to provide addi time to assure ihat con^wen- 
swe corieciivo actions developed & documontod In rapi. 

BARRON.H.B. Duke Powor Co 90/02/02. Oocumont Coniroi Branch (Oocumoni Con- 
trol Desk) Ip. 52651:357-52651 357. 


Y. Dry Cask Independsnl Spent Fuel Storage Installations 

9001310464 forwards revised license condii'on for plant, incorporating Hov 2 lo ISFSl 
security program, (or inlo 

.MCK6E.P. Reactor Safeguards Branch. 00/01/17. SJOBLOM.Q Fuel Cyde Safely 
Branch 2pp. 52498:120-5240e:t30 

9002010273 Forwards Licanso SNM-2503,outhodzlng 20-yr term lo lecorvo, 
possess.storo A Hansfer spent fuel from units In ISFSl located at faciSly.por 
10CFR72,SER A notice ol Issuance. 

SJOaLOM.G.L Fuel Cycle Safety Branch. 90/01/20. TUCKER H Q Duke Power Co 
4pp. 62514.303-52515 069 


—9002010286 License SNM-2503,authorltirig 20 yr term to roro.'ve.possoss. Store A 
itansle.' speni fuel from plant 'n ISFSl located at situ 

SJOBLOM.G L. Orv.sion o' Indusiiioi A Med cel Nucloar Saintv (Post 670720) 00/01/ 
29 27pp. 52514 307 52514 333 

-9002010294 Safu^ uvaLalion aulhonz.r.g 20-yr term lo loco.ve.possoss, store A Irnns- 
tor spent fuel in IsFSl located at teci'ity 

* Ollica o( Nucioar Maierai Saluty A Sarouua.-ds.ni.-e'-ior. 09/10/31 BPop 

52514 334-52515 065 

-0082010366 Nofcco of issuance Of License SNM 2503 lor ISFSl ai lac I ty. 
SJ09LOM.G.L fuol Cyc'a Safety Branch 90/01/20 3pp 52515:066 52515.069 

9002070204 Rosponds lo 690308 request to rovlow mall s-jbmiliod by Hr, did 
80O2iO,amepdiny no-..;ion sh'old design ol transfo.' cask proposed to bo used m oper- 
at on ol nla.si ISFSl Oos on mod m r.orrpl anco w/10CrR72 48 
ROaERlS.JP Foul Cyc’o Ssloty Branch 90/02/01. TUCKER.HO. Duko Powor Co 
2pp 52605C08 52605 033 

—9002070216 SER Qccepil-g dos'gn changn to Iransfor cask lor util ISFSl. 

• Offco Of Nuc'oai Malo."al Saiotv A Satoguaids.D.rocior. 90/02/20 24c-p 

52f>05(}(0-5f605033 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, smergency A firo protection plans 


900I3104S4 Forwards rev.sod license condition for plant. incorporait'.y Rev 2 to ISFSl 
socuii^ program, for Inlp. 

MCKCE.P Roocior Saloguaids Branch 90/01/17. SJ0DL0M,0. Fuel Cycle Salety 
Brandi 2pp 52498 129 52490:130 

9002000243 Forwords pub ic virrslon of Rov 33 10 Crisis Mjt implHme,'.' ng Proceduro 
CMIP-I. "RoiMvery Manogor A Immedate Sloff A Rov 24 to CMIP.2, "Nows Group 
Plan." W/000131 roloasu memo. 

TUCKER.HB. Duko Powor Co OO/Ol/iO. Document Conirol Branch (Docuihonl Con 
KOI Desk) 2pp 52561008 52561 26,3 

-8002060240 PubIC version of Rov 33 to Crisis Mni lm;:leii'Onling Pruceda'o CMIP.I, 
"Hocovory Moniiger 8 'mmodinlo SiaM" A Rov 24 to CMlP-2, ’Nows Group Plen" 
'DukoPoworCo 93/01/10 273pp 52561.01 1 •52501:263 

9002060150 Forwards public version ol Rov 90-01 lo Vol C lo "Oconeo NjCloar SlOllon 
impre/reniing Ptoco<)>j'es EmorgoiKy PW A Rov 09 03 lo Vof A to "Oconee Nucln 
AI SiaiW FmoigorcY Pinn ’• w/000t3i islrpse memo 

tUCKEH.ilB Duko Power Co 90/01/10. Documont Conirol Branch (Documoni Con 
KOI Desk) 2pp 62500 167-52561 007 

— 9(K)2000155 Pubitc vc/S’cn ol Rov 00 01 lo Vol C, ''Itnplomoni ng Procodu'os Manual " 
OARRON.HB Uuke Power Co 90/01/03 30pp. 52560.160 52560:100. 

-9802060166 Pub'ic version ol Rov 80 03 lo Vol A 10 "Ocor.uo Nuc'oar Station Bmei- 
uency Plan ” 

BARRON.Ha. Duke Power Co. 80/01/17 tOdpp 52560 199 52501.007 

9002090046 Forwards Rev 30 lo security plon.W/o onci 
TuCKER.M.O Uuko Powe’ Co 00/01/22 Documoht Control Branch (Oocumont Con- 
trol Desk) 2pp 52606:043 52608.044 

9002140166 Clarttios posHion re exorcise woaknoasos A inspector foHowup items noted 
in Insp Rapia 50-269/09 20. 50-270/06-29 A 50'207/09-29.EnheriCQme.ntB 10 commu- 
nfcebcns eqij pmeni el simulator Installed smeo lost oxoruso. 

TUCKER.HO Duko Power Co. 90/02/02 Documont Control Bronch (nocumeni Con- 
itolOosk) 4|w 52655:166 52655:159 


P. Opsrallng license stags documents A correspondence 

9002060174 Forwards notice ol consldbiotion of Issuance of omonda lo leci’iN OLs A 
opportunity for hooring ro foquoat lor amords to liconsos.iovisiny Tech Specs to 
updaio LOCA llmllod max allowable linear hnat rate. 

WIENaiA, Projact Diroctorale ll-3 00/01/18 TUCKER.H.B. Duko Powor Co 2pp 
62584 275 52684:201 

9001310266 Forwards adcfl Info In support of 870814 request lor amend lo Liconsas 
DPR-30.OPfi-47 A DPR-55,rovistng Toch Spec 3.4 4 lo raiso min upper surgo lank 
lavol from 5 to 6 It 

TUCKER.H.B. Duko Power Co 00/01/23. Document Control Branch (Document Con- 
trol Desk). 2pp 52511:199-5251 1 200 

9001310093 Forwords suppi lo 690031 proposod amend to euxilrary elociiical sya Toch 
Spocs4>or 000109 A 10 mootings w/NRC. Technical [usllflcation A NSHC evaluation 
romalns va'Id. 

TUCKER, H 0. Duko Power Co. 00/01/24. Documoni Conirol Branch (Oocumont Con- 
trol Desk) )p 52503:1 14-52503:136 

-9001310096 Proposed Tech Spec Pages 3.7,1 through 3.1, t4 ro auxiliary oloctneal 
sys. 

• Ooko Powor Co. 00/01/24. 22pp. 52503.1 15-62503-136. 

9002010068 Requests opproval to uso Alloy 690 plugs as eitornotivo to requ omenis of 
10CFRS5(D].codos A elds lor plants prior to 00022a 

TUOtER.rl.B. Duko Power Co. OO/Ot/24. Documoni Conirol Branch (Document Con- 
trol Desk) 4pp. 52531:125-52631:126. 

9002060092 Advises that util 801101 responso lo Genenc Lir OB-20 ro .ndividuel plant 
oxams occopteble Ant clpalea that addi analysis or reporting roqui'oments wllf not 
have adverse efioct on schodulo. 

MATTHEWS, D.B. Project Directoralo 11-3. 90/01/24. TUCKER.H.B. Duke PowOr Co 
3pp. 62559 176-52559:178 



DOCKETED ITEMS 


0002070144 Fcr^atOs ' N. .clear Oes'gn VeiiioOo'ogy Uf'.g CASMO-3/ Sitniaaia-SP-'' 
nopi presen. 3 CAS‘.‘0-3rSi.Tua'o-5P code sequence as reador rriodef for use In 
ro cjd clo3i;n ca'cu'oMO'.s 

TUCKER MB Duke Por.er Co 90/01/24. Documer.l Control BrencP (Oocomoni Con- 
trol Doski 32pp 52506 243 525U70I2 

9002000038 Rospo.'ds lo Generic Lir 89 13, ' Svc Waio- Sy9 P/cb'ems AHechitg Sslety- 
Reia'ed fcqi.ipieeni ' Program lo sa.Tpia & ana'yre iniaho alfuctufos icr Asiaiic Clams 
to be devolqpsd 

TUC<GRII8 0>e Pcivct Cn 90/01/26 Doci.rrcnl Control 8'er.ch fOocumeni Con- 
ircl Desk). 2lcp 52566 077 52556 097. 

9002120258 Sjn.-ntiry of 9COIOO-I9 meelirg w/uiii re dels Is ol proposed changes to 
piani e'ec'ical sys Tei.h Specs. 

'WiE'lSLA piciotl O.icaoiate II3 90/01/29 Ptolecl Oicc>.«eiO U-3. 4pji 
52630 156 52630 159 

9002120290 Adv sus ol F.PRI re'oase oi Mod 2 of VIPRE OI coT.puiet code which ubi 
nistids to uso as desctbcd m lopcai repia Cnangea onginaiod hom commenis te- 
cta, vod Irom code users 6 ass c'ed C-11Qi CH177 

TUCKER H 8 Duke Po'to.' Co 90/01/29 Doccrrcnt Co.nirol Branch (Document Con- 
trol Deskf 9pp 52626 349-52626 357. 

9001290051 Generic l.ir 00 02 lo ell LWR Ico-isees 6 a^i cants re 8Toinai.va lequire- 
manis ‘ct /uol assoTbi es in des gn icaiuros sect.on ol locn Specs Svc -isi encl. 
PAmiOW.JG Assacalo Diocior lor Pic)«cis (Post 870411) 90/02/01. Consoidat- 
Od F.U son Co o1 Now Vork, Inc 33pp S2637.0S5 52637.093 

9002090329 EcrwatOs Amonaa 177.177 4 174 to Lcensos DPa-39.DPft-47 & OPft- 
SS.rcspeciivoiy, salary evaluation & envicn asseasmenl. pe/ N Bruno OOOiiS roqjesi 
INGHAM RK Pioloci Dructoraie II 3 90/02/02. TEER.B R Trane Co Ip 52014 001- 
52614 029 

9002130031 Summary ol 9001 16-' 7 menace meeiing w/ubi ei s/.e le t-.censngiiagu- 
laicry Issues Lisi ol atiQrdoes.handCuis & age-'da oc-ci. 

WIENS.LA Proeci O.'eclcra'O US. 90/02/02 PrOlect Directcrata 11-3 30pp 
52648.278-52646 307. 

9002220322 Appicalon lor amond.s lo Licenses CPR'38,CPR-47,OPR-55. NPF-9.NPf- 
i7,NPP.g5 & NPF'S2 Amends i.*.vo:va relocal ng radio'ooica' a(i<uent Tech Specs lo 
rospaciiva stations selected licensee ccmriiment manuar 
TUCKER H 0. 0,ko Power Co 90/02/07. Oocumeni Co-ntiol Drench (Document Ccn- 
irol Desk), epp 52667.021-52665 028. 

-9092220327 P»opo86d Tech Specs.reioeaing tad,o'ogicai efiiuent Tech Spoca to ao- 
leced I'conseo ccmT-imeni rranuai 
• DjKO Powo.'Co 80/02/07. 29pp. 52667 027-52667 055 


0. Inapoellen reporia, IS Buiietina & cerreapendanca 

8001300498 Advises Ikai d'alt Imal repi lor doecoui o' € 01/1010 79-23 Icund 
acceptable Lead eng naers lor i£ Su-le: ne 64-02.60-06 & 67-002 roassignod aa laiod. 
OERLI.NQln.C.H, Qonofic Ccmmjncaiiona Dranch NflC0S85l57. 00/01/17. 
LO'Y.RA PARAMETER. In; .Ipp 52513256 52513258 

9002020226 Ponva'de Insp Ropis 5O-260/80'37.S0 270/09-37 4 60-267/60-37 on 
091127-1201 4 nuiicool viciaiion Aiierko.i mv.'ad lo u-'raso'vad Hem. 

JULIAN C A. negqn 2 . 0‘« ol me Oi-cctcr. 90/01/17, TUCKER.H.e. OukoPowof Co. 
3pp 52543 136-S2S40.I40. 

-9002030326 Notice ol videion liom msp on 691 127- 1201. Viola'. on noiedublineennco 
Insp plan lor second period ol second iniorval r.oi i.i co.nformar.co w/ASMG Soebon 
XI Code 

JULIAN, C A Rog'cn 2, CIC 01 the Oi.-o:i0'. 90/01/17. 2pp. 52540.130-52640; 140 

-9002020232 'nsp floPla SO-260'89-37, 50-270/89-37 & 60-287/89-37 on 891127- 
l20l.Vio'ei'on nqiedMa.qr areas inspected inservice map.lnctud-ng obaervaUon of 
work & work acHvil os & rcv.ew ol actions re Unit 3.2nd intorval requosi for rokof. 
CCLEYJL, BLAKE,JJ. Rogoi 2, Olc cl ihe Direclor. 90/01/10. 8pp 62540:141- 
52640.140 

9002080127 Responds lo NRC Bulein 89 003. "Potonilsl Loss of Required Shutdown 
Meigin During Ro'uoi ng Operskons." Altecied plant procedure fc core re'odcLng le- 
visod le ir.ciudo implemoniaticn ol design eng nearing eria'yaea. 

TuCKER.hiQ Duke Powe' Co 90/01/26 Oocumeni ^nlrol Branch (Document Con- 
ircl Desk). Spp. 52594.302-52594:306. 

90021202S4 Respo.'ds 10 NRC 691229 itr re violelions noted In Insp Ropta 60-269/69- 
31,50 270/60-31 8 60-287/60-3 t .Corieciwe actions peneiiation 63 mod fled lo alow 
TypsC losing 4 vat-jw iN-lSi 6 1CA-29 on penouallon 39 Typo CloMed. 

TUCKER. H B Duke Power Co. 90/01/26 Oocumeni Control Branch (Document Con- 
ifO' Desk) 3pp 5260?:045-52607 047. 

9001230126 NRC Info Noi;ce 90 005, 'Tnter-Sysiem Discharge of Reacior Cfodant.'* 
Svc list er.cl. 

ROSSl.CE. Division pi Operaiicnai Events Assossmenl (Post 670411). 90/01/29. 
Consol daiod Ed son Co of New Ycik, Inc lOIpp. 62636:126-52535.227. 

9001230175 NRC Info Notice 90-006, "Potental lor Loss ol Shutdown Coo'lng Whle at 
Low Roacior Coolam Levels " Svc list end. 

ROSSl.CE Division of Operational Events Assessment (Post 670411). 90/01/29. 
Conso'idaiod Edison Co of New York, inc lOipp. 62635:026-52535:124. 

8001240190 NRC Inie No‘i;e 90-007. "New Info re inau'atlon Mali PerlormarKe & 
Dotris Blockage ol PWR Conta nrr.or.i Sumps." Svc list oncl. 

ROSSl.CE D.vls:on of Operailonel Events Assessmeni (Posi 670411). 90/01/30 
Consol dated Edison Co. ot Now York, inc. 99pp. 52535 228-52535:329. 

9081250020 Suppl 2 lo NRC Into NoLce 66 023. "PolenVal foi Gas BlnOmo of HPS1 
Pumps During LOCA." Svc list er.cl. 

ROSSl.C E Divis on ol Cpeiatonal Evenis Assessment (Post 670411). 90/01/31 
ConsoTdaied Ed son Co cf New York. Inc. 95pp. 62533:329-52534:062. 

9001260198 NRC )n'o Nolice 90-006, ' Kr-65 Hazards From Decayed Fuel.'’ Svo kai 
end. 


9001290102 Suppl ' to NRC Into Notice 08 030, "Targot Rock Two Siago Satoty/Reksl 
Valvo Selporni Drift Update " Svc list er.cl 

nOSSLCb Division Ol Operalional Evonis Assossmenl (Post 670411). 90/02/02. 
Consoi'dated Edison Co ot Nsw York, Inc 70pp. 62556 230-52656 317 

9002140198 C'ant.os pcsilion re aierc'se woeknasses & Inspociot fol'owup Hems noted 
Ln Insp ReplS 50-260/69-29. 50-270/09-29 & 50 267/69-29 Enhancemonls lo CO.-rym-^ 
n canons or^ipmoni at simulaiot insta'ied sinco last oxorcise. 

TUCKER.hB. Duke Power Co. 90/02/02. Oocumeni Conircl Branch (Documeni Co-v 
uol Oosk). 4pp 52655 156-52655 159 

0001300424 NRC Inlo Nonce 90 009, 'Estendod Interim Stcrogu of Low Level Rad- 
waste by Fuof Cycle & Mai.'s L censoss." Svc list end 

CUNNiNGflAM.H.E (3ivisicn of Industrial & Medical Nucloar Saioty (Rest 8 70723) 
00/02/0S. Conso'.Wated Ed son Co. ol Now York, inc t08pp 52563 257-52564 034. 

9002150262 Revisea response lo violaiion B6-17-01 noted in Insp Repts 50 269/58- 

17.50- 270/68-17 4 50-297/66-17 re lack Of appicabte p.'ocodures lor marl 
acbvibos Half of 600-vdU b.-oakera wi'l bu lostod during each refueling oulago 
TUCKER H B. Duko Power Co 00/02/05. Documoni Conirol Branch (Oocutrenl Con- 
UO* Desk) 3pp. 52656 159 52656 161 

0002230182 Responds to NRC 600106 Hr re violaiions noted in Insp Repts 50-239/69- 

36.50- 270/69-36 & 50'287/69'36 Conoclive action opoiator closed 3 p 2 & 3lp-3 ta 
stop loss ol RCS mvenlory aa Indicaiod by decreasing level oi letdown siO'ago lark 
TUCKER H 0 Duko Power Co. 90/02/07. Documoni control Branch (Document Cor^ 
UO! Desk) lOpp 52709 237-52709 246 

9002230543 Responds lo NRC 000117 Hr re violations notod m insp Roy/.s 50-269/89- 
36.S0'27O/69'36 & SO 287/69 36.Corrective actions error corractod in accordanco w' 
OA Piocodu'e OA-5i3 

TUCKER hB. Duke Power Co. 60/02/16. Documoni Conirol Branch (Documeni Ccr- 
ItdOesk) 4PP S27I5350-527I536I. 


n. PeiiodJc operating reports & ralaiad correapondonce , 

9001300173 Forws'ds monmiy opo/Qtng repi lor Dec 1989 lor Oconeo Njclfiar 
SiaboaUniie 1.2 & 3 4 iov>sod monthly operating etaius ropi fo' Nov 1669 for Uril 2 
TUCKEfl.H8. Ouko Power Co. 90/01/16 Docurmom Conirol Branch (Oocumeni Con- 
UO-'Oesk) IP 52494:232-52494 251. 

>9001300174 Monthly operaiinn ropis lo' Ddc 1909 lor Oconoo Nuclear Station, Urita 
1.2 4 3 

WILLIAMS.R A Duko Powoi Co. 00/12/31 tOpp. 52494 233-62494-24e. 

-9001380178 Revisso mwsiNy opaiaimg status lapt 1oi Noy 1089 fw Occroo Nuc'sa' 
Siaboh.Unli 2 

WILLIAMS.R-A. Duko Power Cn. 69/11/30. 3pp. 52404 249-52484-251. 

9002260204 forwards momr-.iy operating ropis for Jon 1990 for Oconoo Nudoa' 
Siailon.Uniis i.2 & 3 6 ntonihiy operpiing status ropi lor Dec i960. 

TUCKEn.H.O Duke Power Co 9ri/02/i5. Documoni Control Branch (Oocu/neni Coi 
uol Desk), ip. 62721 334-52721:350. 

-0002230282 Month'y opo'sung repts tor Jan 1990 lor Oconoo Nuclear Siafo*i,ljnts 
1.2 6 3 

WILLIAMS.RA. M05ER.S.W Duka Powor Co 90/01/31. Upp. 52721:335 
52721:340. 

-9002260209 V-onihly pparaimg status ropts for Doc 1960 lor Oconoo Nucioar 
Siai'On.Un(is 1.2 & 3. 

• Duke Power CkJ 89/12/31 ip 62721 350-52721.360 


8 Rsportabls occurrences, LERs 6 related oorreapondence 

9002140213 Adv.ses thsi LER 26D/00-SO1 lo failure ot security eccoss conirol proc-am 
Will be submitted by 900210 In order lo piovido addl t'me to assure ihai compronen- 
shro corrective actiona rfeveloped & documenlod In ropi. 

BARR0N.H.6. Duke Power Co. 00/02/02. Documeni Control Branch (Doct-mo.'ii Corv 
IrolOesk). ip 62651.357-52651:357 


Y. Dry Cask Independent Spent Fuel Storage Installations 

900(310464 Forwards revised license condition (or ploni, Incorporating Rev 2 lo iSFSI 
security program.for inlo. 

MCKEt.P. Reacior Safeguards Branch. 90/01/17. SJOBLOM.O Fuel Cydo Saioty 
Branch 2pp. 52496:129-52496:130. 

9002010273 Forwards License SNM-2503,authorlzlng 20-yr term lo racolvo. 
(ioesass.atQta & Uens<et spent fuel (rom unite m ISFSI located at <ac> ty.pv 
10CFR72.S£n & notice of Issuance. 

SJOBLOM.Q.L. Fuel (jycle Sslety Bronch. 90/01/20. TUCKER.H.Q. Duko Power Co. 
4pp 52914:303-52516.069. 

-9002010266 License SNM-2503.euthor'i2lng 20-yr lorm lo receivo. possess, slo’e & 
transfer spent fuel from plant In ISPSI located at sito 

SJOBLOM.Q.L. DMs'on ol Indusinal & Mod col Nucloar Safety (Post 070729). 90/01/ 
29. 27pp. 52514 307-52514 333. 

-9002010294 Safety evaluation authorizing 20-yr term lo rocolve.possess. alo'S S tra-'s- 
fer epeni fuel <n ISFSI located at fac-iity. 

* Office of Nuclear Materiel Safety & Safeguards.Diroctor. 89/10/31. 02pp. 
52514:334-52516:065. 

-9002010366 Notice ol issuance of License SNM-2503 for ISPSI ai lecility. 
SjOeLOM.Q.L. Fuel C^cle Safety Branch. 90/01/29. 3pp. 62616:066-52615:069. 

9002070204 Responds to 890308 request to review mall submitted by Hr, did 
6902t0,amend no neutron shield design ol trensfor cask proposed lo bo used In opei- 
at-on of plant ISFSi. Design mod in compliance w/10CFR72.4d. 


Office of Nccloar Maioilal Safety & Safeguards. Ciroctor. OO/Oz/ae 24pp. 
2605 010-52605.033. 


CKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


Securliy, medical, emergency & fire proloctlon plans 

>2060169 Depi Insiruction 90 1 10 Rov 2 to OP 3531, "Emergency Call- In Molhoil." 
’RTER.E.C Yankoe Atomic Elocinc Co 00/01/15 8pp 5256'J.03U-52S69O45 

>2010376 Forwards addl in'o re lesl.ng of Cable VaUt C02 supprosslort hyti djnrg 
91031-1 lOZ.poi NRC B00516 & 0821 requests Enel I nal tost roni demonstrates that 
arbor) dioxide sya will satisfy doslon bases for greater than 10 mlnutos In room 
MURPHY, W.P. Vermont Yankoo Nuclear Power Corp. 00/01 /IQ. Oocamonl Conirol 
iranch (Document Control Desk) 2pp 52521 OB-l-SZBZI. 299. 

>02010380 "Alternate Testing lor C02 Full Oischorgn Teal Ry Prosuite Bvid & 
racer Gas Oilut.on Testing " 

Vermont Yankee Nuclear Powor Corp 80/01/16. 12pp 5252l.074-52.S2l 005. 

12220179 Responds to weaknesses noted In SALP Repi 50-271/80-99 tor Jul 106B 
e Sopl 1909 Implomontalion ol emergency tosponso (ocHly info rearing complo- 
on & remaining saloly class vender mnnualS wi'1 bo comp'oiod during 1990 
1URPHY.W P Vermont Yankee Nuclear Power Carp. 90/02/05. Oocumonl Control 
ranch (Oocumonl Control Desk). 7pp 52695 Q57-52 d96 053 


Adjudicatory correspondence 

I208001B Notice Ol heating.' iloarlng wll bo held on uiil proposed OL amend to 
xtond eviration date ol licenso approx 5 yrs from 07121 1 to 1 20DD7 (3enilicaio ol 
VC oncl.Served on 900130. 

A20RM Atomic SolQty and Licensing Ooard Panel, //igo 975U. 00/01/26. 4pp 
2539:087-52539.090. 

'2080022 Memorandum 8 order (ruling on pntiiion lor leave to intorvono iiiod bv 
lets ol VT) ‘ Slate of VT roqjesl for neotlna gtanlod Stale ol VT ConlonliOiU) l-XI 
sjected. CertlLcate ol Sve end. Served on 900130. 

AZORM., HARBOUR, J .SHON.P.J Atom;c Saloty and Licensing Roord Panel ffiOO 
760. 90/01/26. vormonl. Slate of. 60pp 52530 027.52539 006 


Operating llcenae stage doeumenla & correapondance 

'2010376 Fo-nvards addl info re testing of Cable Vault 002 supprosson $ys during 
Bt03i-i i02.per NRC 000516 & 0621 roquasta End final lost ropt domansiiaios trial 
at bon diox-do sya win satisfy dosign bases for groaior ihon to mnutos nroom 
lURPHY.WP. Vctmenl Yankee Nuclear Po-wer Corn QO/Ol/lQ. Oocurreni Conud 
ranch (Document Control DosV). 2pp S252i:0S4-3252i:209 

>02010376 "Room Integrity Testing of Vermont Yankoo Cabio Sproadng Room." 
nel r«pt. 

Rolroloc Energy innovalicns. Ltd- BO/OI/tQ. lOpp 52521 056 52521 073 

>02010360 "AHornalo Testing for C02 Puii Discharge Tost By lYossu'c 6uid & 
racer Oas Dilution Tosling." 

Vormonl Yankoo Nuclear Power Corp 60/01/10. i2pp. 52521:074-52521 065 

>020 10396 Test procoduro, "Cabio Vault Room Enci iniogriiy Tost." 

Vermont Yankoo Nuclear Power Corp. 69/l l/l&. 2t4pp 52521:009 52521:290. 

i20203te Ack recolQI of 091030 responso (0 Qonoric Llr 00- Id ro insieilaiion ol hard- 
ned wotwaii vont Use ol results of ind.vlduai plant oxama to ttuveioo suppkimorttod 
ritorla for van! mod dos’gn accepiobio. 

AlHTlLEcMS. Projocl Olrecloraio 1-3. 90/01/19. TflEMBLAY.LA Vormonl Yonkoo 
luclear Power Corp. 3pp. 52524:I17-S2524;t10. 

11310500 Forwards responses to Generic Llr 89-t3 ro Sve water sys problems alloct- 
ig safety rolaled oguipmont.F.slabllshmonl of program revs prior lo stodup from noxl 
>7joling oul^e, scheduled lor Fad I990,piannod 

lURPHY.W.P Vermont Yankee Nuclear Power Corp. 90/01/22. Document Control 
-ranch (Document Conirol Desk), t tpp. 52498:1 10-52498:120. 

I206012S Notification ol 900213 meeting w/uiil In nockvi'lo.MO to discuss scModu‘ir>g 
I prioritl2ation ol licensing actions. 

AIRTILE.M.O. Project Dlreclorate 1-3. 90/01/26. WESSUAN.R.H. Project OuPCioraio 
3. 4pp. 62558.023-52550:026. 

>2060237 Forwards Amend ttO lo License OPR-28 & safoiy evaluation. Amend t»- 
onds out'Ot'Svc lime for uninterrupiibto power supply to 30 days ir) timing condihons 
or operation. 

AiRTILE,M.B. Project Directoiato 13 90/01/26 TREMBLAY, LA Vermont Yankee 
fuclear Power Corp. 6pp. 52665.065-52505.077. 

>02090240 Amend 1 18 to License DPR-28.Chenglng TocM Spues by Oxtonding oul-ol- 
vc time for uninterruptible power supply from 7 to 30 days Irt limiting conditions for 
potation. 

VESSMAN.RH. Project O.roctorato 1-3. 90/01/26. 4pp. 52505 071-52565 074. 

>02090245 Safoiy evaluation supporting Amend 1 16 lo Liconso OPR-20. 

Office ol Nuclear Reactor Regulation, Director (Post 870411). 90/91/20. 3pp- 
-2505:076-52565:077. 

>1260051 Generic Ltr 90 02 to all LWR licensees & applicants ro alterneUvo requiro- 
nenls for fuel assemblies In design foaiuros socllon of Toch Specs. Sve fist end. 
’ARTLOW.J.Q. Associate Oiroctor for Projects (Post 670411). 60/02/0t. (^nsolldal- 
>d Edison Co. of New York, Inc 39pp. 52637:056-62637 093 

>2120161 Responda lo 691226 requosi for addl info re YAEC-1683 on MICBURN-3/ 
>ASMO-3/TAOLES-3/SlMULATE-3 benchmarking. Hot eigenvalue std deviahon on 
able 5.7 ol YAEC-1683 reduced lo 0.00098 w/SlMULATE-3. 

'REMBLAV.LA. Vermont Yankee Nuclear Power Com. 90/02/02. JONES.R.C Oocu- 
nent Control Branch (Document Conirol Desk). 9pp. 62617:260-52617.277. 


hes Tech Spec 3 7 a 5 b & related bases, removing part oi roquiromo-'ii mat vacuum 
breaker be locked closed when pressure suuproaslon cnambut inoperable 
FAIRTILE.MB Projucl Orocloraio 1-3. 90/02/05. TREMBIAY.L A. Vermont Yankoo 
Nucloa' Power Corp €pp. 52646 243-52646 256 

-'9002130006 Amend 119 lo License OPR-aO.rovis.ng Tech Spec 37A5.b 4 related 
bases tw removing port ol limit ng conditicn for opuralion loqulromunl Ibai vocuum 
breaker bo locked closed whon prossu'o supprossion chamUor incpoiabie 
WESSMAN.n H. PfCjacl Di'ociorato 1-3 90/02/05 5pp 52546 249-52C46 253 

-9002130008 Safety ovaluai-on &importr.g Amend 1 10 to license DPR 20. 

* Olffco ol Nucloar Raodor Ftogulaiicn. Oiroctor (Post 970411) 00/02/05 Jpp 
52646254-52646 256 


O. Inspection reports, IE Dulletins & correspondence 


9001300460 Advisos Ibal droll final ropi lor closeUi,l of IE Qullelln 79-23 found 
acceptabla.Load e.ng'noots (or IE Duiioiins 64 02.00 06 & 87-002 teass gned as listed 
OEHLINQER C H. Benonc Commun cat ons Branch Nflu fl5-85-157 90/01/17. 

LOFY.RA PARAMETER, Inc 3pp 52513 250 52513 250 

90O131OS00 forwards responses to Genetic Ltr 0‘J-t3 ro sve wolur sys probluiiis adnet- 
lr>g selety-raiatad equ pment Estabiishmi^nt ol program rovs prior to startup from nu>t 
lenjulnaoutogo. schoiiu'od lor Fall lOOO.plntmod 

MUflPHY.W.P. Vermont Yarkoo NuCoar Power Cctp 90/01/22. Oocumonl Control 
Branch (Rocumoni Control Desk), l tpp. 52490 1 10-52498 120 

9001230126 NRC In'o Notice 90 005. "lotcr-Systom Discharge Ol Reactor Coolant" 
Sve list ORCl 

ROSSI.CE. D-vi^o-') of Oporational Events Assossmo.H (Post 870411) 9U/U1/29. 
Conso'klaiod Edison Co. ol Now York, inc toipp 52535:125 52535 227. 

0001230175 NRC Info Not'Co 00 030, ""PolonliQl for Loss of S".utdown CccI ng Wli:ie at 
Low Reactor Cooloni I oveis ' Svc list onci 

nOSSi.C.E. O-vi^on of Opuretional Events Assossmsnl (Post 070411) ou/Ul/29. 
Conso'KfalOd Edisen Co. ol New York. Inc lOtpp 52535 025-52536. 124 

0001240190 NFtC Into Noilco 00 007, ""Now Info ro Insulolion Moll fcrlo.'mancD & 
Oobns Olockago ol PWR Coma nniant Sumps,'" Svc iisi onci 
nOSSLC.E. Oiv-slon of Opo.'atlonal Evonis Assessment (Post 870411). 90/01/30 
ConsotMfaied Ed son Co orNew York. Inc OOpp. 52535 220-52535 320 

0001250020 Siippl 2 to NRC Inlo Notice 00-023, "Polo.mial (or Gas Bindng ol l-lPSI 
Pumps During LOCA " Svc list onci 

nOSSl.CE LkviSfon of Opo'slional Events Assossmaiil (Poet 67U4lt). 00/01/31 
Conso'klaiod £d-tton Co. of Now York, Inc. 9£pp 52533 320-52534:062. 

000128016& NRC into NotCu 90-000, "Kt-65 Haiards Fiom Oflcayod Fuo'." SvC Lsi 
onci 

ROSSI.CE D'V.3on of Opoialio"Bl Events Assossmen) (Post 0/0411). 90/02/01- 
ConsoHlatod Edison Co. of NO'w York, inc 77pp. 525U3 100'S?5b3:3S6 

8001290102 Suppi 1 to NRC Into Nnbco 66-030, "Torgoi Rock Two Stage Sa'aty/nohoi 
Volvo Soipolnt Drill update” Svc list end- 

HOSS'.CE. Division ol Opcialionoi Events Assossmonl (Post 070411). 90/02/02 
ConsolKlalOd Edison Co of Now York, In:. 76pp. 62SS6 23n'5265B'317. 

9001300424 NRC Into Nonco 00-009, "F.xtondod Interim Sforego ol Low Levol Red 
waste by Fuel Cycle & Mails Liconsues " Svc liSl end. 

CUNNiNQHAM.RE Oivtsidi Ol Industrial & Medical Nuclear Salety (Post 070720). 
90/02/05 Consoidalod b'disen Co. of New York, Inc lOOpp. S2S8 j'257‘S2584'004 

0002220170 Rospetids to weaknesses noted in SALP Ropi 50 271/86 99 lor Jul 1888 
to Sept lOOO.implnmeniaiion ol amuigoncy response laci'iiy Info sys roaring compln- 
non & romo-ninn safety class vondor manuals will ba completed during 1090 
MunPHY.w.P vormom Yankee Nuclear Power Corp 90/02/05. Document Control 
BrerKh (Docurtiont Control Desk). 7pp. 52696 067-62695 063. 


R. Periodic operating reports & related corresponojnea 

0002150141 Monthly opu-atlng ropi lor Jan 1990 for Vermun' Yankeo Nuclear Power 
StaiionW/0002t0 ltr 

WALLINGA. MURPHY.WP. Vermont Yankee Nucliiar Power Corp. 00/01/31 6pp 
52658.007-52658:102 


S. Reportabla occurroncet, LERa & related correspondence 


0002020260 LER 00-026'00.on 091223 & 900 105. primary coniainmenl isolation sys 
Group III Isolation & siondby gos Iroaimeni sys Inlllatio-'ts occurred. Caused by loiluto 
ol sonsor converioMsolaiion reset & men tor bypaasod.W/000 1 22 Mr. 

PELLETIEHJ.P. Vormonl Yankeo Nucloar Power Coip 90/01/22 5pp. 52636:046- 
S2536.0S0 


V. Operator Examinations 

9002140262 Forwards revisod NRC Forms 390 & 390 re peisonal qunl flcations slate- 
ment • licensee & certification of medical exam by laciilty 
taconsoe/ospecbvely.ApplcBlIons foi licenses should be submlUod on loims by 

900201 

GALLO.R.M. Region 1 Ole of the Director. 00/01/05 MURPHY.W.P. Vermont 
Yankeo Nudoar Power (Jorp Opp 52655:140-52655:147. 

9002140119 Advises that administration ol genonc (undamontais exam section of writ- 
Ion c^Mialor licensing exam will conform to listed regisirailon & exam process gu.de- 
lines which will bo Included in next rev ol NUREG- 1021, per Generic Llr 69-1 7. 
GALkO,R.M. Region I. 0!c ol tho Direclor. 00/01/24. MURPHY.WP. Vormonl 
Yet8(eo Nuclear Power Corp. 6pp. 52653:133-52653:140 
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DOCKET 50-272 SALEM NUCLEAR OENERATINQ STATIOH, UtJIT 1 
F. Securlly, medical, emotgency 0 the protection p'ane 


9002060363 Fofwa'de Amonds 100 A 67 to L consos OPR 70 A OPfl-75, respecLve'/i 
safety ove'uaiian Arr.ends cfiango m n How rotiuitemonls tor RHR sys from 3.000 gpr 

'sTONE^J^f Piolort O.rocio'aio 1-2 90/01/30. MILTENBERGER.S Public Servica 
ciQf'n- A Gas Co Of Now JO'Say 3po 62559 t56 52S5H 175. 


9001300230 Forwards rrsprrso to MRC 601220 ir ro vclalicns r oiod n plant 
nsDS Response w.i^tio'd (roMOCFR/.l 21) 

LABRUNA S Pubic Se.-vico E'oclr.t 8 Gas Co ol New Jo-soy 60/01 /i9 Oocumont 
Control Brarcti (Docu.Toni Ccnuo' Dos*') 2pp 52'1/1 107 52-171 ifiS 

6002010263 Responds to concerns nnicr) n p-jcod-tcs gcn.-ronon pachago sa'oty 
ava'ual on Review ot emo'yency opoialin.; prcccM-rns umieccessacy at proscnl 
Ume Concerns not piev cusly add-osscl v. l bo cotrclc-mu by 'lOOfOO 
LABRUNA.S Public Servico Eiocl'ic & Gas Co oi Now .lo'Soy 00'Ol/22 Dociime-il 
Conbol erancti (Oocumonl Co~i'Cl Deski 2t)p 52531 25U 52531 259 


-9002000306 Amonds 109 & Q7 lo uconsos r)Pn-70 8 OPn-75.rosp(ictivety chai-,Qra 
ni n How rrcuiremonis 'or RUfl sys bom 3.COO gp.m to 1 ,0C0 gpm “ ^ 

BUTlER.WR Pro)ocl Oirocto'nio 1-2 90/01/30. lApp 62559 159-52559 172. 

-9002060391 Solely ovaluaiion s.ippprling Amonds 109 A 87 to Licenses OPR. 70 i 
DPR.75.fOSpect vfli/.chang ncj min How roqu romoms lor RHR sys (rom 3.000 gprr, 

1 COO Gpm 

• Oftice Ol Njc'ear Roactcr Rego-aiion. niiocicr (Post 870411) 90/01/33 3pp 
52559.173-52559.175 


9002060297 Forwards Sa'ety Ins? Repis 50 272/69 26 8 50 111/69-24 on 891121- 
1231 No vtda’Jons noloJ ^ , 

SWETLAND.PO Region 1. Olc Ol ino Cioc'o; 90/01/2 d MlTENBF.RGER.S PubiC 
Service Eiecinc 8 Gas Co o'NcwJoisoy 2 dp 52555 ?ni 52555 295 


1231 No 
rvo I'anco 


—9002060300 Satery Insp Rcpis 53 272'89 26 8 51 111/69 21 c.i 691121 
\no1alons noied Ma;o' areas insicc'i'or.pc-a'cns, raCD'uii-c.V conircis.'.i 
tea* (xame'oioma'Qcncy prorarodnoss senuuiy i cn-VO''>i''iiiQ/iecn'.i^ai s-ppoti 
KENNY.T.J Region 1 , O': 01 1'le ri-fi.-.icr 93/01/26 i-lrm 52555 281 52555 296 


9002090016 Forwards co'rected Toch Spec pages to 0911 14 flov 3 ol teguesi for li. 
cense amend License change woi.ld ollow individual option ol holding or hevi.ig hey 
son c; reactor operalot liconse os uond t on lo be nporalioiis manager 
PRESTONBA Puhic Service E'oci'lc A Gas C/0. Ol Now Jersey. 90/01/31. Doce 
mont Con'iol Brnncti (Oi'cumnm Conlrol CosK) 2pp 52607 312 52607.317 


-9002090016 Ccnofel pages lo till 1 14 Tech Spnes ro odmi.n.sitaiivo ccnbc's 
• Pubic Service EleUnc & Gas Cn n( Now Jorsoy 90/01/31. 4pp 52607.3H. 
52C07117 


9002160160 Forwa-ds Saloty ln«o Rcpis 5C 272/D''Oi 8 50111/9101 on 900108 
12 No v.ciaiions rc’ed „ 

OliRR.J P. Regon 1. Otc oMhe Dioetc,.- 9C/02/07 fILTFNSFRGER.S Pun .c Serv- 
ice FJociric 8 Gas Co ol New Jersey 2pp 52656 217 52653 306 


-9002160162 lisp Repis 502/2/90O1 8 £0311/5001 cn 0331iiy-1?No volaiions 
noied.lAa.or areas mspeced sia'vS ol giev ousiy ueriiii'nil A?u R ssuss.incl-ding uso 
el manual carbon d onida sys m ac swi'chnoa.- room 

PAOLiNO.nj, ANCERSON.CJ Regcn 1, Olc Ol Hio Gtectet 90/O2/0i epp 
52666 299'S2668 306. 


9002220021 Forwards Hey» 1 lo sec.itily plan 8 ‘SCifih iiaring A QualliCfitnn plan A 
Rev 2 lo socunty contfigoncy p'an Sa'otri swiirhyiTO prcluct do nyod Rova wilhho'd 
{re« lOCFn73 2l) 

LAQRUNA.8. Pub'iC Serv.ee Elosirr A Gas Co nl New Jo-sev 90/02/12. DOCumoni 
CchUO' BianttHOccun'Or.1 CenlicHJvsM SfP 52667 019 526fi7 020 


H. Qenaral correspondsnee 


9001290051 Genon: Itr 90 02 lo h'I LWR Icensoos A oM'icanis re aliornaiivo require 
morals let luot QHSon blios n design inaiuioe snciion ol Tech Specs Sve ist enci 
PARTLOW.JG Assoc.uio D.rocior IP' I’to.ncln (Post 870411). 90/02/01 Co.nsqlidjt 
od Ed son Co Ol New York. Inc. 39pp 5263/ 055 52637 093 


0. Inspection ropoRs, IE Bullollns A correspondence 


9001300498 Advisos IMat O'alt fmol rupl for doscobl ul IE Bul etin 79 23 lOuM 
accepinblo Load oncinntiis li>r IE BuHolms 84-02, 80-06 A 07 002 roass aiad as vstsd 
BERLINGER.CH oonoiic Coirimiiiiicn'ions Oiancti URCnS'OSiiS?. 90/01/17 
LOFY,HA PARAMETER, Inn, Upp 52513 250-6251.9 268. 

9Q01300330 Fcrwdrds losponso to Nn<'i OOl/ipO Hr to violnlio.ns roied in pla*i 
insps Rosponao wiHitin'd (rul irici'R/3 21) 

LAbRUNA,S Pubic So.'v.co Elocliic A Gas Co u( Now Jurnoy. 00/01/16. Oocums'i 
Ceniro' Starch (Docurreni ('onitol Dnski ?()p 6P4/1 18/ 5247V1ft0. 


6002160203 RoojosIs lhat isicd ir.dvd^ais pu ilcln'cd (rom svi: list (or 
laciHtias Oocuma.iis al'dady sent lo Dept ol En.ron Proteciion ol Stale c' NJ 
ENQELRF, Now Jersoy, S'nie ol 9U/C2/C5 Uocurio''i Crnt.-ol Branch iCocumonl 
Control Desk) 2pp. 52670 085 S?67u 008 


900I3I052I Fo.’wards losponsn lo ronunst (o/ nddi into ro NHC Bu'lotln e6'006, "Rapd 
Propanating Cracks in Steam Gnrornint Tulion " 

LAOnClNA,S Pub‘1: SoiviCO Eloulr.c & Ohs Co ol Now Jorsoy 00/01/19. Oocumani 
Corilrol Brai'Ch (Documonl Coniiol Dnsk). Mpp. 52400 I2l'52400't26 


P. Operating license eloge documonia A corroepoiidonco 

0002010102 Approves utl 000111 teq.ibv' Ici oilcnsoh iinlii OOOO'S lo complcld pro- 
ceduro revs essocisiod w/fu'l stto’-o 'r*,ic c‘ PORVs.pe' Gene.'.c LU 88 04 ro inserv. 
lea (esl prod'am 

ST0N6,JC Pfcject Oimc'O'ain l'2 93/01/19 MlLTF.NfiERGER S Pubic Sorwee 
Blacttlc AOes ol Now JC'SOy 2pp 52532011i5?532032 

6001310527 App'icaion lo' amend lo licsrst- 0"ni70 adding cianfyng ylatomoniB to 
channel tunctional lest loqu ran'orts po’ Tah'c 4 3- 13 ci Toch Spec 3.3 3 9 
LABRUNA.S Pub ic Serv.co Electric 8 Gas Co Ol Now Joisey 90/01/22 Document 
Control Branch (Oocurre.nt Control Desk) Bop 52498 051 52468.059 

-9001310530 Proposed Tech Specs.clanty ng stammenis to channel lunciionHl lost 
requiremanis.pe.' Table 43-13 pi 3339 

* PuU.c Service Eloctnc A Gas Co Ol New C«rtny 90/01/22. ip 52400059- 
52496 059 

6002090116 Forwards response to 89i 1 1 7 tequcsi Ic' add inlo to coniammoni monJo.' 
chant^els.Channe's capable ct wiihsiandi.'ig cor.'ai'mo.ni design loadng ccnrl.tiors 8 
acting as prns&u.'e bour.dary.OoS'Qn specs o.ici 

LABRUNA.S Public Service Eiecb.c 8 Cos Co ol Now Jersey 90/01/26. Document 
Control Branch (Documanl Control Desk) 50pp 52607. 133.52607 228 

-900369L'l93 Rov 1 to PioteCuto TCP.2L. "Iluciesi Vessels Coma nmeni L'nois " 

* Pubic Service Electn: J. Gas Co ol New Jersoy 69/07/07 4pp 62607:196- 
52607:199. 

-9002090194 flov 0 to Procedure TCP 4L, "Coniammoni Bldg Liner.'' 

* Public Service Eicctnc 8 Gas Co o1 Now Jersey. 69/04/19 23pp 52607 200- 
52607.228. 

90021300S8 Forwards responsa ie Goner: Ltr 69-13, "Sve Water Problems Allocimg 
Satety-Ralaied Equipmeni'' Aggressive p'ogram oi rr.omoring.insp A mail tcplace- 
menl Initiated in advance ol Gorenc Ltr 89-13 issuance 

LABRUNA.S. Pubic Service Elociric 8 Gas Co oi New Jersoy. 90/01/26 Document 
Con'jol Branch (Document Control Desk) I9pp. 52645 31 1-52645 329. 

9002070169 Forwards Amends i08 8 86 lo Licenses DPR-70 8 DPR-75, raspociivoly & 
salety evaUalon Amends update p.'essuro lerrp it.hs to 15 EFPy ter Un i 1 A to 10 
EFPY lor Unii 2 based o.n losuits ol ar’aiysis cl si.rve:.iarco copstiios 
STONE,JC. Project Directorate 1-2. 90/01/29. MH.TENBERGER.S Pubic Service 
Eleclhc A Gas Co. ol New Jersey. 3pp 52592.097-52592 138 

—9002070191 Amends 108 8 86 to Licenses OPR-70 8 DPR-75,respcciivety, updaing 
pressure temp i mils lot Unit i to 15 EFPY 8 to 10 EFPY (cr Un i 2,basod on results 
ol analysis oi surve'ilance capsulos.Limis wi'i bo included m next updated FSAR rev 
BUTLER, WR. Prcjoct Oi.-ncloroie 1-2 90/01/29 34po 52592.100-52592:133. 


6002060324 Forwards Salety insp Rupls 50-272/89 2(1 A 50.311/09 25 on 891211 
13 No vio'ai nns noted 

0'jnn,J.P. Reu'on l. OIC Ol the UiuLlor. 1)0/01/25 MII.TENBF.RGER.S Public Serr 
ICO Elociric A Gaa Co o! Now Jnrsny 2pp 52580 040-52560 0.15 

-9002080326 Insp Repis 50 272/00 28 A 50.311/09-25 on 001211. 13 No violationi 
netod Malar nruns inspocloil uorKliion ol Incilly Qlctnnu Innke to lind out whai nsp8 
mam aciivitas conduclcd by liconsce.LEHs tn lai'ke A rorrociivo ncilons. 
WCBREARTY.R A . SIflORNIDEIt.J.R. Rugloii 1, Old ol ihn Di/oclor. 00/01/CD, 4pp 
525C0 042-52560 045 

9002130052 Porwa'dH rORponso lo NRC Dulloiin 00.003, "Potontial Loss 6! Raqureo 
Shuldown Margin D-ring HoHiol r-.g npiiraiions " Guidol nos incorpo.'OIOd Into roluel.ng 
package A imd train ng ol loluoling po.'sotini.l 

LaBRUNA.S Public Sfitvicfi Elociric A Gas Cn. ol Now Jersey. 00/01/25. Oocumei 
Co.ntrol Brandi (Documoni Control Desk) 6pp. 52640.335 52640:340. 

9002080297 Forwa'ds Safely Insp Ropis 50-272/00-20 8 50-311/00-24 on 891121- 
1231 No viclabons r-oiod 

SWETLANO.PD Region 1. Olc ol the Director 90/01/20 MILTENBERGER.S PuB'< 
Sotvico Electric A Gas Co ol Now Jotaoy. 2|ip 52555 281-52655 296. 

-9002060300 Saloly Insp Rcpis 50-272/80-20 & 50-311/00 24 on 891121- 1231 No 
violations noied. Mfi.or areas inspociodcporations, radtologlcal ccmto1s,suvellia.V8 
lost nn.tnalnt.omqigercy propa'u<lnosa.5r.ceiiiY A ongireoring/iochn cal support 
KENNY.T J. Rogicn I.CIc ol Iho Ditpclor. 00/01/26. 14pp. 52555 203-52555 296 

9002130058 Fonwards rosponno lo Gonoric Lii 89-13, "Sve Wnlor Problems Allacing 
Safoty-flo'aieil Equpmoni" Aggressive program ol mon loring.insp A mall repacs- 
mont inliiatod m advonco ol Gonoric Lii 89-13 issuance. 

LABRUNA.S Public Service Electric A Gas Co. ol Now Jersey. 90/01/26 OocuiMni 
Conirol Branch (Document Control Desk). I9pp. 52045:31 1 -52646 329. 

9001230128 NRC Inlo Not co 90-005. •'Intor-Syslom D.scharge ot Reactor Coo'anr 
Sve list onci 

HOSSl.C.E Divis'oh ol Oporalionai Evonis Assossmoni (Poal 870411) 90/01/29 
Consolidatod Edison Co. Ol New YO'K. Inc lOtpp 52535 125-52535 227. 

9001230176 NRC Inlo Notice 00 006, ''Poienuul lor Loss ol Shuldown Cooling Wh.'a at 
Low fleaciof Coolani Levels " Sve l.st oncI 

ROSSI, CE Divison ol Oporationol Evonis Assessment (Post 870411) 90/01/29 
Consol daloaertson Co ol Now York, Inc. lOIpp 52535025-52536124. 

9001240190 NHC Inlo Koiico 00 007, "Now Into ro Insulation Mall Po.'lonr.ance 4 
Debris Blockage of PWR Conieinrr.ont Sumps." Sve list end. 

ROSSI, Cf Division ol Oporatloiial Events Assessment (Post 070411). 90/01/4/ 
Consolidated Edison Co. ol New York, lr,c. 90pp. 52535-228 52535:329. 


-6002070192 Salety ava’uaticn support ng Amends ICO 8 66 to Ucensos OPH-70 8 
DPR-76.iespecuvoly. 

' Olfee ot Nuclear Reader Reg-j'oiicn, Oi.-ador (Post 870411) 90/01/29 Snp 
53502-134.52593 laa ' " 


9001260020 Suppi 2 to NRC Inlo NoHco 08 023, "Poienliai for Gas Bind.ng ol H.®S 
Pumps OuiinQ LOCA" Svc list end 

ROSSi.C E. Division ol Operational Evonis Aasessnieni (Post 070411). 90/ot/J' 
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00021403S4 Suppis response to deviations noted In Insp Ropi 50-272/6d-l3.Corrective 
actions desgn change paci^ago v>ri bn dove'oped to lowc soipunis assoc-alod w/ 
n46A E warning alarms & h gh alarms 

LABRUNA.S Public Service Electric & Gas Co Ol Now Jersey. 80/01/31 Documoni 
Control Branch (Document Control Desk). 5pp 62653 234 62853 238 

9001260190 NRC Into Notice S0-C08. "Kr-65 Hazards From Decayed Fuel" Svc iisi 
enci 

ROSSI.CE Division ol Operaional Events Asseasmnni (Post 870411) 90/02/01. 
Conso’idflted Ed son Co 0i New York. Inc 77pp 52583. too -52503 256. 

9002130090 Forwards Radio'ogicat Controls Insp Ropts 50-272/00 02 & 50-311/90-02 
on 90010Q-12 No vioiai ons noted 

BELLAWy.fl.fl Regon 1. Olc ol Iho Dreclor. 00/02/01. MILTCNBERGER.S. Public 
Service Elecmc & Gas Co ol Now Jersey 2pp 52640.028 52546 037. 

-9002130090 Radiological Controls Insp Repis 50-272/00-02 & 50311/90-02 cn 
900108-12 No violations noted Ma|o.' areas Inspected organization A aiallmo.ltconsoo 
actions on previous findings, ALARA & outage planning. 

NIMITZRL PASCIAKW. Region 1, Otc ol Iho Di'orior. 00/01/22 7pp 52648031- 
52646 037. 

9002150241 Advisos that NRC Intends to porferm team insp ot inaini prootam on 
600409 13 & 0423-27 A toquesls that ul I furnish ref mall In 0(d0> lor NRC to pioparo 
lor insp A maximize onsite time spont in obsurvaiion ol ma nt in ptootuss 
GALLO.ru Region 1, Olc Ol the Director. 80/02/01. .UlLTtNDERGEn.S Public 
Sen/ICO Electee A Gas Co ol New Jersey I4pp. 52675 101-52675.115 

9001200102 S-uppi 1 IQ NRC Into Notice 08-030, “Targul Rock Two-Stage Sotoiy/noliuf 
Velve Seipo ni Drift Update “ Svc i si onci 

ROSSI, C.E Division ol Oporoional Evonis Assnsamoni (Post 870411) 00702/02 
Consolidated Edison Co. O' Now York, Inc 70pp 52558 230-52566 317 

0001300424 NRC inlQ Notice 90-000, "Extondoil Iniurim Slorago ol Low lovei Rad- 
waste by Fuel Cycle A Mails Licensees-" Svc list oncL 

CUNNINGHAM.R.E. OMS'on ot Industrial A Modicui Nudoitr Saioly (Post 870720) 
00/02/05. Consolidated Edison Co ol Now York, Inc. 108|U>. 52983 257-52584.004. 

9002160160 Forwards SstOty Insp Ropis 50-272/80 Ot A 50-311/00-01 on 000108 
i2.No violations notod. 

0URR,J P Reg on 1, Otc of the Dirnclor. 00/02/07 Mll.TKNQrRGUR.S Public Sofv 
Ice Eloclnc & GOS Co. ol Now Jersey. 2pp. 52080 287-S20C8306 

-9002160162 Insp Repts 50-272/00 01 A 50-311/80-01 nn OOUtOO 12.No violaliona 
noted Major areas inspected status ol previously Idontillod App F) la'riios.inciuilmg usn 
□I manual carbon diouldo sys in oc ewJchgonr loorn 

PAOLINO.RJ, ANOERSON.CJ Region i, Olc ol the Oiecw 80/02/01 8(ip 
62668.299 52668-306 

6002220203 Advisos Ihat 000125 rosponso to NRC Uullet,n 80 003. "I'olonlol Loss Ol 
ROQuirod Shutdown Margin During Ftuluo'in.g Oporatrons." ertiisleciory.basotl on inip‘o 
montat'on of throe listod aclio-ns. 

STONE, J.c Projscl Olrociorato 12 90/02/12. Mll.TENRERGGR.S Publ« Sorvico 
Etoclrlc A Qbs Co. of Now Joisoy. 3pp 52086.1 17-52808 i ig. 


R. Periodic operating reports A related corroepondence 

9002050013 Forwards "OlSCtiergo Monliarlng Ropl for Doc 1080" No vxi’ailons ol 
permit occurred during rapt period. 

MILLER.LK Public Service Eloctnc A Gas Co. ol Now jorsoy 90/01/23. 
COPORAIE.O. New Jersey. Stelo ol. 3pp. 52548 176 52540 100 

-9002050015 "Discharge Monitoring Ropt for Dec 1989." 

MILLER. L K. Public Sorv.cc Elocitic A Ons Co of New Jursoy 00/12/31 lOpp. 
62546:170 52548:166 

9002220686 Monihly operating ropl lor Jan 1 600 tor Salem (Irtl i .W/ 000212 Hr. 
ORTICELLE,A. WHITE, P.. MILLER, I..K. Public Servico Eloctfic A Gas Co. ol Now 
Jersey. 90/01/31. Opp. 52676 200-52678 200. 


8. Reportable occurrences, LERa A reintod correspondence 


6001300330 LER 08-038-00 on 801220, Steam gonoralor 13 blowdown redlalion morVtor* 
ing sys Channel IRIOC (oi'od high.iuNuTilng In iso'atlon of steam flotaoiaior 
blowdown.Ceusod by equipment loi'uro Ooiocior roplaced A charttrol cel-b-'.W/OOOll7 
H/. 

POLLACk.M.J., MILLER.L.K. Public Sq.-vIco Electric A Gas Co. of Now Jorsoy. 90/01/ 
17. 4pp 52494-100-62404 103. 

9002120223 LER 66 037-00.on 891228, sloain genoraior blowdown Iso'olcct lor all lour 
Steam goncreiors.Caused by human lactois onginoorlng design error. C3iBnr>ol calJx 
successfully completed A procautions will bo roviowed.W/600124 lu. 

POLLACK.M.J . MILLER.L.K. Public Sorvico Elocitic A Oes Co. of New Jersey. 90/01/ 
24. 6pp. 52636:190-52635:194. 

9002090293 Supplemonlal Special Ropt 00 3'l6:on 0n0304,comprehen9ivo lovlew/insp 
of fire barrier penetration seals Inltintod. Cause of degraded firo barrtor ponobailons 
undetermined. Fire walch wl'l continue until a'l concorns raso'vod 
MILLER, L.K. Public Sorvico Electric A Gas Co. of Now Jersey 90/01/31 Documoni 
Control Branch (Document Control Desk). 12pp. 52026:131-52820:142. 

6002090313 LER 00-001-00. on OOOIOO.conlalnmonl puigo/prcssure vacuum reliof sys 
isolation signal actuated as result of channel spike on parilculato raLfailon monitor 
lRllA.Causod by dirty PC cards.Csrds cleaned A connociore checked.W/900131 Hr. 
POLLACK.M.J., MILLER.L.K. Public Servico Electric A Gas Co. of Now Jersey. 90/01/ 
31. 5pp. S25gB;076-S2668 062. 

6002220020 LER 60-00200an 900117 A 0201, containment purge/pressuro vacuum 
rellel sys Isolation signals IniHatod duo lo failures of taaaiion monitor channel 
iR4l.CBused by design/ equipmoni problem. Coniiol modules tosoaiedVy/000216 Hr. 
POLLACk.M.J., MILLER.L.K. Public Sorv.co Electric A Gas Co ol Now Jersey. 90/02/ 


9002220043 LER 60-003-00 on 900i22.p!ani veni radioactive noble gas monitor 1R41C 

a iJied Ngh.causing containmonl purge/pressuro vaccum rellel sys isolation 
gnaVCausod by problems w/ Vlctoieen dotecior Charnel relay repaired W/000215 
Hr. 

POLLACK.M J . MILLER.L K. Public Service Electric A Gas Ck). of New Jersey. 90/02/ 
IS. Spp 52879 055-52679 059 


V. Operator EKomlnatlona 

9002140272 Forwards rowsed NRC Forms 396 A 369. personal qualificailons aialemont 
A cadiiicaiion of modical exam by licensee, rospectively. 

GALLO.n.M. Rogion 1, Olc ot ihe Director. 90/01/05. MILTENOERGER.S. Public 
Servico Electric A Gas Co of Now Jersey. Opp. S26SS 240-52655:247. 

0002010395 Advises Of avs'usMon ol regualillcation program A liconsod personnel ai 
plant scheduled lor wk of 000402 A requosis that omproyeo be provided to complete 
exam team. 

ESELGnOTH.P.W. Region l, Olc ol Iho Director. 90/01/23. MILTENBERQER.S. 
Public Service Electric A Qos Co. ol New Jersey. Opp 52605*22 1 -52505.228. 

9002140074 Informs that generic lundsmontals exam section will conlotm to listed log- 
islraion A nxam process guidelines which will be Included in next rev lo NUREQ- 
I02l.<n response to leedeack rocoivod Sempl.ng p'an or,cl. 

GALLO.RM. Region 1. Olc of Iho Director. 90/01/24 MILTENOERGER.S Public 
Service Electric A Gas Co ol Now Jersey. Spp. 53650.156 52650:166 

9002090016 Forwards corrociud Tech Spec pages to 691114 Rev 3 of request for li- 
cense amend. License change would allow individual option of holding or having hold 
senior reactor operator (iconsit as condition to bo oparaiions manager. 

PREST0N.6.A Pub'lc Service Eleciilc A Gas Co. of Now Jorsoy. 60/01/31 Docu- 
ment Control Branch (Document Control Desk). 2pp 52607:312-52607.317. 


DOCKET 50-274 U.5. GEOLOGICAL SURVEY RESEARCH REACTOR 


H. General correspondence 

0082160065 Advisos Ihat I Fiiipok wTl replace author as reactor odminisiralor on 
900201. 

MILUVRO.HT. iniorior. Dopi of, Geolog-cal Siirvoy. 90/01/35. Document Control 
Branch (Ooaimoni Conlrol Dock). Ip. 52»0'307-52658 207. 


R. Pedcdlc operaiing reporie A relaled cofrespondence 

9001290115 "USGS TRiQA RoaciO' Annual Ropt 1086 ” W/9001 16 Ur. 

OEOEY.T.M. Intorloi. Dept of, Gooioolcal Survey. 86/12/31. Spp 63454:150- 
63454:163 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 1 


F. Secutliy, medlcol. omargenoy A lire protection plena 

9002220133 Forwards pub'lc version ot Rev 7 to corporate ERPIP updOIO. 

WOMACK.L F. Pocific Qss A Etociric Co. 60/01/29. Document Conlrol Branch (Docu- 
monl Control Desk) 4pp 62566:072-52660:266. 

-9002220130 Put/iC version of Rov 7 to corporals ERPIP updelo. 

* Pacit-c Caa A Elncirlc Co 80/ 1 2/30. 63pp. 62666.076-52566: 1 36 

-9002220143 Public voraion ol Rov 9 10 Corporate ERPIP l.i.Rev 8 lo Corporate 
ERPIP 1 1 A Rev 6 lo coipoiate ERPiP. 

* PacHIcOos A Electric Co. 60/01/01. 150pp. 52666:139-62666:296. 

9802220106 Forwords pub'lc version ol revised EPIPa.lncludlng Rev 17 to EP M-1 A EP 
M 6 A Rov 13 lo EP G-251 W/000215 leleaso momo 

Vi/OMACK,L.F. Pacific Gas A Electric Co. 90/01/30. Documoni Control Branch (Docu- 
monl Conlrol Desk). 4pp. 52682.069-62683.005. 

—9002220109 Public veta'on of revised EPIPs.includng Rev 17 to EP M-1 A EP M-6 A 
Rev I3 10GPQ 2S1 

* Paclllc Qos A Electric Co. 60/01/30. 293pp. 52662.073-52603:005. 


O. AtfioOicalory corraaponifence 

0002120351 noqussis partial stay ol Commission llnal lule A slaloment ol policy re lit- 
ness tor ^ty as app'led to certain employees el plent.ponding review of mailer In US 
Nmih CircUi Court ol Appeals. 

OALZEll.T. International Brotherhood of Electrical Workers. //t60 9601. 90/02/02. 
CHILK5.J. Oltlco ol Iho Secretary of Iho Commission. JULIAN, E. Docketing A Serv- 
icos Branch. 2pp. 52571:340-5257t;349. 

9(K)20a0049 Order.' (^ntirms lha( licensee A NRC will provide responses Iw C O B. on 
000200 A I3,re8pecilvely,ie mattoi Involving NRC fitness lor duty rule 10dFR20 1 W/ 
Ceriificale of Svc Served on 900205. 

CHILK.SJ. Office of Iho Secretary ol the Commission #190 9767. 90/02/05. Ollice 
ol Ihe Genoial Counsel (Post 660701). 2pp. 52537:106-52537:107. 

9002120337 Requests that Commission Immodlately order PGAE lo retrain from con- 
ducting random drug testing until NRC A/or US Court ol Appeals lor Ninth Circuit 
rules on requests for stay. 

NATNAN.S.N. Noyhart, Anderson, Nussbaum, Roiily A Frollae. #190 0604. 00/02/06. 
C)IILK.SJ. Ollice of Ihe Secretary of the Commission. JUL1AN.E. Docketing A Serv- 
Ices Oronch. 2pp. 62672:197-62672:198. 

9002160045 PQAE response in opposition to application lor slay * Stay ol random drug 
testing under NRC fitness lor duty rule chouid be denied on basis ol untimelinoss A 
challenge having no merit. W/proof ol svc. 

WHELANAI.D. Pacific Gas A Electric Co. #190 9017. 90/02/06. Commissioners. 


DOCKETED ITEMS 


9002160113 NflC Stall response to 900205 Commission 
tfaat plaintitf 0Q0202 itr as exemption ropjosi but 
H)CFR26-2-i{aH2) w/suppcn ng info S Cortilicate ol Svc 
BODENICK.B M- Assistant General Counsel lor Heanr^gs 
90/02/12 Commissione/a. 45pp. 52C06 310'5260P356 


order." Commission sfiould 
not gran exemption from 

S Enlorcoment. ffi90 9841. 


J. Inaurance & Indemnity information 


9002220832 ForvraitJs l.sted endorsemems to iistod po'icles & cen.icaies, including En- 
dorsements 69,39 & 117 to HELIA Po'icios NF.228,NF-103 S NF- 1 13, respectively & 

Endorsements 6 to MAELU PoliC'OS MW-73 & MW-135. . ^ ah ., 

l.OCKE,RF- Pacific Gas & Electric Co 90/02/07. 0INITZ,I NRC • No Ootaied Atlil 
ation Given. t3pp 62689 140-52$89. 152 


P. Operating license alege documenls & correepondance 


9002220174 Forwards update cl plant drawngs.W/o enci. 

WOMACK LF Pacific Gas & tiocitic Co 69/10/31. MARTiN.J B Regcn 6. Oic ol 
the Director. 1p 62679 270-52679.270. 

9002220166 Forwards update Of plant d'awirgsW/oercl 

WOMACK,l..F. Pacf.c Gas & Eietitv: Co 69/tt/30 MARTtNjB. Regton 5. Oic of 
the Director, ip. 52679 21S 52670 215. 

9002220149 Forwards tpdate Of plant drawings.W/0 end. , . 

WOMACK,L.F. Pacific Gas i Elecinc Co. 89/12/28 MAR1IH,J.B Rog.on 6. Otc ot 
the Director. 1p 52070 209-52670 209 


9001290197 Forwards. "Svs Engnsering," lor licensee personnel w/ responsib l ty re 
listed dockets Suggested ccnsidoiaiions fcr program aitr buio dotm iion & training 

5, Ole ol tlio Director. 

5pp. 62463 261-52453 265. 


needs tor sys eng neers listed 

KIRSCH.D.F. Region 5, Ole ol the Director 90/01/17. Rogon 


9001290304 Forwards listed documents, ir.cijd ng M Roicb 691129 itr re Task Assign- 
menl i7,FiN A-3841 & Ltr Repi-OB. "Review ol Sys Analysis .." & requests oddi info 

re NRC review ol plant long-iorm sdsfiMCpiogiem 

ROOD.H Prolecl Direcipreie V FIN A-3a41, 00/01/10. SHIFFER.J D. Pacific Gas & 
Eloct/lC Co. 4pp 62473:006 52473 088. 


-9001290311 Porwarda C Coeianiino & AS Veiolsoa ropia on commema lo plam 
69ll02'03 long-form seismic soil iniaraci'on review panel meeting in Son 

flllCKM*' Bfookhaven National Laboraiory. FiN A-3041. 09/11/29. PICHUMANl.R, 
NRC • No Oeioiled All l.atiOn Qivon. 9pp 52473.011-52473:019. 


-9001290314 Ltr Rapl-OS. "Rovlow ol Sys Analysis in DCPRA Electrical Pov/or Sya 
(Eveept Diesel Generator & Fuel Transfer Sys] " 

BOZOKl.Q, PiT2PATniCK,R.. SABEK.M. Btookhavon National Laborefory. FIN A- 
3966. DCPRA'08. 69/12/31. NRC • No Dotaiiod Affi'iaiion Given. e7pp. 62473.020- 
52473:086 


9002010406 Forwards responses lo NRC quoslions on PRA to plant long- term BOlsm,c 
program & requests nek ol receipt ol Itr. 

Shifper.j.D. Pacific Gas & Electric Co 90/01/23. Oncumeni Conirol Branch (Oocu- 
moni ^mrol Desk). I4pp. 52505.013-52505:026. 

9002010327 Forwards Ucanse Amend Request 90-0i lo Licensee OPR-OO & DPR- 
82.revl9ing Tech Spec 3.4.2 2, "Salety veVas-Oporaung," & assoc'eiod bases lo 
allow operation w/ one ol three p.’essurizer salety vo'ves inoperable. 

WALLACE.W.H. Pacifc Qas & Electric Co. 90/01/25. Document Control Branch {Doc- 
ument Control Desk). 2pp. 52504 173-52504:190. 

-9002010326 Application for amends to Licenses OPn-80 & DPR-OZ. consisting ol U 
cense Amend Request OO-Ol.revIsing Tech Spec 3.4 2 2, "Salety Valves • Operating" 
& Bases 3/4 4.2 to allow operation w/ono piessunzer safety valve inope/ablo. 
WALLACE.W.H. Pacific Gas & ElectncCo. 00/0U25. lOpp. 52504.l76-52504.i84. 


-9002010330 Proposed Tech Specs 3.4 2 2. "Safety Valves • Opoiaiing" & associated 
bases to allow operalion w/one pressurlzer safety valve inoperable & disabled. 

* Pacific Gas & Etoctric Co. 90/01/25. epp. 52504:185-52504:190. 

9002020092 Forwards proposed changes to Chapter 17 ol updated FSAR. Section 17.1 
qualiOcation requirement lor OA manager experience lo be el minaled due lo slated 
reason 

SHIFFER.J. D. Pacific Gas 4 Electric Co 90/01/25. Document Control Branch {Docu- 
ment ConUol Desk). lOpp 52539:t 14.52539 123. 

0002020035 Forwards response to Oenortc Ltr 69-13, "Svc Water Sys Problems Affect- 
Ing Safety-Related Equipment." Program lo visually inspect auxiliary saltwater intake 
structure during refueling outages. 

SHIfFER.J.O. Pacific Gas & Eietl/lc Co. 90/01/28 Oocument Cnrittol Bianr^i {Oocu- 
ment Control Desk). 6pp. 52S33'25t-S2S33 259. 


9002220167 Forwards update of plant drawings. W/o end. 

WOMACK.LF. Pacific Gas & Electric Co. '90/01/29. MARTIN.J.B. Region 6, Ofc of 
tho Director. Ip 52683.017.52683.017. 

9002090262 Forwards response to leqjost for addi Info re Ltcenso Amend Request 60- 
15 to revise Tech Spec Table 3 3-6, "Increase Aiarm/Tnp Setpoint of Spent Fuel Pool 
Storage Area Radiation Monitor." par NRC 600117 request. 

SHIFFER.J.O. Pacific Gas & Electric Co. 90/01/30. Documoni Control Branch (Docu- 
ment Conuol Desk) 3oo 62599.317-52599 319. 

9001200051 Generic Ltr 90-02 to all LWR licensees 4 a^licanis re aliernaiive require- 
ments lor fuel essembiles In design features section of Tech Specs Svo list enci 
PARTLOW.J.G. Associate Director 'ot Ptolecis (Posl 870411). 90/02/01. Consol dat- 
ed Edison Co. of New York. tnc. 39pp. 62637:055-52637:003 


0. Inspection roporta, lE Bulletins & correspondence 


0001300498 Adv.se8 ihai draft final fopt lor dosooui ol IE OuTetin 79-23 (ounj 
accopiablo Lead onginoora tor lE Bui'olins 84 O2.BO O0 4 07 002 'oassig-isdas ’sijd 
BERLiNGERCH Generic Communicolona Branch. NRC-OS 85 157. 6O/01/1? 

rt A asr^-rrn O/ses 'J<;n 


900 1300389 Requests response to slated quoaliona ro excess ovori-me usage w/o e> 
Droorlato mol approvals 4 LER l-89-l7,dld 0001 1 l.willvn 30 days.per iiconsse 
900102 response To InsP Ropls 5O-275/09-23 & 50-323/8023 ^ 

ZlMMERM/VN.n.P. Region 6, OIC Ol Iho Diiocior. 00/01/22 SHIFFER.J.O. PacifeGas 
& Eloclric Co. 2pp 52475.010 52476.032 


9002020040 Responds 10 NRC Dullot.n 80 003, "f-’oloiilial Loss ot Roquirod ShjtJo«r 
Ma/gln During Rotuel.ng Oporailons," liortis 1,2 4 3. Liconsoo rov.sod fuel Joaolnc 
procedures pnor to Uni 1 refueling lo incotporato fuel lending rosinctions. 
SHIFFER.J 0. Pacific Gas 4 Eloclric Co 00/01/20. Dociimoni Control Branch (Oocu. 
ment Control Desk). 3pp 62526:104-52526:106. 


9001230128 NRC Info Noiico 00 005, •Tnior Systom Discharge ol Roocioi CooVi' 
Svc list end 

nOSSiC.E. Division of Opoiaflonel Evonls Assossmont (Post 070411) OO/Oi/S 
Consolidated Edison Co. of Now York, Inc. 101pp. 52535:126 62535:227, 


9001230176 NRC Into No'co 00-000. "Polunlial tor Loss of Shutdown Cooing WMea; 
Low Hoaclof Coolani Levels." Svc list and. 

ROSSi.C.E. Division ol Opoialional Events Assosamont (Posl 870411). 90/01/29 
Consoiidatod Edison Co of Now York, Inc. lOIpp. 62535:026 62535:124 


9001240190 NRC Inlo Notice 90 007. "Now Info ro Inau'ai-nn Mall Porformancs 4 
Debris Blockage ol PWR Containmoni Sumps," Svc list oncl. 

ROSSI C.E. CSv.aion of Opoialional Events Aasossnieni (Post 670411). OO/oiij; 
Consolidated Edison Co- of Now York, Inc. 00pp. 52535 220-52535. 320. 

9002060260 Responds to NRC Oullotm 00-002. "Siriiss Corrosion Cracking h H{h 
Hardness Type 4iO Slainloss Stool iniornal Proioadod Uolhng....'' Design rovow ids-i- 
tilled 25 Velan chock valves 4 1 Atwood Moirill chock valvo. 

BRAND.D.A Pacific Gas 4 Eloclric Co. 00/01/30. Documem Conirol Bra'ich iDow- 
ment Control Oosk). 6|)p. 52609.080-52Q09:005. 

9001250020 SuppI 2 lo NRC Info NoUco 80 023, "Polonilol lor Qas OIndhg ol HP5i 
Pumps During LOCA." Svc list Oiicl. 

ROSSI.C.E. Olv-sKm o' Opoialional Evonla Aesossntoni ((’qbI 070411) eo/Ot/H 
Consolidated EJ son Co of Now York, Ino. Ofipp. 62533.320 52634:063. 


6001260196 NRC Info Nullco 00-006, "Ki 05 HozurUs From Docayod Fuol." Svc Hi 
end 

ROSSLC.E. Oivla'on ol Oporniional Evonia Asuossmoni (Post 070411). 90/02/01 
Consoiidatod Edison Co of Now York, Inc- 7/|ip. 62603:I00’&26Q3 250. 


9002080351 Responds lo NRC BuHolln GO-Ot l & forv/arcls nonptoprlolary WCAP-I24lf, 
"Evaluation of Thermal Siroiiflcatlon for Diablo Canyon Un-ts I & S Proseurizer Surge 
Lino," & proprlolniv WCAP't24l6.IVonrlotory ropl withhold (ml 10CFR2.790(b)(4)}. 
&KIFFEn,J.6. rocllic 0ns & ElocUlo Co. 80/02/01. Documoni ConUni Qranch (Ooev- 
mont Conirol Deak). 2pp. 62012:314-52613:121. 

-6002000357 RoquoslB that propileiaiv WCAP-12416, "Evaluation of Thermal Siraiifea- 
lion tor Diablo Canyon Units 1 & 2 Prossiirizor Surge Line," too w.ihht4d I'd 
l0CFn2.760(b)(4)). 

WIESEMANN,n.A. WoslInghouBo Eloctric Corp. 00/12/10. MURLEY.T. OlfiCO oIN'J- 
Clear Reactor Regulation, Director (Poet 070411). lOpp 62612:3 1 6 52612.325. 


-9002080301 Nonproprioiary WCAP'12416, "Evaluation of Thormai StiaMicaiiOn Id 
Diablo Canyon Units I & 2 Prossurizor Surgo Lino." 

COSLOW.OJ.. MAURER, Q.F.. MUTYALAG.R. WosUngtiouso Eloclric Cofp WCAP- 
12416. 00/11/30. 166pp. 52612:320-62613:121. 


9001290102 SuppI 1 to NRC Inlo Notico 00 030, "Torgol Rock Two-Stage Saloty/Re-e' 
Valvo Soipolni Dnil UpdAle." Svc llsl oncl. 

flOSSI.CE. Division ol Oporotional Evonls Assossmont (Post 670411). 90/02/02 
Consolidated Edison Co. of Now York, Ino. 70pp. 52650 230-52550 317. 


9002070436 Discusses insp Ropts 60-276/60-29 4 SO-323/80-20 on 801 120 22 4 lor- 
werds notico ol violation. . 

MARTIN, J.Q. Region 6, Olo ol Iho Oiroclor. 90/02/02. SHIFFER.J.O. Pac-fic Gas & 
Electric Co. 2pp. 62567.100 52607-.t02. 

-9002070444 Notice of violation from Insp on 601 t20-22.Vto1aMoii8 noted: from 080901- 
090106,1 consee assigned Individual w/o senior oporotor license as ahilt supervisor .o' 
on-duty shill. 

MAnTfN.J.B. Region 6. Ofc ol the Diroclor. 00/02/02. ip. 62607:102-52687:102. 


9001300424 NRC Info Nol'co 00 009, "Extended Inlorim Slorago ol Low Level Rad- 
waste by Fuel Cycle 4 Malls Licensees." Svc list end. 

CUNNINGHAM.R.E. Division ol Industrial 4 Medical Nuclear Safety (Post 670/29) 
90/02/05 Consol-daiod Edison Co. ol Now York, Inc. lOOpp. 52583:257-52594004 


9002130194 Partial response 10 FOIA roquoslApp N 4 O documents svaiBbiem 
PDR.App 0 documents oncl App P documenls wilhhold (rot FOIA Exemption 5) 
GRIMslEY.D.H. Division ol rreodom of Information S Publicalions Servlcos (Fosi 
0&0205). 90/02/08. PEPPERMAN.O.R, Blochor & Collins. 8pp. 62605:156-62595239 


-6B07270182 Requests lhal appropriate prolecl rnsnagor contact idonMled uHl 4 pro- 
vide info to purenoBO ol circuit breakers from suspect companies. 

MATTHEWS.D.B. Prelect Directotale 11-3. 86/07/18. QUTLER.W.R. Prolecl Dirociora.o 
1-2. 65pp. 62695:316-52695:344. 


R. Periodic operating reports & related correepondence 


9002090044 Informs that utii will Inform NRC upon completion of qualiFed transducer 
Installailon at p1ant,currantly scheduled for third refuel ng outage. 

SHIFFER.J.O. Pacific Gas 4 Electric Co. 90/02/01. Document Control Branch (Docu- 
ment Control Desk). 1p. S26t5.043-52615:043. 


9002080210 "Annual Summary Ropl on Discharge Monitoring ol Diablo Canyon Power 
Plant lor 1909." W/900130 ltr. ^ 

TOWNSEND.J.D. Pacific Gas 4 Electric Co. 09/12/31. LEONARD.W. Callomla, wa.e 
ol. 42pp. 62609.301-52609.343. 



S26Q6.001-52696 010. 


S. Reportable occurrencee, LERe & related correspondence 

0002220198 PNO-V-90-006 earthquake ol 3.9 magnitodo actuated seismic monitorirto 
insirumoniation.Moderato earthquake declared & appropriate walkdrwrrs & vorifica- 
hone pertormed per emergency plan procedures. . 

MENDONCA.M., NARBUf.P- Region 6, Ole ol tho Director. Q0/O2/OQ. ip. 62e02;048- 
62682.048. 

9002230146 LER 90 00l-00:on 9001 lO.Toch Spec 4,6.4.2.a aurvoitlance tost Inieivel lor 
boric ac^d heat tracing sys S boric acid ln;ection tank exceeded & How path nol 
eneraUod. Caused by personnel error Procedure tov.sod.W/600209 Ur. 

QREBELTI. SHlFFtRJ 0. Pacific Oas & Electric Co. 00/02/09. 6pp. 62713:101- 
52713:106. 


U. Congreaslonal/Execullve Correspondence 

9002050024 Discusses RB Clough vs NRC S SA Hiatt vs PSE&G chaltenglng random 
drug testing plans.per NRC fitness lor duty rule lOCFR26.Roclp]eni wilbe Kept ap- 
prised ol developments In cases. 

COnDES,J.F. Solicitor (Post 860701). 90/01/03. DREAUX.J.B. Sonata. Enviionmeni & 
Public Works. SHARP, P. House ol Rep., Environment & Public Works. UOALL.M.K. 
House ol Rep , Interior & Insula; Alfalra. 10pp. 62642:054-52542:063. 


V. Operator Examinations 

9002070436 Discusses Insp Repis 50 276/00-20 6 50.323/fl9-20 on 091120-22 6 lor- 
wards notice ol violation. ^ « 

MARTIN JB Region 6. Ole ol the Director. 00/02/02 SHIFFER.J.a Pecilic Oaa & 
Electric Co. 2pp 52687:180-52507:102. 

-9003070444 Notico ol violation from Inap on 001 120-22 Violations noted from 660001- 
890l06,tlconsao assigned individual w/o senior operator license as shift suporvisot lot 
on-duty sh It. 

MARTIN, J B Region 6, Ole ol the Director. 90/02/02. ip. 62507; 1B2-62567-162 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency 6 fire protection plana 


9002010108 Forwards public version ol omorgoncy rosponso prccoduros, inctud-AQ Rov 
1 1 to App 1 to BRP-1 10.R0V 0 to App 2 to ERP-l lO.flev 0 lo App I to ERP-140.Rov 
9 to App2toERP-140 6 Rev 10 to App 3 to ERP-lriO. 

HUNGER, Q.A. Philadelphia Electric Co. 00/01/04. Oocumeni Controt Branch (Docu- 
ment Control Desk). 2pp. 52623:262-62623:309. 

-9002010114 Public vere on oi revised emergen^ response procedures, including Rov 
1 1 to App 1 to ERP-t to, Rov 0 to App 2 to EHP-t 10, Rev 8 to App t lo ERP-MO.Rov 
6 to App2 lo ERP-t40&Rov 10 to Anp3 to GRP-140. 

* Philadelphia Eloeiilc Co. 89/12/08. 70pp. 62623:284-52623 300. 

9001290036 Rov 2 to EPIP ERP'3ie, “Cumulative Population Ooso Celculailone lor Air- 
borne Releaeo Manual Meinod." W/0OOt 17 iir. 

huNQER,Q a Philadaiphia Electric Co. 60/01/17. 2epp. 62461:298-52461:323. 


9002010376 Advises that 691226 Rav 6 to ealeguards contingency plan consistent w/ 
provisions ol t0CFR50,64(p) 6 accepleblo. , ........ 

BELLAMyRR. Region 1. Ofc ol the Director. 90/01/10 HUNQER.QA, Phladeiphia 
Electric Co. 3pp. S2622.227-S2622.220. 

9002220100 Forwards public version of revised omorgorwy rosponso 
procoduros Inctuding Rov 4 to EflP-IOl,App 1 to Rov 12 to ERP-t lO.App 2 to Rov 9 
Fo EHP-1 tO.Rev 4 to EnP-260 6 Rov 3 to EflP-710, 

HUNGER, G.A Philadelphia Electric Co. 90/01/25. Document Control Branch (Docu- 
ment Conliot DoSkV 10PP- 62671.1 1 1-52671:100. 

-9002220102 Public version ol revised omorgoncy roMonso procedures, including Rov 
4 to ERP-101 App 1 to Rev 12 to ERP-1 KJ.App 2, Rev 9 to EflP-i lO.Rev 4 to ERP- 
260 3. Rev 3 to ERP-710. 

• Philadelphia Electric Co. 90/01/25. 07pp. 52071:1 18-52071:160 


9002120279 Provides Info ro emergency response organization cxordses lor 
plants.Exercisea & callouts would nocessiiaie activation o( combined emergency oper- 
ations laci'lty approx eight limes per yr.w/some being porformod oH-hoors 4 unan- 
nounced. 

HUNQER.O.A. Philadelphia Eleclhc Co. 90/01/26. Document Control Branch (Docu- 
merit Conirol Desk). 2pp. 52627:192-52627:193. 

9002220071 '•Scenario Manual (or Peach Qollom Atomic Power Station Emotgoncy Re- 
sponse Annual Exercise." 

• Philadelphia Electric Co. 00/02/07. 344pp. 62718:103-52719.080. 


H. General correspondence 

9002130133 Comment on proposed rule 10CFR2 ro policy & procedures for enforce- 
ment actionsipollcy statement. Util uncertain as to whether changes necessary. 
HUNGER.Q.A, Philadelphia Electric Co. 60/02/06. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 62617:355-62617:356. 


uW comcr-ilmont to install moila to hardened watwali venl.por Generic Lli 89-16 .aii 
vent mods should be completed by Jan 1993. 

SUH.G.Y Project Directorate 1-2. 90/01/22. HUNGER, G.A. Philadelphia Electric Co 
6pp. 52454:107-52454:111 

9002090367 Responds to Generic Lir 89-13, "Sve Water Sys Problems Alleciing Safety- 
Rolat^ Equipment.*' Plants have ostab'ishod preventive maint program lor Intake 
atnicibio & routine treatment ol sve water sys w/bioclde to conirol D'ornullng. 
HELWIGOR Philadelpha Elociric Co. 00/01/29. Document Control Branch (Docu 
moni Conlrot Desk). t3pp. 52580:1 66-52560:200. 

9002060006 Forwards oppHcailon lor amends lo Licenses OPR-44 & DPR-56. consisting 
of Tech Spec Change Request 89-17. Amends w'!! elmlnale rodundanl tos'Jng require- 
monis from Section 4.5, "core & Containment Cooling Sys," ol Tech Specs. 
HUNQK^.QA. Piti'adelphla Elocmc Co 90/01/30 cFocumoni Control Branch (Docu- 
ment Control Desk). 2pp. 62586:004-52560: 1 62. 

—9002080010 Application lor amends to Licensos DPR-44 & 0PR-S6, cons.simg ol pro- 
posed Tech Spec Change Request 69-17, efimlnatinn redundant testing requirements 
from Section 4.5. "Coro & Conteinmoni Cooling Sys ' 

• Phladeiphia Elociric Co 90/01/30. 24pp 525e8.006-62S88;i09. 

—9002080039 Proposed Tech Specs, cons sting ol Tech Spocs Change Request 89- 
1 7.e*Jinnal4>g rodundanl testing requirements from Section -1.5. "Coro & Contammenl 
CooLng SyS." 

* PMade^a Electric Co 90/01/30. 63pp. 52580:1 10-62508 162 

9002060235 Provides cortriicalion ro Implementation ol fitness lor duty program per 
10CFR26 Bl plants 

IIELWKj.O.R Philadaiphia Elociric Co. 00/01/31. Document Control Branch (Oocu- 
ment Control Desk). 2pp. 52500:165-52588:166. 

9001290051 Ooftaric Ltr 90 02 to all LWR licensoos & opp'lcenis ro alternative requ ro- 
monis (or fuel assombllos In design features sociion ol T och Specs Sve list end. 
PARTLOWJ G. Associate Director lor Ptojacia l^Post 870411). 90/02/01. Consolidat- 
ed Edison Co. ol New York, Inc. 30pp. 53637:065-S2637:003. 

0002230256 Advises that liconsea 000421 plont-spBcl' c ana'ysls to support 35.4 a alter- 
naio rod >n|eciion sys lunci.on time accoplablo. 

SUHOV Project Duocioraie 1-2. 00/02/09. HUNGER.GA. Philadelphia Elecitic Co 
4pp. S2e09.120-52680 13l 

9002239444 Applicalion lo: amond lo License OPR-44,conslst'ng ot Tech Spec Change 
Request 00'64,peirnitijig continued plant cpeiulion w/ona automatic doprassurizailon 

a 'S va've inoporablo until m-d-cyde outana boginning on 900303 
LINGER.0X PhJadoiphia Electric Co. 00/02/14. Documoni Control Branch (Docu- 
ment Control bosk) 0pp. 62702;256'52702;271. 

-9003230446 Pioposod Toch Spocs re limiting conditions for operailon & surveillance 
requirements lot automaiic doprossuiifoHon sys valves. 

• PhJade’phIa Eioctnc Co 90^2/14. Opp. 62702.264-52702;271. 


O. Inspection reports, lE Bulletins 8 correspondence 


9001300406 Advisos that draft linsl ropi lor Closso-Jl Ol IE Qulletm 79-23 found 
acceptable Load eng'noeis lor lE Buiieiins 04-02, 60-00 & 07-002 reass^ned as llalod. 
6ERUNGER.C.H, Generic Communicat'ons Branch. NRC-05-B6'l67. 90/01/17. 
LOFY.RA PARAMETER. Inc. 3pp. 52613.266-52513:258. 


9002070210 Forwards Eiom Ropts 60-277/09-ieOL & 50-27e/89-tOOL adm'nistorod 
during wks ol 090614 4 0910. ^ ^ ^ 

QALIO.R.M. Region 1, Ole el tho Dirocior. 90/01/23. MCNEIL, C.A, Phladeiphia Elec- 
tric Co 2pp. 52692:102-52692:267. 


-9002070215 Exam Repl 60-277/60-ieOL & 6O-270/e9-tBOL during wks ol 890814 & 
09l0.Exam results. wniten exams & oparaiing testa adir-lnlstored to six senior reactor 
operator cand daios.One cenri-dele lailed operating exam 

SISCO.C. CONTE.R. Region 1, Ole ol the Dirocior. 90/01/23. 04pp. 52592:184- 
52502 287. 


9002070276 Forwards Exsm Rapt 60 277/09-27OL & 60-278/00-270L admtnfstoreri 
during wk ol 89121 1. 

GALLO R M Region 1 Ole of the D locior. 90/0 1 /26. MCNEIL.C.A. Ph'ladolphia Eloc- 
trlcCo. 2pp. 62606.109-62506:21 1 

-9002070276 Exam Ropts 6O-277/e0-27OL & 50-27B/89-27OL on 091212-l4.Exam 
results two roacior operator candidates given written & oporaling exams passed. 
eONNETTFP, HOWEA.G., CONTE.R.J. Region 1, Ole ol the Director. 90/01/25. 
lOlpp 626e6;1lt-526B62t1. 

9001230126 NRC Into Nolce 90-005, "Inler-Systom Dischargo ol Reactor Coolant." 
Sve tat end. 

flOSSVC.E. Dlvlsloh ol Operational Evenia Assessment (Post 870411). 00/01/29. 
Consdidaled Edison Co ol Now York, Inc. lOipp. 62535.t2S-52535:227. 


9001230176 NRC Into Notice 00-006. '’Polenilal lor Loss ol Shutdown Coding While at 
Low Reactor Coolant Levels." Sve list end. 

HOSSl.C.E. Division ol Operational Events Assessment (Post 870411). 00/01/20. 
Consoidaled Edison Co ol New York. Ino. lOIpp. 52535:026-52635:124. 


9001240190 NRC Info Notice 90-007, "New Info re Insulation Mall Performance & 
Debria Blockage ol PWR Containment Sumps." Sve list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 070411). 00/01/30. 
ConsotidaM Edison Co- O' Now York, Inc. 69pp. 62535:226-62636:329. 


J. Inaurenee & Indemnity Information 

9001310616 Forwards executed Amend 22 to Indemnity Agreement B-20. 

HUNGER, OA. Philadelphia Electric Co. 90/01/24. MURLEY.T.E. Oftico of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 62498:167-52400:160. 


9002080222 Forwards semiannual human resource repis on progress made towards 
meettng operator resource dsvsiopmetM & cuUurel- related commUmerrts (or Aug 1969 
• Jan 1996 per NRC Insp Repla 50-277/89-61 & 50-27e/e9-8t. 

SMITH DM Ph'ladelphla Eleclrio Co. 90/01/30. Document Control Branch (Document 
Control Desk). 7pp. 62604:101-52694:107. 



4pp Ijl 


O. Inspection reports, IE Bulletins & correspondence 


fr001300498 Advlsos that droit final ropt loi dosooul o1 lE Ou'lnlm 79-23 lound 
accoplablo.Load onglnoors lor lE Bul'otir^s Q4 02,80 06 & 07 002 roaosiQ'tOd ns listod 
BEOl.INGERCH Generic Communicaiipne Groncli NHC-06B5-157 90/01/1/ 

LOPr.FIA PARAMETER, Inc Gpp 52513 256 02513 200 

9002070210 Forwards Exam RepIS 50 277/09-1601, & 50 27Q/69-1BOI. nrtmlnisintnd 
during wks ol B90BI4 & 0916. 

GALLO.fl M. Region I, Ole ol lOe Dirocior. 63/01/23. MCNEIL. C A Phdadclplua Elec- 
tric Co 2PD 52592.182-52592 267 

-9002070218 Exam Rapt 60-277/60-I8OL & 50-27n/fl9-iaOL ilnrlr-Q wlin ol 8900M & 
0910-Exairi results wriiton oiems & operai.ng lor.ia ndrrltnsioicd to su serror roacior 
operator cand dates One candidate fa lud oporatinn otam 
SlSCO,C Hog on I, Ole ol iho Oirocloi. 00/01/23. U4pp. 52592 tfl4-525H2 267 

9002070275 Forwards Exam Ropt S0-277/69-27OL & 50 270/01>-270L aiKn n sierorf 
during wk ot 691211 

QALLO.R M Reg on 1, Ole of thn Director. 90/01/20. MCNEIL, O A pniadolpha Floc- 
tficCo 2pp 52506.109 52586211. 

-90 0 2070276 Exam Rep's 50 277/09 270L & 50 276/0n-27OL on e612t2-M Exam 
results two reactor operator canp dates g,ven written 6 upereiing oxarns passed. 
BONNETT.FP. Region i. Ole ol ihe Qi’ocior 90/01/25. lOipp 52S06in- 
52586:211. 

9001230126 NRC Info Notice 90 005, ‘Tnlur-Syelnm Dsclviigo Ot rioo'itot CooUiitl " 
Svc list enci. 

ROSSI,CE Divis'on of Oporanonnl Evonia Assos-smoni JPt>si 6704n> 90/01/29. 
Consolidated Edison Co. of New York, Inc. 101pp 52535: 1 25-52535 227. 

9001330176 NRC Info Noiico 90-006, "Poioniial lor Loss ol 5nuld'>wn Ccolin3 Whiio at 
Low Reactor Coo'anl Lo-rola " Svc list end. 

nOSSI,CE. 0-vislon ol Cporational Events As&GHsnioni (Post 070411). 00/01/29 
Consolidatod Ed son Co of New York, inc lOlpii. 52535 025-52535 124. 

9001240190 NRC Into NqIico 90-007, "New Info iQ Insu'atiori Mmi PvHormnnce 6 
Debris GlocVago ot PWR Conta'nrtionl Sumps." Svc list (hkI 
BOSSl.C.E UlviS'on of Oporallonai Events Aasnssmont (Post 670411) 0n/l)i/:Hi 
Conaolldaiad Edison Co. of New YoiK, Inc 90|ip 52535 22«-52535 3?0 

0002060222 Forwards sorn annual tiurnan rosourco ropts on (nouross madu low.-itiie 
meet no oporatoi lesouico dovolopmont 6 cuHuial- roiaind con'-n-limc-rts for Aug 1089 
• Jen l09Cl,por NRC Insp Repis 50 277/69 8i A 60-270/89 Ot 
SMITH.O M. Philadelpb'a nioclnc Co 90/01/30 Oocurriont Cvnhol Bi<ir>rli (Uo'.umuiii 
Control Dosk] 7pp 62594:19l-52594 197. 

9001250020 SuppI 2 to NRC Into Notico 60 023, "Potdnilnr tor C.i<i O-nirinn ol HPSi 
Purnps During LOCA " Svc llsl oncl. 

ROSSi,CE, Division ol OpoiQllanol Evonls Asuossmnni (Host 070411). iHi/oi/:ii 
Consol dated Edison Co. of New York, inc nOfip. 52533:320-52534 1x12 

0002070361 Forweids Comtrnod Satoiy ln$p Ropia 50 277/00-05 & tu-2/8/ii0O5 on 
000 1 22-20 No vlolatlona or doviatipns npiod 

BELLAMY, R.R. RoQion 1, Ole ul IMu Oiioctor 90/0i/3i MCNEILI..CA PUlndoipiia 
Glocirle Co 3pp. 62507.243-52507:251. 

-9002070369 Comblnod Insp Ropts 50-277/00 05 S 50-279/90-05 on 0e9l22-2dNd 
violations or doviations noto<l Major nroas in3poctod:iiansiiuiiat.on 6 solid rndwasio 

P roorams.lnciuding mgl controls.Audiis.OA & implomaniailon ot progtems 
UniA.J., BORES.R flog'on 1, 0(c ot mo Olrociof 90/01/30 0pp. 62507 240- 
92307251. 

9001260196 NRC Into Noiico 00-006, "Kr-Q5 Harorde From Oocayud Fuel" Svc l-st 
oncl. 

ROSSl.CE. D.vislon of Oporollonal Gvenis Assosamont (Post 0/0411). 09/02/01 
ConaolUaiGd Ed son CO. of Now York, inc 77pp 52S03.1 00 52583.250 

9001290102 SuppI 1 to NRC Into Notice 08 030. "Targol Rock Two-S'eno Satoiy/Roiol 
Valvo Soipo ni Orlfl Updalo." Svc list oncl 

nOSSI.CE. Division ol Oporellonal Evonis Assossment (Post 870411). 00/02/02 
Consol dated Edison Co. ol Now York, inc. 70pp. 62556.230-52558 317 

9001300424 NRC Info Notico 90 000, "Extondod Inlorim Storage of Low Lovol Rod- 
waste by Fuol Cycio & Malls Licensoos." Svc list end. 

CUNNINGHAM. R E. Division of Industrial & Medical Nuclear Safely (Posi 870729). 
90/02/95. Consolidated Edison Co. ol Now York. Inc 108pp. 52583.25/-52584 004 

9002140221 Partial response to POtA reques! for dor:um0.'rf.i App O Joti/moms 
oncl.App O & S documenla avallabio in POR.App R documonie totally wlthlwld (rot 
FOIA ExompLon 5). 

GHIMSLEy.O.H. D.vislon ol Froodom of InlormoHon & PulilicoUcns Sotvicos (Post 
890206). 90/02/09. PEPPERMAN.O. Oloctior a Collna. IGpp. 52631:235-52632:013. 

—8605190270 Forwards Insp Ropt 09901054 lor ASCO Electric Producla.iiic ro fai'ures 
ol moldoil case circuit breakers in reactor protoction sys monitoring panels W/o oncl. 
EECH.GG. Vendor Program Br.DIv of QA.Vondor a Tocbnicel Ticning Conlor 
Programs, IE 86/05/13. STAROSTECKIR. Region 1, Ofc ol tho Director Id 
52632:160-52632:161. 


R. Perlodio operating reports a related correspondence 

900 2 050286 ‘1669 Annuel Rept on Sofoty Rehel Challangos at Peacti Boitom Alomfc 
Station." per TMl Action Plan Item ll.K 3 

SMtTH.D.M. Ph'lQdeiptila Electric Co. 90/01/16. ip. 52547-253-52547:253- 


cooiani inventory hoyond makeup cnpabi ity ol RCiC tor lue m Fire Ares 13N. Caused 
by m SMni caiisn of analysis. Hourly roving lirowatchposiod W/000122 Mr 
CRiQBt.iE. SMITH, OM PniiaJaiphia Electric Co 90/01/22. 4cd 624940Q2- 
52494 OH5 

0802220371 Part 21 rapt re mo-nt of Aulomstic Valve Corp MSIV a/or rrain sloam ro!-0l 
valvo using spunnot wrenett in ordor to avoid solenoid valve stem da'nago.pnr 1984- 
85 cbar’00 tn des-gn Mpvif Ins'fuctions oriel 

HUTCHIN.S.T. Autoinniic VaivO Corp. 00/02/02 NRC • No Doiailed A'h ialion Given. 
38pp 52738 06U 52730 105 


V. Operator Examlnntlons 


9002140208 rciwa'ds rovisod NRC Fo'ir.s 396 a 308 re personal q-ua'ificai-ons staie- 
moni irot'-soo R ceriii cation ol incdca' exam by lacHity 

licensBO.rospocirvelyApplicaiions tor liennsos should bo submitted on end forms by 
000201 

GALLO.R.M Rooion I. Die Of tho Orodor 00/01/05 MCNEILL.Ca Plilartolphla 
niOCIricCo Orp 52655 132 52055 I Jlf 

9002070210 Fonrrards Exam Ropts 60 277/89 1901. & 50-278/89-10CL administered 
d.iriog wks Of 000814 S 0916. 

GAUO.n M flog on 1 , Ofc ol the Director. 90/0 1 /23 MCNEiL.C A. Phi'adolph-a Elnc- 
lr*Co 2pp 52592 162-52592 267 

-9002070216 txam Rapt 50-277/H9-1ROL A 6O-270/00-ieOL during wks ol 690814 A 
0918 Exam results wntlan oxams a opoiaiing tests ad'nhlslerod to s.> senior reactor 
cpo'rtior candidates One candidnto foiled opciatlng oxam. 

SISCO.C. CONTE.R flng.on 1. Ole ol tno D.roclor 90/01/23 04oo 52592 164- 
52592 267 

9002140113 Adv-sus tiisi ailminisiration of gonodc lundamoniais exam section ol wni- 
lon operator icensng oxam wi'l conform to (istnd rocisuat on a oxam process guide- 
lines whi:ii will bo included In next rev ol NunEG-1021 por Generic Ltr 89 17 
GAU-O.RM. fiegon t. Ole of the Dkocior. 60/01/24 MCNEILLCA Phi'adelpha 
Elcct/.c Co 8pp 52655 3S2-520SS 356 

9002070275 Forwards Exsm Ropl SO 277/89 27CL A S0-270/0y 2/OL adminislo'iid 
during wk of Q912I1 

GALLO-RM Roglon 1, OIc of tho Difocior. 60/01/29 MCNEIL.CA Phi'ndnlph a EInc- 
inc Co 2pp. 52580100 52666211 

-9002070278 Exsm Ropls 50 277/00 2/OL a 50-270/00-270L on 00t2l2.14.E*8'Ti 
fos-.jis two roacior cpnralnr i:ani(itfolos givon written a oporai.nn exams passed 
UONNETT.FP. HCWE.AG. CONTE.RJ Ruulon 1, Ofc el the Dirccior 00/01/25 
lOIpp 52400 111-52580211. 

9002080222 Forwards kom’Snnual human rosourco repis on progress made lowords 
tnc-oiMin operairy rosourco dovn’ormenl a cultural- tolaisd conimlimonis lor Aug 1800 
- J<in lOOd-POr NRC MSP RoptS 51/ 277/89-01 A 50-278/89 81. 

SMiTii.OM Philadelphia Eiocliic Co 90/01/30 Oocuir.oni Control Branch (Oocumont 
Control Desk) 7pp 52504 191.92504 107, 


DOCKET 60-260 SURRY POWER STATION, UNIT 1 


F. Socutity, medical, onisresncy & lire protection plans 


9001200001 Forwnu^s ’ North Anna Powor Stelion Emargoncy Plan Table 5.1, 'Mm 
Steihng Rooulteinonis lor Ernor^ncidS' ' & "Suriy... Tab’o S.f. 'Mn Slalfinn Rogulre- 
twenia. •."forappf.ival.por lOCWiO S-Kql.NUREG-OeS-t a NUREG-0737,Suppl t, 
STEWART.Wt. Vligno Pownt (Vitcln-a ciociric A Power Co). 60/01/17. Document 
Coniiol Uranch (Oocumont Conuol Desk) 2pp 52469 080-52469 076. 

-900I290CK)2 Orolt "Norlh Anna Power Station Einoigonc-y Plan Teblo 5.1, ‘Min Stalling 
Rcfiotemonis lor Erretgoncles 

• Vitgrln Powor (VlretiHB Electric A Power Co.). 90/01/17. 5pp. 52469 082-52480.088. 

-9001200003 Orofl "Surry Powur Siaiict) Emorguncy Plan Toblo 6.1. ‘Mn Stalling Ro- 
quromunis for Emergencies 

* Vhgnla Powor (VIrgnia EMctric a Power Co). 90/01/17. lOpp 62469.067- 
52460 076 


9001310305 Rov 23 10 EPiP-1.01, "Emorgency Manager Controling Procedure" W/ 
900122 Hr 

COSIELLO.-J.O.. HALL.D R , STEWART.W.L. Virgin's Power (Virg nia Electric a Powor 
Co ). 90/01/22 SOpp 52604 006-52604 055 

9002150273 Forwards Btirrmary ol 600116 mealing w/ui I in Region 11 o.'c ro sleius ropt 
on cmergoncy preparodnoss upgrado program. 

STOHR.J.P. Roglon 2. Ole ot tho Director. 00/01/31. STEWART.W.L. Vug'nla Powor 
(Virginia EI«K.»c A Powoi Co ) 5pp. 52677-004-52677.000. 

9003160073 Informs that datos for emergency operaiir'.g procedure msp revised to 
000402-12 

PEEBLES.! A. Roglon 2, Ole of Hie Director. 90/02/01. STEWART.W.L. VIrgIn'a 
Power (Vrginie Elocinc a Powor Co ) 2pp. 52679 003-52679 084. 


H. General correspondence 

9001300323 RcQuosts inal future correspondonco Irom NRC re ISFSI be addressed to 
author at listed address a that listed individuals bo included m carbon copy dlslnbu- 

Uon. 

STEWART.W.L. Virginia Power (V.rgnia Electric a Power Co ). 00/01/23. Document 
Control Branch (Document Conlro! fjesk). 2pp. 52400.070 52490.071. 


MKHSStiOSO Suppi 2 to NRC in'o Nol'ca 8a-0?3, -Poienral lor Gas B'-ndirg o1 HPSl 
Pomps Duoro tOCA " Svc 1 5l onci 

ROSSi.C.E. D./isto ol OpoiB'ionai Events Assossmeni (Post 87041S) 8076t/3i. 
CoftSOI.dai0dEc(SonCo.otNowYorti, in; 9Spp 62533 329 S253‘l:062. 


DOCKET 60-278 PEACH BOTTOM ATOMIC POWER STATION. UM T 1 
F Securlly, medical, emergency & fire protection pfana 


9002070361 Forwards Combi.ied Safety Insp Oopts 50.377/90 05 & 60-278790 05 on 
900122-26 No vio'atons o' davaVons noted. 

eELLAMY.FI R Rosiofi 1. Ofc Of it-a O’loctor. EtorOl/31 MCHEill.CA. ppilade'pfi'a 
eioctncCo 3pp 52597 243-52587 251 

-9002070369 ComCfnod Insp Ropis 60277/9005 & 50-27a'9905 on 90012226.No 
violsiions or deviaiions noted Uajor areas Yspectod trQ.nspodaicn & so'id radwasie 
prog/strs.lnci-jd no mgt controls, si.dils,OA & implomeniation of piocre.'ns. 
rURiA.j. BORES, n. RogroT I. Ofc of Itie Oi.'eclor. 90/01/30 6pp. 52587240- 
52597 251 

9001260198 NRC iPfo Notice 90 0C6. "Kr.OS Harards From Oocayod Fuel.'' Svc i.si 
end. 

ROSSi.C E Gvisdn cf Opara’ionai Events Assessment (Post 870411). gO/02/01. 
Consol datedEtJ-bOn Co cl Now York, Int 77pp 52683 I8t)-S2£e3.258. 

900t29Qt02 SvjppI \ to NRC ‘ftlo Notice 66 030. ■'Teisot Rock Two-Stage Satety/Ro.'of 
Valve Seipoi’il Ontt Update '' Svc list er.cl 

ROSSi.Ct Oiv-sion of Opa'elonal Events As-vsssntent (Post 670411). 00702i’02 
Ccnso'idaiod Edison Co Of NewYorli, Inc. 78pp. 52556 238-52556317. 

9101300424 NRC Into Notice 90 009, "Extondod Intonm Storsso of Low Level flad- 
wasio by Fuel Cyci'o & Mails Liconsaee ’’ Svc l.st cnef 

CUNN.NGHAM.F? £. Divis.on ol industtial 8 Med cal Njclear Safety (PosI 870789) 
90/02/05. -Conso.'idated Edison Co of Now York, Inc. I06pp 525B3.257-525B4.004. 

9002140221 Pa/tiaf response to FQiA legjest fo' documenis App O documonta 
e.nci App Q & S doctirrents sva.'ab'o in PDR.App fl documents eotaliy wiiliheld (ret 
fOfA Ei{0impilon 5J 

GRIMSLEY.DH. Omtsion cil Froodom ol irlormaiion & Pub’icaliona Sonricea (Post 
890205) 90/02/09. PEPPERMAN.D BlOChOf & Collins 16pp. 52631 236-52632.013. 

-8&OSI90370 Forwards Insp Repi 99901054 for ASCO Electric Pioducis.inc re faiti/ies 
ot molded ce.se ckcu i btcakots In leectot ptofocUon sys mor-itcrlnQ panois.W/o oncl. 
26CH,G.G. Vendor Piogram Bi.Oiv of QA, Vendor & Tochnical Training Center 
Programs.lE 88/05/13. SIAROSTEC^l.R. Regort 1, Olc Of the Diteclor ip 
62632.150-52632:161. 


R. Perlodio operating reporta & related correspondence 


9002010108 Forwards public version of emergency tasponac p'ocoiasv 
1 1 lo App 1 to ERP-llO.Rev 0 fo App 2 lo ERP-llO.Rov 6 13 App 1 
9 lo App 2 10 ERP-140 & Rev 10 10 App .3 lo ERP-MO 
HUNGER, GA Pnliadeiphia Cloctnc Co. 90/01/04 Docimnn! Coniv 7- 
mom Conirol Desk) 2pp 52523 262-62523 309. 

-9002010114 Public voxsion ol rovisod omorgoncy rosponSQ otocn-.'jct ra/S-t \ 
11 to App 1 lo ERP-llO.Rev 8 lo App 2 lo ERP-nO.Rov 6 lo A.np • lotPA Ci 
0 lo App 2 to ERP-140 S Rev to lo App 3 10 EflP-140 
• Phi/aae.‘phia Electric Co. 89/12/08. 78pp. 52523 264-52523.300 

9001299039 Rov 2 lo EPlP EflR-3i6, ''Cumuiaiivo Popu’ailon Ooso C^^'J|JV••»n^ 
borne Release Manual Moihod " W/9001 17 Itr 

HUNGEn,G.A. Philadolpii'n Elociric Co 90/01/17. 2flpp. 6245i:2C6 ;745i 'it 

9002010375 AdviSOs lhai 801226 Rev 5 10 safeguards contnnencY f. it rcr.s-'--, 
provisions ol l0CFR50.54(p) & accopteblo. 

SELLAMY.R.R Region 1, Ofc of Ibo Director. 0O/oi/ifl. llUNOtflOA P.'s'-i 
EfOcMc Co. 3pp 52522:227-52522 229 


UUV/4701U0 horwards vuioiuh ui iuvi»uu m-iurgivo ic-tV 

procodures.including Rov 4 to ERP-lOl,App i lo Rev 12 lo tRP-i '0Ar<i2 1 '• 
to ERP-l 10.Rev 4 to GflP-260 & Rev 3 lo EHP-710 

HUNGER, G A Phiadolpbia Electric Co 00/01/25 Oocumcni Ooni-oi r*. 
mont Conirol Desk), tOpp 62671-1 1 1.52671. 100 


-9002230102 Public version of rovisod omorgoncy rosponso priKOOo-cs n-kl-ik 
4 10 ERP-101,App 1 lo Rov 12 to ERP-l 10,App 2, ROv 0 lo 6ll|‘ MOPrtf tii 
260 &nov3loKlP.7lO, 

• PWedelpli'a Elecltlc Co 90/01/25. 87pp. 5267i:liC-5207l iCO. 


9002120279 Provides fnlo re omoigency response organirfllvn Cif*. s-ti 
plants Exorcises & callouts would nocossiiaio activation ol comb-nod cr-<«Cv<Hj 
aliens facility approx eight times par yf,w/somo bong poiln'mCKJ d'toiiicr 
nouncod. 

HUNQEn,G A. Philodolphia Elociric Co. 90/01/26. Docomoni f^mliJ bi.-iji f-: 
mant Control Desk), 2pp. 52627:192-52627 103. 


9002050286 "1989 Annual Repi on Saloty Ro’iel CliQiienges at Paacik Qoilom Wom'-c 
Stalorv," per TMl Aclion Plan llem II.K 3. 

SMITh.O.M. Philadelphia Electric Co 90/01/16. ip 52S47 253.62647-863 


9002220071 ’'Scenario Manual for Poach Boiiom Atomic Powo' smi-in 
sponao Annual Exercise." 

' Pfi ladelphia Electric Co. 60/02/07. 344pp. S27IC 103-52719 080. 


B. Reporlebia occurrences, LERa 5 reletad correspondence 


H. Qenera) corteBpondanee 


6801310028 LER 89-033 00 on 66 1220, lull serem signal received when lechniclan per- 
lorinoJ surveii'enco on APRU OCausod by procsdurol deficlencloa & Inaltorgtion to 
d0!a.i by technician Techn'cian counsoled.W/9001 16 iv. 

CRlQDBjTE., SMITH, DM, Penasy-Vanla Elociic Co. 00/01/19. 8pp. 52494:161- 
&«494:1&5 


9002130133 Comment on proposed rule 10CPH2 ro po'icy 8 piocoil- foi l:i * ' -> 
nient eclionsiponcy siatomont.Lftil uncortoin as to wliotimr crinrncB ncc<«sa'i 
HUNQGR.Q.A. Phi'ede'phia Elociric Co. 90/02/06 CHILK,8 J Ol'ico oi e4T<-. v 
of the Commission. 2pp 92617:355-62617.356. 


MM220371 Pen 21 repl re ma'm ol Aulomatic VaVo Corp MSIV 8/Of main sioam re'-ol 
vaivo using spanner wrench in order to avoid soiono'd veivo siem damaoo.per 1984- 
es chsnge h d«s<Qri. Msini >r.siruci;cihs end. 

3if?5Sfe'^6& S2?36®10?^® 90/02/02. NRC • No Deta-lod Arfilieiiorv G.'vDn. 


J. tnsuranc* & indamnity Information 

9001910516 Porwards oxecuiod Amend 22 lo indemnity Agioomoi'l (i 29 
HU.S'QER.G.A. Ph-leduiphia Electric Co. 90/01/24. MUni.GY.T I- O'l-ii tr-/ 
Roector Rogulation, Oirocior (Post 870411). 4pp. 62408:157-52406:100 


V. Operator EvQmliiailons 

0002140298 Forwards ravised NRC Forms 396 8 300 re personal qua'ineallons stata- 
mant isconsae & cartificatlon ol mod'tai 6<am by taoiiiy 

^cenS8e,rospeciive‘yApp.'ications for licor-sos should bo submitted on end forms by 

GALLO.n.M Region 1, Olc ol iho Director. 00/01/05 MCNEILL.C.A. Philadelphia 
Electnc Co. 8pp. 52655: 132.62e55:l39. avoi/io 


P. Operating license stage documents & correspondence 

9001290090 Advises that NRC will nni piocood w/backhi ono'ysos cf f»; l<U'-.-4» 
util commitment to install mods lo haidoried wetweii vonl.por Gdieic Ijttr'l* 
vent mods should b© completed by Jon 1993 

SUH.Q.Y. Projoct Directorate 1-2. 00/01/22. HUNGER G A f>ir«dol;l-a Ek-.fr Ir 
5pp. 52454;t07-52454-.tn. 


9002070210 Fc-wards Exa.m Repis 50 277/09-18OL 8 60.279/89-16OL admirUsterad 
durljig wks ol 690614 $ 0916. 

A5^rie2-5259l-26^^^^^^^ WCNEIL.C.A. Ph.fadeiphia Elec- 

50-277/69-ieOL 8 60-276/89 f«CL during wks Ol 800314 & 
OOlO.Exam rcsuliswntien exams 8 operating tesis administered lo six senior reactor 
oper^oi caiiO-dates One canOiOaie tailed operating oxam 

’■ 0'*^ of ''’® Director. 90/01/23. 04pp. 52692:184- 

9 cS 9 c- 2 v 7. 

9002140113 Advises Uial adm-rtsiraiion o( gensr.c iundamontals oxam section ol writ- 
ion operator firensing exam wll conform to l-sted registration 8 exam process Qu-de- 
Inea whlcM wul bo included ir» nasi rev ol NUR6G-iolt,por Gsnoifc Ui 89-17 
GALl0.n.M. Region 1, Ofc of the O-'reclor. 00/01/24. MCNElLLCA Ph'iadelohia 
ElOCIrloCo. 8pp. 62655-362-52e66;359 rn aoeipnia 

^‘dunng "ifof e^3n « 50-276/89-2700 adnfnlEtered 

-9002070276 Exam Repts S0.277/80 27OL & 50 278/69-2700 on 891212.14 Exam 

^ opefa'ihQ exams passed. 

v^ipp^MseAi'lVKsle^Tl '• ®t me Director. 90/01/25. 

9002080222 Forwards semiannual human resource /opts on progress made towards 


900208038? Responds to Genetic Ltt 69-13, "Svc Watoi Sys I’toWo-ns A''e<i»vU' > 
Rolalod Equipment." Plants have estabkshod preveniivo maint procyar y • 
siructuia 8 routine ireatmoni ol svc waist sys w/bioeWo to con'.fo! IJown^ 
H£tWIG,O.R. Philadelphia Elecirfc Co. 90/01/29 Document Control Ui'ch/'-s 
mem Control Desk). I3pp. 525B8-.ia&-62680:2OO. 

9002080008 Fotvrards ftpplicsiion lot arnonds to Liconass DPR-44 & OPR 69. '.'.’i' i 
of Tech Spec Change Request 09-17.Amends will eiimmaie roduncla.it Icito; 
nonts from Section 4 6, "Cota 8 Containment Cooling Sys," ol Toch Spfrtt 
HUNGER, G.A. Philadelphia Electric Co- 90/01/30. Documoni Cor.L-o.' firaxkfx-v 
ment Conirol Desk).2pp 52588 O04.62688:162. 

-9002080010 Application for amends lo Ucanaoa OPfl-44 4 OPR 59. cc-r'-s.vv-jdT^ 
posed Tech Spec Change Request 89.17, eliminating redundant lostiv-g 
from SocUon 4.5, "Core 8 Conlnlnmenl Cooling Sys.’” 

’ Philadelphia Elecirio Co 90/01/30. 24pp. 52588:006-52608.109. 

-0002090039 Proposed Tech Specs, consisilng of Tech Spocs Change P«<}je9 B 
1 7,ol'mlnaling redundant testing renulromenis from Soci.Oii 4.6, "Coro 8 Ccwj.'.‘e* 
Cool'ng Sys." 

• Ph ladelphia Electric Co. 90/01/30. 53pp. 52568:1 10-52698. 152. 

900206033S Provides certificaiion re Implementation of fiiaess for duly P<c>g*'N 
lOCFR26al plants. 

HEIWIG.D.R. Philadelphia Electric Co. 90/01/31. Documoni CoTroi B'S-ich v.'k 
mont Control Desk). 2pp. 62500:165-52680:160. 

0001290051 Generic Ltr 90-02 lo all LWR licensees 8 epp'Icanis ro alternalne -rK* 
menis for fuel assemblies in design features section of Tech Specs Svc Idi era 
PARTLOW.J.G. Associate Director for Ptofecis (Poet 870411). 90/02/01 €0'*..^ 
ed Edison Co. ol New York, inc. 30pp. 62637.056-52637:093. 



O. Inspection reports. IE Bulletins i correspondence 


9&OI300498 Advises ihet dtalt final repi Icr ciosuout of IE Buiotn 79-23 found 
accopiebleXoad ennnoeis lor lE Bulletins 6<1'02.00 06 d 67-002 reass gneil as lisrod 
BERLINTiEn.C H. Generic Commi.r.icaiicns Crnncti NnC-0585-i5/ 00/01/1/ 
LOFY.flA PAnAMETCR. Inc. 3pp 52513.250-52513 206 

9002070210 Forwards Exam Ropls 50-277/09-1001 & 50 270/89-lBOi. adirlinslatod 
during wks of 8908t<l & 0010. 

GALLQ.R M. nog on 1, Cic Cl Iho D.roclor. 90/01/23 MCNElL.C A Pniado'phis tlet- 
iricCo. 2pp 52692.182 52592 207. 

-90020702IS Exam Rept 50-277/89-1801 & 50-278/89 160L liminQ wSs c< 800814 & 
0918 Exam fosi/lM written oxams & opaiah'in losfa ndm nutnnul to *« £<>.nor raecfjr 
operator cand-daies.Orte candidsie la-lad oporatirg oxum 
SISCO.C HoQon 1, Ole ol the Oifoctof. 90/01/23 84pp 52502 164.52593 287 

9002070275 Forwards Exam Ropl 50.277/09-2/01. & 53-278/80 2701 adtnnslorod 
during wk ol 69121 1. 

OA1 LO.R U. Region 1, Ole ol Iho Dl'oclot. 00/01/28 MCNElL.C a Hnaduliifia Eluc- 
me Co. 2pp. 52566.109 52586 211 

-9002070270 Exam Repis 50-277/60-2701 & 50-276/60-2701 cn 891212-14 Evasi 
results twn roacior operator canclidalos given wntton & cpnretng exams passed. 
BONN'ETT.FP Regcn 1. 0!c ol the Direclpr 00/01/25 lOinp 52586 111- 
52506:211 

9001230129 NRC Into Notice 90-005, "Inter-Systorn Olschaign of Rcoc’ot Coolan*." 
Sve 1131 oncl. 

nOSSi.CL- Divison of Operational Evonia Assossmoni (Post 870411) 00/01/29 
Censofidated Edison Co. ol New York. Inc. lOIpp. 52535:135 52535227 

9001230176 NRC Info Noiico 00 006, "Poionllnl lor Loss of Ixitufdovm Cool-ng Wh-'o ni 
Low ncacior Coo'ani Levels “ Sve list onci 

nOSSI.C.E. Division ol Oporaiional F.vcnle Aasossmo.ni (Post 870411). 00/01/39 
Consol dated Ed son Co. of Now York, Inc, 101pp. S35.35 025-53535.124. 

9001240190 NRC Info Notice 00-007, "Now Info ru Insulaticii Man Pe-tormercu & 
Ootorle DIackego ol PV/R Coniainmont Sumps.” Sve 'isi oncl. 

ROSSI, CE O.vls'nn o( Oppratlgnal Events Aesnssment (IY>sl »/04li) 90/Oi/JO 
Consofidaled Edison Co of Now York, Inc 9npf>. 53535.228-53'r35:i2!» 

9002060222 forwards Rnrrinnnuat human resource ropts on progrr-ss msdu Knvmds 
meeting operator rosourco dovolopmunt & culturQl- ro'atcd comm trr.onis Irv Ann loOO 
- Jon tpgo.par NRC Insp Repis 50-277/811 61 8 50 270/80 Ul 
SMITH, O.M Ph'ladelphltt Electric Co. 00/01/30. Uocuniurtl ConlrDl Uin'x'i (Docurronl 
Control Oesk) 7pp »S94:I9I-52S94;107. 

9001260020 SuppI 3 10 NRC Info Noi<CO 68-023, "Polonimi lor One P-iulrnu ol MPSI 
Pumps Curing LOCA." Sve I'Sl oncl. 

ROSSLCE. Dwislon pi Oporaiienal Events Assessmoni (Post Ii704ii) iio/fli/:ii 
Conso'idalod Edison Co ol Now York. inc. 05pp 52533 328-52534 082 

0003070301 Forwards Comtilnad Saletv msp Ropls 50-277/90 05 8 50 278/00 05 on 
000122-26.No violaiions or devialionn noied 

QELLAMY.n R. Region l, Cic ol iho O/ccior. 90/Ot/3t MCNF.MI.CA PiMneluInha 
Elocirle Co. 3pp. 52&97:243-52907.25l. 

-9002070369 Comphod Insp Roots 50-377/90 05 S 50 278/90-05 on 800133 28 No 
v:eimione or deviations neledMnlor arose inspectcd.iranstioridi on & soi-d tndwasio 
proorams.-ncludinp mgt cariiro!9.audito,OA & iirpiomoniat on of pto<)rams 
KUHIA,J., DORES.H Rogon 1, Ole of Iho Oirocior. 90/01/30. Opp 52507246- 
53587251. 


9001280198 NRC Inlo Notice 90008, "Kr-05 Hazards rrorti Decayed Fi.-nl" SvC Isi 
oncl. 

ROSSI, CE. OYisInn ol Operalienal Events Aesossmeni fi’nsl 8/041 1) OO/82/Oi 
Conaa'tdalo J Edison Co of New York, Inc. /7pp. 63663: 160-52583 356 

9001290102 SuppI 1 10 NRC Info Nollco 80-030, "Torgol Rock Two-siage Saleiy/Ro'iOl 
Velvo So(po ni Drill Updalo ” Sve list oncl. 

POSSi.C.E Division ol Oporaiional Evonta Asfiossmoni fl’osi 870411). 00/02/02 
Consolidated Ed, son Co. of Now York, Inc. 70pp. 52558238-52550.317 

9001300424 NRC Inlo NollCG 90-009, "Exlondocf Inionm Siomgo of Low Lovoi Rad- 
waste by Fuel Cycle & Malls Licensees." Sve list oncl 

CUNNINGHAM, R E. 0, vision of Induslnal & Med-cai Nudoar Safety (I’ost U70729). 
00/02/05. Conso'idalod Edison Co. ol New York, inc. tOApp 53583 257-525«4 004 

9002140221 Partial response to fOlA rouuosi lor docurnetdeApp O riocijrr.cnis 
end App O & S documoriis eva-lahle In POR App R documonts lola'iy vviihho’d (rel 
FOIA Exomptian 5). 

GRIMSLEY,D.H Division ol Froodem of Inlormniion & PuWicaiions Services (Post 
890205). 90/02/09. PEPPERMAN.O. Oloctioi & Collins. t6pp. 53631 235-52632.013. 

-BB0S19027Q Forwards insp Ropl 99901054 lof ASCO Floclilc P/oiJocts.inc fo leituros 
ol mo'ded case circuit breakers In reactor proloctlon eys mondor rg pancis.W/o end. 
ZECH.G G, Vendor Program Br.Div ol OA, Vendor & Tocnri.cai Training Center 
Progrems.lE. 86/05/13. STAROSTECKI.R. Region 1, Ole ol the Director, ip 
52832:150-52032 161. 


R. Periodic operating reporie & related correspondence 


0002080268 "1969 Annual Rept on Safety Relief ChaHongos at Pooch Bottom Aiomic 
Slaiton," per TMl Action Plan Item ll.K.3. 

SMITH.O.M. Philadelphia Elecirio Co. 90/01/16. tp, 52547 353-52547:253 


ccctant -nvenicry beyond makeup cnpabiiily of RCIC fer lire in Fire Area tSN.Causr 
t)y rrjswpllcaiian ol analysis. Mouiiy roving lirawaich poslod.W/O00i22 Hr 
CRIBBE.TE, &MITH.D.M Ph-isdo'pMa Electric Co 00/01/22. 4pp 52494 08 
52404.005. 

9002220371 Pad 21 rept re maf.nt of Automatic Valve Co'p MSIV &/or ma'n steam ro'i 
va’vo ii-ung spanner wionch ,n order to avoid solenoid valve stem damago.por 108 
65 cha''-9n >n design Ma^nt Instruct ons oncl 

HUTCH NS. I Automatic Valvo Corp. 90/02/02 NRC - No Doiai'od AH I allon Give 
:!3pp 527.1896') S2730 105 


V. Operator Exainfnnltons 


9002140298 Forwards revised NRC Forms 39R & 396 re personal quai llcations stah 
me'-i ivensen « cemhconon of irodical exam by /acJi 
I ce''.seo.rospuciiveV App-icaiione to.- l censes sheu'd bu sub-niitod un o.nci lorms b 
000201 

GALLO.HM. Rocion 1, Olc Ol the Otocior. 00/01/05 MCNEILL, CA. Philadoiphi 
Elecwi: Co 8p9 52655: 102-52655:1 30 

9002970210 Forvyards Exam Hopis 60-277/e9- 180L & 50 27Q/09-16OL admin sioio 
Ujniifjwksol BSOSl-t & 09IB. 

GALLO.RM Regcn 1, Olc ol the Difoctor. 90/01/23 MCNEIL, CA PNladolphia El0( 
If* Co 2pp 52502 182 52502 287. 

-9002079215 Exam Rept Cft-277/e9- 1 BOL & 5O-276/09-1COL du-'ng wks Of 600B14 , 
0016 Exam rosuHs.wriitan exams & operating tests admnisiered to six senior roacic 
oputeior cand.daies.Ono candicjalo (a.Ied operating exam. 

SfSfXJ.C. 00-Vr£,R Reg on t, Olc of Ine Oirecior. 90/01/23 64pp 52502 184 
52592 267 

9002140113 Advises ihal adm nisttai on of gonor'c lundamoniais exam section of wni 
ten operator 11000^:09 exam w II conform lo Hated rogistraiion A exam process nu ds 
fines Mrh ch w If bolnciudod In r.ovi rov Ol NUREG-I05l,por Generic Lir 89-1/ 
GALLO.RM Region 1, Ofc of the Droclor. 90/01/24 MCNEILL.C.A. Philadorphi 
fleclrcCo Opp 52655 052-52055:350. 

9002076275 forwards Exnm R&pt 50-277/89-270U A 50-270/00-270L eiJminisioroi 
Cutl'O wk of 801211. 

GAlLO.H M. Region 1 . Olc d the Oiructoi 90/01/28. MCNElL.C A Phi'adelpltla Eioc 
Inc Co 3pp. 63580 100-52586:211. 

-9602070276 Exam RcpiH 60-277/S0-27OL & 50-278/80 270L on 891212-14. Gxar 
trse'is twi> reacter operator canilidaios p von written A opeiatinn exams passed. 
UCNNFTT.FP.. HOWE.A G , CONTE, R.J Roglon 1. Ofc ol the Oirocior. 00/01/2S 
lOlpp 52596 111-52586 311 

9002080222 Forwards BeTi'annusI human resource ropls on progress mado toward 
inoeii-.g oporalpt losou'ce dovo'op'nent A cuUuraf- re'a'ed commHmarHs for Auo 1981 
• Jan 190A,pcf NRC insp Ropts 60-277/08.01 A 5O-270/69-ni, 

SMiTH.OM Pfiindcip’’ie Electric Co. 03/01/30 Docurronl Control Qronch (Oocumen 
Control Desk) 7pi) 52504 t0 1 62594: 197 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F Security, medical, emergency & (Ire protection plans 

9801290001 forwards "North Anna Powor Station Bmorgency Plan Table 51. 'Mii 
Stellirg RoqJramonie for Emoroonclos'" & ''Surry... Table 5.1, 'Mn Staffino Rociu're 
rtonfs lor appievo'.por lOCFn50.S4(q),NUR£Q 0664 & NUR£Q 0/37.Suppl 1. 
STEWART.WL Viginia Powor (Virano Elootrlc & Power Co). 90/01/17. DocLmer 
Coettel Branch (Oocvrnont Conirol Desk). 2pp. 62489 060 52460 078. 

-9001290002 Dtall "Nortli Anna Power Sinllon Eme.’goncy Plan Table 5.1, 'M.in Slalfln 
noqukomonia loi Emoroencles." 

• Vrglnla Powor (Virginia Elncinc; & Powor Co.) 00/01/17. 6pp. 52409:082-52460 08< 

-9001290003 Dialt "Surry Power Slaton Emargoncy Plan Tabto 5.1. 'Mh Stalling He 
qu-iemonia tor Emorgencies '” 

• Viign'o Power (Virg-nia Elnclrto A Powor Co). 00/01/17. lOpp. 62460087 
52469076 

900t3l<7385 Rov 23 to EPfP-i.Ol, 'Emergortcy Manager Contro'ing Procodum ” kV 
90012210 

COSTELI.O.J B., HALL.B.n., STE//ART,W.L. Virginia Powor (Virgin a Electric A Pow( 
Co). 09/01/32 5Dpp 52504:006-52504 065 

9002150273 Forwards summary ol obOt 16 mealing w/uM In ReQlon il cIc ro status r&i 
on emofflonn preparedr'.oss upgrade prnQram. 

STOHn.JP Reg on 2, Ofc of tho Droclor. 00/01/31. STEWART ,W L. Virginia Powt 
(Vkglr/a Electtic A Powar Co ). 5pp. 52677.004-52077:008. 

0002160073 IntCiims that dates lor omorgoncy opBraling procedure Insp revised 1 
900403-13 

PEEBLES.T.A. Region 2, Ofc of tlie Oirocior. 90/02/01. STEWART.W.L Viro.ni 
Power (Virg-nia Electric R Power Co.l. 3op 52670.003-52670.004 


H General correspondence 


9001300323 Retiuests that tuture corrospondonce from NRC ro ISFSI be addressed 1 
author at lisiot) address A that iistod individuals bo included In carbon copy dlstribi 

ton. 

STEWART.W.L. Virgln'a Power (Virginia Elaciric A Power Co.). 90/01/23 Oocumoi 
Control Branch (Oocum.onI Conlrol uosh). 2Rp. 52400 070-52490071 


9001250020 Sv,pp1 2 lo NflC Notice 88 023. ’Poianiial fo.- Gas Ending of HPSI 
PufT.ps Duilng LOCA " SwC list one' 

ROSSi.C E Division of Opeiaiionsi Evens Assossmon (Posi 870'1111 90/01/31 
Conso'idaiod Edison Co of Now York, ''•c 95pp 52533.329 5253<1 062 

9002070361 Forwards Com'J'nad Sa'oty imp Reo's 50 277/90 05 4 50 278/90 05 on 
900122 28 No violai OiiS or deviations nolod 

BELLAMY, HR Hegon 1 , 0(c ol iho Di'GCior 90/01/31 MCNEiLL.C A. Priiadefpn a 
Eloclrlc Co 3pp 52597.243 52507 251 

-9002070369 Con-b ned Ir.sp flopis 50 277/90 05 & 50-278/90 05 cn 900122 26 No 
violations or doviatons nolod Major s'oas inspociod iranspoiiaiion S sold rartwasio 
programs mc'jding mgi controls aud.ts.OA & impiomoniai.on O' programs. 

FuniAJ BORESR Region l, OJe 0l Ihe Drocior 50/01/30 6p? 52587 246 
62507.251. 

9001260196 NHC Into NoUco 90 008. "Kr 65 Ha^a'ds From Docoyed Fuol." Svc list 
onci 

nOSSi.ce Division ol Opora’cna' E.vonts Assessrrem (Posi 870411) 90/02/01 
Consol dalod Edison Co of New York, inc 77pp 52503 *80'62583. 256. 

9001290102 SuppI 1 10 NRC Info Nol.ee 80 030. "Targei Rock Two-Stago Satoty/Fte'lol 
VaVe Soipoint Orft Updoio." Svc .'isi onci 

ROSSI. Cfc. O.v.S'cn ol Operalional Events Assessmo.nt (Post 070-111). 93/02/02 
Consol.daied Ed son Co O- New York, InC. 70pp 525E6230.52556317. 

9:01300424 NRC Irv'o Not'Ce 00 009. "E>1o.'‘Uei1 Iniorim Sloraga ol Low Love' Rad- 
waste by Fuel Cycle & Mails Liconseos." Svc I si onci 

CUNNiNGHAM.n.E D.v.son o! indusi.'ial & Medical Nuclear Seioty (Post 870729). 
90/02/05. Conso'idaied Ed son Co ol Now York, inc I08pp 52583 257-52584:004. 

9002140221 Padiai tesponso to FOlA reouesi for docuironis App Q documon’s 
onci App O & S documo.nia avo lable m PDR.App R documenia loia'iy withhold (rel 
FOlA Exemption 5). 

GRIMSlEy.O.h Division ol Froodom cl inlormaiion & Publications Services (Posi 
890205) 90/02/09 PEPPERMAN.D. Blochor 4 Col ns 15pp 52631 235 52632013 

-8605190270 Forwards Insp Repi 99801054 for ASCO Eioclnc Products, Inc ro foiluros 
ol mo'ded caso crcuii broakois in reactor profeciion sys monicrrg panels W/o end 
ZECHGG Vendor Prog'em Br.Div ol QA, Vendor 4 Techncai Trainr.g Center 
Programs IE. 66/05/13. STAROSTECKI.R. Reg on 1, Olc ol iho Direcicr. ip. 
52632.150 52632 161. 


B- Peilod'.c opeteling teporio 6 feiaiod cotiespondence 

9002050286 "1089 Annua' Repi On Saloty Roi.Ql Chaiongos ai Peach Doiiom Atomic 
Slaiion," per TMI Action Plan Mom II. K 3. 

S.MITH,0.M Philado'ph'aElectiicCo 90/0t/l6 ip. &2S47'2S3. 52547 253 


8. Reportable oecurronoea, UERa & related correspondence 

9001310020 LER 89 033 00 on 691220, lull Sdram signal rocolved when tochne'en por* 
lormed survei lance on APRM D Caused by procoduiQl doliclercloa & Inattonbcn 10 
detail by tochn.c on Technician coimsoled W/900110 lii 

CRIOBIt.E., SMiTH.DM Pennsylvania E'eciiiC Co OO/OI/IO. 8pp 52494'151- 
52494:165 

9002220371 Pari 21 rept ro mainl ol Aulcrratic Vr'vh Corp MSIV Met main aioam roliol 
valve us ng spanner wrench In ordo’ lo avo d sdonoid vaivo Siam damago.por 1 964- 
85 change m dos'gn Maint insuuetions one'. 

HUTCHINS.T. Aulomai-C Valve Co-'P 90/02/02 NRC ■ No Ootailod Alfnatlon Given 
aapp. 52738.060-52738.105. 


V. Operator Examlnatlone 

9002140298 Forwards revised NRC Fcnra 398 4 393 in personal QualifiPet pns siaie- 
meni • Icensee 5 cartificallon c4 moJicai ovarri by lat/ily 
licensoo.respociivoiyApplcatlons lo' licenses should be subrr,itied on onci forms by 
900201 

GALLO, R.M. Region i, Olc ol the DiroClor. 90/01/05 MCNEILL, CA Phiedolpha 
ElGClric Co 8pp. 52655.132-52655:139. 

9002070210 Forwa.'ds Exam flepls 50 277/n9-160L 4 50-278/89 ieOL administered 
during wks of 890814 4 0918 

GALLO.R.M Region 1. Ofc of the Diiocio' 90/01/23. MCNEIL, C.A. Philadelphia Elec- 
trie Co. 2pp 62592.182-52592 267. 

-9002070215 Exam Repi 50-277/89-ieOL 4 50-278/89-18OL during wks ol 890614 4 
0918. Exam 'osulis wiiiion exams 4 oporaimg tests adm r'isiored lo sx senior loacior 
opeialot candidalos.One candidaie la.led operating exam 

SISCO, C. CONTE, H. Region l, Olc ol ino Drecici 00/01/23 84pp. 52592 184- 
52592 267. 

9002140113 Advises lhal admin siialion pi generic lundamo.mals nxam sochon of writ- 
ten operalor licensing oxam wli conform lo listed registration & axam process gu de- 
lines which will be Included In next rev ol NLIREG-1021 per Generu: Ltr 69 17 
GALLO, RM. Regon i. Olc ol iho D.recior. 90/01/24. MCNEILL C A Phiadelph’a 
Electric Co. 0pp. 52655-352-5265S:359. 

9002070275 Forwards Exam Repi 60-277/e9-27OL 4 60 270/89-27OL admmistered 
during wk o< 891211. 

GALLO, R M. Region i. Olc ol th.o Director. 90/01/28. MCNEIL, C.A. Philadelphia Elec- 
Ihc Co. 2pp- 52586:106-52566.2)1. 

-9002070278 Exam Hepts 60-277/89 270L 4 50-278/89 270L on 8912l2-14.Exam 
resulls iwo reacior operator cand dates given written 4 opeiabng exams passed. 
BONNETT.F.P., HOWE.A.G . CONTE, R.J. Reg on 1, Ofc of the Diroctor. 90/01/25 
101pp. 52686:11 1-52588:211. 

9002080222 Forwards sein'annual human resource repis on progress made lowaids 
meoilng operaiof resource development 4 cultural- related commiimenis for Aug 1 689 
• Jan 1990, per NRC Insp Ropta 50-277/89 81 & 50 278/89-81. 

SMITH, D M. Ph'ladelphia Electric Co. 90/01/30. Document Control Bianch (Documeni 
Control Desk). 7pp, 52594:191-52594:197. 


DOCKET 60-270 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. security, medical, emergency 4 tiro protection plana 


9002010108 Forwards pubic vnrsioh ol emergency response procedu.'os, incljCtii 
1 1 lo App 1 Id ERP 1 10, Rev 8 to App 2 lo ERP-1 lO.Rov 6 lo App 1 to EnP-14i 
9 10 App 2 10 EHP-140 4 Rev 10 to App 3 10 ERP- 140 

HUNGER, GA Philadelphia Electric Co. 90/01/04 Document Ccntioi O'anch (I 
meni Contrcl Desk) 2pp 52523 262-52523 309. 

-9002010114 PuHc verson ol rev-sod oTO'goncy lespnnse piocodates, •ncljci'ii 
1 1 to App 1 10 ERP- 1 10. Rev fi lo App 2 10 ERP- 1 lO.Rov 6 to App 1 to ERP-IaI 

9 10 App 2 IP ERP 140 4 Rov 10 to App 3 10 FnP-140 

• Phiatfo'phia EiOCiric Co 89/12/08 78pp 52523 264-52523.309 

9001290030 Rev 2 10 EPeP EnP-3i6. "Cumuiat.ve Population Dose Calculsiens 1c 
borne Release Manual Me'.hod " W/000 1 1 7 Ur 

HUNGER, G.A rtildifelphla Electric Co 90/01/17. 20pp. 62451 296-52451 323 

9002010375 Adv.sos inai 891226 Rov 5 to saleguaids contingency plan ccns siei 
provisions ol lOCf'RSO 54(p) 4 OCCeplablo 

BELLAMY.RR flog:on 1, Olc of Iho U-recior. 90/01/18 HUNQER.GA Pmladc 
Electric Co 3pp 52522 227 52522 220 

9002220100 Forwards public version of revised e.mergepcy rose 
procedures. including Rov 4 to ERP- 101 , App 1 to Rev 12 10 ERP-1 10. App 2 ta F 

10 ERP lIO.Rov 4 to ERP-260 4 Rov 3 lo ERP-710. 

HUNGER, G A Philadelphia Electric Co 00/01/25. Oocurr.oni Coniroi Bianch ([ 
rr,om Control Desk) lOpp. 52671 1 1 ) 5267 1 190 

-9002220102 Pub'ic vorsian of lovlsod emorgoncy responso procoduroa. inC'Udng 
4 10 ERP- lOl.App 1 lo Rov 12 lo ERP- 1 10, App 2, Rov 9 to ERP-1 10, Rev 4 lo 
260 4 Rov 3 to ERP-710. 

• Ph ledelph.a Eloclnc Co 90/01/25 87pp. 52671 lie-52671:100 

9002120270 Piovldas inlo re eme-gency response organiralon exercises 
plants. Exorcises 4 callouts wou'd nocnssiiaio activation ol combined o-mergorvey r 
ations lacility approx eight tmos per yr.w/scmo being porlormed oil hours 4 i 
nouncod 

hunger, G A priiiadoiph-a Electric Co 00/01/2Q. Docurnani Control Branch (C 
mont Control Dosii) 2pp. 52627 192 52627.193 

9002220071 "Sconflro Manual Icr Poach QuUom Atomic Power Siaiion Emotgo-ncy 
eponse Annual Exo.'ciso " 

• Phl'aoolphla Eliiciris Co 90/02/07 344pp 52/10:1On'62710.O88. 


H. Qeneral eorreapontience 


9002130133 Common on proposod ru'o 10CFR2 re policy & procoduros for enfi 
man aciiOii9.oiilicy sieiamoni IJii' uncorinln as lo whoihor channoa noeesaary. 
huNQER.Q.A. PhladeiphiQ Eloclnc Co. 90/02/06 CHILK-S-J- Olficn of me Wi 
of Ilia Commission. 2pp 5261 7.355-5261 7 356. 


J. Insuiance 4 indemnily infermotlon 


9001310616 Forwu'ds oxoculed Amend 22 (n indomnily Agroomenl 6-20. 
HUNGER.QA Phladolphio Eleciric Co 90/01/24 MiJRL£Y,T.E Oflico ol Nui 
Roacior Raguiation, 0-ieeior (Post 070411) 4pp. 52400,iS7-52408'i60. 


P. operating license stage documents & correspondence 

0881290090 Adverse tivii NRC Will not piocned w/backtit anafysos ol (oc lityba^o 
util commilmeni to insta'I mods to harJonod wetwell vonLpor Generic Ltr 03 I 
voni mods should be Complalod by Jan 1993 

SUH.GY. Projoci Oiocioralo 1-2. 00/01/22 HUNGER, G.A Pbiado’phia Eiooirc 
5pp 52454.107-52454.111. 

9002060367 Responds lo Generic Ltr 89-13, "Svc Water Sya Problems Aifocti-'ig Se 
Related Equipment ’ Plants havo esiebiisnod preventive memi piog'am lor in 
siruciuro 4 roul no iroaimont ol svc water ays w/bloc:de lo control bioioul rg. 
HELWIG.O.R. Phindelpiiia Electric Co. 90/01/29 Documeni Control BranDh (D 
mont Control Desk), lapp. 52580 188-52588:200. 

9002000008 Forwards appiicaiipn lo.' ome.'ids to Licenses DPR-44 4 DPR 58, co.isi 
ol Tech Spec Cnango Reouosl 89-17. Amends will oim:nate redundant losing req 
monis Irom Sociion 4 5, "Coro 4 Containment CuOlmo Sys," of Tech Specs. 
HUNGER.G A. Philado'phia Electric Co. 90/01/30. Document Control Branch (0 
meni Control Desk). 2pp. 52588 084-62580 162. 

-9002060010 Applicailon lor amends to Licenses OPR-44 4 DPR-56, co.if-isting of 
posed Tech Spec Change Request 89-17, eliminating redundonl lesing requ'em 
from Section 4.5, "Core 4 Containrnom Cooling Sya.'*’^ 

' Phladolphia Eloclrlc Co. 90/01/30. 24pp 52580:06e-52580'l09. 

-9002860039 Proposod Tech Spocs.consistmg of Toch Specs Change Reqjesl 
I7,ei'minatihg redundant tosling requirements from Section 4.5. "Core 4 Coniahr 
Coding Sys.” 

• Philadelphia Electric Co 90/01/30 53pp. 52508:110-62580:162. 

9002060235 Prov-dos ceriificaiion re impfomoniai on of fitness for duty program 
l0CFn26 ai plants. 

HELWIG.O.R Phi’adoiphra Electric Co 00/01/31. Documeni Coniro? Broseh (0 
moni (Donirol Desk). 2|ip 52568 165-52588.106 

90012900S1 Gonenc Ltr 90 02 lo all LWR liconseos 4 applicants re aliernativo req 
monts for fuel assemblies in design foaiures socHon of Tech Specs Svc list onci 
PARTLOW.J.Q. Assodalo D.redor lor P(o;oci8 (Post 870411). 90/02/01. Consol 
ed Edison Co. ol New York, inc. 39pp 52637:065-52637:093. 



DOCKETED ITEMS 


P00222l>iiG Advses U'dt l:censoo 090A21 plant spoc^c eno'yfiia to support 35 4 5 nliot- 
nato lod njoction sys tunci.on iitno accepiabio 

SuHGY Pioloci 0 retio.'aio 1-2 90/02'0!} HUKGF.n.G A Ptn udelpti'a E^OCto^ Co 
4PP 52669.128 52699 131 


0 Inspection ropnrts, IE BuHetlna & corroapondenco 

9001300498 Advisos that dmit final topi Id' cloaeoul ol IE Ui.llohn /<j-23 lounri 
accopiable.Lead onp;neors lor IE nulloims 84 02. 80 06 & 07 002 looas-giicd as l.siod. 
BERLINGER.CH Generic Common cations Uianch. NnC05B5»57 liO/Ol/17 
LCFY.n A. PARAMETFR, Inc 3fp 62513 2S6-526n 250 

6002070210 Forwards E«am Ropls 50'277/09-100L & 50-278/00' ifiCL Admin stored 
dunno wirs of 89C8t4 & 0910 

GALLO H W ffeg on 1, Ole ol Iho Oi'oclot 00/0 1/23 MCNFll .0 A PhleJo'pb'a Eloc- 
tficCo.'2pp 52502 ie2-5259? 207 

-9002070215 Exam Hepi 50-277/Q0-IBOL & 50-270/89 IQOI. du-ing wVs ol 0<>08M 6 
09l6E>am results wiiilon exams & nperalng losta admtvsiointl to s-x sun 01 loacin* 
ooetaio' cancrdaies Ono car.d.daio laiiod opuraiinp e>am 
S'SCO.C Booleo 1, Ole of the 0 rocicr. 90/01 /23 iMpp 52502 104-52592 267 

9002070276 Forwards Exam Rnpl S0-277/80-27OL & 50-270/09 270L Arlmin.stoted 
dunno wx of 891211 

GALLORM Rog-on 1, OIc ol iho Grroclor. 00/01/20 MCNEIL.CA Plfladu'pliKi EInc- 
tn:Co ’2pp 62506 109-52500 211 

-9002070276 Exam Repls 60 277/09 270L & 50 270/09-2702 on 801212-14 Exam 
results two reacior oporaiur cand deios g von wriito-i 8 oporoilny oxamn pasdcd 
BONNErr.FP. Regicn 1, Ofc of ih.o Ofocloi. 00/01/25 lOIpp. 62506 111- 
52586211. 

0001230126 NRC Info Noi-co 90 OOS, •'Inter-Systorn UiSChnrgn of MoociO' Coo'ani" 
Sve l-st enci 

ROSSl.CE. Oivis-on of Cporotionai Evonts Assossmoni (Post 070411). 03/0U20 
Co-nsclidaled Edisen Co. of Now York, inc. tOlpo 52535:125-52535.227 

900123017$ NRC Info Nolica 00-006, ' Poinntrul for Loss ol RlwlOOwn CooT.g V/hilo 01 
Low Reactor Coolant Lnvcis." Svc I st end. 

ROSSI, C.E Divisicn ol Oporat'Onai Evania Asaossmeni (Post 670411). ii0/0i/20 
Conso'irtsted Edison Co ol Now York, Inc lOipp 52535, 025-52535 124 

9001240190 NRC Into Noiloo 00-007, "Ndw Inlo to lf"4;iloll.nn Mail I’ortwtn'.nuc & 
Oobns Rlpckage of I’WR Conteinmnnl Sumps." Svc list onci. 

ROSSl.CE. OlviHlpn ol Opo'allonnI Evnnts Assirsemnnl (Most H/04II) tiO/iii/30. 
Consol doted Edison Co ofNow York, li'u 90pp. 5?ri35-22iJ-52535 329 

0002080222 Forwaids aumornuai human rosoirrco ropls nii p'o(ros$ tCHOe lowa-iia 
meoilng oporalor rosourco dnvoloprnani & cultural rolaiOil comm-itrc-.nia lot Any iii09 
• Jan I990.noi NRC Insp RopiS 56 277/Qtl 01 S 60 27e/UH 81. 

SMITH OM Pf'iladeipnia Eloctnc Co. 00/01 /30 Uocumcnl Coniroi UtHufii (Ottcumoni 
Conlrci Oosk), 7pp. 52S0.1-191-62504 197. 

9001250020 SuppI 2 10 NRC Inlo NohCO 00-023. "Poiutilial lor Gns nin:liti)| of flPSi 
PuiT.ps Ourini] LOCA " SvC 'isi ond 

ROSSI, C.E Drvison ol Opernlonnl Evonls Assossmoni (I’ont 870411) IKi/in/Oi 
Consdldoied Edison Co of Now York. inc. OSpp 52533 320-52534-082 

9002070361 Forwards Comtilnoil Sdfoly Insp Ropls 60 277/00 05 A 50-270/03 05 or» 
900122-26 No violations or duviAtions nolod 

BELLAMYRR Rag'on 1 0!c Of Iho D-rocior 00/01/31. MCNEll.l.CA PhindolpliiA 
Electric Co. 3pp 62507.243-52507 251 

-9002070369 Combined Insp Roots 60-277/Dn 05 & 60-278/90 05 on 900122-26 No 
voloilons or dovial ons noiod. Major nieas Inspocicdlreiispoiial-ort A sold tiidwneio 
prociams.including mgt ccnirols.audiia.aA & implornonioiicn of programs. 

PURIA.J., OORE.S.R. Hoglon 1, Ole of Iho Dmcici 00/01/30 6pp 52507248- 
62587251. 

9001260198 NRC Inlo Noi.ee 90 008. ’Kr-es Harurds From f)ociiyOd ruol" Svc list 
end. 

ROSSi.C.E. Oivision ol Opeintionai Evonls Assoosmuiii (Post 070411) no/02/()i 
Consolidaiod Edison Co. of New York, Inc. 77pp 52503 100 52583256. 

9001290102 SuppI 1 to NRC Info Nollco 08 030, 'Tuigot Flock TwO-Stogo Saloly/nuliol 
Va'vo Setpo nt Dnfi Update ’’ Svc list oncl. 

ROSSl.CE. Oiv.slon ol Opoiaiional Evonls Assossmoni (Post 870411) 00/02/02. 
Consol datod Edison Co. of Now York, Inc 70pp 52556. ?3fl-525563l/- 

9001300424 NRC Inlo Notice 90 009, "Fxlondcd Inlorirn Storage of Low Lovol Rnd- 
wasie by Fuel Cycle & Malls Liconsoos " Svc r.ai oncl 

CUNNINGHAM, R E. Ov.slon ol InduairiQl & Medical Nuc'oar Safoty (Posi 870726). 
90/02/05. Consoldafud Edison Co. of Now York, Inc lOOpp 52503?5/-525fl4 004. 

9002140221 Partial response lo FOIA request lor documents App O documonis 
end App 0 8 S documonis avallablo In PuR App R documonis lola'iy wrthhald (rel 
FO'A Exemption 

QRlMSLEY.D.H. [jivision of Ftoodom of informai-on & P.rbi.coi er>e Services (Post 
890205). 90/02/00. PEPPERMAN.D. Slechor & Colins. 15p(j 62631.235-57632 013. 

-8605100270 Forwards Insp Repi 90901054 for ASCO Elocidc Producta.inc ro laMjrcs 
ol maided case circurl breakers in roacior prolect-on ays mon (oruxq panels W/o and. 
ZECH.G.G. Vendor Program Dr.Olv of OA, Vendor & Tochnxal ltolr.:r.g Cartier 
PfOgrems.lE. 86/05/13 STAROSTECKI.R Hoa;on 1, Ofc Ol the Director. Ip. 
52632 160-52632 161. 


R. Periodic operating reports & roletod correspondence 


S. Reportable occurrences, LERe 8 related corroepondonco 

0001308202 LER 69-012-00 on Q9l222.deiorm'rod polonlial oxrsiod for loss Of reecioi 
coo'aiii inventory beyond makeup capabr riy ol RCiC let irro in F.^e Area I3N Causod 
Oy rrjsnpplicaiicn of ana'ys s Hourly roving hrowalcrt posied.W/90O122 Hr. 

CHIBOE.TE. SMiTH.DM. Pn,:aaeipti a Electric Co. 90/01/22 4pp, 52494;OR2- 
5?4'J4 OK5 

9002220371 Part 21 rept re meinl ol Aulomoi'C Valve Co'p M5IV &/or main stoam roliel 
vaKid usng spnnnei wrench In order lo avoid soieriord valve siom damage.poi 1684- 
85 chaiMM in ifosgn Maul InaliuCtiO-is nnd 

HUTCHiNST. Aoioir,a'.c Vaivo Corp 93/02/02 NRC - No Detailed Afliialicn Given 
■japt> 52738068 52738 105 


V. Operator Examinnilons 


9002140298 Forwa'os luvised NRC Fo.'ms 396 & 398 re personal qjalificat'one elalo- 
mo-it icoi'soo A cert ‘:cnticii ol ir.eilical exnm by lacl'ity 

IcorisoOrospnclitfelyApii'icntiona fur ice.'.sos should bu sutiin iiod on cntl forms by 
000201 

GALIO.RM Rngian 1. Ofc of iho n;feclor 00/01/05 MCNfllLL.C.A. Pli.ladelphia 
ElOLln-cCo 0pp 5i'*:55 13? 52655 139 

0002070310 roivra'ds Fxam Rupts 50 277/0O-18OL A 50 278/80-1801. ad.Tili'.lstorod 
d-n'i g wks ol 890314 A 0918 

GAUO.RM Hogon I. Otc ol Iho Di'ocicr 00/01/23 MCNEIL.C.A Phlladotphlo Eloc- 
I'-c Co. ?po. 52592 102-52592 267 

-9002070216 Exam Rept S0-27//8g-|(1OL & SO 27U/00'1 BOl during wks Ol 890814 & 
bOiAExani icsL/iaw.-iioii nxams A operaiing loslu admnisiored lo S'x senior reactor 
wro-'Aior cand:detesOno cnndidain lai’ed opuraiing exam 

SISCO.C. CONlE.n Raglcn 1, Otc of mo (3, redo/ 90/01/23 04pp 62592:104- 
52592 267. 

0002I40113 Advrsns iruti adm-n-sf/sllon of goric.'fc firnddments's oxom section ol wrd* 
ion oppreior 'icensng exam wi’1 conform lo listed rog-sirailon & exam process guide- 
ines when wJI bo i-nclodorl in next rov of NLIREC-I02l,pr)f Generic Hr 89-17, 
GAlLO.n.M. Hegron I. Cfc ol lire O-recior. 90/01/24. MCNEILL.C.A. Philadelphia 
Electric Co OW5 52655 352-52055 359 

000207027$ Forwo'di E>am Ropi i,0'277/80'27OL A 50 278/09-2701 admlnlstnroO 
<l..t ng wk of 09121) 

OAi.LO.U.M. Roaron I. Oft ol Ihu Cirocici, 90/01 /ZO. MCNEIL, C A Ph'lndn'phia Elrx- 
Klc Co 2pp 52500 »09-5250fl 2 1 1 

-0002070270 Cxom Ropls 50-277/00 270L A 50'278/e0'27OL on 891212-14 Exam 
tnsinis two roacior oi-nreioi cnnij.daii:is n.vuii wnliun A opnraUnn oxoms passed. 
UCNNEUFP. ilOWUA.G.. CONfE.RJ Region 1. Ofc of the Diodo.'. 90/01/25. 
lOlfrp 575»6.I11-62^>211 

9002080222 Forwards ftcrr.lann.iol h-jmen rusuu'CO repis on progress medo lownrils 
mrioing upniAlo' roso-.-tco drivnlopmuni A Cultu'al- roiQied commitincnts for Aug 1900 
- jnii lOOO.gor NRC insp Ropls $6 2/7/60 III A 50-278/89-Fll 
8M1IH.OM. PMad(Hon<a Eioctnc Cci OOrot/30 Documuni Control Brunch (Oocurneni 
Coniiol Desk) 7pi> 52534 101-52564:107 


DOCKET 60-200 GURRY POWER STATION, UNIT 1 


F. Security, medical, emergency A lire protection plans 

90012900Q1 Fothvnrds "North A-inu Power Sialion Emorgoncy Plan Table 5 1, ’Min 
Slalhng Roguremetiis lor F.merQOr.clos'" A "Suiry... Tab'o 5.1, 'Mn Stalling Roquira- 
monts lo* approval per lOCFn5[l54(q),NURE(5 or>54 A NUREG-0737, SuppI 1. 
STEWART.Wl VrgrrlQ Power (Vngnla Eloclric A Powo.' Coi. 90/01/17. Documidnl 
Conitol Branch (Oocumom Cunlicl Desk) 2pp 52480.(160-52469 076 

-0001290002 Omit ■'North Aiinn Power Sinilon Emnrgoncy Plan Table 5,1. 'Min Stall ng 
Floriuverminis lO' Emo.-genclos.'" 

• Vitglnfa Ihwwo: (Virg nia Elociilc A Power Co ). 9(3/01/17. 6pp 62469 062 52469:000 

-9001290003 nroh 'Surry Power Slaiinn Emorgoncy Plan Toblo 5.1. 'Mn Slalhng Ro- 
gufomcnls lor Emornoncros 

• Vitgiria Power [Vi-gnia Elucinc A Power Co). 90/01/17. ICpp. 62469:007- 
62469 078 

9001310306 Rov 23 lo EPlP-1 01, ' F.morgoncy Manager Controlling Procoduro." W/ 
900122 Hr 

COSTELLO J 8. HALL, OR.. STEWART.W.L. Virgins Power (Virgima Electric A Power 
Co.). 93/01/22 50pp 52504 006-52504:055. 

90021S0273 Forwards surrmary ul 0001 10 mooiing w/ul-l in Region II ofc ro status repI 
on oinorgoncy prcpa'urliio->s upgrade p.-ogrem. 

STOHR.J.P RogKin 2. Olc of tlio Orector. 00/01/31. STEWART.W L. Virginia Power 
(Vjgnla Ekncirlc A Power Co.) 5pp 52677:004-52077 000. 

9002160073 Informs that deles lor omoigency operating procoduro -nsp rovisad lo 
900402-12 

PEEULES,T.A Region 2, Olc Of llio Diieclor 00/02/01. STEWART.W.L. Viig'na 
Power (Virgin 0 Electric A Power Co ). 2pp 52679 003-52679 004. 


H. Oeneral correapondence 


9081300323 Roquosis lhai luiure co'iospcndonce from NRC ro ISFSl bo addrossod 10 
author at iisioo address A that listed individuals be included In carbon copy d-stnbu- 


P. Operating license stage documents & correspondence 

9002090017 Forwards Summary ol OOOt 1 1 rr.gi meet ng at plant nuclea* into Ctr re ac> 
tivities authonred tor laci ity & status d sci-ssion oi ongo.ng improverrkent ettods List ot 
attendees & handouts used at mooting also ercl 

EBNEXeR.SD. Region 2, CIc ol the Drocior 90/Ot/25. STEWART.V/L Virgna 
Power (V ryin a Electric 8 Power Co ) 6lpp S26M 094 52614 t24 

90020S0375 Fo.nvards Amends 136 to Licenses OPR-32 & OPR'37 & satety 
evaluation Amends delete "buddy sys" leQu remeni tor eni^ n'o hgh tadiat-on areas 
& rewrite Tech Spec 6 4 B.por format c‘ Rev <t to NUREG 04S2 re Wosungnouse 
PWR STS. 

BUCKLEY, B.C Project Oirocto'aio II 2. §0/01/29. STEWART.WL VitgrJe Pcwei tVir- 
gna Electfc 8 Powe'Co.) Opp. 52642 194.52542 207 

-9002050379 Amends 136 to Licenses OPR-32 8 DPR-37.dolotrg ' buddy sys ' repate- 
ment tor entry n'.o h gh radiation area 8 rowrit.ng Tech bpec 6 4 B usrg lormaS o* 
Rev 4 10 NUREG-0452, "STS tor West naheusa pAHs 
BEHKOW.H N. Project Otecicrfiteil-2 90/01/29. 8pp. 52542.197-52542 204 

-9002050364 Sa'ety eve'uahon supporting Ams'ds 136 to Licenses DPR-32 & OPR.37. 
' Ottce ol Nuclear Reacto.- Rcau'a'on. C, rector (Post 870411) 90/01/29 2pp 
52542 205.52542 207. 

9002070306 Forwards tespanso to Gencnc Lir 69 1 3. "Svc WatO' Sys Problems AHeci- 
In.g Saloty. Related €qu pment " Bo'iet in appropriateness lo addiess Genonc Lit 69-i3 
co.nceros withi.n context ol estab ished programmatic irr.p.'ovemerts noted. 

STEWART, W.L Virginia Pcwer (Virginia Electric 8 Powor Co) 60/01/29 Documer; 
Control Branch (Document Co.-trol tJesk) lOpp 82604 267 52604 276 

9002060285 Noiil eaten ol 900214 moetrg w/uti- m HockvCio.MD lo discuss plant ii. 
censing issues. 

BUCKLEY.S.C Project Oi-ecicraie 112 90/01/31 BERKOw.K N. Pioioci Di’ecioiaie 
11-2. 4pp. 52555 168 52555 171 

6002130344 Not t cation ihot 900214 moeiing w/uii) m ncc^vllte.MD lo discus-s pie'*: i - 
censing issues lescheduied tci 900216 

BUCKLEY.aC Project Drocto'aie 112 OO/Qi/31 flERKOW.HN Prelect D'ocioraie 
l|.2 2pp. 82647:121-52647 122 

6001290081 Generic Ltr 90 02 to a'l LWR I consoes 8 a^^anis to allornai-vO roqivo. 
menia tc luol assembi os in design loatures sect on of T^ech Specs %vc list end 
partlOw,jq Associate Orecio' tot Projects (Post 0?04ti) 90/02/01. ConsoKiai- 
ad EdsonCo. ol New Yorx. In; 39CD 52637 055 52637:093. 

0002080201 Appi cation lor amends to Licenses OPR-32 & DPR S/.rapiac-ng rndopo'-.d- 
eni/oparaiional evom rov OW group w/mgt safety rev.ew corrm nee as otgani/ai on to- 
spo'S'bie lor ottsiie review tunciion. 

STEWAnT,W.L Virginia Power (Vi'ci'.ia Eiocti; 8 Power Co) 90/02/01 Qocume-ni 
Co'vol Branch (Document Coniro' Desk) 3pp 52594:109-52594 I32. 

-9002000203 Proposed Tech Specs re 6 0, ' Adm'n'Strofrve Conircis' covor^io 
otgan'sotion, satety & operation rov.ew,si8tion njciaar safety 8 operetng ccmm-tiae 8 
composition 8 momboraMp ot committee 

' Virgnia Power (Vrgna Elecinc 8 Powe' Co.) 90/02/01. 2ipp. 52594 ii2- 
S2S94!t32 

6002080306 Withdraws 891016 appi cation lor e.mends to t.iconsos OPR-32 & OPR- 
37,incrdasi'‘.g pressuriier satety vevo soipcmi loie-'anco to <■/- 3\ ot rto-rncai tni 
setpoint Emergency Tech Spec change granted on 09iit6 provided mortihod lo'or- 
ances 

STEWART, W L Virginia Power (Virgin a Electric 8 Power Co.) 90/02/0t Oocumem 
Control Branch (Oocunient Control Desk) 2pp. 52593 227 52593.220. 

9002130121 Forwards Amends 137 to Licenses OPR-32 8 OPn-37 8 aa'oty 
evaluationAmcnds change Table 4.t-i,iiem 36 by roptaeng "auioniaii; shunt inp'' 
device tost w/ ’autcmanc undervoiiage trp" device test on roiuorng bas-a 
BUCKLEY.S.C. Projoct DiroClorale 11-2. §6/02/05 STEWART.W.L Vrnin-a Power (Vir- 
gin a Electric 8 Power Co ). 3pp. 52646 229.52646 239. 

-9002130126 Amends 137 to L'consos OPR‘32 8 nPR.37.respociivo'.y. cliang.ng Table 
4. 1-1, Item 36 by replacing "automatic shunt trip" device lost w/"8uit>(naii; undotvoi- 
tae ir p“ device losi on toTuo'ing basis 

BERKOW.HN Project Orecioralo II 2 90/02/05 Spp. 52646 232-52646 237 

-9002130130 Satety eveluahon suppon ng Amends 137 to L.cAn$es DPR-32 8 OPR-37 
' Olfice ot Nuclear Reactor Regu'aiicn, Oircclor (Post 67041 1). 90/02/05 2pp 
52646 238 52646 239. 

9002230380 NoUicatlo.-i o! s gniicant I consee meaing w/ui.i on 900319 tod scuss sell- 
assessmem co.'iducied on laciity. 

FREDRICKSON, P. Region 2, Ole of iho D roctcf. 00/02/06. Regon 2. Ole ol the Di- 
rector. 2pp. 52716004-52716.005. 


Q Inapactlon repona, IE Bullellna & correspondence 

9002080080 Forwards Insp Repts 50.260/89 37 & 50 261/69 37 on 891205-06 No vio- 
lations or dsvlai.ons noted 

GlBSON,A.F. flegen 2, Otc ol the Di.'octof 90/0t/i2. STEWART.WL Virojue Powo* 
(Virginia Electric 8 Power Ckj ). 3pp 52556 213-52556.220 

-9002060083 Irtsp Repts 50-280/09 37 8 50 281/09-37 o.n 691205-06 No vro'eiions or 
deviations noled.Uajor areas inspected lE BuHot n 80-1 1 8 licensee actione on previ- 
ous InsP findings. 

LENAitAN.JJ. OELISLE.G.A Region 2, Olc Ol Iho D.recior 90/01/05. Spa 
62556"216-52556:220. 

9001300498 Advises ihat draft ti.'iai rept for closeout ol IE Bui’etiO 79-23 found 
ecceplab'e.Lead enmneets lor IE B-ol eims 04-02.60-06 & 87-002 reassigned as I sted. 
BERLinGER.C.H. Generic Communlcai.ons Branch. NRC-05B5-I57 90/01/17 
tOFY.R.A. PARAMETER, Inc. 3pp. 62513.256 52513.268. 

9001300459 Forwards Insp Repts 60-260/e9-36 8 50-281/69-36 on a9t204-i4.No vlo- 
laiions or deviations noted. 

GlBSON,A.F. Region 2. Olc of the Drecior. 90/01/18. CARTWRK3HT.W.R. Vlrgnia 
Power (Virg nia Electric & Power Co ) 3pp 52490:236-52490 249 


-9001300468 Insp Repis 50-200/89 36 & 50 281/69 36 on 691204-14 No v.o'a 
deviauons noied. Major oroas inspected corrective act ons laven :o co'reci c 
ces idantiliod dunng SSFI on em.orger.cy Svc water sys. 

MELLEN.LS. KELLOGG.PJ Regon ?. Otc ot Iho Di.'SCtc'. 93/01/11. 
52490 239-52490 249 


6001310092 Forwards Insp Repts 50 200/69 32 8 .50 261/09 32 on 091016 
1030-1103 8 notice ot violet on Rupi oiso documents licensee oie' commii'ne.'n' 
SrOHflJP. Region 2, Olc ot the Direcior. 90/01/23. STEWART.W.L. Vi.-cima 
(Virginra EtOClhC 8 Powe.' Co ) 3np 52503:137 52503 154. 

-9001310096 Notice ol violation tram Insp on 091016.20 8 1033 1103 V 
rotedicensoe eva'ueion of mod to ve.nii'aiicn sys dd not adequalety address 
I'M ettoci on sys air How 

STChR,J P. Region 2, Olc ot the Dirocior 90/01/23. 2pp. 52593 140-52503 14 

-6001310090 Insp Repts 50-260/09.32 & 50 201/09 32 on 691016 20 8 
I I03.V oloi on noted Mejor areas Inspeclod rad'oaciivo efll jenls.iab OC 8 plan' 
istry. 

HUGHEY.CA. S£YM,OUR,D.A . DECKER.T R. Regio.n 2, Otc ol Ih.o D.roctor 
28 I3pp 52503 142-52503 16-1 


9002130337 Forwa'd* Insp Ropis 5O-20O/BO-3O 8 60 201/89 38 on 091126 1 
vfoiatior'-s or deviations noted 

REYES.LA Regon 2, Otc ot the Diruclor. 90/01/24. STEWART.WL Vroira 
(Virginia E'ocinc 8 Power Co). 3pp. 52647 33B-5264 7.355. 

-9002130343 insp Repts 50-200/69-38 8 50-201/09 30 on 091l26-1231.No vii 
or deviatons rolodUaior eiuas inspected oloni oporaiions.ptant nai 
Serve ilanco.LER rev ew 8 toHowup on inspocto' ideniiiiod iie'ns 
HOLLAND.W E , YORK.J.W., NCHO.SON.L E Rogiori 2, Olc Ol me 0. 'actor 
26 15pp 52647 341-52647 355 

9001310266 Rpspor'ds to NRC Bu leiin 80-003, "Potential Loss of Roc.u rod 5h 
Margn Ouirg Kotuoling Opeialons." Roluoling p'oenduros lo bo revised 8 I 
irai-on sassio'is w<ii bu conrtucied p’iut to each rofuo'ing outage. 

STEWART.WL Virgria Pownr (Vvgnin Elocirc 8 Powor Co) 00/01/26. Do- 
Control Granch (Document Conlrol Desk) 3cp 52504-l53.52504.l55 

9001230126 NRC Into Notice 90-005. "’Inlot. System D.sch8tgo ol Roactor Cc 
Svc liSl onci 

ROSSi.CE D-vision ot Opotaiicnol Evonie Asssssmoni (Post 670411] 90/ 
Conso'idalej Ed son Co el Now Ycrk, Inc lOipp 52535 125-52535.227. 

9001230175 NRC Into Nsileo 90 006, "Poionliai tpr LOSS Ol Sh.uldnwn Coomg V 
Low Roactor Coolant Love's ’’ Svc l si oncI 

ROSSt.Cf Oivis&n ol OpaiaHonnl Evonls Assossmonl (Post 870411). 90/ 
Consclideied Ed-son Co ot Now Yoik, me. lOipp. 52535 025-52535 124. 

9002130207 Ferwerds co'iociod sgnaiuro pace ol Insp Rople 50-200/69-36 & 8 
09-30 

SINKULE.MV RsO'Oh 2. Olc Of me D'rectcr 00/01/20. STEWART.WL. ' 
Power (Vi'glma Etocir-c 8 Powoi Co ) 2pp. 52648 230-52646'232 

-9002130323 CO'reCled s gnntura pogu to Insp Repis 50-2e0/09-3Q S 50.261 /fll 
001126-1231 Ma.oi arean mspecioo plant opuraiion8,melni,8uivo.rfi''CO,LER to 
loi'owup on Hspoctoi laoniil-ed items 

HOLLANO.V/E. YORK.J.V/, NICMOLSON.L E. Rogon 2, Olc of Iho Cfoctof 
20 ip 52649 232 52640:232 

9001240190 NRC ln‘o Notice 00 C07. "New into to insulation Mall Rerlormt 
Oebns etoarsge ol PWR Contammonl Sumpa." Svc lisi onci 
ROSSi.C.E. DiviS’On ol Operational Events Assessment (Post 67U4ii) 90/ 
Consci4lotaa Edison Co of Now Yo.'k. me. 08pn. 52535 226.52535 320 

0001260020 Svpp! 2 to NRC Into Nohcn 69 023, ' Poiontial lor Gas Ondng c 
Pomps Dunno LOCA." Svc lisl oncl. 

ROSS' .CE. O-vision ol Opoial-onal Events Assessment (Post 070411). 60/ 
Consoidated Edison Co of Now York, Inc 9f.pp S2533 329-52534 062 

9001260190 NHC Info Nolico 90 030, "Kr-OS Hazards From Decayed Fuel " ! 
and 

ROSSI.C.E Division ol Opoiaiional Events Assessment (Post 870411). fiO/ 
Consolidated Edison Co. ol Now York, Inc. 77pp. 52583 180 52503.256. 

9002100073 interms that dates tcr omerr.uncy oporotinq procedure nsn tuvl 
900402-12 

PEEOLES.T.A Region 2, Otc ol ih.o Oireclo.'. 90/02/01. STEWART.W.L. 
Power (Vug n!a Elecinc 8 Powor Co ). 2pp 52670 003 52679 004 

9001290102 Suppi 1 to NRC Inlo Not CO 60 030. "Target Rock Two-Stage Saloty 
Valve Selpoini Drill Update. " Svr^ I si end. 

ROSSI.CE Div-sion of Operational Events Assessment (Post 870411). 00/ 
Consol daiod Ed son Co. ol New York, Inc 70pp. 62656.23B-52556:317. 

9001300424 NRC Inlo Notice 00 009. '‘Extondod intenm Storage ot Low Lavi 
waste by Fuel Cycle & Metis Licensees." Svc list end 
CUNNINGHAM, H E Oivis'on ol Industrial & Medical Nuc'aar Satety (Post 8 
90/02/05 Consolldaiod Ed.son Co. ol Now York, Inc. lOOpp 52563 257-525 

0002130194 Partial response lo POIA roguesl App N & O documents avail 
PDR./^p O documents enct App P documents withhold (rot FOlA Exomptlori S) 
QRlMsLEY.O H Dh/lson ot Freedom ot Inlormation & Publicatons Service- 
890205). 90/02/08. PEPPERMAN.D.R. Blocher & Col'Ins. 8pp 52596. 156-525 

-6607270182 Requests that appropriate project manager contact identiSed utl 
vide Inlo repurchase ot circuit breakers from suspect companes. 
MA’nitEWS.D.B. Project Directorate 11-3. 06/07/16. BUTLER, W.R. Prolocl Dire 
pa. 65pp. 62505 316-52695:344. 



S- Reportable occurrences, LERs & related correspondence 

9001300204 LER 09 044 00 on 89 1 221. manual roaclor Irlp/Iurhlno trip initialed lollawing 
loss oi power to SQiTii-v.ial bus.causiny numorous coniioi room alarms to 
anrunciato Caused ty fault on iianslormor.Powei robtoiod to gcr',oratui.VV/900l 19 lir. 
kanSLER.M R Virgnla Powor (Virgria Eloctnc & Power Co.). 90/01/19. Op? 
62494 086 52494 094. 

9002120066 Pari 21 rept re two Ol three PC cards in GE Type SLVttAt ovor/undoivol- 
tage rolars fa:i ng to produce outpul.Short between leads would resell in demaoe to 
component iC5 Sketch ol threshold doiecnon board end. 

TEAGbE.J E. GonorsI Elecinc Co. 90/02/02 MURLGy.T E. Qilico ot Nuclear Roactor 
Rega.'alron. 0/ecior (Pcs) 6704 H}. 3pp 52607 055 52607 057 


Y. Dry Cask Independent Spent Fuel Storage Installatlona 

9001300076 Advises lhal tOCFRSO 59 safety evaluation ol Cy etoroge casks designai- 
cd as Westinghouse UC-iO, Nuclear Assu'ance Corp NAc-t28 & General Nuclear 
Sys.inc CASTOR X/33 comploio. No unrovlowed aelety questions noted 
STEWART.WL Virginia Power (Virgnla Elociric & Power Co.) 90/01/22 Oocumoni 
CO'.VOl Branch (Docurnont Conlrol Ooak) ip. 52490 072-52496.Q72 

9002230265 Forwards Amend 3 to License SNM 25Qi.changng Tecli ^cc 1.3.1 to re- 
lied adm nisirative change In OA program Amend also chonges Tech Spec 4.2 2 clarl- 
fyng cask average surface dose rates for top & side surlacea. 
haOghnEY.C J. Fuel C^e'e Safety Branch. 90/02/15. STEWART.WL Vltgma Powoi 
fVirgna Electric & Power Cg.). 5pp. 62702 281-52702 321 

-9002230271 Amend 3 !o llcenao SNM-2S01 for VEPCO, Changing Tech Spec 1.3.1 ro- 
llecing adminisiralivo change in OA program Amend also ertanges Tech Spec 
4 2 2 clarifying cask avorago surtaco doso retos lor lop & sido surfaces. 
HAUGHNEY.CJ. Fuel Cycle Safety Branch 90/02/15. 29pp 52702.206-52702.314 

-9002230280 5ER bupport ng Amend 3 to License SNM'2501. 

RLrPFIN.S R . ROa£Rrs.J>. Fuel Cycle Safdfy Rrarcft 00/02/15 3pp 52702315- 
62702317 

-9002230262 O-scussos categorical exclusion under 10CFR5I22 ro Amend 3 to Li- 
cense SNM'2S01. 

HAL'GHNEY.C.J Fuel CyclQ Safety Branch. 90/02/ 1 5 Fuel Cycle Safety BioikIl 2pp. 
53702 316-52 702:310. 

-9002230260 Noiico Of Issuance of Amend 3 lo Liconso SNM 2601 for teco-pi & eioi- 
age oi spent fuel el p'ani ISFSI 

HAL'QHNGY.C J Fuel Cycle Safety Branch, 90/02/15. 2wi. 52702 320-52702 321. 


DOCKET 60-281 3UBRV POWER STATION, UNIT 2 


P. Security, medical, emergency & (ire protection plana 

9001290001 Forwards "North Anna Power Staiioo Emorgoncy P>an Tabfo 6i. 'Mn 
SialLng Requiromunia tor Emoigonc ea'" & ‘'Surry. Table 5.(. 'Mm Siadmg Roouko- 
mo"i8 (01 approval, per l0Cf^S0.54(q),NURGCI-0854 & NURCG0?37 .Som»i 1. 
STEWART.WL. vlrg'nia Power (Virginia Elociric 4 Powor Co). 00/01/17. Oocumoni 
Conlrol Branch (Document Control Desk). 2pp. S2466 050 52400 070 

-9001290003 Oiolt "North Anna Power Station Gmorgoncy Pion Table 61. 'Mm Sialirig 
Requiremoms (or Emorgoneioe 

' Virgn'O Power (Virginia GleciricS Powor Co.). UO/Ol/17. 5pp 52466-062-52409 066. 

9001310366 Rev 23 to EPiP-tOl, "Emergoncy Manager Coniroilmg Procoduro" W/ 
900122 Hr. 

COSTELLO.J.B . HALL.Q.R., STEWART, W L. Virginia Power (V.rg ria ElOCUiC £ Power 
Co). 90/01/22. 60pp. 52504:006-52504:055. 

9002150273 Forwards summary of 9001 16 moaimg w/ulil in Region H ole ro statue rept 
on emeraoncY preparoanoas upg/ade program. 

STOHR,JP. fleg.on 2. Olc ol the Dirocior. 00/01/31. STEWART.WL Vitgo-o Power 
(Virginia Electric & Power Co ). 5pp. 52677:004-52677.008. 

9002160073 Informs lhal daioa lor emorgoncy operating procedure insp rovisod lo 
900402-12. 

f^EEBLESJ.A. Rogion 2, Ofc ol Iho Olrocfor. 00/02/01. STEWAnr.W.L. Virginia 
Power (Virginia Electric & Power Co ). 2pp. 52679 063'5207g.004. 


H. General correspondence 

9001300323 Requesis that future correspondence (rem NRC ru iSFSl bo eddressod lo 
author at lisieo address 4 that listed Ind.viduals be mcluJod in carbon copy dinitibu- 
I'OV 

STEWART.WL. Virginia Power (Virgnla Eloctric 4 Powor Co.) 90/01/23. Ooamtent 
Control Branch (Oocument Conlrol Desk). 2pp. 52460 070-52490:071. 


P. Operating license stage documents 4 correspondence 

9002090017 Forwards summery of 9001 1 1 mat meeting at plant nucloar Info cir ro ac- 
tivities authorized for facility 4 statue discussion ol ongoing improvomonl efiorts.Llsi ol 
aiiondoos 4 handouts used at meeting also end. 

EQNETER.SD. Region 2, Olc of tho OIroctor. 00/01/25 STEWART.W.L. Vvgitla 
Powor (Virginia Electric 4 Power Co.) 61pp. 52614:064-52614:124. 

9002060376 Forwards Amends 136 to Licenses DPR-32 4 OPn-37 4 safoly 
eyaiual4>r>Arhonffs dofefe "buddy sya" reqwremeni for entry Into hfgh /atfloiion grogs 
& re-wnlo Tech Spac 6.4.8, per format of Rov 4 to NUREO-04S2 re Wogiinghouse 
PWR STS. 

Buckley, B.C. Project Directorate 11-2, 90/01/29. STEWART.W L. Virginia Power (Vir- 
gihia Electric 4 Power Co.). 3pp. 52S42:i04-52542:2O7. 

-9002050379 Amends 136 lo Licenses OPn-32 4 DPR-37,dolo('ng "buddy ays" loqiire- 
moni for eni^ into h'gh radiation area 4 rowriting Tech Spec 6.4. B using (ormal of 
Rev 4 10 NunEQ 0452. "STS lor Westinghouse PWRs." 

BEHKOW.H.N Project Direclorato 11-2. 00/01/29. Bpp. 62542:107-62542:2O4. 


-9002050384 Safety evaluation si^porting Amends 1 36 to Licenses DPa-32 4 OPn-37. 
• 0/Ace o/ Nuclegf Reactor n^u/af/on. Director (PosI 670411). 00/01/29. 2pp 
62542205-52542:207. 

8002070306 Forwards rospcnse lo Generic LIr 69-13, "Sve Water Sys Prob'oms Affoci- 
■ng Safoly. Related Equipment." Belief In approphalenesa to address Qenanc Lir 89-13 
concerns within contoxt ol established programmatic Improvomonts noted. 
STEWART.WL Virginia Powor (Virgnla EToctric 4> Powor Co) 00/01/29 Documoni 
Conlrol Branch (Docu-noni Conlrol Desk). lOpp. 52604 267-52604 276 

9002060265 Notification of 900214 meeiing w/ut.l In Rockville, MO to discuss plant li 
censing issuos. 

8UCKLEY.9.C Proloct Dfectorato II-? 90/0l/3t. BERkOW.H.N Preset Dlroctoreio 
11-2. 4pp S256S 16^52555:171. 

0002130344 Notification lhal 900214 meeting w/util In RockvlIie.MD to discuss plant li- 
censYig issuos reschodu'ed lor 900216. 

BUCKLEY.BC. Projoci Diroctoreio lf-2 90/0l/3t. BEHKOW.M.N. Project Directorate 
11-2 2pp 52847 12 (-52647: 1 22 

0001290051 Gonoric Lir 90-02 lo all LWR licensees 4 appl.cants re alternative require- 
munis for (uol assomblios In design leaiutea section of Tech Spocs Sve I si end. 
PARTlOW.J.G. Associate Director for Projocis (Post 87041 1). 90/02/01. Consolidat- 
ed Ed son Co 0 ( fjow York, Inc. 30pp. 52637.055-52637.033 

9002080201 App'iceiicn for ome ids to Licensos OPR-32 4 OPR-37, replacing independ- 
onl/cporational evoni review group w/mgt safety review cornmiilee as orgenizelion ro- 
sponsixe for offsite review function. 

STEWART.W.L Virginia Powor (Vitg'nia EloctriC 4 Powor Co ) 90/02/01. Documoni 
Control Branch (Document Control Desk). 3pp. 62504:109-62594: 132. 

-9002Ci&ii203 Proposed Tech SpavS re 6 0, "Adminisiraiiva Controls" covorlng 
otgatr.ze<on,6afaty & operation review, elation nucloar safoly 4 oporonng committeo 4 
composition 4 mamborsh p ol comm itee. 

*2M-?"** (Virginia Electric 4 Power Co) 00/02/01. 21pp. 5259‘i:ti2- 

9002080206 Wilhdtaws 691016 appicat-on fpr amonds lo Liconsos OPR'32 & DPR- 
O/jnetoasing prossurizoi sulely valvo setpoint lo'eranco lo -i /- 31v ol nomlcal lift 
soipo'mi Emergency Tech Spoc change granted on 891116 provided modified lolor- 
ences 

STEWART.WL. Vrgnia Power (Virgnla Electric & Power Co.]. G0/02/0t. Documem 
0>nirAl Orerv:h (Document Control Desk). 2pp. 62603:227-52503.226 

9002130121 Forwerds Amends 137 to Licenses DPR-32 & OPR-37 4 safety 
ovakieVon Amends change Tobio 4.f-i,(ierri 38 by replacing ''suiomsfic shunt tnp’ 
devico test w/"auiomDiiC undorvoUage inp" device test on reiuoHng basis 
OUCKLEY.B.C Projoci D.iocloieio 112- 96/02/05- STEWART.W.L. Vligmla Power (VIr- 
g-nd Eloctric 4 Ppwoi Co ). 3pp. 52846 229-52846:239. 

-0002130126 Amends 137 lo Liconsds OPR-32 4 DPfl-37.rosppclive)y, changing Table 
4.i-i.iiem 36 tiy lop’acing '’auion:atic shuni trip" device tost w/"eutometle unUorvol- 
lao Inp" duvico test on refuel no besis. 

OERKOW.HN. ProjCCi Ouectoioio 11-2. 90/02/05. Opp 92646:232-52646 237. 

-0002130130 Solely oveiuoiion sitoporting Amends 137 lo Licensos DPR-32 4 DPR-37. 
’ Ofiico oi Nuciuer Roacio' Roguisiion, Drocior (Post 070411) 90/02/05. 2pp. 
52640:230-52646:239. 

9IK)3230360 NonlicsHon ol slpniiicenl iiconsoe mooting w/ulll on 900310 lo discuss eoll- 
assossmonl nonductod on leciity 

FREORICKSON.P. Re^n 2, Oto Cl the D,reclOf. 90/02/06- Region 2, Ofc of Ihe Oi- 
roclor.2pp 62716004 52718005. 


O. Inspection reports, IE Bulletins 4 correspondence 

900206008D forwards Insp Repts 50-280/09-37 & 60-281/89-37 on 891205-06.No vio- 
lations or doviai'ons nolod 

OIBSON.AF. Re^ 2. Ofc Of the Director. 00/01/12. STEWART.W.L. Virginia Power 
(Virginia Elocirtc 4 Power Co ). 3pp. 52556:213-52656:220. 

-9002D60093 Insp Repts 50-20D/QQ-37 4 50-281 /BB S? on O9t205.O6.No violations or 
dovibUtx's noted Major eroas inspected IE Bulletin 80-t t & llconseo actions on previ- 
ous Insp iindlT>gs 

LENAHAN.JJ.. BELISLE.OA Region 2. Olc of Ihe OIroctor. 90/01/05. 6pp. 
52550216-52550 220. 

9001300498 Advises that drall fmsl repl tor closeout of IG Gulleiln 79-23 found 
GCceptable.Lead engmoors for lE Bulletins B4'02,80-06 & 87-002 reassigned as listed 
BERLINGER.CH. uenoilc Communlcsilons Branch. NRC-05 05-157. 60/01/17. 
lOPY.n.A. PARAMETER, Inc. Opp. 52613:250-52513 258. 

90013004S9 Forwards Insp Repts 5O-26O/Q0-3O 4 50-281/06-36 on 091204-14. No vie- 
letktns or deviations noted 

OIOSON.A.F. Region 2, Olc ol the Director. 90/01/18. CARTWRIGHT, W.R. Virgna 
Powor (Virg nla Erecirlc 4 Powor Co ). 3pp. 52400:236-52490 240. 

-9001390464 Insp Ropis 6O-2S0/6B-36 4 S0-241/8S-3d on 401204- M.No vlelailonscr 
dovfations noted Majoi areas inspected: corrective actions taken to conect Ueficlon- 
clea Identihed during SSFl on emergency sve water sya. 

MELLEN.LS, KELLOGG, P.J. Rogion 2, Ofc of Iho Director. 00/01/11. 11pp. 
62400:230-52490 249 

9001310002 Forwards Insp Ropis 60-260/89-32 4 50-281/86-32 on 09101Q- 20 4 
1030-1103 & notice ol violalion.RepI also documents licensee oral commiimeni. 
STOHR.J.P. Reg'on 2. Olc of the Direclor. 90/01/23. STEWART.W.L. Virginia Power 
(Vbgitya Electric 4 Power Co.). 3pp. 62503:137-52503:154. 

-9001310008 Noi'ce of violation from insp on 60lOfO-2O A I030-fl03. VlofaLon 
no)ed:licensoe evaluation of mod to venlllaiion sys did not adequeloly addraas result- 
IrM affect on sys air How 

STORR.J.P. Region 2, Olc ol Iho Director 90/01/23. 2pp. 52503:140-62503:141. 



Y. Dry Co8k InclopendonI Sponi Fuel Storage Ineisllailone 


-9001310099 'lisp Flopts 5U 263/09-3? d 50-2RI/B9-3? on 891016-20 & 1030- 
1 lOS.Vio'aticn noied Ua.oi a'oas inspected racfioeciive o«luonis.i8l> OC & plant chom- 
Isi/y 

Hl-'GHEY,C A SEYMOUR DA , DEUKER.T R. Reg on 2. Ole ol iho Cvecior. 69/12/ 
28 13pp 52503 142-52503 154 

9002130337 Forwaids Insp Ropis SO 283/80 36 & SO-281/69-36 on 691 120-I231 No 
v'oiaiions ot dev-aiio-ns noted 

REYES.LA Rogon 2. Ole ol iliQ Ou-octof 90/01/24 STEWAnT.WL Vugln-a Pq*» 
(Vitg.mo Elecinc & Powo/ Co.) 3pp 5P647338-52647.355 

-9002130343 Insp Ropis 50 200/89 36 & 50-26W89 36 on 69U2e-1231 14o violaliona 
ci dovlslions noted Ma, or O'eas inspected plant opetaron9.p'ani maini.pinni 
surve.i.anco.LER reviov> & lo'lewup on inapodor itfeniihod items 
HOI.LAND,VJ.£ , YORK.JW , NlCHOLSOM.t.E Rog-on 2. Ole 0l l>*e Otoclcr SO/OW 
26 15pp. 52647 341-62647 355 

9001310266 Responds lo NRC □uiiOtin 69-003. ''Poioniial Loss ot Roqjl'od Shutdown 
Ma/Q'n Ounng Roluel'ng Operai'ons '' ReruOlng procedures to be laviSed & temliar- 
i?aiion sessions v> li Oa conducted p'cr to each refuoiing outage 
STEWART, WL Vi.'ginia Rowe.' (Virginia Elociiic & Power Co.). 90/01/26. Document 
Coni'O' Stanch (OoCvimeni Co-Hrol OosL) Opp. 52504-153-52504:155 


9001300076 Advises lhai 10CFR50.59 saleiy ovaVaiion pi dry sicia 
ud 09 Wosllnohouso MC-lO,Niiclonf Assurance Corp NAC,-128 / 
Sys.inc CASTOR X/33 cornpieto No unroviowed aafoty qirosiu.'ia r 
STEV/ART.V/.l, Virgin-a Powpt (ViiLlrio ElQCitit & Powoi Co) 90 
Coniiol Qrenrti (Docunpni Control Oosk), ip, 52490.072-52490 072 

0002230265 forwards Amond 3 lo License SNM ^SOl.chongi.-g Teci 
fieri fidmi.n.si'aiivo Charge in QA p.-ogmin Amend also changes Tor 
fy ng cask avorago surfaco dose rates (or top & side sadaens 
HAUGIINEY.C J fuel Cycle Sflloiy Branch 00/02/16 STEWARn 
(Vngmio Einciric A Power Co I 5f;p 62702 261-52702 321. 

-9002230271 Amond 3 to License SNM 2501 for VEPCO.chang ng T 
(kjctirg odministrol VO change In OA program Amond also cht 
4 2 2,clBii(y.nQ cask avutego si.itaco dose tales lot top 8. a do auria 
HAUGHNEY.CJ. fuol Cycio SatOIy Branch. 90/02/15 29pp 52702 

-9002230260 SER suppoRirg Amend 3 lo Lito.nso 5NM-2501 
RUffIN.SR, nCB(?nTS,J>. fuel Cycle Safely Rrarch 90/02/1' 
52/02 J 17. 


6001230126 NRC fnro Not'Ce 90 035. ' tntor*Sysiotn Ciachatge ot Reader Coolatil " 
Sve i'9i end 

ROSSI, C.E Oiv'SPn of Opwa'cnal Evenis Asscsametil (Pcsl 670411) 00/01/29. 
Conso'idaiod Edison Co of New Yoik, Inc tOIpp. 52535 l?S-S?S35'227 


-9002230262 Oisciisaos caiugoncal oxcliisinn unde- I0CFH5122 r 
conso SNM-2501. 

HAUCilINF.V.C J Fuo' Cycle Safely B-ancl) 90/02/15 Fuel Cyr'O « 
62702.310-52702110 


9001230175 NRC into Noiice GO 000. Polonbat tor Losaot Shjijown Cooira Wt-i'e ni 
Low Reacior Coolant Levels " Sve isi orKi -9002230206 Noi.co of lasuonco oi Amo-itl 3 lo Liconso SNM-2501 

ROSSi.CE Divis'on ol Opcral'Pna' Events Asaossmoni (Poai 070411) 90/01/20 ago of sponi luai ai p'ahi ISFSI 

ConaclidaiadEdsO-nCo oi Now York. Inc lOlpp 52535 1>».5?535 124. HAUGHNEV.C.J. fuel Cycle Saioty Btancli 00/02/15 2pp 52702: 


9002130267 Fo.-wards cotiocled Signaii.m page ol Insp Ropia 50 260/09 36 & 50-281/ 
89-36 

SINKULE.M V Rogen S. Olc of Iho O-tocior 00/01/29 STFWART.WL Virglrla 
Power (VitQ.n,a E.'acirc & Power Co). 2p? 52646-230 62646 ?-J2 

-0002130323 Corrected signoicre pane la insp Repls SO 200/89 36 & 50-281/80-36 pn 
091126-1231 Ma.oi o'eaa (napcctea plant opeiawnH.mtuni.autvciiance.LER review & 
followup on nspocter Idom f od itoraa 

HOLUNO.W.e , YORK JW , NICHOLSCN.LE Hogon 2. Olc of ibo OfOclor 00/01/ 
26 Ip 62646 232-62646 232 

9001240100 NRC info NoiiCO 90 007. "New Info ro InaulMcn Mall Perfcrmance & 
Osbns RtoeXago ot PWR Coniain.'noni Sumps “ Sve l«i oncl. 

ROSSI.CE. Oiv.son of Operational Eve.ni$ Asaaaernoni (Post 6704ii) dO/Oi/39 
Ccnsoiidaied Edison Co ol Now York, me. 99pp 62535 226-52535 329. 

9001260020 Svippl 2 lo NrRC info Notice 09 023. "Poio.-)ile1 tor Ues Binding ol HP.Sl 
Pumps Ouiinn LOCA " Sve lisi nnci 

ROSSI.CE Division ol OperoiiOnal Events Asseasmoni (Post 07CMI1). 90/01/31 
ConsPl-daturl Edison Co. of New York, inc 95PP. 52633 329 S2S34 062 

9001260196 NRC Info NoUce 90 006. 'Kt05 Racarda From Oecayod Fuel " Sve ysi 
enci. 

ROSSI.CE. O.viS‘ 0 n ot Oucratlonai Evoma Assoaam«i\i (Post 6704ii) 90/02/01 
Conso'idaiod Ed son Co oINew York. Ir.c 77pp 62683190-52563 256 

6002160073 inlorma that dales lor omo'ooncy opa'8ir.g procedure insp rovisod to 
600402-12 

PEEOLES.TA Region s, Olc of me Ck-eccor OO/02/Oi STEWART.wi Viigria 
Power |Vlrgn.a Electric & Power Co ) 2op 52679083 62879094. 

9001290102 Suppi I 10 NRC info Neiice 60 030. 'Target Hock Two Stage Salotv/Ro’iaf 
Valve Seipc'nl Drift Updaio “ Svc I st orci 

ROSSI.CE Division ol Ocoroilonai Evonis Assossmonl (Post 070411) 90/02/02 
Consolidated Edison Co of New York. Inc. 76pp 52656 238-5?65d 3i 7 

9001308424 NRC Into Notice 90 009, 'Extontfod Inioilm Storage ot Low Level Red 
waste by Fuel Cycle & MaUs Licensees." Svc hst oncl 

CUNNINGHAU.RE Ovlslo". ol indusirlal & Medical Nuclear Satoty (Post 870729) 
60/02/05 Conso'idaiod Edison Co cf New York. Inc loepp 52583 257-52504 004 

9003138194 Partial response lo FOIA requosiApp N S O documenie evai'oble Ln 
POR O docu-nenis oncl App P documo-nia withheld (lot FOIA E>omnhon 5) 
GRlMsLEY.OH. Division ol Freedom ol 1nlo'mei<oo & Pubkcancna 5orvicos (Poai 
890205) 90/02/08 PEPPERMAN.D.R. Blectwf S Colins 0pp. 62595 158-52595 239 

—8607270162 Recuosla mol appropnale pro)ocl marmoor ccntaci idenbr-ed uhl & pro- 
vide Into re purenaso of cl'cu i breakers Irom suspect companies. 

UATTHEWS.O G Profeci Oirocloraie 11-3 68/07/18 GUTLFR.W.R Pioieci Oirociotele 
12. 55pp. 62595:316-52595 344. 


S. Reportable occurrences, LERs 6 related correspondence 

9002010036 LER e9'0l6-00.or) 681225, alarm eclrvaiod on containment rnanpulaior 
crane rad.atinn monitor during porodc iosl. resuiNng In unplanned ESP 
actuatlon Caused by operator error.Caulion added to period c lostW/9001 18 Hr. 
KANSLER.M.R. Vl.-glnls Power (Virgn'a Efectrfc & Power Co)- 00/01/18 5so 
62550.044-52550 048 


DOCKET 50-262 PRAIRIE ISLAND NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


9002160054 Advisus Ihni NRC rucoived nncI FEMA 091004 Itr & 
Rogen V ropl lor 881010 radiological umorgorcy drill NO riolicion 
lessor signiiiconro corroded 

GREGFR.L n. Hucisri 3, OInol Iho Dredor 00/01/10 fjVRSON.C 
Power Co 2CP 52670 085 52078.00.5 

9007130260 Ack rncplpl of 8'JtlCO rusponso 10 Oonoric LIr 890) 
iaioouord Cpniinnoncy Pifiriivng to' Surlnco Voli.cio Bombs " 
guANNi.OC Pioloct Oitociotaio lll-t U0/U2f0e. PARKER.TM. 
Powe,- Co :ipp 526-14-327-62644-.1P9. 

9002220001 Fnrvmtds snfoly Ovaiuaiipn.conclLd'rio Hint ulil p/ocodurs 
agu needs io l>r> roviowoo lo address ptogranimalic impiovorronis ' 
ab lity 10 malnia'ri high qun'ily mnornoncy opotol'rig procuduros 
DDANNl.D.C PtO;or.l Dl.'nci0.'ni0 ni l 90/02/14. PARKER.T M 
Power Co 3p,n 5PC05-305-62605-322 

-08-72220002 Sa'ely ovniiiniiOii conc'i.dirg that proceduro gunoraion 
bO loviowod 10 mklresa proo'amiTiari: improv8rr.oma wfilcli will onl 
velop A m.slniain high quo'ilv nmurgnitcy opornling procoda'QS 
' OlliCu ol Nudonr Ftoacior Rofiulaiion, Diror.to.' fPosi 870411) 
S?b0S:30e 52005:322. 


P. Operating llceiiBO etago documonie & correspondence 


6002060101 no.sponds 10 Qohoric Ltr 09 13. "Svc Wotoi Sys Probio'r 
Roiauvj Cuu.prr^ini " Ptccoduto w.li be devoiopocl to ooiiod'caiiy ' 
inieko cub locaiod In rivor. 

PARKER,! M Nonhorn States Power Co BO/Oi/20. OHico ol N.iC 
lat'Oh.Dlrectci (Post 670411) 0pp 52550026-52556.036 

900200030S Forwards SER supporting iiin 690029 & 1215 submitals 
I'COiion program Uoaling w/piocuramcni & insiailatiori ol two emo 
oialors. 

DIIANNI.n PfclOCI D-rodornte MM. 00/01/31 PARKEH.T.M. No.'ll 
Co. 3pp 52055 3C6-52555314. 

-9002060380 SFR suppo'llng ulil 093020 & 1215 submiUsle of pro 
pr^ram doalmg w/procuromonl & Insiallalicn ol two omorgoncy d.s 
• Oflica ol Nuclear Reado.' Regulaiion, D'reclor (Post 870411 
52555 300-52555 314 

9001200061 Gonarlc Lu 90 02 lo all LWR licensoos & app'icanis ro 
manis to) luai assorrUiios In doslgri loauiros seciion ot Tech Specs 
PARTLOW.J.G Associate Director tor Projocls (Post 070411) 90/ 
od Ed son Co ol Now York. Inc. 39pp 62637:065-52037.093 

9002000143 Documenis verification ol close out ol Muitl-Plani Act'i 
CcDinnt Pump Trip," (or plants. per 091219 memo 
TMOMA.J.O. Projoct Dirociorato IIM. 90/02/01. STOLZ.J. Profed 
62615 075 52816 076 


9092120066 Pert 21 lept ro two of ifiroe PC cards in GE Type SLVI1AI over/undorvol' 9002160264 CIscussos liobiMy S fund rg lequirements re NRC deccn 

tage relays fai'ino to produce ouipui Short between leads would resull in damage to rules & venllos undorslending ol rules Lir (torn NRC exploining 'laL 

componem tC5. Skalcti ol ihrashold doieciion tMeid encL ol tylo lequoslod 

TEAGUE.J,E Gene.'ai Electric Co 90/02/02. MURLEV.T.E. OHlce ol Nuclear Reactor LAWHENCE.D A Northern Slates Power Co 90/02/08. WOOO.R. 

Regulation, Director (Post 870411) 3pp. 52607:056-52807;OS7. Afl.liatlon Given. Ip 52668 237.62668 237 


6002330061 LER 90-001-00:on 90010G,ono el three RCS average temp channtf Inputs 
lo reactor protod on sys not doc'ared l.iopprable after deviating from other two 
ctiannels.Caused by ieulty summaior Summator rop)acod.Vil/B00205 lb. 

KANSLER.MR. Virginia Power (Virohia Efecfdc & Power Co)- 90/02/05 4oo 
527t3-t66-S27l3t69. 


9002220001 Forwards salety evaluaiion.cnndudlng thai util procedu.'r 
ago hoods to bu roviowed to address programmatic improvements 
OQl.lty to ma.'hlaln nigh qual.ty omorgoncy operating pincedures. 
OllANNt.D.C. Projoct Dirociorato lll-i 90/02/14. PARKER.T M 
Power Co. 3pp. 52695:305-52695 322 


DOCKETED ITEMS 


-9003230002 Salorv evaluation ccncijdir.g that procadu-o gonoiaiion packaga noccia lo 
Lo loviewod 10 ad;l(OSs progiammoiic .frprovorr.enis wti Ch will orharce nbJrty to do- 
vo'op S n-.fliriain hign quality emorgor.cy opo/aimg piocoduros 
• OUco ol Nuclear Fleacio' Roguioton. Director (Post 070^11). 90/02/14 I5pp 
5?fi95 308 52C95 322 


O. Inspection reporle, IE Oullellns & correspondence 

9002230676 Forwards lee in amount ol S25.000,iry tosponsa to 09t019 nolce ol viols* 
tion & Civil penally ro commoicial grade procuromorti.pur Insp Ropts SO'2fl2/88-20l ft 
rjO 306/86'20t Responses 10 viQiai ons also onci 

LARSON, CE. Northern Stales Power Co 09/11/20 Olc of Gniorcomoni (Poet 
870410) 9pp 52603 33*1 52683 042. 

9002060178 Suppis response to violations noiod in Insp Ropts S0*202/89-l*> ft 50-308/ 
99-15 re contalnmu.m ai'lock local leak rate testing Ccrtociivo actions changos to *0081 
'oak rate tost ng procedures approved on 891239 

LAflSON.CE Nonh0.-n Stoie.9 Power Co 80/01/03 WRJGHT.GC Heg'OA 3. Ole Ol 
the Oi'ector 2pp 52569 074-52559.075. 

9001300498 Advises ih.at drall Inal ropi lor doseoul ol IC Quhotn 79 23 found 
accepiablo Lead enn noors Ic lE Bu'letins 94-02, BO 08 ft 07-002 leasslgnod as listed. 
QtRLINGER.CH. Go.nerc Comtnur’ical'ons Branch NRC-OS65-I57 00/01/17 
LCFY.B a parameter, me 3pp. 52513 250-52513 250 

9001230126 NRC Info Nolce 90 005, ' Inter-System D.achargu ol Roactor Cootani.” 
Svc list e.nc' 

ROSSLCE Divis'on ol Cporanonal Evonis Assossmoni (Post 870411). 90/01/29. 
Consolidaiod Ed'sen Co of New Yoik, Inc lOIpp 62535 125-52535 227. 

9001230178 NRC Info Nonce 90-008, "Poinniial for Loss of Stiuidown Coolr-o Wivie el 
Low noactor Cooiani Levo-s ' Svc list end. 

ROSSLCE. Division ol Cporationai Evonis Aasossruont (Pont 970411). 90/01/29 
Conso' dated Ed'sen Co of Now York, inc lOfpp 62535. 025i52535.l24 

9002060076 Responds to NRC Qu'intm UQ 003, "PQiontlal Loss of Rbo-jitorl Sliuidown 
.\fargn Uunng Rfiiufi nq Opo/ai'ons." Rofuoing boron conconhai on wro bP caictriatod 
w/p.'ovis ons tor one sbufiiQ elioratio'i 

PAHKGR,T m Northen Siflios Power Co 00/01/20. Offico ol Nucioa- Rctacior Recu- 
laiion, Oi'OClor (Post 6704 1 1) Bpp. 525SB 220-52556 233 

9002060101 Respor'-da lo Gonortc LIr 69 13, "Svc Wafer SyS Prob'oma Altocing Sa/dly- 
Roiatad Egijipmani " Procoduro will ho dovomned to poriodicai.v inspoci emMgoncv 
,niako crib Iscalcd In rivor 

PARKER, T,M Northern Slalos Powo.' Co 90/01/20. Office nf Nticioar Roacior Rouu- 
lslion,Orec1or(Posin704111 Opp 52556.n20-52558 036 

9001240190 NRC Info Notice 90-007, "Now Inlo lo insulat'on Mail Pcrlotmanco A 
Oeb'is Qlockogo ol PWR Coniainmoni Sumps." Svc 'isi unct 
ROSSLCE. Oiv.slon of Oporalional Evonis Aasossrnoni (Post 0/0411) 90/01/30. 
Consclidated Edison Co. of New Yo'k, Inc. OOpp S2535'230'525:i5329 

6001250020 Suppi 2 lo NRC Info NoLco 88-023, "Poionnal (or Gas flind.r-g Of HPSi 
PuTips During LOCA ' Svc list Orel 

ROSSLCE, Division ol Opornilcna'. Evonis Aasossmoni (Post 670411) 90/01/31 
ConvOl dales Edison Co of Now York, Inc 65pp. 52533’32P 52534 062 

9001260198 NRC Info Nnllco 00 000, "Kr>85 H 02 ords From Oocayod Fiioi" Svc list 
end 

ROSSLCE, Division of Onaraiional Evonte Assessmant (Post 87041 1). OO/02/Oi. 
Ccnwldnied Ediacn Co oINoa York, Inc 77pp. 52563 i8y-52563 25«. 

0001290102 Suppi I 10 NRC Inlo Notice 00 030, "Tergoi Rock Two Stago Saloty/Ro'iel 
Va've Soipolnt Drift IJpdeio " Svc list end 

ROSSLC.E DMS'on of Cperoi'onal Evonis Assessmonl (Post 870411) 00/02/02 
Ccnsoi'datod Ed'oon Co of Now York, Inc 70pp 6255O;23O-S2550317. 

9001300424 NRC Info Notice 91) 000, "£i<iendod in!e,'lm Storage of Low level Rod- 
waste by Fuel Cycle & Mails Licensees." Svc list onci. 

CUNNINGHAM, K.E. Division ot induslriol ft Medical Nuclear Safely (Posl 870729) 
90/02/05. Consolidated Edison Co ot Now York, Inc lOOpp 52583 257*52504 004 


R. Periodic operating reports ft related correapondenco 

9002150002 Monthly operat-ng ropts lor Jan 1000 for Prorio Islaiitf Nuclear Gonotnkng 
Plani,Unl0 i ft 2.W/eO0206 Hr. 

0UGSTAD,0.. PAHKER,T.M Northern SIqIos Power Co 00/01/31. Opp. 52850-328- 
52656336. 


S. Reportable occurrences, LGRa ft related correspondence 

9002220371 Pari SI rppi ra meint of Automolic Valve Corp MSiV ft/or rnofn eioam relfc)! 
valve us'ng spanner wrench In order to uvo'd solenoid valve stem domage.por 1084* 
65 change In donign Maint Instructions onci. 

HUTCHINS,!. Autornatic Vatvo Corp 90/02/02. NRC - No OoleTod Allilallon Given. 
38pp.52?38.068-6273Q;105 

9002230219 LER 00-001-00:on 9001 1 7, technician mrror contaciod bare power supply 
term nal ft shorted torminai lo nround,ceusing power supply to trip & iso'aUon ot oul- 
side alt to control room.Exposoo w ro lormlnaT poinis covered W/9002t8 hr. 
HUNSTAD,A A, PARKER.T M. Notihorn Slates Power Co 90/02/16. 4pp, 52713:039- 
52713 042. 


Y. Dry Cask Independent Spent Fuel Storage Installatlona 

9001300463 Sumtnarv of 900t 16 rnoeiing w/util Iri Rockville, MO re util 10CFB72 liconse 
appl'Cation to store spent fuel at plant List ol nit'>ndees,agQr\da & ulll prosoniatlon 
end. 

HO0ERTS,J.P. Fuel Cycle Safely Branch. 90/01/26. SJOBLOM.GL Fuel Cydo 
Safety Branch. 20pp. 52494.252-52494 271 . 


DOCKET 60*385 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency ft tiro protection plans 

900207016S Forwards Team map Rept 50*285/09*40 on 091023*1106 ft noticas of vlo- 
lalion ft devialion.Fo lowup item identified re lack of luso/broaker coord nation study 
COU.lNS,SJ. Region 4, Die of the O.recior 60/01/30 MORRIS K J. Omaha Public 
Powai Oistnct 3pp 52612 238*52612 275 

-6002070160 Notice Of violation from insp on 691023-1109. Violation noted licensee 
lalXid lo maintain emergency & abnormal operating procedures adonualaiy 

* Region 4. 0(c ol the Director. 60/01/30 2pp. 52612 241-52612:242. 

-9002070170 Notice Of rfoviation from Insp on 001023 1109 Oevfailon noted. nconseo 
emergency cperaiing procoduro vaiidai'on process did nol include use of control room 
mockup foc/rty. 

• noclon4, Olc ol tho Dltecior. On/Ol/30 Ip. 62012 243 52SI2 243 

9002120288 Revised EhlPs,lnclud ng Rev 22 to EPlF>-OSC-2,nev 4 to EPlP-OSC-l3,Rov 
15 lo EPlP-OSC-M.Rev 6 lo EPIP-OSC-I6 ,Rbv 7 lo EPIP-EOF-8,Rev B 10 EPIP-EOF- 
0.flev 7 lo EPIP-F.OF-t7,Rav 12 lo EPIP-TSC-l & Rev 5 to EPIP-BR-5.W/e00202 Hr. 
GATES.W.O. Omaha Publ'C Power Oisiricl 90/02/02. ie3pp 52830.163 52630:365 

9002130281 Forwards Insp Root 50-285/09-49 on 801127-1201. No vIolSHons or devl- 
auons notortOne open item loeniilied. 

CCLLINS.SJ. Region 4. Olc ot tho O.focior. 90/02/02 MORRlS.K.J- Omaha Pub'lc 
Power asidci 3pp 52847.212-52647 224 

-9002130282 insp Rspi 50*285/69-49 on 091 l27-l20l.No violations or deviations 
noted One open Horn idenlifiod Major areas inspected physical security 
prog'amjncfuding lolowup on previous Insp findings & Cdntingnncy planning vorlflca- 
iicn 

CALOW£LL.flA.. POWERS.O. Regon 4, Ofc Of Iho Direcior. 90/01/30. lOpp 
52647 215*62647 224 


11. Oanoral correspondence 


9002090267 Informs ihat WG Gaios wl'l assume position of n*v Manager - Nuclear Op- 
erations Olv.ollectivo 000201 

JONES.W.C. Omaha Public Power D-strici 90/01/20 Document Conuol Branch (Doc- 
umont Control Dosk) >p. 52814:034-52814-034. 

9092220140 Infoims IhsLellociivo OOOEOt.WG Oaloa assumed posilon of Oiv Manager • 
Nuclear Opotalions Div.ropiacing KJ Moms 

JONES.W.C. Omaha Public Power OiSt'iCI 90/02/13. Oocutnani Conliol Branch (Ooc* 
umerti Control Oo.sk) ip. S207i.O52-5287l;O52. 


P. Operaiing license stage documents ft cerraapendenco 

9002010291 Forwards oxocuiivo Summary ft seioctod penos Of dntalied airess analysos 
10 Vetva OpctalorsHCV 13870 ft HCV-l300B.por NRC 091207 requosl. 

MOnniS.Kj. Omaha Pubi-c Power Disuici. 00/01/23. Documani Control BiAnch 
(Oocomom Control Desk) 20pp. 5253i'2e0'S253t;2eu. 

9002070043 O-scussos 900116 mooiing w/uiil In Rogion IV ofc to aatety anhancamont 
program ft i-consoo-condvciad pio-SALP sssossmoni.Llsi of eiiondoes, moating elidoe 
ft nssossmeni and 

CCLLINS.SJ. Ragan 4. Olc ol iho Director. 90/01/23. MORRlS.K.J. Omaha Public 
Rower 0)SW)CI 85pp 52571.-2lD.5267l.-30? 

9001310324 Forwards application tor omond to License DPR-40.rollocting clarlticalbn 
requostod by NRC re eliowad oporaHnn conditiomper 891220 Hr 
MORRiS.kJ. Omshs Pub'lc Powor District. 90/01/24. Document Control Branch 
(Oocumom Conuol Desk) 2pp. 625I1:20}-5S51 1.205 

-9001310328 Appticsilon for amend to license DPR'40, revising Tech Specs to clarify 
erowod onorating condition In previous submlllal 

MORniS.KJ. Omaha Public Power Oisiricl. 00/01/24. 2pp. 62511:203-62511:204. 

-9001310328 Proposed Tech Specs clarifying limiting conditions for operolion of chomi- 
cal ft vol control sys 

* Omaha PuhK Powor DIsiilci. 90/01/24. tp. 6251 1 205-5251 1:205. 

9001310342 Forwards application lor amend to license DPR-40.dofelino 3.25 max Pmil 
eptflod lo throe consecutive sun/eillance Intervals. 

MORRIS.KJ. Omaha Publ-.c Powor DiSlhci. 90/01/24. Documeni Control Branch 
(Oocumeni Control Desk). 2pp 52511: 188-5251 1:198 

-9001310411 Application lor emend to License OPR-40,rovls'nn Tech Specs to delete 
3.25 max limit applied to throe consecutive sun/olllerce Intervale. 

MORniS.KJ. Omaha Publ.c Power Disirici. 90/01/24. 2pp. 6251 1:190-5251 1:191 . 

-9001310414 Proposed Tech Specs deleting 3.25 max limit applied lo three consocu- 
Itvo aurveillanco Intervals. 

’ Omalta Publ<c Powor District. 90/01/24. 7pp. 62511:192-3261 1; 108 

9001310299 Responds to Generic Lir 09*13, "Svc V/ater Sya Probloms Affecting Safely- 
Related BpOlpment." ut-f salaty snhoncomonl progiam msllluied to Improve ovoran 
(evoi ol aatety ot p’ant 

MORRIS.KJ. Omaha Publ:c Power Oisiricl. 90/01/26. Documeni Control Branch 
(Oocument Control Desk). 5pp 62S31:080'S2631-.084. 

000^10128 Forwards applicat'on for amend to Lfconso OPR-40,revfslng Toch Specs to 
stvport Cycle 13 operation. 

MOHRIS.KJ. Omaha Public Power District. 00/01/20. Oocumoni Control Branch 
(Document Control Desk). 2pp. 52531:129*5253 1 :212. 

-9002010131 Application for amend to License OPn-40,ravislng Tech Specs to support 
C^le 13 Apeiailon. 

* Omaha Public Power Disirlct. 90/01/26. 3pp 62631:t31*5253t:133. 

-9002010135 Proposed Toch Specs.supponlng Cycle 13 operation. 

* Omaha Pubke Power District. 90/01/26 tSpp. 62531:134*52531:149. 



-B00201015J 'Tlo'oud tvolim'ion nopt lor Ton Cn'r.oiii* SlirtionUtirt v.l 

• Omohfl Public Powof C strict 00/Ol/?0 G-1()|). b2‘irit. lGt)-.'>2531?«2 

9002060054 Forwards iippl cation for aiiionri to l.‘co«so Ijni 'W.bitTunsirfl folunlnn 
horO/t conconiration to tOOO ppfn.siispond riij saiitp'iit:} whon liiul ronMivod Irom roac- 
lor vossol & rovialntj stcrogo tor;ii romunis or sjuntl luol (kjoI FIoji'Oii 2 
MORHIS.KJ Omnfw Pubic Puwur n.sirl.l 00/01/20. [Kicurfoni Cont/ol Htarrii 
(Documonl Conirol OusK) 2pp fippSO 102 52050 ?bU 

-600206006B App'icni.on Ini iirr.rrul to I Icunso lll’H aojiictoasln;) iuIiiciIl-i[| boron rron- 
conirniiori to fiOO pit.'Ti.Mispc-iidi'ifj simii'.nu ili.iinu {luntMiH wt:cin (iiiil rurnovOil hoiii 
lOQCtot \i039ol flinv.si'M sto'ouu ictt'Muiivjnt'i ni whiW liwl 2 

GATES.W Cv Omnbii (’iilllc Powuf D.9ltir;l U0/01/2H 2(>f) b2!>5a;HM D2.’>50 IU5 

-9002060050 PropDsnil Tocli Sfrots inv.s'r'.i) aloin-jii iiH^niunumis 1w 1«»>1 pool 

lloQ'On 2,0'lr)wno rtiscl'iiiuo ol fuiil iis9uiiii;l ua Iron) iTOto iir»cll|r lo flud'oii 2 ol pool 
& Jolotlng fonuliomo."! for luul porliirmanco iffii nl 'ux* of uatfi rycKi. 

• Oirinha Pubic Powur asiricl 0b/ai/2(i bOpp T.2Sb0.l‘»l. !>i>Sh02bU 

9002020239 Forwards solnty (ivalirol'un liniliaij tliiil util H9lllf> MuiMi'.ml Itit.h Spoc 
chongo fO Inoperability o( 101 kV Haiisuilaslon lino (inna:o|ilnMu.rr>ch Sjwc 2 7(2)ti 
suntioslad lo bo u'lirlnotod A locli fifKic 2 /(2)l) rovisoit 

BOOpNIAA. Pio.oct Dlro'.'.iyatu IV 00/01/30 MCIMUS.KJ Oiriidu* Piilil c IVMirct Us- 
Iricl 3pp 52500.202 52500 200 

-0002070242 Salp'v ovolufttki'i r(vmy>i'0 1 c«"6cm O'JU I'j ix<>iH»sod 1«-.h Sinsc ctuutQO 

10 Inopornbl'iiy ci1 161 kV IransnubSiOn I rici. 

■ OK.cn Ol Nirfliiar ncnctor Hugiilnt cri, Dwcloi (l’e)al 11/0411) 1)0/01/30. 4pji 
52500 205 525110 2. H 

9002090102 Subri'lls rovlsorj RCbridii'ii lu ru|ilnc(i lalixi ditlnienlial iMusbu'u Irnnsiiiillur 
OPT-103U A nu>il<nry laailwauii pinn;] FV9-1(I.fsiluiiiulu lui Itniistn.llct ropliuumunl 
dolnyod from 000131 In 0004J0.siib| In racoipi nliirdniud (vnln 
MOnniS.KJ Oniabn Publ.c Powur U.slilcl OO/QI/30. DiKiiiixxil Conirol ilrancli 
(Documuiil Conirol Cosk) 2pp. 525110.3114 S25UD 305 

9Q020Q0277 Forwards Ainunil 124 ir^ l.lcmis'i UPfblO & anltiK' uv.iltwilion Amunfl mliH 
oporaling inorJo tv.inibut lor I'nr.li opuiating rnorto ii> Tc'Clt Tnblii 3 4 & vKOr|>0 
rntoa iboi water icsiina A atiaiysls not tui|u ri d wium loinl coio olMotirhnl 
UQUnWA A. Pt(j,ur.1 UiuCoialO IV 00/01 (31. WOHUlli.K .1, Oms»v-v U.UC Pcww 
met. 3pp G2r,oa.35l-5260l)3fl0 

-9002000202 Amurt) 124 Id IlCPrisu DPil 'lO.ndiliiit) ujaatillni) iihnIu miinbiii lo> vacli 
opotaiiitd rnoiln la inch S|iuc Tnlilo 3 4 A lixorpurubi'i) ibiil wrlor iriailni) A .innlysis 
noi taquItQil whorl lolul corn pll luuilud sincn no tiieii <» M m coro 
HEQtJON.r J. ProK’Cl Uirocbtralu IV 00/III/3I, !.Mp. 5?C0n-354-,S2IiOn.3:>n. 

-9002000204 Snfuly ovaMaiiori ouriiioiliny Anioi'.rl 124 lo I itwrsri Ol'H 40 

• Oll'CO ol Njclouf flOaclor llug.ilniiuri, (itot.Utf (I’osi n/04li). 00/01/31. 2jiji 
52000-350 52000 300. 

9001200051 Oirr.orlc LIr 1)0 02 10 all LWM I'cunsunu A aKciciiniH m iilioiiuilivo i(>(,..l'u 
ntnrils lor luol nssamb'los in duHlg.'i lodliiius N(irEi(»i ol Yocii S)iuC9 Sv<; -'isl mici 
PAIULOVJ.JO Asaotinli) I'ltoclm lot I'tniotis O'lv.il ft/OlU) W0/O2/OV CotisoWwt- 

011 Cd son Co. ijl Niiw Yftrk. Inc OOfip. 520H/.tJ55 !>2l>:i/.<H»'J. 

9002120105 I'orwarils applicniinn lor aaiund lo Licnnsir OI’H-40.r«w.slini )ni.li Spocs to 
control room olr ironlniDnl &yr) A lllfH sya pilowahVi lunkubt) 

OATCS.WO. Omnliii Public I’uwut Olslrici 00/02/01 Pocumurd Conirol Urnnrli (U>c 
iimoril control Desk). 3pit. G?03l'0:)f>'52dJ1 005 

-9002120160 A(i(ii:cai.on lor citi'ursi lo I Irotisu |}P(l-4(>.tovhlni| Todi Spe-cs 10 r.haiiiju 
(ugulru.'nonis in cprilrol ruom a r linnlmunl syu A fllin. 

QATCS,wa.OrnntiQ PutHiC Powur llSlrlci 00/02/01. 2i>(. 5203l.O3H-b2«3l 039. 


0001230120 NUC lido Ndl'ou till (uu\i bysirim Ibsthruon nl nt-actor 
Sve Ittti onci 

nOSSI.CI: Uwlslon ol Oncrntldrinl l.vunis Aasnssmi»nl (Post 0/04111 
('-oiisclklQlut) i-.disoti CO ol New Ynrk, Inc I0lp(t 52W5. 125 52535,22/ 

900123017G ivnc Into Nritn it 00 (li)t), -I'otunlinl for t.oas ol Shutdown CooU 
Low iluncldt <3iultint l.ovdh '' Sve list urii,l 

nOSSI.CI: n-vtslun ol Oricrniiuiinl Fvcniis Assossmoni (Post 070411) 
CVonsoVInluil r.discm Co ol Niiw -Ydik. Im: lOlpp 52535025 5?5'35 I2.s 

9002060294 rorwanls Insp llii,4 hi) 2ll'i/li0 (13 on noOKin l?No vlolahun 
alloiia iiolnil 

C<nilNr,.SJ nin|.i>ii 4, Olc Ol Uiu l).r.-Lior. !I(I/0|/2I1 MCnniSKj Om, 
Powrit niabh.l 2t>p 5254(1 2:1:1 !i25.in,2an, 

-0002060200 (lisp Hupl 5(1 2U5/0ii l):i i>ii UOOICIi 12 No vIolBIInns or 
isolod Wftjoi ftnvna l(if,|«n,ii'd ‘V.iwuil'nrcvr U'Htioii A ca'.lir rcfiliol ptontarr-s 
Kriir;V.OI. . SElCl.l-.WC; lll•^Ilm -l, ore m inn o.ioclor 00/01/24 5pp 5 
525402-30 

0001240100 Nile Ittlo Ndtru nOPO/, ' Niiw liild tu Irmuialiori Mall Petloi 
Ooluis (rockagu ol PWM Cruiinliiiiii'iil 'vjiiip'i ” Hue list unci 
noSSI.Cr Il-vlslon nl npiiralirii'iil IVinil'i Assdssiiuinl (Post 070411). i 
Coriflofiilalrxl fillson Co nl Nnw Yntk. Inc ll'ijip. 525:15 220 52535:320 

0002070126 DicniHSuri Itisp llnpl 51)2(15/4(1 tjti (1111012-1(30 A (orwerds 
vlalalion.I.nlorcrininiil ciiiilnriiiii.ii i(is( ii.uniil Mciiiihou In lurd lo comply w/7 
liiibllnri crvuliKdti Ini L))ii'(nllun 

/XnilNS.S.I. MutJldii 4. Ole ul Ihii Dii'iliir (l()/l)l/:i() UUKIKS K J Oma 
Pow« Uslricl 'Ipii fj?5ri2 'in I -'125112:105 

-0002070120 NiMicii ol v'lriinlsin lti<rii insfi on 111(1012- 1 130. ViolQtlcn noicc 
liti’ti:l lo roinply w/lliiipliti(| cnnililcin loi niiiitrilidn tor lech S(if>c 2 3(2),'n t 
rot plaCorl III cold Hl'.uUIpwn cnriil.llirn w-lliln Hid h 
COlMNS.S-I nini-rwi 1, Olrr ol 11111 Oinic lor 1111/01 /30. 2pp. 52502 304-5259; 

0002070106 rrxwurils lunrii Innp ‘:0 2d5/l1il 40 crl 0IM023-1 (GO A nCtiCc 
A rlavlHUaal o’.lowiip ll«m Silcialilu-d «• la-.ik n( Uicarijiuiikai ccwonaih 
COl.LINS.SJ liitiini'i 4, (>1r, ol lliii I’lriiclnr liil/()l/3U. MOHPIS.K.J OmsI 
I'owrif IHyliicl 3)1(1 521)12 2:i(l '.2tii;’ 2/5. 

-9002070100 NoilcK ul vlcliiliirii liuui Iri'-ji dii 01)1023- 1 IO‘3.Vlol.i!‘cn noiod 
lalvif lo iniiniriiii iiiniiiuoni.y A alinniiiiul (>(iiirritnn prucniliirns oiloi|uiiloly 
• n.■(Jl^Irl 4. Ole pMliO nni’i lur i)U/(>1/;):i 2P(> 521112 24 I -52012 242, 

-0002070170 tiniicd d< duvuMiv'd lindi ins)i on llllUr/3 1 100 OasiiU'Oil riOlOU 
<Minii||criCy ofiiiinilng pinendiiru viillilalidii priicd'is dkl iiiil Iric.ludu uso Ol Cost 
nior.kup loisl'ly 

' I)U(|I>>||4. Olcol lliriDrtii lor. ini/UW'.IU l|l 520I2 24'.l'ri2012 243 

-0002070170 lns|i Hupl li<1'2ll!i/mi 40 on 11111023 2/ A I lUIVOU VIolQI a.s A [ 
iioluil roHnwiip iliiiti riiiiiililuiil Miijur iiiimii liiupuclnil cnlicnl Cudiponorits Cl 
OlHiint-'driid nciiy.lliis iii ikxii'nn'il ilcc'rliinl ii(K|ii(incii'i. 

BimUl.A. BU'lKA.T.I IliiDxiii 4. Oh'- Ol Uiu llrucldf. 110/01/23. 32p)i 621 
!>2«l2 2/5 

0002090104 Ailvisiis (it coiiiiiilliiHini i;iiiiii|i<i lor |kiM iiipti & misi malnl lunciici 
d.Hi In ivriiD-to'riit'iin ol iilil.piir S.SOMI Hurl ngq .Siipudilu InBlnn groaps tort 
iiitioi iiiirint 1)1 tsri(|liini c uiiwniiiiutil 

MDmilS.K J. Ciimiin Pulilk: Powur liiultlcl 1)0/111/3(1 tVrPumcni Control 
(Doriinionl Cnttlrul lJur.k) 2()p ‘>21)20 322 52021) 323 


-0002(20100 I’roposnu Tocli Siiocs ru conirpi rootiuiir iriHirmutii ays A lliin 

• OmritiB Publii; Powof Oralrlci. 1)0/02/01. 20p|) 62031.040 '.21>;)l:005. 

0002090276 Provldofi rosolutloii In cnnilicl ru rapi ol putaourtvl w/unascdrinJ occoss to 
plan! Potaorinnl w/unoscorluil Qccoas lo Ine-i ly doturniitioi) lo bo lio/nrdnus lo Hu-rn 
salvos 01 oihura wH ba rormriod. 

GATES, W.O Omaha Pubi C Povror Ulslncl, 90/02/02. Docernord Conirol flranch (I)oc- 
umunl Conirol Cosh). Ip. 52026:130 62026.130 

0002160320 Forwards aupilcalian lor nmund lo I icoiiso PP(i-40.n(idb>g Tuch Spoc 
Pane 2-57 A ropluclno loch Spoc Tnblu fl 1 

GATES, W.a Oniahn Public Powot Oisiricl 00/02/00 Uoewnoni Control firnnch (l)oc- 
umunt Conirol Hosk). 2pp 52076. 231520/5 237. 

-0002160308 AppI colloti lor arnund lo Liconso l)Plb40,nddr.U Tncli S|>oc Pn(|0 2-67 iv 
Cycle 13 opornnon 

QAT£S,W.O. Omaha PuWlC Powur 0151110 W/02/00 2pP 5267f>233-52«76:234. 

-0002160370 Proposod Tocti S|)ncg,8dd no Pago 2-57 10 supnort CkIo 13 oiiorahon. 

* Omaha Public Powoi OiSlilCI UO/02/00 3pp 52075 235-57675 23/. 


Q. Inspeoilon reports, IE Bullollns A corrospondonce 

0001300408 Advises lliat droit lirioi ropl lor cldsooul 0( lE Uukulln 70-23 iQucal 
accopiabiti.Load o.''Qin(‘ur8 lor lE Su'iotlns 04 02,00 00 A 07-002 ronssiQ'ii'd os Isknl. 
QEDllNQEn.C II. Qononc Comtr.uii'col'ons Oronch NflCOS-OA-lbA 00/01/17. 
l.OFY,R A PARAME TER, Inc. 3pp. 52013 2h6-525VJ 356. 

9002070043 Oiscussos 0001 16 mooiirid w/ulil rn Roq on IV ole rn saloly onharKomoni 
program A liconsnu conduciud pro SAIP osiiossmonMisl ol olicrMhiOB.mootlinu ellOns 
A assnssmont oncI 

COLLlNS,SJ. nog an 4, Ole ol iho 0<rocior. 00/01/23. MORHIS.KJ Onialio Public 
Power Distficl. 06pp. 626/1 210-52571:.3O2 

0001300224 Ack roculpl ol 001213 Hr A chock (or paymoni of Civ-I ponolty proposod by 
NRG on 001113. 

LlEGEFtMAN,J. Ole of Enlorcomotii (Post 670413). OO/Ot/24. MOnDlS.KJ Omolia 
Public Power DiSlilCl. Ip. 52405.360-52405.300 

9002020220 Hosponds to NRC Uulloiln 00 093, "P(7lnniial Loss ol Requrod Shuldctwn 
Maioin Duilng Roluoling OpoiBbons." K-mlm.ly mop lor Piocodi^o OP-11 lo loacior 
Coro roluoling will bo rovised lor each rolood prior to luol rnovomonl 
MOnniS,K.J. Omaha Public Power Oistncl. 00/01/24. Oocumonl Conirol Biandi 
(Oocumont Conirol Dosk). 3pp. 62630 265 62530:287. 


0001260020 Su|i|il 2 Id NMC lidn Ndlk-ii dd 023, ''I'uldrUiiil tOr Oils Onrlug i 
fhiniim IJuntMi ( OCA " Sve list iirir:l. 

llOSSI.CL u.vin.Dii III (Tjiiirniiuiiiil I'vniiia Aksdiintiumi (I’osi 070411), 00 
CorxKilIrfalud tiliMiii Gti. iii Now Yiitk. bit, IHipp 52!i:i:i .■l2l)'52634 082. 

0001200106 NRC Inld Ndlim 110 0011, "Kr 115 Mnrniih riiiiii Uicuyod Fuel." 
VIKJ 

UOV.55l.Ct Oivlsum f*I (hiuinlkmal l.vunta AhSdtvsimjnl (Post 070411) QO. 
Conaoldniad t;d son Go. ul Nuw Ynik, Iru: //pp 525U:i:i(lO 52503 256. 

9002130276 I tHWonlS lii'ip Mi'pl 5l)-'‘ll5/0(> Cl pn ()0t)l(i0 )2 A no) 
vlOlnlkin VInlubOii ru unviiiui iiun’ibcnl'dri ol rdni:IOi (.nnlalnmont bldt) Sump b 
sliuruoiilaliim iir)i clliiil 

COIUNS.SJ Mo(|dii 4. Ole ol Hid Dinirlor 110/02/01. MOHRIS.KJ. Omaha 
Pdwnr Dislnct :)p|> li2(M/.ll,il fi?l)4/ III/ 

-0002130278 Not Co ol vldliiMon bom liif.(i on IJO0 111(1- 12 V.'olat'ons riolod. (al:u-i 
CkKlu sotinors lor ciiniQliiiniinl aurnii rmriow lango luvol inobumonlai on In cal t 
OSS A lo rislaCHsh pinctiiliiiiis liir till hr 4(10 vdll ili; hus vollngu insliu.TenlS 
• noo((jfi 4. Ole or dip l),rdutdf. nt)/n?/(ll. 2|I|1 62li4/:lOO-52647 170. 

-0002130270 Insp lliipl 50265/0001 un OOOlOfi-IP.VIolnilotis noiod.Malof 
Inspocloil iniplomiinKiliim id comttniniunln to I log Guido I U/, -Posi Accldonl v 
mil hiHHumuniai on " A rov.ow ol liisluiiiiunl cnlibi ptoi'-odurna A records 
WAGNGR.P.,SIETKA,TP Roglon 4 Ole ol Iho Dirocinr 00/01/31. 17pp. 526( 
62047 111? 


0001200102 Suppi 1 10 NHC iriio Noliro dll 030, "Tarool Hock Two-Siago Sa'aty 
Vrfvo Soinnlnt Dull Uptlaiu " Sve list onci 

nOSSl.CE. Division ol Oporulionai llvunts Assossmoni (Posi 070411) an/ 
Consolidatnd Ciluon Co nl Now York. Inc. /6pp 62560.230-52560:317. 


0002120034 Rosponrta to NRC 000103 Hr ru vlolaiiOrm noiod in Insp Rupl W-2 
4<}.Corroc(ivo uciions oil co-mmorclal-orndo iiioll purchases lor critical Qvfll'jy ^ 
appltcollona.bdlwonn 600101 -000420, will ho rov.nwod lO comp'ionco w/OA piar 
GATES.W.Q. Omaha I’libllc Powur Oisbict 00/02/02. Documonl Control Brscd 
umonl Conirol DosV) 6pp 6261/ 314-52017 310. 


0002130131 Ack rucoldt Ol 091 130 Ilf Irdorrr .ig NRC Of alups lakon lo corrocl^c 
noiod In insp Rupi 50 205/0O-37.novidw ol ro(>ly A Into provided dufln0 Ovbi 
moolinu dolnrmiriod tnlo rosponsivo to safely Prihnncomiinl proQram concerns 
COLLINS.SJ Rogion 4, Ole or iho D-roclor. 00/02/02 MORniS.KJ. Omaha 
Power District 2pp 62034.;I45 52634.353 


-0002130137 Responds 10 NRC 601031 itf re vipiat.ons noted Insp Rept 50-26S/Q9- 
37Coneci vo actions Pfoceduro NOO GP-28, '•Saloty Enhancomont Pfogram" Issued 
on 691 130 to ttacV items Identified by venticatlon & validot on reaulrerr^ts 
MORRiS.K J Omaha Public Po^er Dlstf ci. 80/ 1 1/30. MARTiN.R D. Re^on a. Ole ol 
the Di.'SClOf 7po. 52634 347-6263‘l 353 

9002130281 forwards tnsp Root 50-285/69-49 on 891127-1201. No vio'ailpns or dovl- 
atio-ns noted. One open item loeniified 

CCLl-INSSJ flegon 4, Ofc Ol me Oiroctor 90/02/02. MORHIS.KJ. Omaha Public 
Power 0 sincl. 3pp 52647 212-52647.224. 

-9002130262 Insp Repl 50-265/89-49 on 891 127-1201. No violetons or deviations 
roted.One open Item Ide'itil ed.Majo' oroas Inspected phys cal aecurity 
program, Inciud'ng followup on p.'evious Insp findlt'gs & conllngency plartnng venRca- 

CMOIVELC.RA, POWeRS.D Region 4, Ofc Of me Oreclor. 90/01/30 lOpp. 

52647:215-52647.224 

9001300424 NRC Info Notico 90-009, "Eirtended Inienm Storage ol Low Level Rad- 
waste by Fuel Cycle & I/alls Licenseos '' Sve I si encl 

CUNNINGHAM, R E Division ol indusifiol 4 Medical Nucloor Setety (Poai 870720). 
90/02/05. Consolidated Edson Co. of New York, Inc lOGpp. 52583 257-52564.004. 

9002130194 Partial response to FOiA roqjeai.App N & O rjocumonis aveileble In 
PDR App 0 documents enc' App P rJocumonls withhold (ref FOIA Excmai on 5). 
ORIUSlEYOM Division ol Freedom ol informallon & Pub'isai'cna senneoa (Posi 
690205) 90/02/06. PEPPERMAN.D.R Olochcr & Colins. 0pp. 52595:158-52595230. 

-8607270182 Recuests that appropnale proleci monagor conlnci identiHod uui 4 pro- 
vide in'o /e puenase ol circuit breakers from suspect companies 
MATTHEWS.O.B. Pro, eel Drecioralo ll-3. 88/07/ 10. QUTLF.R.W.R Pioteci DIrncIcieie 
1-2 5Epp. 52695 316-52505 344. 


R. Periodic operating reports 4 related correspondence 

9002080236 Forwards ‘ Fon Calhoun Station Performance lndicsiors,Dec tOOO " 
MORRIS. K.J Omaha Publ.c Power Ost'ict 90/01/24. Oocumont Comroi Branch 
(Document Coiilrol Desk), ip. 52540 265 52540:265. 

-9002050237 "Fort Calhoun Simian Poiformance Ind calora.Doc 1989 " 

• Omaha Pub'lc Power DlSlncl. 09/12/31. 133pp. 52540.266 62641 036. 


S. Reportable occurrences. LERa & reloied carrespondence 

9001260074 Spocal repl.on 991213.listQd fi'O barrier soels diecovorod In degraded cen- 
dio.'i 4 inoperable kt mote then 7 daya.On 69i2i9.iirQ barrier ponouetion 20-E-7 
broached 4 mciporabio foi more than 7 days Corrponsaiory measues in piaco 
MORRIS.K.J. Omaha Public Power D.strlct. 90/0i/i0 Oocumont Control Branch 
(Oocu.'no/)l Control Oosk) 2pp 524641 16-52454.1 10 

9002120036 LER 89-021-00 on 801010, ulil Iniormod by C-E of potential nonconsorva- 
tivo seipoinl in leacior proiocilon sys thermal rnarein/iow prurisuie inp unit Caused by 
error in r.corpoiating iransloni soipcmi analyses. w/000201 Hr. 

VOSS.K., OATES,W.O. Omaha Pubic Power D.stncl 90/02/01. 7pp. 52635 064- 
62635.090 

9002130049 LER 69-024 OO.on e0l22l,deiorrTi.nod that conlHlnmoni spray putnps 4 
suclon hesder piping not constructed lor uso oa backup to LPSi sys lot shutdown 
coc:ing.Caused oy inedeguaio roview of assumptions Firoweich ostabi-shod W/00020S 
III. 

6UELL,0., OATES.W.O. Omaha Public Power cistnet 90/02/05. 7pp. 52637012- 
52637:018. 

9002220062 LER OO-OOt-OOon 000106, liro barrlor for wall botweon audilory bldg 
Rooms 26 4 34 breachod but hourly firo watch patrol not osinbiishod Caused by tack 
ol sullicloni uain-ng lor eliift siiparv-sors Siand.ng oidor revised W/00(1208 Hi 
LEHMAN.L.L. GATes,W.Q. Omaha Publ.c Power Dlsiilci 90/02/09 4pp 52679.060- 
52679.063. 


V. Operator Examinations 

9002130258 Provides Info re generic fundamentals exam section of operator iconsing 
e>am to be edminisiorod on 900207 Map of aroa.Iisi of lodg ng 4 proHm nery Insbuc- 
iions oncl. 

COlliNS.SJ Region 4, Ofc ol Iho Oi.'ocior 00/01/29. MORRIS, KJ. Omaha Pubkc 
Power 0 strict 4pp. 52646:233-52648:236 

9002160198 Notification of 000226 S'.gnMicsni iiconsoo mooting w/ubi In Region iv otc 
for ulii 10 updaio NRC on licensod oporaior training 

CALLAN.L.J. Reg on 4, Ofc ol the Director. 90/01/30. Region 4, Ofc ol the Oveclor. 
2pp. 52669.010 52669.01 1. 

9002080243 Advises ihal i.eonsing exams scheduled for wk of 030514. Roquosis tof 
mall l.sied in Enci i be furnished by 8004 1 4 to meel schoduie. 

COLLINS.SJ. Region 4, Ofc ol the Oirocior. 00/01/31. MORRIS.K.J Omaha Pubix 
Power 0.Slricl. 12pp. 52694.214-52594:225. 
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F. Security, medical, emergency 4 fire protection plane 

9002060317 Ack receipt Ol 891101 fosponso to Generic Lit 89 07 4 Informs that Issue 
considered dosod. 

NEIGHOORS,J.D. Project Dirociotale l-l. 90/01/30. BRONS,j.C. New York Powor /Ui- 
Ihonty (formally Power Aulhonty ol the Slate 0< New York). 2pp. S3556;1B7. 
52S56.I66. 

9002070358 Fonvards temporary addendum to physical aecurity plan. Encl withheld (rol 
10CFfl73.2t i 2.790(d)(1)). 

6RONS,J.C. New York Powor Aulhonty ((ormorly Power Authority ol iho State ol New 
York). 90/02/06. Document Control Brancn (Document Control Desk). 2m. 
82592.095-62592 096. 


P. Oparatlng license stage documents & correspondence 

0001300181 Forwards Rev 3 to ••mserv.co Testing Program Plan. Indian Point 3 Nuclear 
Power Plent" 4 ro'lol requosts,por Co.-one Llr 89 04 Revised responses to generic 
itr.Pos'iions 6.4 4 10 also provided 

0RONS.J.C New York Powor Authority (formerly Power Authority of the Stale of Now 
York). 00/01/17. Documont Control Branch (Document Control Desk). Opp 
62471:169-52471:327 

-900l300tOB Rov 3 In ‘ insotVice Testing Prog'am Plan ir.d an Point 3 Nucloar Power 
Plant 

JACOBS.K. CRLANDO.T., RUSSELL, J.E New York Power Aulhofity (formerly Power 
Aulhonty ol the State ol Now York). 93/01/08. 146pp. 62471:192-52471:327. 

90020T007d Forwards Amond Of lo Licenso OPR-64 4 safely ovafuat-'ori. Amend re- 
vises Tech Spocs to permit oporoticn w/one or more Inoperable ma n sloem line 
saloty va'vos prov.dod that power range high neutron flux setpoint specilically re- 
duced 

NEIOHBORS.J.D Pro|oct Directorate 1-1. 90/01/24. BRONS.J.C. New York Powor Au- 
ifionty (fotmedy Powor Authority ol tho Slate of Now York). 2pp 52593.004- 
52591017 

-9002070083 Amond 91 to License DPR-64.ravlslng Tech Spocs to a'low plant oper- 
ation w/one or more Inoperable main sieom Lne safety velvos provldod that power 
rango hgh r*<Hii'on flux setpoini reduced to spocitic va'uo 
CAPRA.nA. Prr^aei Dl-ectorato l-l. 93/01/24 9pp. 52593.006-52603 014. 

-9002970066 Safety ovsiust'on supporting Amond 91 to License DPR 64 
' Oriico of Nuclear Roador Regulation, Ciroclor (Post 870411], 00/01/24. 3pp. 
52593.015-52593017 

9002070002 Advises that llcor^soe 60 day rosponso to Gonortc Ltr 68-20 re Individual 
p'ani exams accoplBblo.por 691027 Hr Exam results submittal on more expoditious 
schedule le holp avoid dolays encouraged since ubl has axtonsivo PRA expodonce 
NElGHUORSju. Projocl Drocioroto l-l 90/0f/30. BRONS.J.C. Now Ycrk Power Au 
ihoriiy (lorrneriy Powor Authority Ol the Stalo of Now York) 3pp. 52693:160- 
S2S03 162 

0001290051 Ooneilc Llr 90-02 to a'l LWR icenseos & applcanls re alternative roqulre- 
monis lor luol aesomb los In design features section ol Tech Spocs Sve list end. 
i>ARTlOw.jg. associbio D.recior lor Pro)oct» (Post B704ii). 90/02/01. Consolidat- 
ed Edson Co. ol Now York. Inc. 39pp 62637:056-62637 003. 

9002140234 Forwards responso lo Osneric Ltr 66-13, "Sve Welor Sys Problems Alloci- 
ing Saieiy-Roietod Equip-Tioni." um developing equ prr.eni layup progrom to bo Implo- 
moniod by Jut 1990 

BRONS.J C Now York Power Authority (fo'morly Power Authority Of the Stale ol Now 
York). 00/02/06 Documoni Control Drench (Pocuinent Control Desk). Spp. 

52653 288 52653 295 

9002220396 Frenis rapiecomoni osgos to 090310 Tech Spoc change submittal re 
itebino veivo lest fietiuency 4 indepondont ovo'spesd protection sya Roquosis that 
xiiotvei botwoon vaivo tests be incroasod irom monthly to yoaily. 

BRONSJ.C. Now York Powor Auiiioniy (lormeriy Power Aulhorliy ol (he Slate of New 
York). 00/02/00 Document Control Branch (Documoni Control Desk). 2pp. 

6269601 1-62696 924 

-9002220396 Pioposod Toch Specs ro turbine voivn test frequency 
• Now Yorti Pownr Au'hority (lermetly Power AulheiHy ol tno State ol Now York). 80/ 
02/09 I2PP 52690 013-52696 024 


O. fnspecllon reporls, IE ButWins 4 correspondence 


9001300498 Advisoa that draft final repi tor closooui ol lE BuHotln 79-23 found 
ecceplabio Load ong-noors lor lE Qulieims 64-02, 00-06 & 87-002 reesslgnod as listed 
BERLlNGER.CH Oonoric Communcellons Branch. NRC-05-85-157. 90/01/17. 
lOFY.n A PARAMETER. Inc 3pp 62513 856-5251 3:258. 

0001290186 Responds to NRC Qui:olin 69-003. "Polential Loss of Raqu'red Shutdown 
Margin Outing Raluoing Oporelions " Uiii w.ll Identify 4 evaluate each planned Inler- 
modisie coro location Iniondod to bo used during roluel ng. 

nuSSGLL,J.E. New York Power Authority (lormarly Power Authority ol tho Stelo ol 
New York). 90/01/19. R05SI.CE. Division ol Opoiationai Events Assessmont (Post 
870411) 3pp 524BB 001-58468 003 

9001310276 Forwards Saloty Insp Rapt 60 866/89-24 on 891108-09 4 27-30 4 notice 
ol violation NRC has undorstenOing that util will complete evaluation of auxiliary feed- 
water pumps.per NRC Bulletin 88 004, prior to Roluel.ng Outage 7/8. 

OURR.J P. R^on 1. Ofc ol the D.recior. 90/01/19. RUSSELL.J. Now York Power Au- 
thority (lormeriy Powor Authority ol the State of New York). Spp. 62503:214- 
62503.231. 

-9001310282 Notice ol v.oiailon from Insp on 09ft06-09 4 27-30. Violation noted:BS ol 
60lt30,meaeure9 osioblished lo assure that conditions adverse lo quality promptly 
corrected & corrective action inadequate to preclude repetition 
* Region 1. Ofc of thoDuoclor. 90/01/19 2pp. 52503 217-52503:218. 

-0001310267 inm Repl 60-286/89-24 on 891106-09 4 27-30.Vlolailon noted. Major 
areas fnspoctea dosign cltangos 4 mods.including lemporBey mods 4 followup re li- 
censee rosponso lO Conerlc Llr 69 04 4 NRC Bulletin 88-004. 

PHIVlOY.Lj. LOPEZ, A.E.. EAPEN.P.K. Region 1. Ole of the Ditecior. 90/01/11. 
13pp 62503:219 52503:231. 

9001230126 NRC Info NoHco 00-005. "Intor-Sysiem DIscherQe ol Reactor Coolant." 
Sve I Bl end 

nOSSI.CC. Division of Operational Events Aasessmani (Post 870411). 80/01/20. 
Coneolxla^d Ed son Co of Now York, Inc. 101pp. 62635:125-62535:227. 

0001230176 NRC Into Notice 90-006. "Potential for Loss of Shutdown Cooling Wh'le at 
Low Roactor Coolant Levels. " Sve list oncl. 

ROS5l,C.E. Dlv.sion ol Oporailonal Events Assessmont (Poai 070411). 90/01/29. 
Consrriidetetl Edison Co. of New York, Inc. 101pp. 52535:025-52635:124. 


e(X}1240190 NHC inlo Notice SO 007. 'Now 'nto to Insiiloh^n Mall Pertcrnia.~.ce & 
Oetjos BiocXage oi pvir Cwta'f'ir.ef'l Sumps " Svc list encl. 

ROSS'.CE Division ol Opetaiionsl Evonls Assosstiont (Post 070411). 90.'0l/.10. 
Consol'daieiJ Ed son Co. of Now Yc'li. inc 99pp. 525.1S 22852536 320 

9002060310 Ccnc'udos ifal u’.l 800425 tasporibo lo NRC Rul'eli'i SACCO te ttwnb’e 
tube Ih.nr.ing occopiable 

NEIGHOORS.JD PfO.oci Ctecioraio M SO/01/30 DOQNS.J.C New York PowO' Au- 
Ihoiity (Icrmetly Powor Auihoiity cl Ihe Stele ol New YCtk) 2pp 5255S265- 
52555 266 

9001250020 Suppi 2 10 NRC ln‘o Nphce Ofi-023. "Poieniia* lot Gas Omd-ng ol HPS' 
Pumps During LOCA " Svc I'St enci 

ROSSI, C E Division ol Opera; one’ Evenis Assossn^ooi {PoSI B70411) 00701/31. 
Gonsci.Jalod Edison Co ol Now York. Inc. 95pp 52533 329 52534 082. 

9001200196 NRC In'o Noi'ce 90 008. "Ki-OS Haia'ds Prcm Decayed fuol." Svc list 
end 

ROSSl.CE Oivisicn ol Operational Events Assossmoni rPosi 670411) 00/02/01. 
Consolidated Ed.Son Co. ol New Yoik. Inc 77pp. 52583 100-52563 256. 

9001290102 Suppi I 10 NRC Into Notico 66 030. "Targol Rock Two-Siage Saleiy/Roliel 
Valvo Soipo nt Drill Update ’ Svc list enci 

ROSSl.CE D.vision ol Cparaticnai Events Assessment (Post 870411) 90/02/02. 
Consol.daied Edison Co of flow York. 'nt. 70pp. 52556 230-525S6.317 

6001300424 NRC InlO Not ed 90 009, Eilonded imutim .Storaga Ol Low Lovol Rad- 
waste by Fuel (^cIq & Mans Llconseas " Svc list end 

CUNNINGHAM, n.E Divisen ol inousinal & Medical Nutloat Saleiy (Posi 870729). 
90/02/05 Co-nso'idaied Ed son Co of Now York, inc tOOpp 52583.257.52584:004 

6002220712 Forwards Insp Repi 50-266/60-22 on 690926-1106 & nonce ol v.clalion 
LINVILLE.J.C. Rogicn 1. 01c ol iho D roCor 90/02/06 RUSSELL.J Now York Power 
Authority (lorrr.orly Powor Aulhoiily of the Slate ot New York). 2pp S2G96I88 
52696 200 

—9002220714 Nonce ol v.olniion from map on 890926-1 lOO.Violailon notod sioam oftn- 
erator pressure iranamliior cross-wired resu'iic.g Irom lnacc<Ka>o insiai'aiion d'awirg 
' Region 1, Ole ol mo OuectO'. 80/02/06 Ip. 52690 l90-526!>6 160 

-9002220724 Insp Ropi 60-266/09-22 on 600926 Itoeviolauon noiedMa.tir areas 
inspocied regular 6 backshifi Insps ol onsite activiiios by restdo.ni i'ispociors.inciuCirtg 
wdokond & backshift Insp on 891001-22 & 1 104. 

MEYER.GY/. Region 1. Ole Ql the Oveclor. 90/02/00 tCpp, 52096161-52696200 


R. Periodic operating repom & related corrospondenco 

6002060296 "Porsonno! Whole Body Exposure for CY89." W/909124 lir. 

RUSSELL.JE New York Power Authonty (formerly Power Auihcnly of ihO Stale ol 
New York) 86/12/31. 2pp. 52609.260-52609 269. 

6002060063 "1669 Annual Ropi Number ol Personnel 6 Man-Roni by Work S Job 
Function " W/900124 Hr 

RUSSELLJ E. New Yoik Power Authority (formerly Power Aulhcniy ol tbo Slolo of 
New York 89/12/31. RUSSELL.W T. Region l. O'c ol mo O.recior 2pp. 52615071- 
62615:072. 

9002220216 Monthly opoienng rept (or Jan tgOO lor Indian PpM 3 Nudoet Power 
Plant W/d00202 Itr. 

SMITH, S., RUSSELL.J.E. Now York POwor Aulhonty ilormody Powor Aum-Otiiv Ol Hio 
State of New York) 90/01/31. 5pp. 62673.254-52673 256 


S. Reportable occurrancee, LERs i related correspondence 

9002220371 Pari 21 ropi re ma ni ol AutomsHc Valve Corp MSlV ft/or ma'n sioam rpyol 
valvo using spannor wrench in ordor io avoid so'enold valve siom 08mago.por 1904- 
65 change in design Maht Instrusiions e.ncl. 

HUTCHINS.T. Autorrauc Valve Corp. 90/02/02. NRC - No Oetarod AttiiQUon GNen 
38pp 52736 068 52738 105. 


V. OpecBtor Examlnatlot^p 

6002140160 Forwards revlsod NRC Forms 393 & 396 teporsonei pueMicaiions slate- 
moni licensee & cortlficai on of modrcai exam by lacrlly 
I censee.rospeciively.App'icaHons lor licenses should be submitted on lowsed form by 
900201. 

GALLO.R.M. Region I. Ofc of the Ouecior. 93/01/05. RUSSELLJ Now York Power 
Authority (loimerly Power Aulhority ol the Slate of Now York). Opp 52655 283- 
52655:300. 

9002070297 Requests that I sied candidates lake genehc lundameniais oxsm section of 
cpe'alQt licensing exam on 900207.AII candidates invcNed <n ubi Inufel ucensod oper- 
ator training program 

RUSSELL.J.E. New York Power Authority (lormorly Powor Aulboniy of the Slate ol 
New York). 90/01/22. RUSSELL.W.T. Region 1, Oic ol the Diroclor. 2pp. 52592.160- 
52592:16(. 

9002140132 Advises that administration of generic fundameniais exam eechon of writ* 
len operator iicons'ng exam will conform lo (istod regisiraticn & exam procoss gufde- 
I nos which wilt be in^udod In noxt rev ol NUREG'l02i,por Generic Lir 89-17 
GALLO.R.M. Region 1. Ole ol the Diroctor. 00/01/24. BUSSELLJ. New York Power 
Aulhority (foimoily Power Authority of Ihe Stale of Now York) Opp. 52653-162- 
52653:169. 
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F. Security, medical, emergency 6 fire protection plans 

9001310464 Forwards levised Ucerkso cordVion lot planl.incorporaling Rev 2 to ISFSl 
security program, for Into. 

MCKE^P. Reactor Safeguards Branch 90/01/17. SJOOLOM.G. Fuel Cycle Safety 
Branch. 2pp. 62408:129-52466.130. 


9002060243 Forwards public v 0 is:on ol Rev 33 to Crisis Mgt Implemenbnti 
C1.tlP-t. ''Rocovery Manago' & immod.aic SibIc & Rev 24 to CM'?.? • K 
P;a'»'’W/900i3i roloasomorro 

TOCXCB.H 0 Oiiko Powor Co 90/01/10 Oocumenl Control Branch (Rnr. 
Ifol Oflsk). 2pp 52661.008-52661 263. 

-9002060249 Publ'c version ot Rev 3.1 ro Crisis Mot Implerr.oniing Piocedui 
"Rocovary Manngor & (mrrod-aio Siaif & Rev 24 to cyiP-2 'News Gn 
■ Ouko Powo.' Co 90/01/10 273pp 52561 01 1-52561 263 

90020CD1S0 Forwards pub'ic vots'pn Ol Rov 90 01 IO Voi C IO "Oconee Nucif 
Implementing Pjocortutos Emorooncy Plan " & Rev 89 03 to Vol A to "Oco' 
a/ Siolion Ema.'goncy Plan " w/000i.1l reioaso memo 
TUf^KER.H D Ouko Powor Co 00/01/19 Documoni Control 6'anch iDocu- 
trolOosh) 2pp 52560.167.52561.007 

-9002060155 Public votsipn ol Rov OO Ot to Vol C, "imp'ememing Picpceduies 
OARRON.H.B. Dukn Power Co. 90/01/03 lOpp 52560.169 52560 199 

-9002060168 Pubi.c vo.'sipn ol Rov 69 03 to Vol A 10 "Ocoroo N'uclea; Sta'- 

S WKy Flon " 

AHflON.HB Duke Power Co OO/OI/I? 16‘Jpp 52560 199 52561 007 

9002090040 Forwards Rev 3U lo socunty plan W/o enci. 
lUCKER.HU Duke Powor Co 00/01/22 Documeni Control Branch (Docu' 
irolOosk} 2pp 52600 043-52609 044. 

6002140196 Clarilies position ra oxorcise waaknossos & inspociai loiowuo I'e 
in Insp ReplS SO 269/89-29. 50 270/69-20 & 50'2e7/89-29.Enhancemenls li 
nrcAbons oqu pmont at simu'atoi insmvod sinco iasi exercise 
ruCKER.II B Duke Power Co 90/02/02. Document (joniiol Branch (Oocui 
UO! OosM 4pp 52635 150 52655 159 


P. Operating liccnee stage documenla & correepondonce 

9002060174 Forwards notice of consideration ol issuance of a.monds lo lacii. 
pppcitun-iy lo' hearing lo request Int amends to licenses, revising Tech : 
u^ato LOCA I'miiod max aroweblo imoai h.nai rare 
WieNS.LA Pro.OCl Dirociomto 11-3 90/01/16. TUCKER, HB. Duke Power 
52594 276-52584 281 

9001310250 Foiwatds add! into m ot 670014 tequosi lot amsr.d to 

CPR-30,C>Pn-47 & OPn-55,ievising Toch Spec 344 to raise mn upper su 
level from 5 to 6 ft 

TUCKER.HB. Duke Power Co 90/01/23 Document Control Branch (Oocum 
not Desk) 2pp 5251l:ie0-526iv2OO. 

9001310093 PoiWDids suppi to 800631 p'oposod amend to auxiliary olecidcsl i 
Bpocs.po.' 000109 8 to moaimgs w/NRC. Tochn-cal lustilication & NSHC tf 
loma'r^s va’id 

lUCKEH.HP Duke Power Co. 00/01/24 Document Control Bie.nch (Docuir 
liOlOusk). 1p 52503 114-52503:136. 

-6001310095 Pinposod Toch Spec Pagns 3 7-i through 3.1-M ro eux'ha.'y ■ 
ays 

‘ Ouku Powor Co. 00/01/24 22pp 52S03: 1 1S S2S03'138. 

9002010058 Requests approval to usu Alloy 690 plugs ns aiiernaiive lo reguirer 
lOCFRSSlBl.codes & stds lor ptanis prior to 900220. 

TUCKER, HO Ouko Power Co 90/01/24 OocumonI Control Branch (Docu.'iii 
irOlUosk) 4pp 52531.125-52531:126. 

9002060092 Advisoa that uiii 691101 response lo Generic Lir 66-20 re indiv.di 
exams occepiabio.Aniic'peloe that adoi analysis or reporting reQu'ie.Tents 
have fldvo'so oiled on schedule. 

MAniltWS.O.B. PrOjOCl Directorate 113 90/01/24. TUCKER.H.D Duke Po 
3pp 52659: )76-5265G 170 

9002070144 forwords ''Nuclear DoS'pn Moihpdology Using CASMO-3/ Surul- 
Ropl prosonis CASMO 3/5'muleio-JP i-odo sequence as loader rrodel lor 
(oioBd dsrgn cnlcu'ailona. 

TUCKER.H.D. Duke Power Co. 90101 /24. Oocumenl Coniiol Biahth (OocurriS 
trot Desk). 32pp 52586:243-5250/ 012 

9002060038 Responds to Generic Lli 09-13, "Svc Water Sya Problems Atfecnng 
Rofaied Equipmoni.'' Program lo sampio & analyze Intake siruciures lor Asieti 
to bo doveli^ed 

TUCkER.H 0. Duke Powo; Co. 90/hi/26. Document Control Branch (Docume 
lr(4 Desk) 21pp 52556 077-52556 097. 

9002120256 Summaiy of 900109-10 meeting w/util re details of proposed eha 

K ant electrical sya Tech Specs 

lENS.CA PtO'iOCI D,t 0 ClWol 0 11-3 90/01/29. Ptolocl Oitotfotaia ll-.: 

52630:156-52630 169 

9001290051 Generic Lir 90-02 lo all LWR llconsooa & applicants re aitarnative i 
mania lor luol sssomWios in design loalurea sochon of Tech Specs Svc hsl ©nc 
PARTLOW.J.Q. Associate D.rector for Prolecls (Post 670411). 90/02/01. Co.n 
oti Edison Co. ol New 'York, inc. 30pp. 52637 065-52637. 003. 

9002090329 Forwards Amends 177,177 & 174 to Licenses DPR 36.0Pn-47 i 
SS.rospeciivoiy.aafaty evaluation 6 environ assessment, per N B/uno 9001 16 r 
iNQRAm.R.K Pro|8ct Directorate 11-3. 90/02/02. TEER.0 R. Trace Co. ip 526 
52614 029 

9002130031 Summary of 900116-17 Inlorfaco meoting w/util at sue re licensing- 
Iat 07 Issues List of attendees, handpuis & egonda end. 

WieNS.LA. Ptoletl Oiteclotaie ll-3. 90702/02. Piolaci Ovectoraie li 3 
52646:278-52646.307. 

0002220322 Applicallon for amends to Licenses DPR-30.DPR-47,OPR-56. NPF- 
17.NPF-35 & NPF-62.Amonds Involve relocating rodioloq cal etlHrom Tech of 
respeciive stations selected l-censoo commitment manuaf 
TUCKER, H.0. Duke Power Co 90/02/07. Document Control Branch (Oecomer 
bo) Desk). 6pp. 52667.021-52668.020 



-90022203?? Pioposed Tocn Specs.ra'ocning rodiclco col etlluont Toch Spocs to «mi- 
iwtfirt I cenaoo co'^ff'iin’eri manual 
• dX Power CO. 90/02/07. 29pp 52667 027-02667:055 


Q Iftjpectlon report#. IE BuliellriB & correapontJonce 


0001300498 Advisee that d-aft Inai rept lor closooul ul IE QUIotio 79-23 loiind 
o^fVflciaO'e Lead enanoors loi IE Bu letins 6-1 02,60 06 & 67-002 ro8Sa^;r.ocl as IslOtJ. 
hIrl NgIrCH 2en9,,c Co-aimurfcatons Rranofi NRCQS-BS Ib?. 0O/0l/t7. 
LOFY.R a parameter, loc. 3pp. 52513 256 52511 256. 

9002020226 Fo-'wardS Insp Rcpls 50-269/89 37,50 27O/09-.17 & 50.PB7/89-37 on 
091127-1201 & roiico ol violaion Aiionllon Invilod 1o iinroaolvod «om 
JOLIANC A Region 2, 0‘c ol tlio 0:reciOi 90/01/1/. TUCKf-H.H R Oi-ho Powor Co. 
3pp 52540 136 §2540 140 


-9002020228 NotiCO o1 vio'a'ion (lom insp on 891127-1201 Viclatlon rAtod.ulil insorvico 
nep p an Icr second period ol second inlorvnl nol .n ro'iloirranro w/ASME Sociicn 

JUUAN.CA Reg on 2. C'C ol tho Diroctor 60/01/17 2pp 52540 t39 52540 MO 


-9002020232 Insp Ropis 50-269/09 37.50 270/00 37 & 50 267/60 37 ton 891127. 
1201 Vi"iaio.n noiodMaloi aioas nepociod inaarvlco nsp..ncludro obaorvailcn ol 
work a work ocliviiies a rov.ow ot acliona tu Unil 3,2n:t mioivel roqueai IO« tHol 
CCLEV.JL, OLAKE. IJ. Rogion 2, 0!-j Ol lliu Diror.lor. Ofl/Ol/lQ 6pp. 52540 Ml. 
52540 146.’ 


9002000127 Responds lo NHC Bu'loiin 69 003. "Polonlial lose ol Roqiifort Shuldcwn 
Marg n Ounng Rolueling Oporniiona " Allerled plant proroduio tor coio lOlODiiirig re- 
vised 10 Include imp'ornontation ol Qos.gn enginrinrlng enalysoa 
TUCKER H B Ojke Power Co 90/01/26. Documcnl Conirol Urnncli cnncumont Con- 
trol Oeskl 500 52594 302 62594 306. 

9002120254 Responds to NRC 601229 Hr to violniicns nolod -n Inap Ropts 50-269/69- 
31 50 270/89-31 a 50-267/60'3i.Cnrtoctivo actions penotrotion 53 tnotiliod to n'low 
Type C lesimg a valves IN-IGI & 1CA'29 on ponoirnllon 30 Typo C losind 
TUCKER, H a. Cuko Power Co. 00/01/20 Docunmnl Ccnirol Qtnncn (Oocumont Con. 
Irol Oeskj 3pp. 62607 045-52607 047. 


9001230120 NRC Info Nol.co 90 005, •'Inlnr-Sysioni □scHaign ol Roar lor Cooloni" 
Svc iisi end. 

ROSSI, CE Division of Oporailonel Evonte Asenssmnnl (Poet A704II) 00/01/20. 
Conso'idelod Edison (io ol Now Ymk, Inc lOIpp 62535 126-52535 227. 


9001230176 NRC inlo Noilca 90 006, "Potontial lor l Obs ol Sliuidown Coolmg Whllo ni 
Low Reactor C/OO'enl Love'.#.” Svc list oncV 

ROSSI, CE Division ol OpotoUenai Evonis Assyssmgni (l*osl 670411) 90/01/20 
Conso'ideied Edison Co ol Now Yqik, Inc lOlpp 52S35 025-52535 124 


9001340190 NRC Into Noi-cp 90-007. "Now Info rn Insulation Mod Purlimennco A 
DoOns B'ockago of PWR Como nmoni Sumpa " Svc list nnm 
ROSSI, C.E div.sion of Opeialionai Evonia Assussinam (Post fi704ii) 99/01/30. 
Co-ieo'idaiod Edison ol Now York, Inc OOpp S2S35.226 52535 329. 


-9001300174 Monu-ily oporol..nQ ropts lor Doc 1960 lor Oconee Niidoar Station, Units 
1.2 6 3, 

WlLllAMS.nA Duko Power Co 69/12/31. 16pp 52*194 233-52404 240. 

01)02200204 Forwards monthly oporaing ropts for Jan 1900 lor Ocomio NuCloar 
SiaLon.Urvls 1,2 a 3 a monih'.y opoialing siaius topi lor Doc 1069. 

TUCKER.H D. Ouko Powoi Co 00/02/15 Oocumont Control Branch (DocumonI Con 
Irotnosk) Ip 52721334 52721 350 

-9002230262 Month'.y o/iprailng rople lOf Jnn 1090 tO' Oconoo Nudour Siatlon.U/iHs 

1.2 & 3 

WII LIAMS.R.A . MOSER.S.W Duko Powor Co. 00/01/31. Mpp. 52721.335- 
52721.349. 

-9092200206 Morphiy oporoting siolus ropts lor Dec 1000 tor Ocnnco Nucioar 
Slnlion,U/)rls 1.2 A J 

• Dgko I'OwOf Co 09/12/31. tp. 52721:350 52721350 


S. Reportabta occurrences, LERs a related corroepondenco 

0002140213 Adidsos dial LEH 260/90 SOI ro fe.luro of socurily access conirol program 
wil 1)0 eubmiitod by 000219 in order lo provide add: timo to assure mat campior.on 
arvo cictrocbvo aciOns dovulopad & dontmoniod in rcpi 

BARHON.H fl fX,ki) Powor Co 1)0/02/02. Documeril (kjntrol Urnncti (Docurnont Con- 
Itoinoali) Ip 52851 357 52051 357 


Y. Ory Caslc Indepandenl Spent Fuel Storage installaliona 


9001310464 Fi^arils tuvisod Iconsu conpiiion lor planl.lncorporailng Rev 2 10 ISF.Sl 
sucutily progrnm.lor into 

MCKEt.P Hoacior Sofocuards B'anch 00/01/17 SUOBI.OM.G. Fuel Cycin Safety 
Oracicti 2pp 52408 120 §2496 130 

9002010273 Forwards Llcnnso SNM 2C03.autlicrl;lng 20 y' term to recoivo. 
poenosa.aioro a iranslcr aponi fuol irem units In iSF.m locAlQd ul faiCilily.por 
iOCFn72.SEH a r.oiicr) Ol issuanco 

SjOOIOM.OL fuel Cyclo Snloiy Branch 00 /O 1/20 TUCKER, HU Duko Powor Co. 
4p(. 52614 303 52515069 

-0002010266 Liconsn SNU-2503, authorizing 20 yr term to rocrilvo, possess, elom A 
irenslor eponi fuol fruni p'arii in iSKSi iiicaiod nl site. 

SJOULOM.OI O-viSlon of Ir’.tluslnal a MndlcHl Nudonr Safety (Post 67R729) 90/01/ 
20 2/pp 8V5M 307 52514 333 

-0002010294 Salniv oveljation autlionzinn 20’yf turrn lo rorn.vu.possuss, sloro & Irptm 
lor speni lunl -ri ISFSI localt'd nl locility 

* Oihcu Ol Nuclear Mmorini Safely & SnloguA'ds.D-rcrilor 60/10/31. 02|ip 
52514 334 525 1 5 COS 

-0002010305 NoliCO ol tssimnro ol Licenso SNM 2503 for ISFSI nl fdC.I ty. 
-SJORlCM.GL Fuel Cyr:lri Stiloly Brunch 90/01/29. 3pp, 62515 060 5^515 ORO. 


9001250020 SuppI 2 K- NRC Inlo NoilCO 6n'023. "Palonilni lor (>na ()md,iiQ ul MPSI 
Puf^ Our/ng LOCA " Svc hsl onci. 

ROSSI, CE Division ol Oporeliona' Evonia Asso8Srr.ent {Post 8794ii). 90/01/31. 
Conso'idaiod Edison Co 01 Now York, Inc 05pp. 52533 320-52534 092. 

9001260168 NRC Inlo NollCO 90 006, "Kr 85 Hazards From DorriyOd Fuel" SvC ■•si 
end 

flOSSi.CE Division ol Ope-al/oriaf Evenis Assr/ss/rto.nl (Posi 870411) 00/02/01 
Conso'ldaiod Edison Co 01 Now York, Inc. 77pp 52503:160-52563 258 

9001260102 Suppi 1 lo NRC Info Nqi co 08-030, "Targei Rock Two Sioo<* Siiioiy/noiioi 
Valve Seipoim Drill Update " Svc list onci 

ROSSI, Cb Division ol Oporallonal Eventa Assesamont (Posi 679411). 90/02/02. 
ConsoMdiOd ErJisonCo. 01 Now York, Inc. 70np. 52558 238-52558317. 

6002140196 Claril.es pos'ion ro oxercisu wooknossos A Inspoctor loiowup iioniH eoied 
In Insp Ropts 5a.289/og-20, 50-270/89-29 A 50-207/69-29 Enhoricemonla lo commu 
n'caiicns oqu pmom ai simulnior insiallod ainco last oxorcisu 
TUCKER, H.B. Duke Powor Co 90/02/02. Oocumnnl Control Branch (DocumonI Con- 
trol Desk) 4pp. 52855:156-62656:169. 

9001300424 NRC Inlo Notico 90 009, "Exiondod Inlorim Siarago of Low LovcH Rnrl- 
wasie bv Fuel Cycle A Malls Liconsoos." Svc list onci 

CUNNINGHAM, R E Div.slon ol Induslnal & Modrcal Nuclear Saloiy (Posi 670720) 
00/02/05 Consolidaiod Edison Co ol Now York, Inc. lOOpp 52583.25/.52504-084 

9002160262 Revises response to violation 86-17-01 noiod In Insp nopta 50-260/00- 

17.50- 270/88-17 A 50-287/80-17 ro lack ol app'lcaWo procorlu'os I 01 ma'nt 
activities Hell ol 600-volt broakars will be (osiod during uach roruol ng outego. 
TUCKER,H.0 Duke Power Co. 00/02/05 Document Conirol Orar>cb (UocuiT4)ni Con 
trol Desk). 3pp 52656:159-52658 161. 

8002230182 Rospondt to NRC OOO 1 OO 111 re vloioiions nolod In Insp Rople 50-260/80. 

36.50- 270/89-36 A SO-287/89-36 Corroclivo action, opniaioi closod 3ip 2 A 3lp-3 lo 

invonto/y as inrjicalod by docroaslng lovoi ol loldown aioiago lank 
TUCKER, H.B. Duke Power Co. 90/02/07. Document Control Brunch (Document (3on. 
trol Desk). tOpp. 52709:237-52709:246. 

0002230643 fleyjonda lo NRC OOO 1 1 7 Hr ro violations noted in insp Rople 50-200/80- 
36,v0-27O/e9-36 A 50-287/09 36.Corrociiv0 actions oriof corrocted in accordanco w/ 
QA Proceduro OA-613, 

TUCKER.H. B Ouko Powor Co. 90/02/16. Doniimonl Control Orancti (Document Con- 
trol Dosk). 4pp 62715:350-52715 361 


R. Periodic operating reports A related correspondence 

monthly operating ropi lor Doc 1909 lor Oconoe Nuclei 
1 r TOYisecf monfhly oporeilng status ropt for Nov 1989 lor Urtl : 
uni Co 00/01/15. Document Control Branch (DocumonI Coi 

trot Desk), ip. 62494:232-52494:251. 


9002070204 RosinmuIs 10 600300 roquusi lo luvluw iimtl Biibmiltml liy Itr, did 
OOOilO.oiixifiiHiiii nouito s’r.-o.'d 003 QO Ol (raPSfi.'r cask p’OiiOiftil lolio usoci In cprir* 
niion ol ploni tSFSi. Design mod m complini’.co w/tOCFI 172.46. 

ROIILTITS.J P Fuol Cyclo Siiluly Branch 00/02/01 TUiKL'R.1 1 D. Duko Power f' 4 ) 
2pp 520051)06 6^5033. 

-0002070219 SER accopt nn cJusipn Change 10 Itunslor cask (or ut-l ISFSI 
• Offico of ffuctoar Moturaf .Safety A SafouuiiriJs.Ufrocror. Sdpp 

62605 010 52605 033 


DOCKET 60.260 REED COLLEGE RESEARCH REACTOR 


V. Oporalor Examlnallon# 

9002070332 Roapends to 600014 Itr ro pn-iho-joh Ira'n ng A ovaluallon cnncorning pro- 
posod rotyioiiiicaiion plan.Niei cn 10 operators issuod doiei'ir^g policy on Bub| nruas.os 
ailcvnufavft to proki'f ng doia'is oa po't of plan 

nUBY.L. Ruud CoTopO, PonianO, OR 00/01/17. MClIAELS.T.S OKiCO Of Nuclooi 
Hondor nogulailon. iTrnclor (Posi 67041 1). 4pp. 52604:203-52604 260. 

0002230622 Inlorms lhal reactor oporalor A aon'or rcocior oporotor oxnms achodu'ed 
(or wh of 9005l5.Enci ml mail roquuslod by 900318. 

KfRSCH.frr Roglon 5, Ofc of tlto D.rocfor. 00/02/16 BflAGOON.P Rooif Collogo. 
POftland. on lipp 62702:094-52702 104. 


DOCKET 60-209 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 


P. Operating license eloge documents A corroepondenco 

9002020102 Requouls opprovoi lor use ol RAW atuam generator plugs mig w/al(ornoto 
man (nIcKel haso alloy/Ailoy 800). Alloy 600 has superior corrosion rosislanco lo pti 
mery wetor stress coitosion clocking 

OEviNE.J.C Qor-.ornl Public Utilities Cotp. - GPU Sorvico Corp. 00/01/25. DocumonI 
Conirol Branch (Oocumont Control Desk). 3pp. 52526:107-52628: 166. 

9002080046 Forwards clanlications lo apoolic noma In NRC 091227 SGR. por 600417 
rosponsQ to stoilon blackout rule for loclliiy. Mods A procedure changes re ru'.u com- 
phonca expoctod to tie compieiod by and ol Refueling Outage OR. 

MUKILL.HO Qonorai Public Uliliilos Corp. • GPU Service Corp 90/01/25. Docurnani 
Conirol OrarKh (DocumonI Control Desk). 3pp. 62000. 120-52609.131. 

9002070267 Provides addi Into euppori.ng dolerral ol Solsmic Quo'ilication Util Group 
wrdkijowns lo lOR ouiaqo Porlormonco of waikdowns provido proper achodu'.ing A prl- 
only for rosolulion of U§^l A-46 for TM(-1. 

HuklLL.H.D. Gonoial Public Utilities Corp • GPU Sorvico Corp. 00/01/20. DocumonI 
Conirol Brench (Oocumoni Conirol Desk). 3pp. 62004.392-52604:293. 


uuurvc I HU 1 1 civio 


8(H)2O0OO38 Fofwariis fospcnso (0 Genome Lw 89-13. • Sve Waiei Sys PfcWems Atlect- 
ing Sa'oty Peiaiod Eg.i?.T.eni ' Audit lopt cfetetmned lhal operebon of decay haat 
closed cooi ng water eye cone stent w/doslgn basts dccumants 
HUKiLL.H.D. Gonoral Pub'ic Utives Corp - GPU SeArice Corp. 00/01/28. Document 
Control flrencfi (Documoni Control Desk). 0pp. 52S9B'3&4-S2S96 381. 

9002120299 Adv.ses ol EPPI release ot Mod 2 ol VIPRE-Ol con^iar code wheh uUl 
Intends to use as desenbed m top cei top's. Cnatvftos odginaled tcom co-weius le- 
ceived Item code users & assgncd CHt0l-CHi77. 

TUCKER, M B Ou<e Power Co 90/01/29 Cdcumoni Conircl Branch (Docurront Con- 
trol Desk} 9pp 52626 049-52626 357. 

9001290061 Gere'ic Ltr 90 02 to a I LWfl kcenaeea & aw'icanta re alternative reoure- 
mertta lor fuel assemb'ies h design features aeciion ol Teen Speca.Svc I st enci 
PARTL0W,J G. Associate Ouecior tci Prclecte (Post 870411). 90/02/01. Consotidai- 
ed Ed.son Co of Now Ycrk. inc. 39cp. &2637:0S5-S2637;093 

9002I300S9 Forwards Amend 152 to Liconso CPR-50 & eaieiy evaluation Airond 
changes vsIjq of moderator temp coett cle-'t regu led by Tech ^leca & changes defi- 
n.tion o( rrax core lim 1. 

HERtJAN.R w Project Oi.'ecloraia 14 90/02/01 HUKILL.H 0 Oeneia* Pubic UU ibes 
Corp. • GPU Sen/ca Cerp 4pp. 52645.344-52645358. 

-9002130066 Amend 152 10 License CPR SO.tevisng Tech Specs by changing value ol 
modO'Slor temp coetficieni definiiion ol man core I u lim-t 8 lelocu-tg ircreasem alow- 
able l.neor heal rate hm i & rol'ecia h ghor level in botaied water lank. 

STOLZJ.F. Project Oireclo'ate 1-4 90/02/01. 7pp S2645 348-52645.354. 

-9002130072 Selcty evaluation sworiirg Amend 152 to License DPfi-50 
* Olfice ol Nuclear Reactor Rogu'atian, Diicctor (Poel 670411) 00/02/01 4pp. 
52645 355 52645-358 

9002160179 Advises that use of Alloy 690 as proposed aneinai-vo to use of Alloy 
SOO.acceptablo.pQi fi00t25 tooueat Mieir>ate mail is ntWol-base alloy w/ASM£ Oestg- 
nai'on 89-166 

STOL2.JF Picjed Diroclorato 1-4 93/02/09 HUKILL.H Q. General PubIC UbUos 
Corp ■ GPU Service Corp 2pp 52657 359 52657:360 


0. Inspection reporia, IE Buiietine & correspondence 

9001300496 AdviSes that dralt fi-'al ropt lor c'OSCOul of IE 6Ulei-n 79 23 found 
eccoptabie.Load enoineera for lE Bui'etns 84-02.80-06 8 87-002 teasagoed as isted 
BERIINGER.CH Gonoric Cornmumcaicns Branch NRC0585-t57 9l>'0i/17 
LOFY.fi.A PARAMETER, Inc 3pp 52513-256-52513:258. 

9002010369 Forwards Safety map Repi 50 289/89-25 O-n 89II09 12I8 8 noi«e Ol vio- 
lation 

VJENZlNGER.e C flec'on 1, Old of the OkocICi 93/9W19 HUKILL.HO Cer-.o«ai 
Pub'lc Ulllities Corp. ' GPU Sorvee Corp 2pp 52515 147-52515 l60 

-9002010372 Insp Rapt 50-269/6925 cn 69li00'i2i0No vloial>or>$ o> uniosolvod 
itama idonniiad Ma.or areas inspected piam operanona.maini/auiva.iiance 8 eng noor- 
ii'g/iochn cot support acLvi'.os<e plant safety 

COLLINS.F.E. Rogio-n 1. Olc Of the Ch'ecior 90/01/Id I2pp $2515 149-52516 160 

9002070033 Forwards response to NRC Sulotin 89-003. "Potennai Loas ol KoQuvod 
Shutdown Margi.n Ounng Roluelmg Operelions " Relueting procedure govorn-ng fuel 
loading in core wi i bo revised to iiT.pierreni specified rcniuvemeni 
HUKILL.H 0 Qono'al Pub'ic utiiies Corp - GPU Service Ca*p 90/01/19 Oocvmem 
Control Branch (Oocumeni Conlrol desk) 3PP 52S98 266-52590:250. 


R. Periodic operaiing reporia 8 related correspondence 


9002220467 Monthly operating rept for Jen 1000 for TMI-I.W/9C0215 
SMYTH, C.W., HUKILL.H.D. General Public U|i|iiios Corp - GPU Se- 
31. 8pp. 52673094-52673:101. 


S. Reportable occurrences, LERs & related correspondence 

9002220371 Pod 21 rapt re maim ol Automatic Va've Corp MSiV 8/oi 
vBlve using spanner wrench In o-'dor to avo d solenoid va've stem - 
65 change in design. Malnt msttuctions enci. 

HUTCHINS, T. Automailc Valve Corp. 90/02/02 NRC • No Oolailei 
38pp 52730.000-52738 105. 

0002130369 LER OO-OOI-OO.on 900l07,in8dverloni trip of reaett 
ocouiced.lcIlONOd by inadvertent engineered safeguaids 
actuation Caused by inadaquaio procedural dots I Procedj.-e Irrproi 
900206 Mr 

KNIGHT, M R , HUKILL.H.D. Gene.-el Pubic Unities Corp • GPU Ser 
06. 8pp. 52637 047-52637.054. 


V. Operator Examlnetlone 

0002140276 Forwards revised NRC Form 396. "Certification of Modict 
L'censeo" & Form 396, "Porsonai Ous'ilicationa Siatemont-L censei 
for l-censes shcuid bo submitted on revised forma by 900201 
GALLO, RM Region 1. Ofc of the Dirocto.'. 00/01/05. HUKILLH 
Utilities Corp. • GPU Service Corp 0pp. 52655:277-52655:204 

9002140084 Discussoa generic lundementais exam seciion ol wntie-n 
exam por Generic Ltr 69-i 7 Exam sed-on w-il consist ol 100 multipli 
w/passing score set at 60% Rogist'aiion form end. 

GALLO.RM. Rogon 1 . Olc Ol the Director. 90/01/24 HUKILLH 
Ulil-lles Cerp. • GPU Service Co.'p Opp 52655 094-52655.101. 

9002220630 Forwards Roqualificai on Program Evaluaiion Rept 50-26 
mmslorod on 091106-17 Four crews passed simu'ator portion 8 i< 
pohione of exam. Ovotaii exam rat ng aatislaciory. 

GALLO, R.M. RoQ,on I, Ofc of me DifOCIor. 90/02/00. HUKILL.H 
Uliiibos Cerp . GPU Se.-Vice Corp. 2CP 52D00.I06-526U9.117. 

-9002220039 E>am Repi 50-2Sg/UU-20OLnO on 001 106-1 7.Exem 
passed smj’atpr po'iion & 10 of 20 oporatore paseed all portion 
exam rat ng sBlisfaciory. 

NORRIS.DS Region i, Ofc of the Director. 90/02/07. lOpp 6261 


DOCKET 60-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


P. Operating licanae etege documanta & oorraapondenco 


9001290051 Gononc l.lr 60-02 to all LWR llconsous & eppllcanis ro i 
menis lot (uei assethbiies in design (oaiutos aocilon ol Tech Specs i 
PARTLOW.JQ. Aasociaio Dracioi for Piojecis (Posi B7041I). 90/( 
od Edison Co ol Now York, Inc 3epp. S2637.0S5-S2D37 003 


9001230126 NRC Info Noice 00-005. "Inier-Sysiem Oecharge of Reacior Codanr' 
Svc fist enci 

ROSSl.CE 0.v.8on cl Oporationa' Events Assesemem (Post 070411) 90/01/20. 
ConsoTdaied Ed son Co of New York. irtc. lOipp 52535 125-52535:227 

9001230175 NRC Info Not ce OO-COO, "Poiemiai for Loss of Sh-jidown Cooing While at 
Low Reactor Coolant Levo'S " Svc I st end 

ROSSl.CE Division of OperaIio.'’ai Evonis Assossmoni (Post 070411). 90/01/29 
Consolidated Edison Co Now York, me. tOlpp 52535.025 52535 124 

9001240190 NRC Into Notice 00-007, "New Irtio re insu'aiion Mall Porformance & 
Debris Blockage ol PWR Conia nmem Sbrrps." Svc iisi enci 
ROSSl.CE. Division of Operational Evoms Assessmoni (Post 870411). 90/01/30 
Consolidated Edison Co. of Now York. me. 99pp 52535220-52535329 

900I2S0020 Suppi 2 lo NRC fnlo Notice 00 023. "Poiertbai Icr Gas Br4ing of HPSl 
Pumps Dunng LOCA " Svc list end. 

ROSSl.CE. OMsion ol Opetei’onal Events Assessmoni (Posi 870411). 90/01/31. 
Ccnsol'daiod Edison Co. of New York. Inc. 95pp 52533:320-52534.062. 


9002230165 Forwards Amend 126 lo License DPR-35 & safety evai 
pieces exist, rg Tech Spec delinllioh of survo^lanco Iteouenci w/dr 
w/QuIdanco in Generic Ltr 09-14 re llne-ilom Impiovomonia in Tech : 
MCfDONALD.OQ Project O.roctoroie I-3. 00/02/12. BIRD.R.G. 0 
5pp 52702 147-52702 159 

-9002230167 Amend 126 to Litonsa DPR-35,toplacing exisiTig Tech 
surveillance frequency w/now definition consistent w/guidanco In G> 
removal ol 3.25 limit on extending survo.llanco intervale. 
WGSSMAN.R.H. Projoci D.rectorate 13. 00/02/12. 6pp. 62702.152-‘ 

-9002230173 Safety evalualibn si^ponmg Amend 126 to License OPi 
‘ Office of Nuclear Reactor Rogj'aiion, Director (Post 070411; 
52702:167-52702:159. 


0. tnspeellon rapona, IE BuUeHns 8 correspondence 


9001260198 NRC lr,lo Nol'ce 93-006, "Kr-85 Hazards From Decayed Fuel." Svc Kst 
end. 

ROSSl.C.E. Owlsicn o' 0pet8t'0l^al Events Assesentent (Post 870411). 90/02/01. 
Consol dated Ed son Co. of Now York, me. 77pp 52583 I60-525B3-256. 


9001300406 Adv-aes that draft linai rept lor closeout of lE Bui 
eccoplabfo Lead ong neers lor IE Oullelins 84-02.00-06 8 87-002 re 
BERLINGER.C H. Generic Common cations Branch. NRC 05-9 
LOFY.R.A PARAMETER. Inc. 3op. 52613 256-52613:250. 


9001290102 Suppi 1 lo NRC Info Notice 86 030, "Target Rock Two-Siege Salety/Rebot 
Valve Setpoint Dr<lt Update " Svc 'ist end. 

ROSSl.CE Division ot Operebanal Events Assesament (Post 870411) 90/02/02 
Consolidated Edison Co of Now York. fnc. 7Bpp. 52556238-52556:317. 

9001300424 NRC lr,ro Nctico 90-009, "Extended imerfni Storage ol low Laval Rad 
waste by Fuel Cycle 8 Malls Licensees." Svc l-ei end. 

CUNNINQHAM.R E Dvislon qI Industrial & Medical Nuclear Saiety (Post 070729) 
90/02/05. Consolidated Edison Co ol Now York. Inc. I08pp. 52583:257-52584.004 

9002220636 Forwards Roqualificeiion Program Evafuation Repi S0-3B9/89-20OLRa ad- 
m'nisierOd on 69ll06'l7.Four crews passed bimi/etor portion 8 19 of 20 passed aV 
portions of exam. Overall exam rating saiisfaciorv- 

QALLO.RM Reg on i, Olc ol the Direcicr 90/02/09 HUKlLL,H.O. General Public 
Ulllities Corp. • GPU Service Corp 2pp. 52660.IO6-52689.117. 

-9002220639 Exam Rept S0'289/69-20OLRO on 891106-17 Exam resdtsfow craws 
passed simu'ator portion 8 16 ol 20 operators passed ell portions ol exam Overall 
exam rating sailslacioiy. 

NORRIS, 0S Region f, Olc ol the Director. 90/02/07. 10pp. 52689:108-52860:117. 


9001310018 Forwards Insp Rept 50-293/00-12 on 091002-1119 & i 
KANE.W.F. Region 1, Ofc of Ihe Oirecior. 90/01/19. BIRD.RG. £ 
3pp. 52497:078-52497:116 

-9001310019 Nonce ol violation (rom insp on 091002-1 119. V.olal i 
comply w/procpduial requirements lor documentation re hangng 
resulting In admin-siretive ortois or omissions. 

• Reg'on 1, Olc ot the Oirecior. 90/01/19. 2pp. 52497:O81-52497.0( 

-9001310020 Insp Ropt 50-293/89-12 on 891002-1 1 19 ViO'aiion 
Inspectod'ficonsee mgt controls.conduct of operations 8 licensee a 
gallon 8 resolution of events during 100% power plateau ol power i 
gram. 

BLOUGH.AR, Region 1, Olc ol the D.recior. go/Oi/iB. 34pp. 624 

9002010312 Responds lo NRC Bulletin 09-002. "Siress Corrosion 
Hardness Typo 410 Siainioss Steel Bolting in Anchor Darling " f 
that no eubf Anchor Oari ng swing check valves or similar valves 
BIRD.R.G Boston Edison Co 90/01/23. Document Control Brenc 
Irol Desk). 2pp. 52622:239-62522:240. 


DOCKETED ITEMS 


9001230126 NRC Into No!ca 90.005. ■Inioi-Sysiotn Oischnrgo o1 Ruacioi Coolani" 

no^<;jrF^ Divi^on ol Oporatonfil Events Asscssmoni (Post 0/0411) 90/01/20 
Ko'ioaL EdsanCo ct Now Yo-h. Inc. lOlpp 52535 125-52535 227 

9001230175 NRC Into Not ce 90 OCO, ' Potential lor Loss Ot Sluildown Cool«9 WMo el 

PoJiTE^'S'on oro'po^a!,^^^^ Assessment (Post B/fMii). BO/01/po 

C^nMLdslcO erfison Co ol Now York. I'^C tOIpp 52535 025-52535 »24. 


-9001310240 ParOa'ly withhold Pliysicol Security liisp Ropls 50-295/09-41 & 50-304/ 
09-37 on 900102 05 (rot 10CKH73 2Uc)(2)) Violftllons noted Ma|Ot oroos 
Inspocied met effoct-voross, satogeaids conllr.yoncy plan S security program oud>l 
CHRiSrOfftn.G, CHEED.JR. Rogon 3. Ole ol ino O-roctor 0O/Ot/24. tp 
52503- 195-52503:105 

9002150100 Cha/igo Reu-esi A-89.452 to fcPiP 450-2. -Emerooncy OpofoUons Facil.ty 
Padcu'aio lodno & Nslilo Gas Monitor . " 

* Commo/tnaitlth EdiSo--' Co. 00/D2/OI flpp 52057 037-52657 044. 


9001240190 NRC Into Notice 90 007. 'Now into ro insulation Matt Potlonnanco & 
n«hii 4 Ptlnrl-aQO ol FWR Coniainmoril Sun-ps " Sve list o.scl. 

Qf-cc-f-c rav.sicn ol Opoiaiipnel Bvonls Assossmni-.l (Post 070411). 00/01/30. 
Conso'-daied Edison Co. ot Now Yorl'. Inc 99pp. 52535:228-52535 320 

9001250020 SuppI 2 'o NRC Into Nollco 00 023, "Rotoniiol lor Qas Bindnn o* •••’SI 
PiiT.es D-jr-no LOCA.” SvC 1:91 or*, cl. 

pnssiCE fiiy-.sisn ot Ocorallcnal Events Assossn-ont (Post 870411) 00/01/31. 
Consol dated Edison Co ol New York, Inc 95pp 52533 329 52534.082 


9001260199 NRC Into Noiico 90 000, "Ki-05 Haaards From Oecayoil l-ool-" Sve list 

ROSSI CE. Oivsion ol CporaiIcnal F.venis Assossmonl (Post 870411) 00/02/01 
Ccnsol dated Edison Co. 01 New Yoik, Inc 7Vpp 52563 100-52583-258. 


0802160105 Pcrmano-nl Procnduro Cl'Bngo RoquusI A 89 70/ lo EPIP 330-1, "Clasalli 
cabcn ol Gofioroiimj Slaiion Electric Plant Condii ons " 

MAOIGAN.M P. CommonwealUt Ed, son Co 00/02/01 . 6pp. 52656 040 52650 054. 

0002160112 Potmanoni Chango Ruquosl A-00-736 lo Procedure GPIP 360.1, “Sdo 
Evucuabon ol Nor'-essontial Porsonnol." W/00020t Itr 
* Ccmtno.iwualHi Citison Co 90/02/01 3pp 52056:100 52056 200. 

0002160119 Cltangu Koquosl A-09 700 lo EPIP 350-1. "Calculot-on ol SiBtion Noble 
Gas nolaaso Raio & Ro'oaso Quantity Using NMC & West nghouse Noiiio Gas Muni 
lor K Sioam 1 100 Mon toi Readings " 

MA0;GAN.M.P. KASSNER.G commonwealth Edson Co 00/02/01. 30pp. 
52657 058 5265/ C07 


9001290102 SuppI I to NRC Info Nof.ee 08 030, -Ta'aot fack Two-Siagri Sfl/ely/n«'to/ 
Valve Soipo.nt Dntl Update " Sve Hal end 

fiOSSiCC Div.sion ol Cperalional Evonis Assossmonl (('osl 870411). 00/02/02. 
Censd dated Edison Co of Now York, Inc 76pp 52556 230-52r>58 317. 


9001300424 NRC Info Nollco 90 009, "Exiondod inio.'im Siorago ol Low Lovol Gacl- 
wssie try Fuel Cycle & Malta Liconsnos" Sve Mat oncl 

CUNNtNGUAM.R.E Civ.slon of li-.dualiial & Moilcai Nuctoiir Snioly (Pobl 070720). 
90/02/05 Consol-dated Edison Co ol Now York, inc iO0pp 52583 257-52564 004. 


9002130194 Partal rospenso to FQIA roquoal App N A O dociimonis avoHob'o n 
PORApp 0 rfocome.ifs flncl.App P docu/nonis wnidiuld (tol FOWV FvirnpUon 5j. 
GRiMSLEVOH Division ol Frqorlom ol Information 4 PuIr'icftlsoMs Soivicoa (Post 
890205) 90/02/00. PEPPERMAN, DR O'ochor & Coirns Opf) 52595.I56 525952311. 


-6807270182 Requests that epp'uprietc prolQCI irtanagur contact klonbboil iilil & p'O- 
vide in'o to puicnase ol ci'cuii b.'onkoi9 tiom suspcci conipnnos 
MATTMEW^O.B. Proloci Oi/eciorata (13 66/07/10. PUrcfc'H.WR. PiofOCi O/ocloiaco 
1-2. S5pp 52595.316-52595 344. 


9007150127 Cnange HacoosI AOO-7.37 lo EPIP .3802, "Assombty 4 Evacii/illwi of 
Oas4o Pursonnol " 

* Cortiironweallli Edison Co. 00/02/01. tOpp. 52670 343 52670 360. 

0002160130 Ctutngo Roquasl A DO 747 to EPIP 320- 1, "Activnilon ol Gonorallng Siailon 
EtfiorperKy P<an Slat on Group." 

* CommcnwealUi Ed-son Cn 90/02/01. I3pp 526/6 201-52870 211 

0002IS0080 novisod EPIPs.including Rev 3 lo EG 16 & Rov 0 IP EO'2W/Six ovoralao 
mops 

* Commcnwentlli £il son Co. 00/02/02 21pp 52C6805I-52006071. 


P. Oporallrtg Hconso stogo documonis & coirespondonco 

9002160066 Acb icccipl ol irti) 891027 rospormo 10 Goner -C Lir 68-20, "Individual Plant 
Emms " NRC w/i dJciimoni iicceptatn'ity iii ut.i plon & scModuio in 691201 Hr. 
SiiEMANSKi.PC Pioiuci D.roctornlo 111-2. 89/11/24. KOVACM,T.J. Communwoellli 
Ellison Co 52809.012-52869.019. 


n. Periodic operating reporte & reiotod correepondenco 

9002070179 NPDES rJisehaiGO monitoring ropl (or P-igrim Nuclear I’owcf StoUon lor 
Oet-Oec i969.w/eooi2S Hr. 

BARR6TT,R Boston Gd.son Co. 69/12/31. lUpp 52507.013-52567031. 


0001310182 Roituosts wiiiidipwpl of 060221 proposed Tuch Spoc amend ru opuiulion 
of coiihtt>^iuni pvigo i vivil hysAinonil roquosi on svliinchMl ng rev ol plani con- 
hrmnlory onbrr.w/l Oo subnniloil m Muiu 

Ciin^ANOWSKl.n Ccirironwcmiin Edson Co. 90/01/22. MURLEV.TE. Office of Nil- 
Clear Roocio' Rngubiiiir-i. Dirur.lor (Post 870411). ip 52514.020-52014.020. 


8. Reportable occurrences, LERe 6 related correspondonco 

9002220371 Part 21 repi re malnl of Auio.matic Voivu Corp MSIV &/ct inn n slnnm lofcnl 
vSivs using spanner wrench In ordur to avoid ftiHonOld valve Atom dninngo.poi 190-1- 
85 change In design Moint instiucliuris end. 

HL/TCHINS.T AolOrtiailC V.ilvo CO-15. OO/OS/02. NHC • No tTofm.'Oil AH.MIxjn Giwfi 
36pp. 52730.060 52738 105. 


V. Operator Examlneilons 


0001310270 llo(|iiusis w.indiawni el pieposed Tocti Spue to oporallon ol contnlninonl 
puifie 4 voiii syrr Witiidrawei tneuosiurt tu ponnil inclusion ol ovaiiinilon of Cdnliimato- 
iv Older n sleiill-cant liaionls conslduiekon. 

CIIR2ANOWSKI.R. Cuiiimoi-iweuiih Edison Co. liO/OI/23 MUnLCY.T.E. Ofllcu ol Nu- 
clear fteador negi/ulion, Dl'iiuIpi (Post 6704) I) Ip. 52503. 276-52503-276. 

9001319410 fbh:on)nioni1s Kiel NRC cancel Vollow TicLet OeU02l3 did (790927 ra pro- 
po<to:l Tech Sixrcs lor conlalnrr-.unt uu.'gu 4 vuni ays. linsod on ulil 900123 luquo&l to 
wiiiMitow ptcposrnl amend ru()uu!si Nn-w ticonauri ntopesal lorlhcoming 
CIIAlO.J.W Kojuri O.recmtotn lll-2 80/01/24. PAnTLOY/,J.Q. Assoonio Ditoclor (or 
PtOfoclS (Post 070411). Ip 52514.000 52514 080 


9002140137 O.scussos 4 lorwaids revisod NRC Fnnns 386.corMicatH>n ol mcrftcal 
exam by fac-iHy licensee 4 NRC Foiins 308,purBonai quoMicnilotts siniomcnl - bcuns- 
ee 

GAILO.R M Hoglon 1, Ofc of the Oliecior 90/01/06. BiRD.no Boston GrlisonCo 
epp 52651.206-52651:203. 

9002140122 Advises (Mel generic lundamunials exam section ol ofwaior i^ionsuiy 
exam wll conlorm w/'isted guldclr.es 4 wi.l be vicludod In noxl rov to NUREG- 
1021, per Qenedc Lir 69-17 8 pi'oi lOSI purliclparii leodbtich 

GALLO.R M. Reg on 1. Olo ol Iho Ditoclor 00/01/24. BIRO.R.O. Bosion Edson Co 
Opp. 52655:246-52655 255. 


DOCKET 50-296 ZION NUCLEAR POWER STATION, UNIT 1 


F. Sscurlly, medfeal, emergency 4 tire protection plana 

9002060149 Rev 3 to EPlP NSEP-EOF-1, "Mnnagoi of Emoiguncy Oporallons " 
CARSON,R.T. Commonwealih Edison Co. 89/12/19. 23pp. 82669 163-52569.105. 

9002060186 Rov 2 lo EPIP NSEP-EOF-25, "P/olocilvo Mpesuroa Dhocioi " 

CARSON, R. Commonwealth Edison Co 60/12/19. I4pp. 5256U.0&)-525eo.064. 

Forwards responso to Saloguoros Insp Ropls 50-205/69-32 A 60-304/60- 
20Ro^onse withhold (laf 10CFR73.21). 

KOVACH, T J. Commonwealth Edison Co. Q9/i2/2t. OAVIS.A.D. Rogton 3. Ole ol Uio 
Di/eciof. Ip. 52454.123-52454:123. 

Advises that 891222 Rov 21 to aocunty plan conslslenl w/pfovisrons ol 
lOCFR50.54(p) & accoptablo 

GREGER.L.R. Region 3, Otc of Hie Director. 00/01/04. KOVACH.T j. Commonwoattli 
Ed son Co. 2pp. 52405 357.62406.350. 

9002160046 Cofiected Psgo ii to EPIP lOO i. 

Commonwealth Edison Co OO/Ol/tt. 4pp 62656:185 52650:188. 

Safog-jards Insp Ropts 50-295/89-41 a 50-304/80-37 on 
auoio2-D5 8 nonce ol violalion Siaiement ol corrocfrvo action ro vfofabon rdanbfiod in 
rocftriV . subniHied as separaio end lo transmitlol lir.Nollco withheld. 

O’® O’ "'o D'locior. 00/01/24. REEO.C. Commonwealih 
Edison Co. 2 pp. 62503:193-5a503 t95 


00020100/3 Arivisos Hint buric oc.rt coiiosun piovcniiun pioorain accoptablo, per 
0035300601 audt.iti rospunso to Goneric Lir Of) 05. Tup ropl ol NRC 600530 0401 
vis'l to laclkly rn boric odd pruvoniion end 

PATOL.CP f'roloct O.iodoraio III-2 00/01/24. KOVACH.T, J. Comrr.onwoallti Ed.son 
Co I ipp, 52531:090-52531 too 

0002010009 /Vdihses Ihnl 601027 losponsu lo Gononc Ltr 60 20 lO iiidiviOunI plant 
oxom epproach.miiH'.odology 4 Rdiotlulo occoniQbiu 

SHEMANSKI.P.C Proloci Ditocioralo H' 2. OO/Dt/24. KOVACH, T.J. Commonwoollh 
Edison Co Spp &2S39 096-52539 too 

0002060369 Forwards lowonsu 10 Gonoilc Ltr 80-13 ro Bssutanco that util eve wotor 
sys m comptbinco w/lOCFRSO.App A, GDC 44,45 8 40 8 App O.Soclion XI. 
RiCMTFO.MH Con-jnoiiwoallh bdison Co. OU/Oi/29 Document Conliol Branch (Occ- 
ument Control I>sk) 5Gpp 52555:315-52556 000. 

000233017S Forws'ds chionology ro onci Llcdnido 001019 memo to Taylor, conslslmg 
ol diHo-'ng prof ojXircn cn plant lor placomont In POR 8 Conlrol Files. 

SMITH.H Olfice ol N-jcloar RoacHir negulolion, Oiroclor (Post 870411). 00/01/31. 
L/VNHAM.O. NRC - No Doioiled Afhllailon Givon. 3pp. 62698:260 52697:347. 

-90022^163 Forwards diffoiing p;o( opinion ro plant coniainmoni IsofoHon vaNos 4 
moUiodoiogy used lor calculating ollslto dosos Consldorat.un roquosirjd by lr^dopond- 
ani oulsido wia'itiod sourcris 

LICCIAROO.H U Plant Systoms Branch. 80/10/10. TAYLOR.J.M. Ole ol ttio Exoculivo 
Oliccior lor Oporabens Spp 52607:251-52607:255 

-6000140136 Commonis on p'ani conioinmont Isolation valves. per SAD-Q9-54 ronuosi 
KUDRICKJ.A Plant Systoms Brunch {870411-800826). 09/O0M8. THAOANI.A. NRC • 
Nn Oatalled All! laliun Given. 2pp. 52097 256-52697-311. 

-9002230167 fuA roco pt of 691010 submittal on d>1leiinn prol opinion ro plnnt contain 
moni Isr^allon volvos 4 moihodology used (or calculating olfailu doeos.indopondont 
guabllod review group ostabllshod. 

■fAYLOR.J.M. 01c of tho Exoculivo Droctor for Oporollons. 80/1 1/00. 

LICCIAROO.R B Plant Systoms Branch, tp. 52697:312-52807 313. 

-9002230100 forwards frnal rovrow rapt on difforlng prof opinion re molhod for profoci- 
Ina r^faiia thyroid dosos, in rosponso lo 60t0l9 roquost. 

TaYLORJ.M OIc ol Iho Exocuhvo Director lor Oporaiions 00/01/02 

LICCIAnDO.Re Plant Systoms Branch. 2pp 52607:314.52697:316 



-900S930197 Forwards indapenddrit repi on dHenng pro> opin)on.per 691102 
roQuesi Fuel lai^uto exiiomciy tr^l'koly during f rsl 7 s of cresign baas LOCA.contraiy io 
difTonno prol opinion. 

nOSS D F MUFIPHV.J A . SOFFER.L NRC • No Daiailod AtfilaLcn Given. B9/1 <730. 
Ofc ol me Exocuiiva Direcior lor Operai ons 30pp 52697 316-52697-34S 

-9003230196 Roquosts lhal NRR undoriake leexam of siaiod design question & polKf 
Issuo In responso io 091019 roquosi lor review ol dilleieing piol opinion on plant 

? LirQo SYS vaivos 

AVLOR.J U Olc ol Ida Executive 0 roctor loi Opeiat ona 90/0t/0S MURlEY.T E 
Otfice oi Nucioar Reactor Regulaticn. Drocioi (Post 87<l4tl) 3pp. 53697.346- 
6269 7 347. 

9001290051 Generic Ltr 90-02 to eii LWR licensees & eppkcanis re allematlve roq-.ilro- 
tvieiMs lot luol assemtl ea in dos'gn lea'utes section ol loch Specs Sve Usi er-jcl. 
PARTLOW.JG Associate Director lor Prelects (Post 070411). 90/03/01. ConsoMat- 
Od Edison Co. ol New Vork, inc. 39pp 52637 055-52637.093 

9002070300 Noulication Ol 900207 meeting w/uhl In RockvEle.MO to dscuss liconsing 
activities re plant 

PATEL CP Proloci Oiiettotale 1VU2 90103/02. CRAiG.J.W Ptoleci Obeciotato iH-2. 
2pp 52604.209-52604:211. 

900214000S Forwards SER supporting utrl losponsas la Ganenc Lb 93-38. Item 2 2.1 te 
program lor classifying all salely-reiaied components other than reocia* trp sys com- 
pononis. 

PATEL CP Project Di.'ecioiate III 2 90/02/M KOVACH.TJ Commor-weaini Edison 
Co 3pp. 62653:266-52653 267. 

-9002 140006 SER supporH.ng ui I responses lo Gonenc Ltr 03-28.iiem 3 2 I re equip- 
ment dasslllcation program lor all saiety- re'aied compocenis. 

' NRG • No Detailed Aim aho.n Given 90/02/06 3pp 52653 269-52653 271 

-9001060122 "Conlormence to Ge.'ierlc Ltr 93-2B.ltoin 3.2 t-Equipmeni Ciasalication 
for All Other Saiety Related Compenents Zisn •I/-2." lochnico' eva'usiion rapt 
UOY.A C EG&G Idaho. Inc (Subs ol EG&G. Inc ) FIN D 9001 EGG NTA-7423 66/ 
12/31 NRG • No Detailed Airi'lallon Given 17pp 52653 272-52653287. 

9002220170 Advises lhal 691201 Rev 57 lo OA Top-cal Rapt CC-l -Aconsisieni w/pro- 
visions ol tOCFRSO.App B & acceptable 

WRIGHT, QC. Rerton 3, Olc «! Iho arectot 00/02/12 REEO.C Cnnwr.o-.weaWt 
Ed-sonCo 2pp 52679 210-52679 21 1- 

9002230493 Nptiticat.on ol 900306 rreQl'ttg w/uU in RnckvSie.MO to dscuss issjos <d 
reactor vessel integrity lor lecilitios. 

PATEL.C P ProlecT Oireclqraia ill 2 90/02/20 SHEMANSKI.P Pro;oci O^ociotaio III- 
2. 3pp.527O9.259-52709.28\ 


Q. Inapdction repoRa, IE Bulletins & correepandanee 

9001290062 Porwarda response to Saloguaxls map Ropte 50 295/09-32 & 50-304/69- 
20 Haspenao withheld (ref i0CFfl73 20 

KOVACH.T.J Commonwooiih Edison Co 69/12/21 OAViS.A B Region 3. Ofc ol the 
O'tector. tp. 92454-.123-52454:t23 

9002070019 Rasponda fo NRC 691115 Ur re vfotetiens noted in ln$p Ropis 60-295/69- 
30 & SO 304/66-30 Ccriechve action work instnict-ons lot craft wou'd be (mprovotl & 
addi ertgir.aari.ng involvement would be provided 

kovaCH.TJ. C^m-monviOaiih Edison Co 69/12/27 OAViS.A e Region 3. Olc of die 
OitodOr. t6pp. 52392.346-52593-003 

9001300406 Advises that drall final repi for doseo-jl of tE Bukenn 79-29 found 
accepiobie Lead encineera ipt tE eut'cLWs 94-02.80 06 & 87-002 masstoned as t sid) 
OERLINGER.CH Genanc Common catena Branch NnC-0585-i57 90/01/17. 
LOFY.n.A. PARAMETER, Inc. 3pp. 626l3:266- 52519 250 

0001290140 Provides results ol Unit 1 bieakor Insp & odvises ihei remaining D5 
bteakora, consisting ol 28 OS-206 breakers also inejxicted during Fell 1009 roluei^ 
outago & pole shafts replaced on breakers not moobng wold emona 
RICHTER.MH Commonwealth Edison Co 90/01/22 OAViS>LO. Region 3. Olc of 
the O roctor. 3pp. 52497:359-62467.361. 

9001290194 Provides resuTa of Un't 1 laichngType relays & informs lhal Eiectncaf 
Maint Procedure £005-2 revised lo ensure lhal all lulure rolaya will bo Inspocl^ lor 
pr^or latch engagerroni prior to Insisl'alroa 

RICHTER, M H. Commonwealth Edison Co. 00/01/2? Documoni Cortitol Branch (Doc- 
ument Control Desk). 2pp 52467.350-52487.351. 

9001310237 Forwards Sofoguards Insp Ropis 60-295/0941 i 50304/69-37 on 
900102-QS 8 rKiUca of violation Staiomeni of coneebre action te vloteCon MenttDed in 
enci should be submitted as sopareio oncl to trensmrltel nr.Noilce wiihheM 
GREGER.LR Region 3, Olc of the Director. 90/01/24 REEO.C. Commomrraalth 
Edison Co. 2pp. 52503-193-62503-.195. 

-9001310240 Partially wiihtield Physical Securrty Insp Ropis 60-295/69-41 8 50-304/ 
89-37 on 900102-05 {rot 10CFR73.2l|c)i2)) Vicealtons npiedMaloi areas 
lnspected:mel effoctlvenesa. safeguards contingency plen ft socunty program aud-l. 
CHHiSTOFrtR.G. CREED.jfl Region 3. Ofc ihe DItocloi 90/01/24 ip. 
52503:195-52603:106. 

9002010166 Forwards Enforcemanl Ccnlorence Repta 50-205/904)2 ft 60-304/90-02 
on 9001 lE.Topics discussed Included apparent v.ofellorts noted In Insp Repla 50-295/ 
69 40 ft 50-304/69-36. 

MILLER. H.J. Region 3. Otc ol (he O.rector 90/01/24. REGO.CX Commonwe^ih 
Edison Co. 2pp. 62512;233-52S12:241. 

-9002010171 Enforcement Conleronce Ropts 60-295/60-02 ft 50-304/004)2 on 
9001 l2.Ma|or areas dlscussod progremmaiic deRcfcncles re control ft tracking of Indi- 
vidual licensed oporaior requirements per 10CFR5553. 

LGMNARTZJ . SHEMBARGER.K , WRiGHT.G.C Reg^ 3. Q(c of 0)8 Oaector. 00/ 
01/22. 7pp, 52512.235-52512:241. 

8002060073 Proposes lo lt\spocl at least olghl vatvos pet unit pat refueUra outage in 
response to NRC Bulletin 89-002 re Anchor Oarbng swing check valves A^l outage 
be needed depending on plant condition. 

RlCHTER.M H. Comirorrweatth Edison Co. 1^01/26- Docuntenl Comiol Bianch (Doc- 
ument Control Desk). 6pp. 52556 221-62558 225. 


9002070049 EN-90-010on 900131, notice ol vlolallon & proposed impo: 
elty In amount of $100,000 w'tl bo issuotl Action based on failure lo 
rofo ol emorgency d esol genereior ventilation support sys 
TROSKOSKF.W. LIEOERMAN.J. Ofc ol EnlorcomonI (Post 870413 
52598:223-52598 223. 

9001230126 NRC Info Notice 90 005. "Inler-Sysiom Discharge ot R 
Svc list end. 

ROSSI CE Division of Oporoticnoi Events Assessment (Post 07( 
Consolidated Edison Co. of Now York, Inc. tOtpp. 52536.125-52535 ; 

9001230175 NRC lt\(o Noiice 00 006, ■’PoionUal (or Loss of ShuWown 
Low Reactor Coolant Levels.'' Svc lisl one! 

ROSSI, C.B. Division of Opotationoi Events Assossmoni (Post 87( 
Consolidated Edison Co. of Now York, inc tOtpp. 52535025-52535. 

9002060230 Forwards response lo NRC Ru'feUn 69'003.Ulii nuclear fi 
or reviews ft approves oeclt core rotoau for plants & rotuoling opera 
viewed to ensure appropriate procedural conlrole in place 
RICHTER, M.H. Commonwealth Edison Co 90/01/29. Document Con 
umani Control Desk). 5pp 52569:246-52569:250. 

9001240180 NRC Inlo Notice 9Q-0Q7. "Now info re inauiaUon Mat 
Debris Blockage of PWR Conia'nmoni Sumps." Svc list enci 
ROSSI. CE Division of Operational Events Assossmoni (Post 07( 
Con&o'idaied Edison Co of Now York, inc. 99pp. 52535 226 525353; 

9001260020 SuppI 2 to NRC Info Notice 68 023, "Poieniial lor Ges 
Pumps During LOCA ' Svc list ancl. 

ROSSI, C E Division ot Operational Events Assessment (Post 07( 
Consolidated Edison Co. of New York, inc. 95pp. 52533 329-52534.0i 

9002090104 Discusses Safety Insp Repts 50-295/69-36 ft 50-304/6 
1 lOO.fonvards notice ot violation ft proposert Imposition of civil pena 
sponsa discussing actions taken (o assure concerns properly pnonti/i 
DAVIS, A D. Region 3, Ofc Of the Direcior. 90/0l/3t. REED.C Comn 
Co. 4pp. 52615 058-52615.070. 

-9002090107 Notice ol violation 8 proposed i.mpositlon of ctvii pent 
ftlttO.OOO.Noncompllance noted d esol gonoraioi lOom vomi'aVon te'- 
placed In puii-io-lock position. 

DAVIS, A.B Region 3, Ofc of the Director. 90/Ot/3t. 3pp. 52615.062 

9001260199 NRC Info Nol’co 00-006. "Kr-flS Harards From Decaye 
and. 

ROSSl.C E Division of Operational Events Aasessmoni (Post 67t 
Consotideiod Edison Co- of New York. inc. 77pp 52563'100‘52503'2 

9002060397 Grants oniprcomant r1,scroilon ovionding outage lima lor 
repair to air start sys 8 perform roquitod oporabinty run on d-osei 
end 800130 ft 31 taquasts. 

DAVIS.A.B Region 3, Ofc of the Director. 90/02/01 REEO.C. Comn 
Co. 2pp. 52594.177-52594-100. 

•'9002080390 Raquasts relief from e00?29 confirmatory order (or 
Ouiegd time lor 4o h in order lo eomplolo repair air siarl sys 8 por(o 
on diossl genaraioi lO.por 000130 lolcon. 

CHRZAN0W5KI.R. Commonwealth Edison Co. 00/01/30. OAVIS.A. 
of tho Diroefcr. 2pp. 62504:1 79'52S94:160. 

-9002DB0392 Provides arldi Info ro enlorcamoni discroiion allowing < 
outage limo (oi didsol ganocstor (Q.incluckng doscnpiion gl (acuity ' 
lion ays, design bases 8 steiemoni on plant safety. 
CHRzANOwSKI.R. Commonwealth Edison Co. 90/01/31. DAVI8.A 
ol the OiTeclot. lOpp. 52584'.l81-52584-.100. 

9001290102 Supp) I to NRC Into Noilco 66-030. "Target Rock Two-St 
Valve Salpolnt Drill Update." Svc Hat unci. 

ROS5I.C.E. Division of Operaional Events Assessment (Post 87i 
Consolidated Edison Co. of Now York, Inc. 70pp. 625SR 236-52556.3 

9001300424 NRC Info NoUco 90-009, "Extended interim Storage of 
waste by Fuel Cycle 8 Mails Licensoes." Svc list oncl. 
CUNNfNGHAM.R.E. Division of Indusirtal 8 Medical Nuclear Sefei 
90/02/05. Consolidated Erlison Co. of Now York, inc. t06pp. 526E 

9002140003 Forwards SER re util 880324,0408 8 0927 responses to 
002, "Repidly Propagating Fatigue Cracks in Steam Generator Tu 
acceptable sub) to adoption ol addl adnUnlsttatlve controls by ui>l. 
PATEL,C.P. Piolect Direcloraio III-2. 90/02/06. KOVACH.T.J. Comr 
Co. 3pp. 62653:31 1-52653:316. 

-9002140004 SER suppoiting utl 860324.0406 8 0627 responses IO 
002. "Rapidly Propagaiing Fatigue Cracks in Steam Generator Tubes 
' NRC ■ No DetaileoAllilfation Given. 90/02/06. 2pp. 526S3.3l4-52f 

90Q2220687 Forwe/ds Safety Insp Repta 60-265/69-39 8 60-304/6 
6001 15. No violations noted. 

SHAFER.W.O- Region 3. Ofc of the Director. 90/02/07. REED.C 
Edison Co. 2pp. 526e3:306-52663:326. 

-9002220701 Insp Repts 60-295/69-39 & 50-304/60-35 on 691201 
Hons noled.Malor areas lnspecied:lfcensoo action on previous map tl 
66 051 8 Generic Ltr 67-06 8 summery of operations. 

CLAYTON, B. Region 3, Ofc of the Director. 90/02/07. 1 7pp. 5261 

9002130194 Partial response to FOIA requostApp N ft O docurr 
PDR.App O docomenia oncl App P documents w.lhheld (ref FOlA Ex 
GRIMSLEY.D H. Division ol Freedom of Information ft PubMcalioi 
990205). 90/02/08. PEPPERMAN.D.R. Qlechor ft Collins. 8pp. 525i 

-6607270182 Renuesia that appropriate project manager contact Idi 
vide Info ro purchase of circuit breakers from suspect companies. 
MATTHEWS, D.B. Project Directorate 11-3. 80/07/18 OUTLER.W.R. 1 
1-2. 65pp. 62595.316-52595:344. 


R Periodic opefflUng repone & related correspondence 

9002150001 Monihly opomt.rg repls for Jen 1990 (or Zion Genorallng Slet.on.UnIts 1 & 
? W/900209 Itf 

ThCMAS.J. JOYCE, TP Commor.woa'ih Edison Co. 00/01/31. tZpp 52675.145> 
52675 156 

S. Reportable occurrences, LERe & relolod correspondence 

9001310313 LER 69'025-OO.cn 091210. aux Ua-v (oedwaior motor nperaied valves failed 
10 lui-y close w/punp iD lun.n r.g Caused by personnel (e'ijro »o iiKXortgMy roviow 
mod Worlr request written Icr ma'ni pnrsonnel to invoet QntO.W/f)0Ot23 Hr 
WiNTER.C. vOYCE.T.P Co.TimonACallh Ed.son Co 90/01/23. 6pp S2521;033- 
52521 037 

9002130398 Specia' Repl OSn/007/00cii 801220,diO9Ol lire pump OB ir>operablO for 
greater man 7 davs.Faili.re under mvosiioaiicn & beloved to bo caused by woat be- 
tween Injector body & p'unoer assorr.bl os.Pepalrs underway. 

JOYCE, T P. Corr.monwoaiin Edison Co 90/01/29 Document Control Orancb tOocu- 
meni Control Desk) 4pp 52653 026-52653 029. 

9002060399 Forwards Tecnricai Rovow Ropt AEOD/T925, "Bvaluaiion ol Safety 
Eojipmeni Outages lor Signi.cance at Zion," lor opoiating aituailort that occurred et 
pam duni'g Nov 1989, for Into Tocnniqiros from NHC Accldont Sequence Proorem 

NOVAK, T.U Division o( Salety Programs (Post 070413J. 90/01/3) JOYCE.T p. Com- 
monwe8''li Edison Co. 2pp 52569 009-52569 016 

9002120261 LER 90 001 OQ:on 900103, DCS leak ol approx 20 gpm devotopod On 
900104 leak source dotorm nod to be packing fei'ure on RHR pump RCS suction lao- 
lacon uatve ivOV nH8702.Caused by taiiuro to contar valve aiom.Vatvo ropackodW/ 
900131 iir 

ASHLEY, JC, JOYCE, T.P CcmmonweaHli Edison Co 00/01/31. 5pp. 62635195- 
52635.199. 

9002230036 LER 90 002-00 o-n 90UI IG.iurblno dnven euvi'iary (oedwotor pump iA run 
deadneeded.dameglng pump Caused by mgl error & procedural doltcioncy.Pump dis- 
assembled 8 rrpellar r^laced Training conducted. W/9r)021S Itr. 

SHEEIIAN.O, JOYCE.iP Comriionwbailh Edison Co UO/02/15. 6pp 62713.179- 
62713 164 


V- Operator Examlnaliona 

9O0i3tO06S Provides Into ro generic fundomoniais exam snrtion of opereior iicensinp 
exam on 900207 & adv aos that rosuils of oxom shaukt be avaiiabio with n 3 wks fol- 
low.ng corrplsbon oi exam 

WRIGHT, GC. Rofllon 3. Olc ol Ibo O'roclnr. 00/01/16. CommonwoaHh Edeon Co 
Spp. 52497 213-52497:2)7. 

9001290177 Provides schodjio lor certiNcatlon oxam.Cori'p'eiion of lislod lusVa w/l bo 
doeumanteci In quaMicai on journal on appropriate sionoturo cards 
eUROiCKT. Rag on 3, Olc ol llw OroeWr. 90/01/(7 vvALKCn.J. noQion 3. Olc ol 
ihe Oiiedoi. ip. 52460.1 1 1-52460:1 1 1 

9002010166 Forwards Entorcemont Confnronco Ropta 60-205/00-02 & 50-304/90-02 
on 9001 l2.ToplC9 discussed mcludod apparani violations nsiod m tnsp Rnpie 60 295/ 
89-40 & SO 004/60-36. 

M1LLER.HJ. Region 3, Ole ol Iho O.rucior. 00/01/24. REEO.C. CommonwoaHli 
Edison Co 2pp. 52512'233-52S12'2-)1. 

-9003010171 Enlorcomont Conleronco Ropls 60-205/9002 & 60304/90-02 on 
OOOt 12 Major arose d scussod.progren'mai.c dolicicnc<es to control 6 itackng of indi- 
vidual licensed opoiaioi roqulromonis poi lOCFRSS.SO. 

L6MNAHT2,j., SHEMQARGER.K . WRiGllT.GC. Roglon 3, OfC Ol Iho IX'OCIor 90/ 
01/22 7pp. 52512 235 52512 241 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emoegancy St lire proloctlon plana 

9001300211 Rev 6 to EPiR-l, "Emnigency Plan ClassHlcotlon Logic.” W/000122 Hr. 
RAY.M J. Tennessee Vn'ioy Aulhorily. 90/01/22. 2Bpp. 62466: r2B-62466-155. 

90020700S9 Ack receipt Ol 900109 ||( transm-iiing rovisod pegoe for socurliy personnel 
training 6 qualification p'an (or plants. Agroumont w/doiorm notion ihei plen does not 
conta.n safeguards into noied. 

WILSON.BA Assistonl Oreclor lor Inspoction Programs. WILSON, B.A. Region 2, Ofc 
ol the D;roctOf. 00/01/25 KINGSLEY, OD. fennessoa Va'Ioy AuU»on1y. 4pp 
52599.276-52508 279 

9002220660 Corroded Pago i to EPtP indox did 9001 l9.W/9002a5 Hr. 

RAY.M J. Tennessee Valley Aulhorily. 90/02/05. 4pp. 52696. 132-52696;135, 

9002220462 Forwards supplemijniai salety oveluallon ro conlormance io Rag Oultio 
1 97.Rev3 re emergency response capabi'ily.BWR Owners Group posHlonon neutron 
flux rr.on.toring rejeciod. Utl must trisin'l Insirumenlation per Category 1 criteria 
BLACK.S.C. Assisiani Diroclot lor Projecis 90/02/08. KINGSLEY, OO Tennessee 
Valley Aotbority. 3pp. 52696:139 52606.181. 

-9002220464 Supp'emontal ea(oty avo'uallon on util conlormanco to Rev 3 to Reg 
Guide 1.97 ro emergency rospor^so c^ability. Facility design accepiobie except lor 
variabies lor core spray How, LPCi IIow.mHR sys How & HX oullot temp. 

■ NflC • No Detol'od Allil-eilon Given. 90/02/08. 4pp. 62696:t40-52e9a:t8). 


H. General correspondence 

9002010197 Roquests NRC approval to discontinue formal noiification of permartenl 
pPBnaes Io organization & pormonont roplacemoni of sen-or managere. 

RAY.m.J. Tennessee Valley Authority. 90/01/24. Documonl Control Brandt (Oocu- 
mem ConUol Desk). 2pp. 5254t:203-5S54t 204. 


P. Operating license etage documents & correspondence 

9002050413 Summary of 90011 1 meeting w/uiil In Rockviiie.MD to discuss status of In- 
tegradon ol eng nnering assurance mio Nuclear OA group Lisl ol etiendoes & util 
handouts artel. 

GEARS.QE. TVA Pro.octs D.v.son 90/01/19. TVA Projocia Division. 29pp. 
62548270-52548311 

-9002060007 "Review ol Intogration of Engineering Assurance Functions into Nuclear 
OA.Njcleaf Eng noenng & Nudoar Licensing & Rogu'atory Affalra Part I." 
MULLEE.G.R. Tonrxeasoe Valloy Authonty. R-B9-04-NPS. 89/10/31 . 13pp. 52548.299- 
52548:311 

9001310180 Advises Ol s gnificant deviation to corrective action plan (or Corroettva 
Action Tracking Document 30100 NP5 01 to ostabish rr.aini spoclal-at position to 
ftart^a A resolvo drosol generator concrjrns & upgrade ma nt program. 

RAY.M.J Tonnossaa Val'ey Auihoiity. 90/01/24 Document Conirol Branch (Oocu- 
meni Control Dusk) 3pp 62503 282-52503 204 

9002010126 Drscuasos util 891030 response to Generic Lir 69-16 ro Insl0'lal 0-n ol hard- 
enod wetwell vonl.NRC wi'l r.ol piocood w/backfii analysis lor plant based orr uM 
commiunent to mslali requisite mods 

BLACK.S. Aasisiani D.reclor lor Pto|ocis. 90/01/24. KINGSLEY.OO. Tonnessoe 
Valloy AuHiority. 3pp 52532 00 1 -52532 003 

9002080210 Responds to Ga.nedc Llr 89-13 ro avc water sys problems eflocHng safety- 
related equipment Program to perform periodic insps ol Inleko struciu.'e will be 
doveloocd Browns Ferry response exionded 30 days, per discussion w/G Gears 
RAY.MJ. Tonnossea Valloy Authority. 00/01/28 Document Control Branch (Docu- 
ment Coning Desk) 2Cpp S2SB4 262-52584:300 

0002080169 Forwarda util reaponso to Gononc Llr 89-13 ro sve wator sya problems a(- 
lAcilng saleiy-relaled oquipmont for Sequoyah & Walls Bar Nuclear Plants.Rosponso 
for Qtowna Ferry axtondod 30 days List ol commiimenla also end 
RAV.MJ. Tennossoo Vafoy Aulltonty. OO/Of/26. Document Conirol Branch (Oocu- 
meot Conirol Desk) 20pp 52594 226 52594 245 

0002080110 Ack focolpt ol 000103 Hr certilylng Implomcniailon of litnoss-lor-duty pro- 

f iram moeiinn t0CFR20 requ.romonts Roevn'uatlon ol handi-ng of prol m nary positive 
oat test rasults roquostnd 

0LACK.se Assistant D-rociOf tor Piolocts 00/01/20 KINGSLEY.OD. Tennessee 
Vairey Authonty 4pp. 62559 257.52559 260 

9001290051 Conorlc Itr 00 02 IP o" IWR liconsops & opp'Icania to altornollvo rpqufro- 
monte lor luol asson-.piios in design loaturos secHon ol Tech Spncs.Svc i st onci 
PARTLOW.J.O ASSOCIBIO Diecloi for Prolocia (PosI 6704tt). 90/02/01. Consolidai- 
Od Ertsort Co of Now York, Inc. 30pp. .52637:055-52637 003. 

9002220462 Forwards aupp'omoniai eafoty ovatuaiion ro conformance 10 Rag Guido 
I.07.ROV 3 ro omorgency rosponso capabil ty.OWR Owners Group pos.Lon on neutron 
ilux mo.*iiicvtng lojociod Uiii must insHiH inatrumoniaiion per Category f cnorla. 
8LACK.se Assisluni C rector tor Prolocia. 90/02/08. KINGSLEY, 0.0. Tennessee 
valley Aulhorily 3pp 52696 130-52896:181 

-9002220464 Suppiomoniai aatoly ovouai qn on util conformance to Rev 3 lo Reg 
Outdo 1.97 re omo.'gonr;y response capabil.ty.Fecli'ty design acceptable except (or 
vafiebios tor co'o sprny tiew, lPCi lipw.RiiR ays How 6 HX oullot temp. 

* NRC- No OoiallodAMiiaLon Given. 90/02/00. 4pp 62e06'i48-52686:t0l. 


O. Inspection reports, IE Bulletins & correspondence 

9001300406 Advises that dratt final ropt (or dosoout ol lE Bu'iaim 70-23 found 
occoptaNo Lood engmoets lor lE Dui'oiins 84-02.60 06 & 07-002 reasa'gnod as iisiod. 
BERUNOER.CH. Generic Comrr.unicotiona Branch NnC'05-85-i57. 90/01/17. 
lOFY.RA PARAMETER, Inc. 3pp. 62513.260-52613258. 

9001300142 Forwards Inap RoplS 50'250/D9-53.50'2e0/B0-53 & 60-296/80-53 on 
091 1 15-1218 & nolicoa of vlniollon & deviation. 

WILSON.BA. Ass-slsnl Droctor lor Inspecton Programs. 60/01/10. KINGSLEY.OO. 
Tennossoo Valley Auihonly. 3pp. 52475 056-52475.078. 

-90013001S1 Nobco ol doviailon Irom Insp on 681115-1210. Deviation noled.lailure lo 
eubmil apecrai ropi to NRC on i.eonsea reviews ol Inlhai-ng conditions 
WILSOI^BA Assistant Director lor inspection Programs 90/01/18. Ip. 62476;062- 
52476 082 

-9001300156 map Ropts 50-259/89-53.50-260/69-53 & 60-296/09-53 on 891115- 
tZIO.VIolatlona & doviationa noted. Ma|or areas ln8peciod:8un/olllance 
observalions.licensad power indication. ma ni obsorvallon & restart teat program. 
CAflPENTER.DR., PATTERSON, C.A. Reg on 2, Ofc ol ihe Direiclor. 00/01/10. t6pp. 
52475;063- 52475:070 

9(H7t300ie4 Forwards Inap Ropts 50'259/89-S4, 50-260/09-54 & 50-296/89-54 on 
BOI1lS-t2l6.No violations or deviations noted. 

WILSW.BA Asaistenl Director for Inspection Programs. 90/01/18. KiNQSLGY.0.0. 
Tennossoo Valley Authority. 2pp. 62474:334-52474.346. 

-M01300166 Insp RnpIS 60-259/09-54.60 260/69-54 & 50-298/09-54 on 691116- 
12l8.No vlolellons or dovratlons noted.Major areas Inspociod lollovrup of open Items 
& action on previous insp findings 

CARPENTER.D.n., PATTERSON.C.A.. LintE.W.S. Regdn 2, Ofc ol the Director. 90/ 
01/18. lOpp. 62474-330 B2474-34B 

W013D0436 Forwards Insp Repla 50'269/09-50, 60-260/89-58 & 50-296/89-50 On 
89)2)8-22 No violotiona or dovloHons noted. 

WILSON.O.A. Aaalsiant Director (or inspocHon Programs. 60/01/19. KINGSLEY, O.D. 
Tennesseo Valley Aulhorily. 4pp. 52466:339-52496:352 

>-9001300442 Insp Ropia 60-259/89-58.50-280/80-58 & 50-206/89-58 on 801218- 
22.No violations or deviations noted. Major areas Inspeciod.control room operator & li- 
cenaod operator requalificaiion accroditorj training programs. 

BRESLAU.B.. KELIoGG.P. Region 2, Ofc of the Director. 90/0f/l0. lOpp, 
62498:343 52466 362 



9001230126 NflC Inlo Notico SO 005. 'ir’ef-Sysiom DscHatga of floaciot Coolant. ■' 
Svc list o.'icl. 

ROSSI.Ce Oiviscn C» Ope'aiional f.vsnta Assoastiani (Poal SrO'lll) 00/01/29. 
Conso'iOatod Edison Co 0( New York, Inc lOIpp 52535 125 52535 227 

9001230176 NnC Info Noiico S0 006, "Potonual lof Loss of sriuidown Cooi'ng Wfiilo at 
Low Peaciof Coolant lovoIs " Svc list enci 

ROSSI.CE. Drv.s'on of Opc/aional Evenis Assossmor.t (Post 87041 ij 00/01/29. 
Consol.dated Edison Co. ol Now Yoik, Inc. tOipp 52535025'52535:124 

9001240190 NRC Inlo Notice 90 007, "New Into fo insuiai'o/i Mall Perlo/manco S 
Dobns Blockage ol PWR Ccnia nireni Sumps. " Svc list o.ici. 

ROSSI.CE Oivis.on o' Opofational Events Assossmem tPoat 070411V 90/01/30 
Consol daiod Edison Co ot Now York, Inc. 99pp 52535.228-52535 329. 

9002070425 Forwaids insp Repls 50-259/89 57, 50-26Q/e9 57 & 50-290/09-57 on 
891204 -08 8 notice ol vio'ation ^ 

VNiLSON.BA. Assislanl Oireclo' lO' Inspactio.n PJOgra.TiS 90/01/30. KINGSLEY, 0.0 
Ton.nesseo Val'ey Authonty. 3pp 52570 032-52570 044. 

-9002070429 Notice ol vioiaton Irom msp o.i 891204-09 Violations noted; 7 of 27 OC- 
acceptod p pe suppods found w/doviaiions from documonied feguKemonts, including 
m ssing stakes for locking nut dev.ce 8 gaps ol up to i/4 inch caused by wBfpago. 
WILSON BA Assistant Dvecto' for Inspocion Piog'ams. 90/01/30. 2pp 62570.035- 
52570.036 

-9002070432 Insp Ropts 50-259/69-57.50 260/89-57 8 50-296/89 57 on 891204- 
OO.Violatons noted Major areas inspected p po support base p.'aie design using con- 
ciole e*pans:on anchor bolls ccr lE Euttotin 79-02 & lE Bulotin 79-14 re p ping. 
CHOUPC CARRION RP.BLAKE.J.J Region 2. Ofc Of the Di/ocior 90/01/12. 8pp. 
52670 037-52570 044. 

9002130351 Ack receipt Of 900100 response to deviations notod In insp Repls 50-259/ 
80-49,50-260/09 49 8 50-296/80 49.Undor9ianfl3 lhai iustitlcai on for disconllnutng 
lorvnai noiificalion ol senior mgl changes wi i bo sent in separaio correspondence. 
Wilson, BA. Assisiam Crecior for inspection Programs 90/01/30. KINGSLEY, 00 
Teanessee Vaitay ^jiho'ity 3pp. 52646 065-52646 068 


S. Reportable occurrences, LERs & related correspondence 


9002020121 intorms that isauence ot LER not toouited re 691222 event concamuvi a 
crepancy between SNM history record 8 tieic) instoliatton locebon Even feofSa* 
under 10CFR70.52. therefore, no addi repls nocassary, ' 



9002220371 Pari 21 topi ro maint Ol Auiomatic Valve Corp MSlv 8/or (r,a.n8'9amres 
vatve using spanner wrench in o'der to avoid solenoid valve stem damage ner 
85 change m design Me'nt insltociions oncl. ” 

HUTCHINS,!. Aulomalic Valve Corp, 90/02/02 NHC • No Detailed AP.'ivinn 
38pp. 52738.066 52730 105 a-m ur^ 


V. Operator Examinations 

9001300438 Forwards Insp Roots 50-359/89-58,50-260/89-58 8 S0-296/63-&8 r 
891218-22 llo violations or deviations noted. 

Wilson, B A. Asssiam Oireclor for Inspecilon Programs 90/01/19. KiNGSLEYOl 
Tennessee Valley Authority 4pp. 52496 339-52406 352. 

-9001300442 Insp Repls 50-259/69-58.50-280/&9 58 & 50-296/89-58 on 931211 
22. No violations or deviations notod.Mejor areas inspected control room operator & ' 
censed operator regual I'cation accredited training programs. 

QRESLAU.B. Region 2. Ofc ol Iho Dliecioi. 90r01/10. lOpp. 52496.343 5249635; 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plana 

9001260182 Advises ihat 090626 Rov 24 to saleguerds plan consistent w/provtsions c 
lOCFR60.S4(p] 8 accoplablo. 

COLLINS.S.J. Region 4, Ole ol the Director. 90/01/11. TREVORS.QA Nebrask 
Public Power Dlsinci. 3pp. 62467 274-52467:276. 


9001250020 Suppl 2 to NRC Into Not co 08 023. "901001181 lot Gas CmOng Ot HPSt 
Pumps During uOCA " Svc list onci 

ROSSI.C E Division ol Operational Events Assessment (Post 870411). 90/01/31. 
Cohso'idaied Ed'san Co el New Yeik, kic 95pp 52533.329-52534.062. 


0001290043 Fotwaids response to Insp Ropt &0-298/69-34.Respchse -wi'Afistd (-s 
10CFn73.21) 

TREVORS, G.A. Nebraska Public Power Oisiticl. 90/01/22, Document Control Brand 
(Document Control Desk), tp. 62463:162-52468:152. 


9001260198 NRC Into Notice 90-008, "Kr 05 Haiards From Decayed Fuel." Svc list 
encl. 

ROSSI.CE OiViSion of OporaiPnai Events Assessment (Post 870411). 90/02/01. 
Conso'ida'od Edison Co. of Now York, inc 77pp. 62563; IB0-S2563:266. 

9003090165 Forwards nol ceol violation from NRC irivosiigetion Repi 06-015 re accura- 
cy S compietonoas of Btaiomenia made by sen'or TVA oxecutivea at 8603 1 1 Commis- 
s'on moei>r.g Cw I ponaity not proposed since TVA has impicmonled programs. 
CnUTCHFioLO.O. Assoc slo D.tocior ioi Special Pi^ocls (Post BdOiol). 00/02/01 
RUNYON.U. Tonrassee Valley Aulhorlty. 4pp. 52620:036-52626.042. 

-0002060171 Notico Ol violaUon Irom insp on e6O426-O016.Vto'ailons notod.feuiura to 
inlorm Commission that Dapi of Labor (DOL) invoatigaiora biased against TVA & ell 
OOL decisions should bo appealod as mailer of policy. 

CRUCTHFiELO.O. Division ol Roador Proloeis ■ ifl.lV.V & Special Projocia (Post 
670411). 80/02/01. 3pp. 52626.040-52626 042. 

9002120101 Correctod itr discuss ng NRC Invostigalion Rapt 86-015 8 ferward.ng iioilco 
ol v:oiai‘on re util handrng oT ehargos of harassment & inLmidalion ol tour 
e.mpioyeas.were hS Ssnger still util empioyoo,NRC would conaidor eddi actions. 
CnbTCHFiELD.O. Assoclaio Orecior lor Spoc'Sl Projocis (Post 690l0t). 90/02/01. 
RUNYON.I/ Tennessoo Vai'«y Authonty. 4pp. &361B'.1B6-52616-,t06. 

-9002120116 NoLce of violation from investioailon on 660428-0016. Violallens 
noLod.lal'.uro o( HE Sanger (ut.l general counsel lo (niotm NRC that utrl t:ot\c(uded 
ihai Dept of Labor invosilgators h asod against uiii 

CRUTCMFiELO.D. Associate (director for Special Projects (Post 890101). 90/02/01. 
3pp. 52615:193 52615:195. 

9002130223 Forwards Insp Repls S0-259/6g-60,50-260/89 60 8 50-266/89 60 on 
891215 9001 l6.No violations or devlalions noted 

WILSON, B. A. Assistant Director tor inspection Programs. 90/02/01 K1 NGSlEY,O.D. 
Tennessee Vel.'ey Authonty. 3pp. 52646. 001-52846.016. 

-9002130220 Insp Ropts 50-259/69-80, 5O-20O/89'0O & 50-296/09 80 on 001215- 
OOOIIS.No violations or dovlatons noted. Major areas inspecied.survelHance 
obsorvat'on.malnl obsorvation.mods, operational safety verification 8 refueling activi- 
t-es. 

CARPENTER.D R , PATTERSON, C.A . LITTLE.W S. Region 2, Ofc ot the Director. 90/ 
01/31. t4pp. 62646.003-52846 018. 

9001290102 Suppl 1 to NRC Into Noiica 69-030, "Target Rock Two-Stage Safety/Rellol 
Valvo Sotpoint Drift Updalo." Svc l<st oncl 

ROSSI, C.E. Division ol OperaLonal Events Assessment (Post 670411). 00/02/02. 
Consolidated Edison Co. ol Now York, Inc. 7epp. 52556 238-52556-317- 

9002140161 Forwards Insp Repls 50-259/69-61.50-260/69-61 8 50-298/69 61 on 
891215-008115 No violations or bovtaitons notod. 

WILSON.BA. Assistant Director tor Inspacl'on Programs. 90/02/02. KINGSLEY, 0.0. 
Tennessee Valley Auihority. 2pp. 52655:181-52655:201. 

-9002140153 Insp Ropis 50-259/99-61 8 50-260/09-61 8 50-296/09-61 on 691216- 
090 1 1 5. No violations or deviations noiod. Major areas Inspected. ROs 8 action on pre- 
vious Insp lindinas 

CARPcNTER.O.R , PAnERSON.C.A , LITTLE.W.S Region 2. Olc ol Ihe Dirocior. 00/ 
02/01. 19pp. 52855:183-52855;201. 

9001300424 NRC info Notice 90-006. "Extended fnlerim Storage ol Low Level Rad- 
wests by Fuel (^cle 8 Malls Ucenseos." Svc list encl. 

CUNNINGHAM, R.E. Division of Industrial 8 Medical Nuclear Safety (Post 870729). 
90/02/05. ConaolidaietJ Ed.son Co. ot New York. Inc. I08pp. 52503.257 -SBBeA-.OOA. 


9002080178 flov 9 10 EPIP 5 7, 15. "Rescue 4 Reentry," W/900130 Hr, 

BLACK, R.. OnUNGAROT.n, TREVORS.Q.A. Nebraska Public Power DiSL-iCl M/Ol 
30. lOpp. S25O4:2O3-52S04'212. 


3. Ineurance t> indemnity infoimatlon 

9001200060 Forwards Endorsemonl 13 to NELfA Certificate N-41 8 Endorserrent 13 it 
MAELU Cortificate M-41. 

TREVORS, O.A. Nebraska Public Power Oistricl 00/01/16. Oocumeni Contrd BranO 
(Oocumeni Control Desk). 3pp. 524e9:TO9-52466.i0i. 

9001300374 Forwards Gndoisemont 7l lo MAELU Policy MF-70 & EndorsameRl 87 u 
NELIA Policy NP-200. 

TREVORS.Q.A. Nebraska Public Power Distdcl 00/01/16. Oocumeni Conbol Brsnef 
(Oocumeni Control Oosk). 3pp. 5247l:347-52471:340. 

9001310037 Forwards Endorsement 6 lo NELIA ConiHcaie NW-107 8 MAELU Certifi 
cate MW.43. ^ ^ 

TREVORS.Q.A. Nebraska Public Power Oislnci. 90/01/18. Oocumeni Control Bisncf 
(Oocumeni Control Desk). 3pp. 52814:034-62514:036. 


P. Operating license stage documents & correspondence 


9002020247 Application tor amend to License DPR-46, relaxing safety vaNe 8 safei) 
relief valve setpoint tolerance. 

KUNCL.LG Nebraska Public Power District. 00/01/26. Document Control Brancr 
(Document Conirol Desk). 5pp. 62633:183-52533:197. 

-9002020260 Proposed Tech Speca.relaxing setpoint lolerance lor safety valves 4 
safely tellel vatvos. 

• Nebraska Public Power District. 90/01/26. lOpp, 62533:188-52533:197. 


9002080197 Responds lo Qaneric Ltr 89-13, "Svc Water Sya Problems Affecung Salety- 
Ro'alod Equipment." Applicable HX portormanco evaluation procedures will be re 
vised by 901231 8 ultrasonic testing will be performed. _ . 

KUNCL.L.G. Nebraska Public Power Oiairict. 90/01/29. Documenl Conirol Brancr 
(Document Control Desk). 12pp. 62569.054-52589. 065. 


9002070260 Advisos that uLI 891027 response to Generic Ltr 89-16 re 
hardened wetwell vorrts.acceptabio.pef i0CFR5O.59.Sch6dul6 lequested to be re 
evaluated 8 revised in order to complete actions by Jan 1 993. 

O'CONNOR, P.W. Project Directorate IV. 90/01/30. TREVORS.Q.A. Nebraska Pubix 
Power District 3pp. 63598't99-52596:20t. 


90012900B1 Generic Ltr 90-02 to all LWR licensees 4 eppNcants re aliernatfve require 
ments for fuel asaembliea in design features section ol Tech Specs.Svc Lst enci. 
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/02/01- ConsoMs. 
od Edison Co. of New York, Inc. 39pp. 62637:055-52637.093. 


9002220337 Subrntis update oi 000220 response lo Generic Ltr 66-14. "'hatfUfnsnt * 
Supply Sys Affecting Safety-Related Equipmonl." Effort continuing lo collect inio re 
quality requirements associated w/all selety-related components. 

TREVORS.Q.A. Nebraska Public Power DistrIcL 90/02/07. Document Control Brano 
(Document Control Desk). 2pp- 52676;334-52678:335. 


9002220671 Forwards safety evaluation concluding Ihat review of 


tion package submitted by 040629,0822 4 880331 lire to address ptbmaiV|m8W « 
provemenis necessary. Conaideratlon of Insp Rapt 50-298/88-200 resu.ta eugg 
O'CONNOfi.P.W. Profect Directorate IV. 90/02/14. TREVORS.Q.A. Nebraska Kuo" 
Power Olsirlct. 3pp. 52696:242-52690.258. 


-9002230672 Safety evaluetion concbdng that p'ocoduros gororat-on package submit. 
~ tad by 640620.0622 & 680331 Itrs should be reviewed to addrese programmatic Im- 
orovemenis ouil.ned In eveluaiion 

• Ottice of Nuclear Reactor Regulation. Di.'eclor (Post 070411) 90/02/14. I4pp, 
62696 245-52696.250 

9003320976 Advises that 690803.1219 & 0724 responses to Generic Lir 80-01 accepla- 
b'e w/l sled e>cepticns Safety evaluetion of responses & contracfor tectvi cal evelua- 
Lon reel also encl. W/o staled encis. 

O'CO.NNCR.PW Project Orectorate iv. 90/02/14. TREVORS, GA Nebraska Pubic 
Power Oisinct. 4pp. 52616 01 5-62616.055. 


0. ir^spectlon reports, lE Bulletins 6> correspondence 

9001290123 Nov'es that NRC Insp 50-298/69-49 canceled. Ropi nutriiei wit not bo 

COILINS.SJ Region 4, Ole of the Clrector. 0O/Qt/12. TREVORS, QA. Nebraska 
Pubic Power Oislrici. 2pp. 52454: 1 17-524S4-1 16 

9001300360 Ack rece pi of 691226 Hr informing NRC of stops taken to correct concerns 
noted In 'nsp Rept 60-298/80-35. 

COLLINSSJ Regon 4, Ofc of the Director 00/01/12 TREVORS.Q.A. Nobiaska 
Pub.ic Power D strict. 2pp. 62471;180-S2471:166. 

9001300496 Advises thet draft Imol repi for closeout of IE Bu’iet.n 79-23 found 
acceptable Load enaneers for IE SuTetlns 64-02,80 06 & 67-002 rooaslgnod as iislod 
BERLiNGERCH. (jonenc Communications Gtancb. NRC-Q5-Q5-I67. 90/01/17 
LOFY.R a. PAHAMETefl, (nc. 3pp. 5?513:25fi-525I3:258 

9001290043 Forwards response to Insp Ropt 50-290/69-34. Response vriihhetd (rot 
10CFR73 2I). 

TREVORS.GA Nebraska Public Power Oislncl 90/01/22 Qocumani Control Branch 
(Oocume.'it Control Desk), ip. S2460:l&2-&2460.152. 

S00f230f26 NRC Info Notice SO-OQS. "intar-S^aiom Orschergo of Reactor Coolant" 
Sve Isl encl. 

ROSSI, CE. OiviS'on of Cporatlonei Events Assessment (Post 8/0411). 90/01/29 
Censoiidaied Edison Co. oi New York, Inc l0lpp. 52536:125-52535.227 

9001230175 NRC Into Notice OO'OOO. "Polenilal tor Loss of Shutdown CooinQ Whio at 
Low Reactor Coo'ant Levels " Sve Hat oncl. 

ROSSI.CE. Division of Oeorallor'al Everiis Assessment (Post 8/0411). 90/01/29. 
ConsQl’de'.ed Edison Co of New Yoik, Inc tOtpp. S2535.025-52535rl24 

9001340190 NRC Info Notico 00-097, "New Into to (nsu'ailon Matt Pertotmanco & 
Debns Blockage ot PWR Conta nment Sumps." Sve list encl. 

ROSSi.CE Ow.eion pi Operational Events Assossmoni (Post 6704ii). 00/01/30. 
Consolldeiod Ed, son Co. of New York. Inc. 99pp. 52635. 226 52535.329. 

9001360020 SuppI 2 to NRC Info Notlco 06 023, "Poiontial tor Gas Onding of HPSi 
PuTps Ourir.g LOCA." Sve list end. 

ROSSkCE Divison of Oporelionsl Events Assossmoni (Post 079411). 00/01/31 
Consolidalad Edison Co. of New York, Inc. OSpp 52533 329 $2534 062 

9002060344 Porwerds Insp Rept S0>208/09'39 on 00 1216-0001 <5 No violations or dovf 
etions notsd 

COLLINS.SJ. Region 4, Ofo of Iho Olroctor. 90/0i/3t. TREVORS.GA. Nebreska 
Public Power DiSlrlcI 3pp. 525&9.100-S2550:101. 

••900206034S Insp Rept &a-296/00>39 on 001216-9001 16 No vlol8l<ons or dOviOHOns 
noted Na|or areas Inspected operational safety vetilicai on.LER loiiowup.moniniy 
malm & suivei.isnce obsorvailons 8 iitnoss-lor duty troining programs 
CONSTADLE.Q L. Regon 4, Olc of tfio Director. 9V0I/31 0pp. 52550.103- 
52559-191. 

900209000B Fonvsrds MBiOt Team Insp Ropt SO-206/80-31 on 001 1 13-1221 8 not co of 
vio'silon Cercorn raised re lock of detail In maim related odmlnlstrativo & control pro 
cedutes & work Instructions 

COLLINS.SJ Region 4, Ofc of the Diiocior. 90/01/31. TREVORS.O.A Nobrasho 
Public Power Oisiiicl 3pp 52699.220-52500.207. 

-9002090009 Notice of violation from msp on 60l113-t?2t Violohon nolod.on 
691 1)3, valve LV l23W-tl In open position but not sealed 8 approprieio cloarencos 
not used to lag equipment taken out of sve 

• Region 4, Die of the O.recior, 00/01/31. 3pp. 5259g:2a2.S2590:234 

-9002090010 Maim Team Insp Rept 50-298/60-31 on 80lti3-l22l.Vtolalions 
noied.MaJor areas Inspected overall plant performance as aflaciod by malnt.mgt sup- 

S )rt of maint 8 maim Implemcrilallar). 

LIUMINS.J.E, GAGLIARDO.J.E. Regon 4, Olc of Iho O.roctor 00/01/29. 53pp 
52599:235-52599.207. 

9001260198 NRC Info No’.Co 90-003, "Kr-OS Hazards From Decayed Fuel." Sve list 
end. 

ROSSl.CE D.vifJon of Oporetionsi Evertls Assessmonl (Post 870411). 90/02/01 
Ccnsol-dated Edison Co. of Now York. Inc. 77pp. 62603:180-52683 256. 

9001290102 SuppI ) to NRC Into Notice 08 030. "Target Rock Two-Slogo Safoty/Reilol 
Wve Seipo nl Drill Update." Sve list end. 

ROSSl.CE. Division ol Operational Events Assessment (Post 070411). 90/02/02. 
CcnsolidatQd Edison Co. of New York, inc 78pp. 62560:238-52566:317. 

9001300424 NRC Info NoHco 90 009. "Extended Interim Storage of Low Level Red- 
waste by Fuel CNcie & Matts Licensees." Sve list end. 

CUNNINGHAM, R E. D.vislon Of Industrial 8 Medical Nuclear Safety (Post 670729). 
90/02/05. Consolidaiod Edison Co ol New York, Inc. I08pp. 62503-267-62504;004. 

9002220671 Forwards safety evaluation conc'uding ihat review of procedures goneta- 
tion package submlited by 040620,0822 & B80331 Itrs to address progiammallc Im- 
pr^emenis necessary. Consideration of Insp Rept 50-290/08-200 roauus suggested 
OCONNOR.P.W. Proecf Oirectorato IV. 90/02/14 TREVORS.G.A, Nebraska Pubic 
Power Oisirici. 3pp. 62606 242-52696:250. 

9002230216 Notification ol 900228 significant licensee meeting at Region IV to discuss 
®^pns taken In response to 1989 SALP rept. 

UONSTABiE.G.L. Reo'on 4. Ofc ot the Director. 90/02/14, Region 4. Olc of the Di- 
rector. ?pp, 62716.008-62716 009. 


9002230490 Responds to NRC 900tlB Itr re violallor^s noted In Insp Rept 50 298/09- 
37.Conocikro ect.ons Plant Sves Procedure i.6, "Werohouso Marking 8 Tagging" will 
ba revised to delete requ rorneni of placng hold tag w/work item file. 

TREVORS.GA, Nebraska Public Power Dislrici 00/02/14. Document Control Branch 
fOocumem Control Desk). 2pp. 52705:359-52705.300. 

9002230205 Noilficeilon ol 930220 signlflcani licensee meeting In Region iv ofc to con- 
duct mgl meeting to d scuss training program weaknesses noted In Insp Rept 50-298/ 
Bg-38,dld 900117 

CONSTA8LE.Q L. Region 4, Ofc ot the Diructor. 00/02/16. Region 4, Ofc ot the Di- 
rector. 2pp. 52716:006-52716.007. 


R. Periodic operating reports 8 related correspondence 

9002220246 Monthly operating rept for Jan 1990 for Cooper Nuclear Stailen.W/900209 

Itr. 

TKOMPSON.J.E.. HORN.G.R. Nebraska Public Power District 90/01/31. 5pp 
52666352-52688 358 


8. Reportable occurrencea, LERs 8 related correspondence 

9002220371 Part 21 ropt re malni ol Automstlc Valve Corp MSiv 8/or main steam relief 
vahro using spanner wrench in order to avoid solenoid valve stem damago.por 1984- 
65 change In design. Msint Instructions oncl. 

HUTCHINS.T. Auiomai'C Valve Corp. 90/02/02. NRC - No Dotsiiod Afil.aton Given. 
3app 52738:068-52738 185 


DOCKET 60-301 POINT BEACH NUCLEAR PLANT. UNIT 2 


F. Seeurlly, medical, emergency & lire protection plans 

9002000164 Fonvards FEMA final exorcise evaluation ol plant jclnt offsite emergency 
ptoparodnoss exercise conducted on 890914. Areas roqui.''ing corrective sciions ro 
otisiie emergency p'ans noted 8 will roma n under appioval of 44CFR350. 

QFiEGEn.L R Region 3, Ofc of the Dlrocfor. 90/01/25 FAY.C W. Wisconsin Etoctric 
Power Co. 2pp. 62808 089-52608 195. 

9002080221 Advisos that SCOpo 8 oblOCHvos lor 000314 omorgency p'eparodncss 
ovorose.conlainod in 001215 llr.accopiablo 

OREGER.in. Roglon 3, Ofc of the Droclor. 00/01/25. FAY.CW. Wisccnim Electric 
Power Co Ip 62500 077 52500 077. 

9002220103 Forwards Safety insp Ropts 5O’26O/Q0'32 & S0-30l/09>32 on 801201- 
OOOffOS'Qnilicani deficiency noted in QA progrom Impiomemoiion which coninbuiod 
to locuoi m lure to take prompt corrective act on re design doUcency 
CREENMAN.E G. Reg on 3. Olc of the Oirecior. 90/02/06 FAY.c.W. Wisconsin Elec- 
tric Power Co 2pp 52674:324-52674 346 

-9002220105 Insp Repis 50-266/69-32 & S0-30t/69'32 on 601201-900110 Major 
areas inspected ppo'siionai sa'oty.radioiog'cal conirol9,ma!nt 8 
aurvo/iance.emotQoncy preporedness, eocuriiy 8 one neor.ng & tocbnical support. 
KNOP.n C. Region 3. Ofc el the D.rector. 90/02/06. 21pp. 52974 326-52674:345 


P. Operating license stage documents & correspondence 


9001290051 Generic Ltr 90-02 10 all LWR licensees 8 applicants ro ailsmaiivo roquiio- 
monfe for luoi assorroHos fn design foatures secHon of Tech Specs Sve list oncl 
PARTLOW.JO Associaio Dtecioi lor Piojscts (Post 670411). 90/02/01. Consoiidot- 
ad Edisen Co. of Now York. Inc. 38pp. 62637.055-52637 003 

9002090169 Forwards sioim wator permit application lor p'ant.roflocling uM ellort to 
comply w/roquiroir.eniB of Cloon Water Act. 

LEE.DM. Wisconsin Eloctnc Powor Co 90/02/02. Env ronmanlal Protoetbn Agency. 
4pp. 62620 2SO-S2020 253 

9002160056 Notification ot 000220 mooting w/ulii In Rockvi'le.MD re eng noer.ng work- 
toad/'osourcos 

SWENSW.W.H. Projaci Directorate 111-3. 90/02/09. HANNON, J.N. Piojocl Diroctoiaio 
111-3 3pp. 52669.061 52669:063 


Q. Inspection reports, IE Bulletins & correspondence 

9002060017 Forwards Saloty Insp Repts 50-266/89-33 8 50-301/69-33 on 691107- 
l222.Violatlon9 noted No wntien responso required unt I notification of proposed en- 
torcomani action issued. 

QREENMWJ.E.Q, Regon 3. Olc of the Droctor. 00/01/12. FAY.C.W. w.sconsin Elec- 
tric Power Co 2 dp 62555091-62655 102. 

9001300496 Advises that dretl final rept for closeout of IE Gulloiin 79-23 found 
accoplat4o.Lead onn' nears for IE Bulletins 84-02,60-06 & 87-002 reassigned as listed 
aERHNGER,C.H. Generic Communications Branch NRC-QS-85-157. 90/01/17. 
LOFY.RA PARAMETER. Inc. 3pp. 52613256-68513:260. 

9002050277 Rosponds to NRC Bulletin 89-002 ro check valvo bolting msp. All Anchor- 
Darling Model S350W check valvos Inspected lor cracked internal Bolting during rofu- 
ohrig outage ot unit. No indications ol cracks found 

FAV.CW. Wisconsin Electric Power Co. 00/01/25. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62647:315-52547:316. 

9001230126 NRC Info Notice 90-005, "Inter-System Discharge ol Reactor Cooleni." 
Sve ilsi encl. 

ROSSl.CE. Division ol Operational Events Assessment (Post R/04)l). 90/01/29. 
Consotidaied Edison Co. of New York. Inc. tOipp. 52535:126-52535:227. 

9001230175 NRC Info Notlco 90-006. "Potenilal for Loss of Shutdown Coo'ing Whilo at 
Low Roacior Coolonl Levels " Svc list encl. 

ROSSl.CE. Division ol Operational Events Assessmoni (Post 670411). 90/01/20. 
Consolidatod Edison Co. of New York, (nc. 101pp. 52535.025-52535:124. 



9001240190 NRC Ifilo No:co 90 CO?, ' Inlo te Insu'aiion Wail Periotfnarce & 
Du'jiis H'ocliSGCi t1 P'>M^ Coniai'.m&r'i Sumjis ’ Svt <Vi e'ld 

ROSSI, C E Oivivon o' Cpetal’Onal Evonls Assessmen! (Posi 870411). 90/01/30 
Consol oatcJfl Edison Co d Now Vc'l", ’nc 99pp 62535 228 52535 329 

900I2S0020 S'jppi 2 to NRC Info NoiCG 68 023, "Roienna' <0/ Gas Brding of H,=’SI 
PuT\C»s C-iiC'g COCA " Svc ',iS'. Gi'Cl 

ROSSI. CE Division ol Operetiona' Evo.nis Assessn'orl (Posi 870411) 90/01/31 
Conso'idaif J Edison Co of Now Vo.'". Inc. 95pp 52533 329 52534 062 

0001260198 NRC Info Nc'co SOOCB, ' K' 85 Hazo'ds Fioi- Decayed Fuel' Svc lsi 
end 

ROSSI, CE Dviscn o1 Operaiional Events ASSsssTpOH (Posi 870411) 60/02/01 
Consolidated C'lison Co 01 New Yctk, 'nc 77pp 52583 180 52533 256 

9001290102 Suppl t lo NRC In'o NohCn 88 030, ' Te-gei Rod^ Two Siegn Safoty/ReliOl 
Valve Setpoini Ontt upJaio " Svc i.s' onci. 

ROSSI, CE Dvis,cn o' Cperaiona' Evonls Assoss.-nom (Posi 870411) 90/02/02 
Conscl.dalod Eoison Co o( Now Yo"'', Inc 78pp 52556 238 52556 3i 7 

9001300424 NRC Into Noico 50 009, 'Enio'.ded Iniori-n Siofogo ol Low fovo’ Rad 
wasio by Fuel Cvc 0 & Mails I icenseos." Svc i si orci 

CUNNINGHAM.R E Division ot inijusi.^ai & Medical Nuclear Salety (Posi 07O729> 
90/02/05 Consol'daied Edison Co cl .Now Vo'ii, Irc tC8rp 52583 257-52504 004 

9002220103 Forwards Safety L-sp Rop’s 50 260/89 32 & 50-301/89 32 on 891201- 
9001 19 Sign,licanl da' cioncy roiod in OA program iTplomoniai.cn which conlrbuied 
10 iccenv fti'vna io lako p'ompi co'ieciivo acilon to des on del c.o.ncy. 
GREENWAN,Eij Rogon 3, Cic ol the Dredo- 90/0?/06 FAY.CW Wisconsin Floe 
tiic Power Co 3pp. 52674 324 52674 340 

-9002220106 Insp Rep’S 5O-266'09 32 8 50 301/89-32 on 891201-!)00119 Ma.ot 
areas inspeciedopetatcnai saioty.radio'ogcai conifois.maint 8 
fiun/oi. ance omDroency prcpu'Cdnoss, secority & erg noo' nn & lechncal support 
KNCP.fl C Region 3. Ole ol ir.o Di.’OClO’. 90/02/06. 21pp 62674 326-53674 346 

9002220244 Fo.'svords Ed-‘0rcenieri Conloronco flopis 50 286/90-03 4 50-301/90-03 
cn S00116 10 dscuss vc'aicns ro'ed n Insp flopis 50-266/89-33 8 50 301/89 33. 
GREEN.WANEG flecion 3 0‘c ol rho DirociO' 90/02/06. FAY, C.W. Wisconsin Eloc 
trie Power Co. 2po. 52674 151-52674 169 

-9002220250 Enlorcome.nt Co'feronco Hopls 50 266/80 03 4 50-301 /90-03 on 
900l16Wa|or aroas (iKCussod design cl d; dislnbul-On sys. idontificano.n of ongina' 
desicn def.C'oncy.noncomplianco w/s ngle le.iuie cnierion & OA proarairi. 

KNdP.nC RogonS. OICOllhsDiiedcr 90/02/02. 17pp 52674 153-52674:169. 


R. Periodic operating reports 4 related corraspondenee 

6002150005 Wadhly oparaing lopls fO’ Jan 1990 (or Point Ooach NuclOA' P'anl, Units 1 
a 2W/900209 Hr. 

KRAUSE.CW. FAY.CW Wisconsin Elacirc Poner Co 60/01/31. Opp 52656337- 
52656 345. 


S. Reportable oecurranees, LERa 4 ralsled eorraapendence 

9003130044 Discusses design deiclonsy oi Wostinghauso salety injection block swiicii 
used ai Point Deach Un i l Wesimgnouso idem.' nd cihot p'anis using aim let switdios 
a hformud iicensoos ol po'ontisi rosCuhons noiod in stated ends 
NOVAK.TM. C vision ol Salaty Prograrrs (Posi 070413). 60/02/02. ROSSl.C.E. Olvi> 
son of Operational Events Aesossrreni (Post 67041 1) lOpp 52627. 006'S?O27:iO5. 


9001300091 flov.sed procodu'os.consisiing ot Rov 3 :o AP 360 Rev n m .ot--. 
Ro-4 12 ’,0 AR3Q5 ^ 

• Flonda Power Corp (s.ibs ol Flonae Progress Corp). 90/01/16 52pp 5243011 


9001310001 Forwards Insp flopi 50-302/09-33 on 89121 1-15 No vic auor.s or 3 ® 
ai'ons r.oteO 

JULIAN.CA Region 2, Ole Ol the CrociO' 90/01/19 BEARD.PM Fljnca Po. 
Cerp (subs, cf Flor. da Progress Corp ) 3np 52497 109 52497 212 

-9001310002 Insp Ropl 50-302/89 33 on H9lP11-l5No vlolal-ons or dena-e. 
noted Waiot oteas nspoclod li’o ctdln-c'ort 4 toUowup ol lER ‘.to Latrbi C9l-.,=-r<-( 
potsonnt’i tailu.'O to hu Id masorry I ro Liii'riors v/ith .n dos grt reqj rainer-s ~ ' 

HARRIS.J.fl . CONLON.T Region 2, Cf,: ol the Ouodcr 90/01/12 1100 5240 ? >1 
52497212 


P. Operating license etage documents 4 correspondence 


9001300278 Forwards orraia lo Rev 3 to (3AW 1543, Tables 3-20 4 E-l cl 'Was'ei l-t 

S i.'O'nci Roacior Vesso' Survo I'nnco Program" roliociing changes in I'-seir on senee 
or A5 capsule icf Dav.s Dosso A Cryetol B.var 

HOV/ELL.DL Oabrt'ck 4 Wi'co« Oporal'ng P.'anis Owners Group 90'0iri 
ELLIOT, 0 ,1 NRC. • NO Doiailod Allnaiion G.ven 2pp. 52490.321-52490 325 

-9001300284 Erraio 10 Rev 3 lo BAW-1S43, ' Wasior Iniegraied Reader vessel Su%« 
lanca Progrom" consising ol rovisoil Tables 3 20 4 E 1 . 

• (JWR Owners Group SAW I543 ERR fl03 90/01/10 2pp 52490 323 5249032 

9001310272 Responds lo NRC roquost lor supp’omonia' in'o on 891031 Tech Spe 
Cnango Roquosl 1 75 to address signil cant ha7etds consideration cencorns on 
Sion ni spam luo' pool at plant. 

OEARD.P M Ficnda Power Corp (subs ol Florida Progress CO'p). 90rOi/25 Ooc 
mom Control Qtanch (Documotil Control Dosh). Opp 6251 1.105-5251 1 18? 

9002050050 Responds lo 691117 Hr ro adequacy ol eiectr.cai sys design Ag-ees t*. 
toasonab'o assu-anco etisls lor proseni status of piam electrical sys u.nli co.'p'eu 
ol agrood upon mods 

HEHL.C. Assistant DifoctO' lor Regon II Raaclora. 90/01/26 BEARD.PM Ficr< 
Power Co'P (subs ol Florida Progross Cerp). Opp. 52542 265-52542 267 

6002060033 Responds lo Oonotic Lir 69-13, "Svc Water Sys Problems Affect ng Ss'tl 
Rolalod Equ.pmont.’’ Personnel sHO'u'd use diincilvosp'ocoduies 4 itar.ng lesu 
plans 10 manage plant avc water sya 4 oiher p'unt sys. 

uEARO,P.M. P3nriilB Pov<s'r Corp (subs ol Florida Prouross Corp). 60/01/30 Doc 
mom Conliul Branch (Documoni Control Uosk) 7pp. S2560.I54>S2S60'160 

0002140124 Forwards Amend 125 to License OPR'75 4 saloly evaluation Amend r 
places cycle-specllic paramotur lirnla w/rol >0 core oporaing I mis repi in let 
Specs 

SriVER.H- Project DIroclorale 11 2 00/01/31. BEARD.PM Florida Power Corp (sub 
Ol Floride ProgtosA Corp ) 3pp 52668 1 14.52666.158. 

-0002140127 Amend 125 in License DPR.72,rnpfacing cyclo-spociliC paiamaler 1 mt 
w/rol to coro operaTng limits lopi in plant Tech Specs 
BERKOW.H N. PrOiOCl Uiieclcraio 11-2. 00/01/31. 36po 52660 117-52668 1S4 

-0002140120 Safety eveluaticn si^port-ng Amend 125 lo License OPR'72. 

' Oliice ol Nuclear Reactor RoguleLon, Oiroctor (Post 67041 1 ) 90/01/31 4p 
52668 165 52668 156. 


V. Operator Examlnallons 

9001310085 Provides in'o re gocoilc lundamemels Ovam sect on ol oporaiot licnnsing 
eiam on 900207 4 advises that results nl mam should bo avai'ablo wiinin 3 wks loL 
low.ng ccmploliori ol eiem 

WRIGHT, O.C Region 3, Ofe ol the Director 90'0t/i6 Commonwoaiih Edson Co. 
5pp. 52497 213 52497.217 


9001290061 Qonerie Lit 00-02 10 all LWR l-censees 4 appl.canis re aHsmswo rscj-' 
monls lor luol asserrblios in doslgn leoiurcs sdCl-on ol Tech Specs Svc 1 si end 
PARTLOW.J.G Associaia Diroclor lOr Proiods (Post 870411). 90/02/01. Cor.so'idJ 
ed Edison Co. of Now Yofk, Inc. 39pp 52637 055-32637.093 


0. Inspection reports, IE Bullellns & correspondence 


OOCKtT 50-302 CRYSTAL RIVER HliCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & lire protection plans 

8911200040 flev.SBri EPiPs. ncioriing Revs 14 & 11 lo AP-380 & EP-29l>, lespecMvoW. 
• Ffonda Power Corp (subs, ol Florida Progress Corp). 89/10/31. BBpp. 52612.004- 
52612.092 

9001300342 Reissued Rev 9 to EPIP EM'204(A). "Release 4 OHsilo Dose Assossmoni 
Dunrw Rad'olog-cel Err^tgencies at Cfyaial R vet 3 (InHlal Aesoesmetw lAethod).’’ 
STEPHENSON, J.D Flo.-ida Power Corp (subs, ol Florida Progress Corp ). 90/01/06 
28pp 52483.195-52480 222 

9001300350 Rev 9 to EPiP EM-204(A). "Release 4 Offsite Dose Assessment During 
RadiclOQlcal Emergencies at Crystal River 3 (Initial Assessmc.rn Method) " 
STEPHENSON.JO. Florida Power Cerp. (subs ol Florida Progress Corp) 90/01/05 
2dpp. 52493:001-52493:028 

90013003S3 Bov 7 10 Annuncioioi Response Procedure AR-S04, "ICS L Annunciator 
Response " 

MARSHALL.W Flonda Power Corp. (Subs of Florida Progress Corp.) 90/01/08. 6pp. 
52496004-52496012 

9001300296 Rev II lo Annunciator Response Procoduro AR-503. "ICS K Annunciator 
ResMnse." 

MAmSHALL.W Flonda Power Corp (subs ol Florida Progress Corp). 90/01/13 
11pp. 52496 258-52496 286 

9001300368 Rev 9 lo Annur.claicr Response Procedure AR-602, "TQF N Annunciator 
Re^onse." 

MARSHALL, VJ. FionOa Power Corp (subs. 01 Florida Progress Corp) 90/01/13. 
t4pp. 52496 209-52496 222. 


9002060989 Forwards Insp RepI 50-302/89 3 1 on 601204-00 Vlo'ationS noted lobedi 
cussed fit 000201 ©riiorcernom conloter.ce. 

EQNETER.S.D. Hogen 2. Ofu ol tho Ditociot. 90/01/12. BEARD.PM Flor.da Paw 
Corp. (subs Ol Florida Progress Corp.) 3pp. 52555 1 18-62555.127 

-9002060994 Insp Repi 50 302/89-31 on 801204-08 No violations noted .Major arei 
inspocled-Oiectircat a instiumentaiion eys. related erialyaos.e'yem rep's & cortespon 
ence 

FILLION.P.J, CONLON.T.E Rogion 2. Ole of H'O Drecio'. 89/12/28 7pp. 52555 12 
52555:127 


9001300490 Advises that d-all imai lepi lor closooui ol lE Bul'.ovn 79-23 lojF 
acceptable Lead engineers lor IE Bullellns 84-02, 80 06 4 87-002 reassigned as i sie 
BERLlNGER.C.H. Sonenc Communications Branch. NRC-05 B5-157 90/01/* 
LOFY.R.A PARAMETER, Inc 3pp. 52513:256 52513 250- 


9001310001 Forwards insp Ropl 50-302/8933 on 89l21l-*5No vlo'.atons W de- 
ations noted 

JULIAN.C.A- Reg'on 2, Ole ol the Director. 90/01/19- BEARD.PM. Flonda Pow 
Corp. (subs ol FTorida Progress Corp.) 3pp. 52497 199-52407 212. 


-9001310002 )nsp Repi 50-302/09-33 on 8D1211-15.N0 vlolalions Ct ^'/al'S’ 
notedMa'or areas ln3pocted:llre prolocticn 4 followup o( LER lire barrier dole ency 
personnel la luio 10 build masonry lire barriers wiihin design requiremenis ,, 

HARRIS JR., CONLCN.T. Region 2, Ole ol The Oiroclof 90/01/12 HPP 52497 riu 
62497 212. 


9002020266 Responds lo NRC BuHeiin 80-C02, "Stress Corrosion Crscking cl Hi 
Hardness Type 410 Stainless Steel Internal Proioaded Bolting in Anchor ua- 
Model S350W Swing Check Valve or Valves ol Sim-lar Design " Subj valves nci usi 

b’earo.P.M. Florida Power Corp. (subs, ol Floiida Piogtass Cotp.V 90/01/19 (Toe 
meal Control Breach (Documeai ConUol Desk) Ppp. 52540:149*52540 15U. 


MS'Cn UUtin^ r-oiut/i.i.y wj>oio»u.ps. i.oiuui.'iy i luuuuuiu >« lu uuiny a> >ie- 

fueling ope'Sl'Cne rovieod 10 acld.'oss concerns m NRC Info Notice 89 051 

BEARD PM Fio.-ida Po*or Co.-p (subs o( Florida Pfogross Cotp ) 90/0l/?5 Oocu- 

mem CorifOl Branch (Oocurr.or,i Ccniroi Oosk) -ipp S2498C8-{.82A9aC07 

9002080246 Confirms 90020 1 er.tofcomon! conference h Rogon II otc to Oisruss HPi 
sys flow irdrcaicn inslrurrontalion issues do moaiod In Insp Ropi S0-30?/B9'31 
EBNcTERSD Recion 2, CIc of Iho Orocior 90/01/25 UEARO.P.M FMnda Power 
Corp (suSS OtF'orflaProg'ossCorp). Opp 5259;i.207-52593 ?09 

9002090034 Revsed rotifica'ion of 90U20I enforcompnl cor'Icrrirce w/utl Itt Region li 
ole 10 d scuss HPIS flow Indication nsiiuTieniaiion. 

CRLENJAK RV. Hen-on 2. Ole of iho Dnorlci 00/01/25 Region 2 Ofc ot the Ci'Oc- 
lor 2pp 52593 336 52599 337. 


F. Secuilty. medical, emergency & fire protection plena 

9002060149 Rev 3 to EPIP NSEP-b'CF-1, "Manager ol Emergency Oporat ons " 
CAfiSON.HT. Commcnwnallh Ed-sen Co 09/12/19. 23pp 52569 163 52569.105 

9O02fi00»«SH«v2 to EP/P NS5P EOP-25. "Proiecavo Mossu'os Oirocio' " 

CARSON.n roir.iyonrtri'n'ni Fdison Co 00/12/19 14pp 525b&.051-52569064 

9001200062 Forwards response to Solegnards Insp Repis 50 205/69 32 a 50'304/80 
28 Ro^nso wiinKeid (rol 10CFR7J 21) 

KOVAOf f J. Comrronweaih fri.son Co 09/12/21 DAVIS A.Q Hog on 3 Ole oMhe 
Droclor Ip 52454 123 52454 123 ” 


9002020132 Responds 10 nr/C9 ol violalion & proposed mpoatlon of cnr.l penalty in 
a.Tcurl o‘ $50.000.Curtociivo actions I consco den os bolli ports ol vwluiion ru corn- 
marciel grade lems msial od w/o solociion cr review tot s-.itab>‘iiy 
BEARD, P.M Florida Power Corp {subs ot Florida Progress Corp) 90/01/28 
llEBERMAN.J Ofc ol Enlotce'noni (Post 0/0413) I7pp 52546 250 52548274 


9001300168 Advises itiai 091222 Rov 2i io aocurlty plan cons'stont w/picvisions of 
1UCFF150 54(p) & accopiabie 

GnefiER.f n Roglcry 3, O/c or me Oirocior 90/01/04 KOVAC.H.T J Commonwoaim 
GfiiSonCo 2pp 52495 35/-52495 350 


9001230126 NRC Info Nonce 60-005. ' Inier-Sysiem O-schaige of Reactor Ccolani " 
SvC Isi ere' 

ROSS'.CE Oivsion of Opeiaionai Evonls Assessment (Post 8704it) 93/01/20 
Co.nso!idaied£dsonCx) of Now York, me lOipp. 62S35:125-S2535.22/ 

900123017S NRC Info Noiico 90 000, "PaKmtiai lor Loss Of Shiilitown Cooling Wh/o at 
LOW Heado^ Coo'ani Lov-ols ’’ Sv.-; 1 al one). 

ROSSI.CE Oi'/ision ot Operational Evonls Assussmoiil (Post 0/0411) 90/01/29 
Consol Haled Edison Co of New York. Int lOipp 52535 025 52535 124 

9001240190 NRC in'o Notice 90 007. "Now Info 10 Insulation Mall l^lutmanco & 
Oebns BfOCka^O of PWR Containment Sumps '' Sve iisf oncf 
ROSSI.CE Ovisicn of Operational F.vonis Assosament (Post 870411) uo/Ol/3o 
Conso'ioaiod Edison Co. of Now York, Inc 90pp 52535 220-52535 321). 

90012S0020 SuppI 2 Io NRC Info Notice 08-023. "Poieniinl Icr Gas Omding ol liPSi 
Pumps Ou-rng LOCA " SvC list unci 

ROSSI.CE Oiv.sion ot Operational Events Aasessmont (Post 870411) 90/01/31 
Cor.so'idalod £d-SOn Co. 01 Now York, Irc. 05pp 52533 329 52534 062 

9002130178 Forwards Insp Rapt 50 302/90 01 on gOOIOO-iP.No violations Or dovi- 
aiio.’.s noted 

JULIAN.CA Region 2, Ofc Of the Oirocici 90/01/31. SEARORM Florida Powor 
Corp (subs ol FfoFda ProBfoss Corp ). 3op 52640.l59-52648.tO5 


9002160046 Co'rectod PoQU 11 I0 ERIP 190. t 

‘ Cornmoriweaim Edison Co. 90/01/ 11. 4pp. 52656.165 52656 100. 

9001310237 Forwards Safog.iiiids Insp Repis 50 295/0341 & 50304/69-37 on 
000102 05 A naiico ol v.clai On Sinio.moni of corrective ackon re vlnlation Idaniifed in 
enci ShuuM bo suhmiiiecl ns separalo end to iransm.iial llr Nolmo wiltmeld 
GREGER.LR Huolon 3, Off ol me Pi'oc'or. 90/01/24. REEDC Gonirnonwooim 
Edison Co 2pp 52501 193 5250.3 105 


~d00iai0240 Ra'iiaiiy w.ilihcld Physical Socuriiy Insp Repis 50.205/89 41 A 60-304/ 
80-37 cn 00010205 ('of iOCrn73 2i(cj(2)). Violairins noted. Major areas 
ma* offer! vonoss. Srt'ogiiatds com agency plan & security r'eo'Bm aurlil 
CHRISTOFI-Efl.O Region 3. Ofc of Iho Direclor. DO/Ol/24 tp. 52503 195 52503 105 


8002160100 Cliaega RoiiuOSl A O0-45P 10 EPIP 450-2, "Emorguncy Operat.or.s Faci'ity 
Pariicu'nia lodmo A Nob'e Gan Morilor " 

* Con-yiMnweaini Eciscn Co 90/02/01 Opp 52657 037-52657 044 


8002160105 Petmanonl Pfocei.'iiro Chongo Hoguosi A-0‘J 707 Io EPIP 3301 "Classifi- 
caiion ol Gonoraiino Siaiion Electric Pinm CondiHons " 

MAUiGAN.M.P. Commcnweallh Edison Co. 00/02/0 1. 6pp 52056 049-52656 054 


8002160112 Purm/inoni Chaimo Roquosi A 69 V36 Io Pit^coduro EP.P 350 1 "Silo 
Evocuatonot Nonpssonta' Pmso-miol " Y//000201 Hr 
• Co-*ninonwonltb Edison Co 00/02/01. 3pp. 52050-196-52656 200 


-9002130180 Insp Repi 60 302/00 01 on 900108.12NO viptatlcns cr devipliOAS 
noted Me, 01 a'Oas Inspoclod design basis document prognnns w/empliasis nn olOC'rl- 
C4l syS 

FILLION.P J , CONION.T. Region 2, Ofc ol thn Dimcloi 90/01/25 4pp 52648 I62- 
52848 1 65 


9002160119 rtvwgo Rogim.sf Aj}j.7M M CP/P 350' I, "Cfl'cu/affon O' Slfltien Nob-'O 
Gos Reloaso flaio & Ho'OflSO Oiiani ly Using NMC A Wostinghpuso NoO'O Gbs Mom- 
lor A Sleern lino Mynito' fteol ngs ' 

MAOiGAN.M.P. KASSNERG. Comitioivwoa'lh Edison Co, 90/02/01 30 dd 
52857 056 52657 007 


9001260198 NRC Into Nollco 00000, "Kr-Q5 Hajards From OoCAyOd Fool" Svc Hsl 
end 

ROSSI.CE Division ol Opnroional Events Assossmom (Post 8704ii) on/02/81 
Consol dSIOd Edison Co. of Nu'w Ycili. Inc 77pp 52563 100 52583 250. 

6001290102 SuppI 1 Io NRC Info NollCO 08 030. "Torgoi RocK Two Slaiie Snloiy/ne-iot 
Valve Setpomi Drift Update " Svc list enci 

ROSSI.CE. C, vision of Opereticnai Evoms Assessment (Post 6704in 00/02/02 
Consolldalfld Ed eon Co 01 Now York, Inc. 7app 62650:239-52550 317. 

9002180161 Fonvarde Insp Hepl 60.302/00-30 on 001127-1201 A 121115 A notico cil 
violation 

JULIAN.CA. Region 2, OfC Ot the Di'OCIOf. 00/02/02. OCARO.P M flonOn Powot 
Corp (Subs Of Florida Pfogrosfl Corp ). 3pp. 62800 344-62600 358 


6802160127 Clianyo Rngeest A 09-73/ lo EPIP 300-2, "Assombly A Cvacuailon ol 
Onsilo PotSPrinor" 

• Comnii)r.woaim E<l<son Co 93/02/01. lEpp. 52870 343,52676 300 

0002l60»30Cfwrigo Honuosi A 69.747 10 EPfP 320-1, "Aciivai'On Of Qoiio.'nt ng Sinlion 
Km«tgor>cy PiAii Siniion Group," 

• Coirmonwooiin Eiksim Co. UO/02/01 13pp 52070:201 52670 21 1 . 

8002168089 Hevisod £PlP6,.itliid;ng Rov 3 10 EQ-10 A Rnv 8 lo EQ-2.W/Si« ovflrfiire 
fnn()s 

• Commocwooltb Ed«on Co 90/02/02 2lpp. 52060 051 52660 071 , 


P OpeiBlIng license eiege documonta A cotrospondonce 


-9002100162 Notice Of vlo'ai-on from map on OO1 127-1201 A I21M5 vmiai-ons 
noted inservlce lesting proceduro for roaciot bldg epray pump OSP-iA coniaindO limits 
which a'icwed pi.mp m oporeio below FSAR ocsion basis fcuu.fomonis 
JULIAN.CA Region 2, Ole ol t»io Drocloi. 00/02702 2pp 62000:347-52660.348 


9802180000 Ack rocoipt of 1.1,1 001027 rosponso 10 Qoi'.onc I if 08-20, ' Indr; duni Plant 
Exams" NHC wii dpcumsm accoptnuriiy oi uiii plan A schodUo in 001201 irr 
SlIEMANSKI.P.C Proloct Diiocioralo 111-2 no/n/24 KOVACH T.J. Corrmenweaiih 
Edison Co Opp 526W 012 52009 019 


-9002160153 Insp Repi 50-302/00 30 cn 001127-1201 A 12>l-l5.ViOloUons 
noted wajor areas inspeciod.conlaintr.onl local look roio I09tlng,vodlicaik»n of coniain- 
meni .ntogrity A licensee ociien on previous msp f-nd-ngs 

|EILER,J„ BELISLE.G A. Region 2, Ofc of Ibo niroctor 00/01/30 lOpp 52688 349- 


9001300424 NRC Info NotCG 00000, "Exiondod Iniofiin SiO’ngo of Low lovol Hod- 
JIJBS'b by Fuel Cycle A Wells Licensees " Svc 1 91 Orel 

^ Dlyis o/> of indusi/iai A Modicel Nuclear Safety (Rost 8707201 
90/02/05 Consol dated Ed son Co. of Now York, Inc lOOpp 52503 257-52584 004 


R. Periodic operating reports A related corroepondence 


9(W2220232 Monthly operating rept loi Jan 1000 for C 
LANE.J.E, BINKOV/SKI.J., GOLDT.G. Florida Power 
Corp). 90/01/31. 6pp 52671:106-52071 110 


siai River Un.t 3 W/0002I2 lu 
orp (subs of Florida Progress 


8001310182 Requests will-.iltawal ol 000221 proposed Tech Spec amend ro opoiaiion 
ol confe-nmonl puigo A vom sya Amerd roquosl on subi. iicfudlng rov ol piani con 
l■cm9to■7 crdet.wlll bo subrrillud In lulure 

CHnZANOWSKf.R. CorrmonwoaUli MsonCo. 00/01/22 MUfH.EY.TE. Cffico Of Nu- 
doai Roaclor Roguiaiion, CL'ocloi (Post 870411). ip 52514 020-52514 020 

9001310278 Roq-.iosis wilhd'Owal ol propor.ud Tech Spec ro operation of coniammoni 
purge A vortt sys.V/iihiltawal loqjosiad 10 permit inc'usion of evaluat on of conlirmato- 
n ordc. h smrvficant ha/arrfs considaraiion 

CHHZANOWraKI.R Commonwoalth Ed.so.'i Co. 00/01/23 M.URLEY.T 6. Ollico Of Nu- 
clear Reactor Regulailon, Diroclor [Post 070411). ip. 52503 275-52503 275 

8001310418 Rocomrr^nds Ihet NRC cancel Yellow Tickol 0000213 did 800927 ro pro- 
posed Tocfi Specs for conianmnni nurgo A vont sys, based on ut,l 900123 request lo 
w.ibdraw (»ui^sed omond roquesi.Now i.eonsoe proposal lonhcommg 
CRAIG.JW. Projoct DL-ocioraio 111-2. 90/01/24. PARTlOW.JG. Associate Diroctof lor 
ProledS (Post 870411) Ip 52514 066-52514 080 


8. Reportable occurrences, LEfla A related correspondence 

09041-0O1OI1 891200, partial, oimulianeous wilhdfowal ot ivro conirol 
<>,.nr.' £FC(.p8 occurred & safety Group .3 conuol Hansfonod 10 a-jxilary powor 

undetermic-ed Select relays foplacod.W/000207 iir 

K. 

Special RopI 90-Ol.C9i228.wa9to gas decay tank H A oxygon monitoniw 
rtavorJ® from svc A not rolufned lo oporailonal siatus w.Wiln i4 

nr lOBkago from tiitinos in lublng Mod pioceriuie developed 

. n o' Florida Progress Corp.). 90/02/05 Docu- 

mem UDnirol Qianen (Document Control Desk). 2pp 52650 260-52050 270 


9002010073 Adv.sns that bone acid corrosion proveniion program eccepiabio.per 
800530-0601 Qud.t.ln tosponso lo Generic Llr 00-05. Trip repi ol NRC 690530 O6O1 
visit lo taoLty re boilc acid pruveni.on oncl. 

PATEL.CP. Prcloci Diieciornio III 2 00/01/24. KOVACH.TJ. Coinrr.onwoaim Edison 
Co iipp 62531iQ0t).52531 100. 

9002010089 Advisos tlial 091027 response to Generic Llr 00-20 ro ndvldual plant 
oxam approach, momodciiogy A schodu'e acceptable. 

SHEMANSKI.PC Projoct Di'eciorato 1112. 90/01/24 KOVACH T J Commonwoallh 
EdiSOnCo. 5pp 62539096 52539:100. 

6002060389 Forwards response 10 Qonoric Llr 89-13 re essurunco that u'.l svc water 
sys m cmr«'lanca w/lOCFRSO./yip A.GDC 44,45 A 40 A App B.Socton XI 
niCHTER.M H. Commonwaalrn Eolsnn Co 90/01/29 Document Conirol Branch (Doc- 
omeni Control Desk) 66pp 52656 315 5255R0D9. 


900223017S Fcrwards cfronciogy re end Uccierdo G9i0i9 memo lo Tey:or. consisilng 
of d tforing prol cp'n cn on pla^ii (or placement In POR & Central Pi'es. 

SMITH, H Criico of Nuclear fleactot Regu'aicrt, Otecior (Poet 670411) 00/01/31. 
LANHAU.O. t'PC • No Detailed Athllaion Given 3pp. 52696 2a0-5269? 347. 

-9002230103 Forwa'ds differing piof opinion le plant conta'rmottl isolaiian valves & 
methodology used foi ca'culatmg otts.te doses Consideration re<;uested by Independ* 
ont cuts'do qualified sources. 

LICC'AnDO.n.B. Plant Systems 6ra-ch. 09/10/16. TAVLOP.J.M. Olcol the Executive 
Direcior for Opeiat'ons. opp. 52697. 251-52697 256. 

-6909140138 Comirents on plan-l containrr.eni Isolation valves, per SAD'B9-S4 request 
KU0FtlCK,JA Plant Systems Sranch (070411-890826) 89/08/06. THAOANI.A NRC • 
No Detailed Alti laiion Given. 2pp 52697.256 52697 31 1 

-9002230 187 Ack lecopl ot 691019 scbrr.lt.al on dUe'ing prol opinion re 0*81)1 cohien- 
mont isolation valves & methodology used lor ca'culating ollste dcseslndopendenl 
ja'ified rev.ew gro.ip established. 

AYLOP,J.M. Ole of the Executive Director for Opereuons. 69/11/OB. 

LICClARDO,n B. Plant Systems Brench ip 52697.312-52697313. 

-9002230190 Forwards final rev.ow repi on differing prof opinion re rreihod (oi pro|ec(- 
ing offsite thvrold doses.ln response to 691019 request 

TAYlOR,J.M. Ofc ot the Exacuiive Ouector for Operations 90/01/02 

LICCIARDO.R B. Plant Systems Branch. 2pp. 52697:314-52697.3)5 

-9002230197 Forwards independent ropt on differing prol opm-ortper B9ii02 
request Fuel fai'uro oxtro.Tioly ud koly during diet 7 s Of rfos'gn bes.s LOCA.conhary to 
dinering plot opinion 

R05S.O.F., MURPHY,J A . SOFFER.L NRC - No Dola led Aft/iatron Grvdn 89/1 1/30. 
Ofc of the Executive D rector for Operei ons 30pp 52697:3t6-S?697345 

-9003230196 Reguosis that NRR urdertako reoxem of stated design quasiion & poicy 
issue in response to 691019 request for review of difforeing prol opircon on plant 
urge sys valves 

AYLOR.J M Ofc Of the Executive 0 reciot for Opeiabons OO/Oi/OB MURlEy.TE. 
Office of Nuclear Reactor Rogu'olion, Drecior (Post 87041)) 2pp. 52607.346- 
52697347 

9001290061 Genonc Ltr 90 02 to a I LWR licensees & appl.cania re a'lernawo req-jiie- 
menie for fuel asscmb'ies In design features section of tech Specs Sve fiei erKf 
PARTt.OW,jQ Associate Oirecior tor Pro,ocis (Post 87041 1) 60/02/01. Consoddai 
ed Edison Co O* New York, Inc 39pp. 52837.055 62637.093. 

9002070300 Noiilicai'On of 9002Q7 meeting w/uiil in RockvHo.MO (o discuss (icens-ng 
activities re p'ani 

PATEL.CP Project Diectorate (11-2 90/02/02 CRAIQ.J.W. PiOiOCi CNrOCtoraie III-2. 
2pp 62604 209-52604.211. 

9002140005 Forwards SEK Suppcrt'ng util losponses <0 Generic lir 83-20. item 22.1 lo 
progrem lor class ly ng an safety leraied corrpononu other than loacior inp $y$ com- 
ponents 

PATEL,C.P. Proieci Directorate 111-2. 90/02/06 KOVACH.T.J (Commonwealth Ed.Sor) 
Co. 3pp. 52653.266-52663 287. 

-6002140006 SER supporting uti' respensos to Generic Lir 63'28.iiem 221 ro oqup- 
tTieni cisssllicstion piooramlct s'i ssieiy te'ated compor.enis 
‘ NRC < No Date led Afl liation Given 90/02/06 2pp. 62653 269 52653:271. 

-9001050122 "Conloimanco lo Genenc Ltr 83-26, ne.m 2 2. i -Equipment Oassidcancn 
lor All Other Safely Ro'aied Components 2ion •t/-2.’‘ lochnicai evoMUon (epi. 
UOY.AC EG&G Idaho. Inc. (subs, ol EG6G. Inc.) FiN 0-6001. EGG NTa- 7423 60/ 
12/31 NRC - No Oeiai'od Alfi'lalion Given I7pp 62653 272-52653:267. 

9002160163 Forweids request for edcl mio to degraded lube RiCSS Insioam generaio.- 
A to ensure that tube.p'ugged duo to circumferoniial crack, will not cause damage to 
ediBceni lubes Info requested within 30 days of Ur dale. 

PATEL, C.P. Projeci O.rocioraie 1112 90/02/12. KOVACH.T J. Commonwealth Edisen 
Co. 5pp 52650:154-52056.166. 

9002229170 Advises that 691201 Rev 57 lo OA Topical Rept CE-l-A conssleni w/pro- 
visdns of l0CFn50 App B & acceptable 

WRIGHT, G C Region 3, Ofc of the Oroctor. 90/03/12. REEO.C Comtnonwealih 
EdsonCo 2pp 52679 210 52679 211. 

9002230493 Neiiiicat on of 900306 meeting w/ul.l In Rockv lle.MD to discuss Issues lo 
reactor vessel Iniognty for fee I ties 

PATEL.CP Pro|ociOiiecioial0iii-2 90/02/20 SHEMANSKl.P. Pioloci Dkocioiaie III- 
2 3pp. 52709.259-52709 261. 


Q. Inspection reporla, IE Bullellna 8 correspondence 


9001290062 Fcrwards response to Safeguards Insp Repie 50-295/89-32 & 60-304/69- 
28.fle^onse withheld (ret lOCFH73.2iy 

KOVAljH.T j. Commonwealth Edison Co. 89/12/21. DAVIS.A.B Region 3. Ofc of the 
Director, ip. 52454:123-52454 123. 

9002070019 Responds to NRC 691 115 Ur re violations noted in fnsp Ropls 50-295/69- 
30 & 50-304/60 30 Corrective aclion.wark instructions lor crafi would be improvod & 
addi eng neering involvement would be provided. 

KOVACH.T.J. Commonwealth Ed son Co 89/ 1 2/27. DAVIS.A.B. Reg on 3. Olc Of the 
Direcior. t6pp 52592.340-52593.003. 

9001300496 Advises that draft final ropi tor closeout of IE Bdletin 76-23 found 
acceptable Lead ong neers (or IE Bulletins 64 02,60-06 & 67-002 reassigned as listed 
BERLINGER.C.H. Generic Cktmmuncations Branch. NHC-05-85-157. 90/01/17. 
LOFY.R.A PARAMETER, Inc. 3pp 52513:256-62513.258. 

9001260140 Provides results of Unit I breaker insp & adv>ses that remaining OS 
breakers.consisiing ol 28 DS-206 breakers also inspected durittg Fa'J 1889 lofuelng 
outage & pole shafts replaced on breakers not meeting wold criteria 
RICHTER.M.H. Commonwealth Edison Co. 90/01/22. OAVIS.AB. Redon 3. Ofc of 
the Director. 3pp. 62467:359-52467:381. 


9001290194 Prov.des rosuits ol Un-t i latch ng-type relays & informs that 
Maim Procedure E005-2 revised lo onsuro that ell luiuro re'ays wi: ba Insf 
prrwor latch ongogemoni pr.or to instoi'ation 

RICHTER.M.H. Commonwoailli Ediso.n Co 90/01/22. Document Contrcl Era 
ument Control Desk) 2pp. 52407.350-52467:351. 

9001310237 Forwards Sofoguards Insp Repis 50-295/09-41 8 60-304/ 
900102-05 & notice of violaiicn Stalomont ot correcilvo action re v o'a: on d 
onci should be subrrlued as separalo onci to Iransmiitol Ur. Notice wiih.ho'd 
GREGER.LR. Regcn 3, Olc ol Iho Director. 90/01/24, REEO.C. Comn 
EdsonCo. 2pp 52503:193-52503 195 

-9001310240 Partially withheld Phyacol Socurity Insp flopts 50-295/89-41 i 
89-37 on 000102-05 (rof 10CFn73.2t(c)(2)) Viclai o.ns nolod Ma|i 
Inspected rngi efieciiveross. salotjuards coniinooncy p'an & socur.ty proa'an 
CHRISTOFrtR.G , CREED, J.R Region 3, Ofc Ol iho D.rocicr. 00/0 
52503 195-52503 165 

9002010166 Po.-wa'ds Enforcemem Conlerence Ropls 50-295/90 02 & 50-; 
on 9001 12 Topics discussed included apparent vloiai'ons noted in irsp Rapt 
89-40 & 60-304/09-3e 

MILLER.HJ Region 3. Olc ol Ihe Director. 60/01/24. REEO.C <3omn 
EdsonCo. 2pp S2512:333'52612'24l 

-0002010171 Eriforcomont Conloronce Repts 50-295/90 02 & 50-304/: 
900ll2.Ma.or areas dscussedprogrammaiic deficiencies re control 6 irackti 
v.dual i.eensed operator roculromonis per I0CFRS5.53. 

LEMNARTZ.J.. SHEMBAHGER.K., WRIGHT, G.C Region 3, Olc ot iho D ■> 
01/22 7pp 62512 235 52512 241 

9002060073 Proposes lo inspect el loasl oght valves per unit pe.' roiue'rg 
response to NRC Bulletin 69 002 re Anchor Darling sw-ng check vcIvosAc 
may be needed depending on plant condit o.n. 

RiChtER.MH Commonwealih Edison Co 90/01 /26 Document Control Oro 
umeni Control Desk) Spp. 52556 221 -52556 225 

9002070049 EN-90-0l0.on 900131. notice Of violation & proposed imposiho.'i ol 
ally in arr.cuni ol $100,000 will be Issued Acbon basod on fai'uro to prcporl] 
rcle of omorgcncy oiesot gonoraior vonlllalion support ays. 

TROSKOSKLW, HEBERMAN.J. Ofc Of Enlorcomoni (Post 670413) 60/0 
52596 223 52596 223. 

0001230126 NRC info Notice 90-005, "Inlor-Systom Olschargo ol Rriaclor 
Sve fisi onci 

ROSSi.CE. Division of Operafionai Events Assossmoni (Posi 67041 1). i 
(Donsofdaiod Edison Co of New York. Inc. lOIpp 52535. 125-52535 227 

9001230175 NRC Info Notice 90-006, '’Potential for Loss ol Shutdown Cool iii 
LOW noactor Cooinm lovois “ Sve i si end. 

ROSSi.CE Div.sicn of Operatisnoi Evonis Assossmoni (Posi 070411). i 
Consol dated Edison ni Now Ynrk, inc. 101pp. 52535:025-52535.12-1 

9002060230 Forwards response to NRC Quiloiln 09 003 Util n-jcloo.' luQls dci) 
or reviews & opprovos earl) core reload lor plants & rofue'ing opo.'aions rt 
v.owed to ensure Bppropr>aie procorlurei conirofs In piaco. 
niCHTER.M.H Commonwoalin Edison Co 00/01/29. Dociimont Control Bra 
umont Control Desk). Spp 52569 248-52569.260 

0001240190 NRC info Nonce 90-007, "New Info ro Insufaiion Mall Portoi 
Debris Oiockega ot PWR Coniainmam Sumps " Sve list onci. 

ROSSi.CE. Division of Operational Events Assossmeni (Post 070411). i 
Consokdaiod Edison Co oi New Ynrk, Inc OOpp 52535-220 52535 329 

90012501/20 Suppi 2 to NRC Into Notxe 88-023, "Poionilni lor Gas Uindn; 
Porifl)s During LOCA." SvC list end 

ROSSi.CE. Division ol Operational Events Assossmeni (Post 670411), ' 
(3ot)SOl dated Edison <^. of New Yoik, Inc. 05pp. 52533:320 -52534 .092 

6002090104 Discusses Safety insp Repts 50-205/89-36 & 60 304/89 32 oi 
I lOe.ioTwards nonce ol violation & proposed Imposition ol civil penally & ro 
sponse discussing set'ons taken to assure concerns properly pnoriiued 
OAVIS.AB. Region 3, Olc ol the D.recior. 90/01/31. REED.C. Commonwea 
Co. 4pp. 52615 058-52615.070. 

-8002090107 Notico ol vlolat-on & proposed Imposiiion ol civil penally in i 
SIOO.COO.Noncomplianco noted desel generator room venli'ailon fan contro 
aced in puiMo-lock position. 

AVIS,A.a. Region 3, Olc of the Director. 90/01/31. 3pp. 62615:062-52613: 

0001260198 NRC Into Nolica 90-000, "Kr-BS Hazards From Decayed Fuel, 
end 

ROSSI, C.E D.vision ol Operational Events Assessment (Post 070411) 
Cwisolidaied Ed-son Co. of New York. Inc. 77po. 52503:100-52583:260. 

9001290102 Supp1 1 to NRC Into Nolico 00-030. "Target Rock Two-Siago Sa 
Valve Solpoini Dnli Update. " Sve list onci. 

nOSSI.Ct. Division ol Operational Events Asseasmoni (Post 07041)). 
(Consol dated Ed.3on Co. of New York, Inc 70pp. 52550.230-52550:317 

9001300424 NRC Inlo Notice 90 009, "Extended Intorim Storage of Low E 
waste by Fuel Cycle & Malls Uconscos." Sve list end 
CUNNINGHAM, H.E. Division of industrial & Medical Nuclear Saloty (Pos 
90/02/05. Consol dated Edison Co. ol New York, Inc. lOOpp. 52503 2S7-f 

9002220697 Forwards Safety Insp Repts 50 295/09-39 & 50-304/09-35 o 
8001 iS.No violriiions noted. 

SHAFER.'N.O. Region 3, Olc ol iho O.tecioc. 90/02/07. REEO.C. Corm 
EdlSOt)Co. 2pp 52603:300-52603.326. 

-9002220701 Insp Repts 50'293/89-3g & 50-304/89-35 on 091201-0001 ) ( 
Hons notod.Mejor areas inspected I censee action on previous insp findings. i 
89-05) & Generic Lir 87-06 & summary of operations. 

CLAYTON, B. Region 3. Olc of the Director. 90/02/07. )7pp. 62663:310.; 
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M)02t30194 response lo FOfA request App N & O tfocurnortls evsilable in 

POR App O documents end App P documonis withheld (rel FOlA Exemption 6). 
griMSlEYOH. Division of Fteodom of Information & Publications Services (Post 
89020SI 90/02/08 PEPPERMAN.D.fl. Bloclior & Coil.ns, 8pp. 52595-156-52S96-209. 

-8802270163 Requests that appropriate orojoct manager contact Identified ubi & pro- 
vidd mb re purchase of circuit bieakora from suspoct companies 
MATTHEWS, 0 0. Pioject Directorate 11-3. 68/07/18. GUTLEP.W.R. Protect Oroctorale 
1-2 55pp 5259S 316 S2595:3'fi1 


fl. Periodic operating reports & related correspondence 

9002160001 Monthly oporat.ng ropts for Jen 1990 for Zion GenQiatlng Stailon.Unlis 1 & 
2 W/900209 lir. 

TKOMAS.J., JOYCe.T.P Ccmwonweeith Edison Co 60/01/31. fZpp 52675.-145- 
52675 156. 


S Reportable occurrencee, LERe & related correspondence 

9002050399 Forwards Technical Review Reel AEOD/T025, "Eva'uation ol Saloiy 
Eqjipment Outages for Significance at Zion,'' lor opetaling siluallon ihai occurred ai 
plant djnng Nov 1969. lor Info. Techniques from NRC Accldanl Soquonco Program 
used 

NOVAK, TM Division ol Safety Progiama (Post 870413). 90/01/31. JOYCE.T.P. Com- 
monwee'th Edison Co. 2pp. 52569.009-52569 016. 

9002230335 LER OOQOI-OO.on 9001 lO.condonsor vacuum excursion 
expertoncod.causlng turbine control sys to oscillate govornot valvoa 2 & 3 over 5% 
range Caused by procedure delicioncy.Proeoduro re lube leek rewritlert W/900220 Hr. 
ABBOUD.RG, JOYCE.T.P. Commonwoalth Edison Co 00/02/20. 6pp. 62713 061- 
62713:065. 


9002060109 Application for Proposed Amend 92 to License DPR-<13, decreasing rcluol- 
mp shutdown margin Irom plus or minus 10% delta k/k to pfus or minus 5% delta k/ 
k.in re^nso lo NnC Bulletin 69-003. 

STEINmAROt.C R. Wisconsin Public Sendee Corp. 90/01/20 Document Control 
Branch (Documani ConiroJ Desk). 9pp. 52594-135-52504 140. 

—9002080110 Proposod Tech Specs re reactivity.coolant temp A llsslon power during 
operating modes & rr.in shutdown margin 

* Wisconsin Pub’lc Sen/lcoCorp. 90/01/29. 6pp. 62594.144-52594:149 

9002120312 Responds 10 Generic Lir 8017, "Loss of DHR '' Commilment being 
emended lo require dos-gnated supervise' In Ilou ol eng noor lo allow flexibility In 
re^MnsilxllyDiia to leige number of commonis util unable to moot implomenlallon 

date 

GVEflS.KH Wisconsin Public Service Co.'p 90/01/30 Documoni Control Branch 
(Oocument Control Desk). 2pp. 52606 041-52606 042. 

90012000S1 Oonofic Lir 90 02 to all l.WR Iconsecs & appllcania re allornai.ve require- 
menis for fuel assemblies in design features section of Tech Specs. Sve list end. 
PAHTLOW.J.G. Associate Director for Projocia (Post 07041 1) 90/02/01 Consolidat- 
ed Edison Co. of Now York, Inc. 09pp. 62637 055-52637.093. 

9002060214 Advises that Revs AE & All to PAID Drawings M-219 & M-604. 
lospectfudy^ont to Reg on III, per 000320 request. 

EVEflS.K.H Wisconsin Public Service Corp. 90/02/01. Documoni Control Branch 
(Oocument Control Dosk] ip 62589.050-52569 050 

9002130246 Provides listing of recommeodod guidelines lor control of heavy loads.por 
NUREQ'06l2.Uill Should provide sufficient training, hand'ing ays design.load handfing 
Instructions A equipment Insp to assure reliable oporalion sys 
HANNON.J N. Pro eel Dlreciorate III-3. 90/02/06. EVERS.K If. Wisconsin Public Serv- 
ICO Corp 3pp 52634:330 52634:332 


V. Operator Examinations 

9001310085 Provides Info re genonc fundamentals exam section of operator licensing 
exam on 900207 A advises That results of exam should bo availoblo vulhin 3 wks loH 
lowing completion of exam. 

WRiG>fT,G.C Region 3. Ole ol the Director. 90/01/16. Commonwoalth Edison Co. 
5pp. 52497'213-52497:217. 

9001290177 Provides schedule tor certification exem.Compioi on of iisiod tasks wd bo 
documenied in qualiiicaion loumai on appropnato signature cards 
0UROiCK,T. Reolon 3, Ole of the Oiiecror. 90/01/17. WALKER.j. Region 3. Oto ol 
the Oireclor. Ip. 52468:11 1-52468:1 II. 

9002010166 Forwards Enlorcemeni Conference Ropts 50-295/90-02 A 50-304/00-02 
on 9001 12. Topics discussed Included apparent violations noted m inep Roots 50-295/ 
69-40 A 60-304/89-36. 

MILLER, HJ. Region 3, Ole of tito Diroclor. 90/01/24. REEO.C. Commonwoallh 
Edison Co. 2pp. 62612'233-525 1 2;24 1 . 

-6002010171 Enfoicomoni Conference Rapts 60 295/00 02 A 50-304/00 02 on 
9001 i2.Ma|or areas discussed programmatic deiicioncies re eoniroi A tracking ol indi- 
vidual licensed oporalor requlromenie per lOCPRSS 63. 

LEMNART2.J. Region 3. Ole of the Director. 90/01/22. 7pp S25i2;23S-52512:241. 
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F. Security, medical, emergency A fire protection plans 


9002220592 Requests listed info re request lo uMIzo alternate methods lor low level 
radtoacUve mail disposal 

OAVIS.M J. Prolect D.roclorate (ll-3. 90/02/13. EVERS.K H Wisconsin Public Sorvlco 
Corp.3pp 52083.134-52683:136 

9002220326 Accepis 900129 lust responso to Goneric Ltr 69-13. "Sve Water Sys Ptob- 
loma Affect.r^ Saioiy-Rolated Equipment.'' 

OAViS.M.J. Rrojoct Direcieraio ili-3 90/02/14. EVER5.K.H. Wisconsin Public Service 
Corp 3pp 52600 033 52696 036. 


Q. Inepeetlen reports, IE Bulletins A correspondence 

9001300496 Advisos ihoi dial! iinai lopi lor closeout Ol IE BuUeiin 79-23 found 
accoptabio-Lodd ong noeie lor IE Bulletins 64 02.60 06 A 87-002 reassigned as llaiod. 
BERLiNOER.C.H. Conenc Communications Branch. NnC-05-OS-IS7. 90/01/17. 
LOFYJ^.A. PARAMETEn. Inc. 3po. 62613:256.52513:268. 

9002010364 Submits inieiim responso to NRC Buiiolin 60-002 re awing check valves 
conianiAQ Typo 4I0 sieinisss sieol boning maiLEvaiuation idenliliad 35 saloiy rolalod 
chock vetvos w/ at best one Typo 410 slan'oss aleei componenl. 

STEiNiiAflOT.C.R Wisconsin Public Service Corp. 00^1/19. Documoni Control 
etartch (Oocumoni ConitolOosk). 3pp. S2S21;3l7-52S2l:3t9. 

9001230126 NRC inlo Notico 00-005, "Ihlei-Sysiam Discharge ol Reactor Coolant." 
Svc itSl end. 

ROSSl.CE. Division ol Opeiabonal Events Assessment (Posl 870411). 90/01/29 
Conso'idalod Edison Co. o* Now York. Inc. tOtpp. 52635:125-52535:227. 


9002050419 Requests any Into re data poinia to ho transmitted Or required hardware lor 
emergency responso dala eys.por Generic Lir 60-15. Inlo required to dovoiopcoal oatt- 
mstes Aproposod schedule for Implementing data sys. 

EVEftS.KH. Wisconsin Public Service Corp 00/01/23. OocumonI Cottfrof Branch 
(Oocumoni Control Desk), ip. 62542;347.52S42:347. 

9002010223 Forwards package that provides lull description ol emergency response 
data ays communicalion requirements.per util 900122 lolcon roquesiAodI date to 
allow data processhg personnel lo avafuate sys Implamenlailon requfromonla also 
end. 

JOLICOEUn.J.R. Incident Response Branch. 00/01/25. SUTTON.L. Wisconsm Public 
Service Corp. 36pp. 62522:191-62S22:226. 


J. Insurance A Indemnity Information 

9001290103 Forwards Endorsement 01 to NELIA Policy NF-204. Endorsement 76 lo 
MAELU Policy MF-7l.Endor90nieni8 5 to NELIA Certificate NW-111 A MAELU Certlli- 
cate MW-44 A Endorsements 14 lo NELIA Certlflcato N'44 A MAELU Certificate M- 
44. 

EVERS,K.H. Wisconsin Public Service Corp. 90/01/18. Document Conboi Branch 
(Oocumern Control Desk). Bpp. 52464;133-52454:140. 


9001230175 NRC Info Notice 60-006, "Polenl-ol for Loss ol Shutdown Coo'ing While ol 
tow Roacioi Coolant Levels." Svc list oncl. 

ROSSl.CE Division of Operational Evenia Aasesemont (Post 870411). 90/01/29 
Consoiidaled Edison Co. o/ New York, Inc. tOtpp. 52535.025-62535. f24. 

9002090046 Responds to Qonoilc Lir 89-13. "Sve Water Sys Problems Atfectng Safety- 
Relalod Equipment." Util Increosad allontlon resulted in scheduling of salety ays func- 
ifonei ol svc water sys for early 1990. 

STEINHAROT.e.R. Wisconsin Public Service Corp. 60/01/29. Document Control 
Branch (Oocument Control Dosk). 9pp. 52658.037-52558:045. 

9002060109 Application for Proposed Amend 92 lo License DPR-43, decreasing refuel- 
ing ^Idown meigin from p'us or minus lOSS delta k/k to plus or minus 5% delta k/ 
k.in response to NRC Buffelin 89-003. 

STEINHAROT.e.R. Wisconsin Public Service Corp. 90/01/29. Document Control 
Branch (Oocumoni ConUol Desk). 6pp. 52504:135-52694:149. 

9001240100 NRC Inlo Notice 90-007. "New Info re Insulation Mall Performance A 
Dobds Blockage of PWR Containment Sumps." Svc list end. 

FIOSSi.C.E Division of Operational Events Assessmonl (Post 670411). 90/01/30. 
(>insolldaled Edison Co. of New York. Inc. 99pp. 62635 226-52535:329. 


P- Operstlng tfesnsa slags documents A correspondence 


9002020221 Forwards aalety ovaluallon concluding that present presauro/ temp limits 
heatup.cooldown.leak teat A criticality.por Generic Lit 8B-I1 
'"' I ^®Q Guide l.99,Rev 2 to reactor vessel belllme matis. 
DAVIS M.J, Project Directorate MI-3. 60/01/25. EVERS.K.H. Wisconsin Public Service 
Corp. 2pp. 62624:120-52524:126. 

-^2020224 Salety evaluailorr concluding that present pressuio/iomp limlia lor RCS 
or neatup.cooldown.leak teal A criticality acceptable.per Genorio Ur e6-ll.Util will 
• rJi 2 to calculate ref temps for bellllne mafia. 

o' Nuclear Reactor Regulation, Director (Post 870411). 60/01/25. 4pp. 


’’,®*PO0d8 lo Generic Ltr 89-13, "Svc Water Sys Problema Affecting Safety- 
neiaiM bqu pmanl.” LItil Increased attention resulted in scheduling of safety aya lunc- 
Honai nsp of svc water sya lor early 1 990. 

5'='NR"nOT,C.R, Wisconsin Puolio Service Corp. 60/01/29. Oocument Control 
orarren (Document Control Desk), epp. 52550:037-62558:045 


9001260020 SuppI 2 to NRC Info Notice 66-023, "Potential for Gas B'nding of HPSI 
Pumps Ourtng LOCA ” Svc list end. 

ROSSl.C E Division ol Operallonal Events Assessment (Post 870411). 90/01/31 
Conso^datod Edison Co. of Now York. Inc. 9Spp. 62633:329-52534:062. 

9002080017 Responds to NRC Bulletin 89-003, "Poienllal loss ol Required Shutdown 
Ma^in During Refueling Operations." Refueling procedure A reactor eng'neering relu- 
etlru log reviewed lo Identify probable Intermedieto fuel conllguiallons. 
STEINHAROT.e.R. Wisconsin Public Service Corp. 90/01/31. Documenl Control 
Branch (Documenl Control Desk). 6pp. 52694-270-S3594;274. 

9001280108 NRC Info Notice 90-008, "Kr-85 Hazards From Decayed Fuel." Svo Hat 
and. 

FiOSSf.C.E. Division of Operational Events Assessment (Posl 870411). 90/02/01. 
Consolidafed Edison Co. of New York, Inc. 77pp. 62683:160-52583:256. 

9001390102 SuppI f lo NRC Inlo Notice 66-030, "Target Rock Two-Stage Ssleiy/Relief 
Valve Selpoini Drill Update." Svc Hat end. 

ROSS.C.E. DMsion ol Operational Events Assessment (Post 870411). 90/02/02. 
Conaoraeled Edison Co. of New York, Inc. 76pp. 62656:236-52556;3l7. 



DOCKETED ITEMS 


9001300434 NRC Into Notico 00 009, "Exlencfed (ntan'n SCO'sgo of Low Level Rad 
waste by Fuel Cycle & Mails Licensees'' Sve iisi orcl. 

CUNNINGham.R E. 0.vi&ion el fr.dustrtai a Mod.cal Nuclear Sa'e^ (Posi 0707291 
fl0/0?/'05 Consolidated Edison Co. of New York, inc lOOpp 52503 257-53684 004 

9003230213 AtfvIsOs ihat ul.l 900131 response to NRC RuHotin 09 003. "Poiori:al LOSS 
Of Reqj'rod Snutdown Oonng Refueling" saiis'actory based cn porformanco of if'oe 
lisfod aciicr.s. 

Davis MJ P/o eci D racioraio lii-3. 90/02/14. EVERS.K H. Wiscons'n Public Service 
Corp 3pp 52699064.62696.066 


R. Perlorllc operating reports A relaled correspondence 

9002140274 Monthly operating rapt for Jan 1990 tor Kowsunoo Nuclear Power Plani W/ 
900209 IK. 

RUlTER G H EVERS.K.H. Wisco.ism Public Service Corp. 90/01/31. 5pp. 52063:102 
52653 186 


S. Reportable occurrences. LERe & related correspondence 

9001310373 LER 890l600on 691227.p‘a'M o>porlenced lurblne/reactor idp dua lo 
both turbuio stop valves closl.'ig coincident w/plani power level croater ifian 
10%. Caused by doc/oase in flu'd hoador pressuro.Piani stab.i'red W/60(}r36 Itr. 
0ERGMANN,J.W.. EVERS.KH Wash'nglon Pubic Power Supply System 90/01/28. 
7pp 5a521;043-52S2V049- 

90021S0013 lER 90-00i-00on 900i00,l.re barrier door discovered umetched during 
rout no insp of auxnaiy bldg.Caused by fa lure of personnel to recoaniro fire door 
must bo latched fo bo operable Hourly fi<o watch estab'ished.W/000207 Itr. 
WEBH.TJ., EVERS.K.H. Weshngfon Public Power Supply Syetem 90/02/07, 4pp 
52654: 164-62654: 157, 


DOCKET 60-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Seeurlty, medical, omargancy A fire proteellon plana 

0002160054 AdViSes lhal NRC received onci FEMA B01004 Hr & assodalod FEMA 
Region V rept fo' 681019 radolsgcal omergency drill No dolicloncos noted itom of 
lessor significaneo corroded 

nnEQER,L.R. Region 3, Ole of the 0 rector. 60/01/10. LAfISON.C.E. Nonnorn Sislss 
Power Cn. 3pp. 52679.065-52679 095. 

9003130860 Ack rocolpt ol 691106 response (0 Generic Lir 69-07. "Power Reacior 
Ssfoc js.’d Contingency Piannirg for Sa'face Vehicle Qombs '' 

OIIANNI.DC. Proied Oiroctoreie IIM. 90/02/06 PARKER.T.M. Northern Slates 
Power Co. Opp SS644 337-53644 329 

9902220001 Forwards se'ety eva'L'aton,coriCljding thal uiil procodurosgenerailon pack- 
age needs to be raviewod lo eddreee progrgmretic lmprovenio.nl9 whlcft will onhonco 
abi'ity lo maintain ngh qua'ity erergency operel'ng procedures. 

0:iANNI.0C. Proieci OlrectoiBio IIM. 60/02/14. PARKER.T.M. Noflhern States 
Power Co.app 52095 305-S2695 322. 

-9003220002 Safety evaluation conclud ng thal procedure generation package noods to 
be reviewed to address programmatic improvetnenis which will enhance auiLty to do- 
volop & ma nia n high qua'ity errargency oporai ng procedures. 

' Orllce of Njc'oar Reacior floculaion, Oi-cclor (Post 070411). 90/02/44. l5pp. 
62605:303 52695 322. 


P. Operating license stage documents A correspondence 

9002080101 Responds to Genonc Ltr 69-13. "Sve Water Sys Problems Affeciing Safoty 
Related Equipmont." Procedure wi'l be dovetoped lo periodically Inspect emergency 
intake enb located in river. 

PARKER.T.M. Northern Slates Power Co. 90/01/26. Off-co ol Nuclear Reactor Regu- 
lation, O.rector {Post 67041 1). 9pp. 62 6 53.028-52 550.036. 

9002060385 Forwards SER supporting util 890923 A 1215 subm ttals of proposed qua'I- 
ficaiion progtarn doatng w/procu.'oment & installalon of two omergoncy diesel gen- 
eteiors 

DIIANNI.D. Pfojoct Di'cclorata 111-1. 90/01/31. PARKER.T.M. Northern Stales Power 
Co 3pp. 62555 306-52555.314. 

-9002060388 SER supporting uiii 690929 & 1215 submltiats of proposed qualification 
program dealing w/procuioireni S inslalatlon of two omergoncy diosci generators. 

* once of Nuclear Roactor Regulalion. Oiraciqr <Posi 870411). 90/01/31. 8pp 
52655:309-52555:314 

9001290051 Qenortc LK 90-02 lo a'l LWR licensees & applicants re a'tarnative require- 
ments lor tun) assembles in design lealures section cl Tech Specs Sve list oncl. 
PARTLOW,J.G. Associate OTector lor Pro;ecis (Post 870411). 90/02/01. Coneolidat- 
ed Edison Co. el New York, Inc. 39pp. 52637,055-52637:093. 

0002090143 Documents verification of dose out ol Multi-Plant Action G-Ot, ‘’Reactor 
Coolant Pump Trip," for plants.per 801219 n^o.mo. 

THOMAJ.O. ProJact Dirocloralo IIM. 90/02/01. STOLZ.J. Prelect Dreciorate 1-4. Ip. 
52615:07S-52615:075, 

0002160264 OiscussQS l ab l<ry A funding roquiremenis re NRC decommissioning fund ng 
rules A voni es understanding ol rules. Ltr from NRC explaining llabll ty A requirements 
of rule req-jested. 

LAWRENCE. D.A. Northern Slates Power Co. 90/02/06 WOOD.R. NRC • No Detai'ad 
Affiliation Given, ip. 52668:237-52666:237. 


-9002220002 Selety evaluoLo.n concluding lhal procodjro goneraLon pa-. , ,, 
bo rovlewod lo address programmatic imerovemonts which wii er.r.-iv , 
velop A maintain high quality orno.-goncy operoi ng procedures 
• Office of Nuc'oar Reacto' Regu'eticn, 0:rocior (Post 070411) v • . 
52695 308 52695 322 


Q. Inspection reports, IE Bulletins A correspondence 

9003230676 Forwards fee In amoiinl of $25,000, .n response lo 891017 
non A civil penalty re commercial grade pfOCutemeni,pet insp Rep’s t-o ^ -i 
50-308/60-201. Responses lb violaiions also oncl ' - 

LAflSON,CE. Nci;thom Slates Power Co. 69/11/20 Ole cf Er’ -i < 

870413). 9pp 52683 334-52683 342. ' 

9002060178 Supbls response to violaiions noted in r,nsp Rapis 50 262/ j:- ’i 4 » . 

89 15 re conialnrr.oni a ilock local leak rate losiing Correct.ve actors -.r.r... ^ ■ 

leak reie lost ng procedures approved on 891220. ' 

LARSON.C.E. Nohhern Slates Power Co 90/01/03. WHIGHT,GC P-^r . 
Ihe Diroclor. 2pp. 52569 074-52569 075 '' - ' 

0001300498 Advises that drall final repi lor cIosoo-jI of lE Ej'e’.n 3 ; , 
accopiab'e Load engineers for lE Quilet ns e4 02,00 06 A 87 002 reai;.;'.n.' 4^, ' 
BERLlNGEn,CH. Ge,-,onc Commun cations Branch NRC-CS05'5' 

LOFY,R.A. PARAMETER, Inc. 3pp 52513 256-52513 258 ' ' - 

9001230126 NRC In'o Notice 00 005, "Inior-Systom O.schargo o' . . 

Sve list Orel 

ROSSI, CE. Division of Operaiional Events Assossrroni (Post 8704* 1, > 
Co.nsolldaied Edison Co of Now York, Inc 101pp, 52535 125-5253522? 

9001230175 NRC Info Nei-co 00 006, "Potoniiai for Loss of Shuido-,vn C«- ng ^ 
Low Reacior Coo'ant Levels" Svc lisl unci. 

ROSSLC.E. Division of Operaiional Events Ansesimpnl (Post eiOfiii - . 

(3onsolidolod Edison Co of NOW York, Inc 101pp. S3S35035-6253S I24 

9003060076 Responds to NRC Qui'oiln 60-003, "Poiantiai Lose of Requ-t-f Sv.-.- • 
Marg n Ounng noluel ng Opaiei ons." Reluellng boron ecncantrsf on w 1 b4 c-i ' 
w/provleions lor onn ehullie aitorai on 

PARKER.T.M Northern Slates Power Co 90/01/29. Office ol Nuclev Pts-r .-r p. 
lal on, Director (Post 07041 1). 8pp. 52556 228-52558 233 

6002060101 Roaponris lo Qoneric Lir 80-13, "Svc WoiOf Sys Prob'ens ■ 

Ro'aled Eqjipmeni." Procedure wl,l bo devoloped to period ca'-y irip<-:i c-.:* • 
iniako enh located in river. 

PARKER.T.M. Northern Sioins Power Co. 90/01/26. Office Ol Nuclear P>a.* yr P 
lotion. Diroclor (Poal 87041 1). Opp 52550:028 52558.036. 

9001240100 NRC In'o Notice 60-007. "New Info ro Inaulaiion Mail 
Drhrla Blockage of PWR Contam.'nont Sumps " SvC ilsi oncl. 

ROSSI, CE O.vision ol Oparailonal Evonta Assossmoni (Post 8704lii i*:- 
Consolidated EU'Son Co of Now York, Inc 60pp. 52535 228-52535329 

9001250030 Suppi 2 lo NRC Info NoHco 69 023, "Poieniiai for Gas 6-*>f./-g c 1 
Pumps Ourldg LOCA " Svc I19I end. 

ROSSI, CE. Div.'s'on ol OnoiAHonal Events Assessment (Post S704iii 9*: C 
Owsolklated Ed son Co. of New Vork. Inc 05pp 62533 329-625341)52 

9001260196 NRC Info Nolioe 90 008, "Kr.88 Harards From Decayed Fj?' ' &• 
end 

ROSSI.C.E. Division of Operaional Events Assossmenl (Post 870411) Sr,' - . , 
(ionsol dated Ed:son Co. of New Yoik, Inc. 77pp. 52583; 180-52563 256 

9001290102 Suppi 1 to NRC Info Notice 08 030. "Target Rock Two-Stage Sa'ury ^ 
Valve Soipoinl Drift Updaio." Svc I si oncl. 

ROSSI.C.E. Division of Opo/at-onal Events Assessment (Post 8704li| -- 

Consokdeied Edison Co. ot N&w Yoik, inc. ?0pp. 62556 236-62556317. 

9001300424 NRC Info NoHce 90 009, "Extondod interim Storage of Low Lt'-v-e-T 
waste by Fuel Cycle A Malls Liconseos." Svc list oncl _ 

CUNNiNGHAM.fl.E. D.visicn Of Industrial A Med.cal Nuclear Sa'ety (F-'’5«_8' 
90/02/06 Consclidaied Edison Co. of Now York. inc. I08pp 52563 257 5< 


R. Periodic operating reports A related correspondence 

6002f50002 Monthly operating repia lor Jon t990 for Pralde Is’and Njciear 
Planl.Unlis 1 A 2.W/000206 lU- 

OUGSTAO.O., PARKER.T.M. Norlhorn Stales Powor Co 00/01/31. 9pp 5?o - 
52656.336. 


S. Reportable occurrences, LERa A related correspondence 

9001310075 LER 09-OO4.OOon 891221.unlt tripped A reactor coo'a.nt 
power.Causod by faulty voliene tegu's' c-n of c-ne CRO machawsm 
set Rogu'alor for sol reptacod A lostod.On 89l220.Idont'cal tnp occorodW 

HUNSTAD.A.A., PARKER.T.M. Norihern Slalos Power Co. 90/01/2^ 
62602:142.52602:161. 


9002220371 Part 21 rept re maint ol Automatic Valvo Corp MSlV A/or mam 
valve using spanner wrench in order to avoid solenoid valve stem da.-iwj-^.P*'^ 
85 change In des gn. Mainl Instructions enci < 

HUTCHINS, T. Automatic Valve Corp. 90/02/02 NRC • No Deiai’od Al'-rawo" 
38pp. 52738.088-52738:105. 


Y. Dry Cask Independent Spent Fuel Storage Insteiieiiona 


^ tv 




F Security, medical, emergency & lire protection pione 

9002010322 Fofwa'ds Insp Rept CO 309/60 22 on OOt 101-121 1 Urrosclved item 
nc’OO Plant cpe'fliC'S ctiservod 10 onhiCit good ccnitol du'ing powoi manouvots 
’CHNSCN J n Region I, Olc ol the D.roctoi 90/01/20 FRTZ2LE.C.D Mono Ysnkoo 
Mom:: Power Co 2pp 52522 059 53522 069 

-9002010325 Insp Bep' £0 309/89-2? on 891 101 121 1. One untoeolved ilom 
r.ctod Ua|o' areas Inspected i.censoo event lonowup. nporallonal safely 
verilicatinn rralnt sunreil ence.physicol socurity.rarliaiion oroiQCllon & lire piolociion. 
fc‘CC/»3fEC Regon t, Olc of ir.o Dirocior. 90/01/30 9pp 52S2206l-S2S22X;69. 

9002020168 Revised EPiPs. consist rg Ol Rev l-l 10 9. 502. Rev 16 to 250 3.nov 17 to 
2 50 a flev 8 to 2 50 S.Rov 7 1o 2 SOO.Rov 10 to 2 50 0 & Rov 1-1 lo 2 50.19 
6CULETTEET. Maine YartKSu Alomc Power Co. 00/01/25. I09pp 52529-900- 
52529 306 ' 

9002220319 Rev.serl EPIPs.consISing ol Rev 3 10 Procedure 2 50 13 to emoioency op- 
e-at cris lac Ity procodi.ro Rev 1 8 lo Procodcre 2 50. 1 7 re omorgoncy mMicatiOn & 
Rev A 10 Procodu-o 2 50 22 ro alternaio emorgoncy opatallons. 

V/HlTTiFR G D , GOULETrG.D.T, Maino Ynr.kOQ Alomic Power 00/01/25 60pp. 
5267i1 170 526/4 238. 

9002090024 FOinvards Mgl Meeing Ropl 50-309/89-24 on 900103 to (fescim Special 
Fh/S'ca' Security insp 50 303/(19-24 

KNAPP.MR Regon 1, Oic Ql ino Drector 00/01/31 FRlZZlE.C.D. Maine Yankoo 
Alcrric Powo' Co 2pp. 52599 090-52599 133. 

-9002090029 Mgt Meoling Ropi 50-300/89-24 on 900109 Major areas 
ciscussed lii'dr-gs ol Spociai insp 50-309/80-24 concluded lo rovtow loss ol control 
ol err-erq-ncy sparo security vital amn koyS & motor oporniod dsco-nrocl swnchng 
error 

OLS^NW r KEIMIG.RH Rogon 1. Olc Ol ffe Oroclot. 00/01/30 42pp. 52599002- 
52599.133 


P. Operating license atege documenia A correspondence 

9001300071 inloims mol Slate of ME has no ohlrclicn.s lo Proponed Toco Spec 
Cnange 152 ro operating paiamoto's tor Cycio 12 

CXDSflE P J Walno. Siato ol. 30/01/22. Oocurr.ont Control Brand* (Oocumoni Ccnlrol 
Dosv) ip 52400 058-521193 050 

9002070220 Advises lhal 69121S Ruv 5 to QA program consistent w/ provisions Ol 
tOCFRSO 54 A sccepiapie. 

D'JRR,JP. Region 1, 0?0 ot m.e Orocior. 90/01/28. Fni22lE.CO Ma-ne YanVee 
Aicmlc Power Co. 2pp 925Q7.222-52S87 224 

9002060237 Forwards schodulo 'or Imp'omeniaiion ol Gonndc LK 80-13 tocommondod 
ec ons re $vc weler sys ptobloms aftoclmg salory-rpialod oguipmoni.Uiil usos Ihotnioi 
backwasti mssei coniro' nroi:ud'.<ru to irooi svc water sys. 

QARRITV,JH. Ms'no Yenkoo Atomic Power Co 00/01/20 RUSSELL.W.T. Roglon i. 
CIc ol IPO Dlrocicr. 10pp. 52589 0e0>52509 07S. 

9002080131 Fonverds SFH concludng that diverse scram sys.drverse auxiliary food 
water acijaiion sys A ciivorso hilml-on ol lurllne trip designs.por ATwS rule 
(lOCFRSOeOl.sccopinb'e. 

LEEDS, Ej. Projoci Directorate i 3. 00/0t/3i. FRIZZLG.CO Maine Yankee Atomic 
PowerCo 3pp 52594 158-52504. 174. 

-6002060134 SER concluding lliot Bu>.liary leodwater aciiioion orciiM design contonns 
>0 reQuiromoois ol 10CFR$^0.62 {ATWS rule) A accopiabie.subf to review A accepi- 
e.'ico of common mode ifll’uro ane'ysis 
' Pra,eci Di-ectorate 1-3. 00/81/31 Idpp. 52594 150-52594 174. 

9001290051 Generic Lir 90 02 lo e'l LWR I censeos & applicants re flitemAiivo reguiro- 
rr.enis lor luel assoinbros In design loaiures section ol ^ch Specs. Svc list onci. 
PARTLOW.J.G Associaie Dracicr lor Projocia {Post 870411). 90/02/01. Ccnsoiidai- 
ed Ed son Co of Now York, Inc 39pp 52637.056-52837.003 

9002130022 Forwards response lo Generic Ur 89-10, “Moior Oporaiod Volvo Toeiinn A 
Surve lance," per NRC Uuliotm 65-003 Ut.l plans to expand on already eccopiODie 
motor oporaiea valve program to incorporate addi measures ol generic ilr 
fRl2<'LE,C.O Mal-.o Yankee Atomic Power Co. 90/02/01 Docornortt Control Omneh 
{OocuTont Conirol Desk) lOpp 52646:257-52646 286 


Q Inspection reporta, IE Bulletins A correspondence 

6001300172 Responds lo NRC 601214 Mr ro violations noted In Insp Bopi 60-300/00- 
16 Ccriective acUons gland fcllower nui replaced lo rosioro valve to odginol corxdiilort 
A an work w/o use of safety togs suspended. 

WHirriEn.G.O. Maine Yankee Atomic Power Co. 00/01/15. RUSSELl.W.T. negion i, 
Olc ol the Director. 5pp. 52409 137-52489:141. 

9001300496 Adv.sos that drall final topt lor dosooul of IE Dullofin 79-23 lourxJ 
accopiab'o Lead engnoers for lE EJulleins 64 02,60-06 A 87-002 reassignodas bated 
BERLiNGEH.C.H. Generic Comrr.u.nications Branch. NRC-05-06-157. 90/01/17. 
LOFV.nA. PARAMETER, Inc. 3pp. 52513:260-62613:250. 

9002010322 Forwards Insp Bepi 50-309/09-22 on 801101-1211. Unresolved item 
ncted. Plant operaiors observed lo exhibit good control during power maneuvers. 
JQHNSON,jR. Region 1, Olc of the Director. flO/Ol/20. FRIZZLE.C.D. Maine Yaokoo 
Alomic Power Co. 2pp 52522 059-52522 069. 

-9002010325 Insp Ropl 60-300/89-22 on 001 101-121 1 One unrosotvod Hem 
r.oied Major areas inspcciod.licensee event followup, operational safely 
venfication.maint.surve Hanco.physical socurlty.radiaiion protection A bre protection. 
MCCABE.E.C. Region 1 . Olc of the Orocior. 90/01/20. 9pp. 52522.06f-52522.069. 

9001230126 NRC Into Nolice 00-005, "Inier-Sysiem Oischerge of Reactor Coolant." 
Svc I si end 

ROSSl.CE. Oivlsofi of Operaticnol Events Assossn-.ont {Post 070411). 00/01/29. 
L-onso'-idatod Edison Co. of Nuw York, Inc. lOtpp. 52535.125-52535.227. 


Lovv Reactor Coolant Levels " Svc list encl. 

ROSSl.C.E Oivis-on of Oporelional Events Assessment (Post 870411) 90/01/29 
ConsoldBied Edison Co ol New York, Inc. lOtpp. 52535 025-52535 124, 

0001240190 NRC Inlo Notice 90 007, "New Into ro Insulation Mali Peilormanco A 
Debns Blockage ol PWR Coma nmont Surrps " Svc hsi encl 

ROSSl.CE DivIS'On ol Oporelional Events Assessment (Post 870411) 90/01/30 
Consckdaied Edison Co ot Now York, tnc O0pp 52535 226-52535:329. 

9001260020 S-jppi 2 10 NRC In'o Nonce 86-023. "Potoniiai (or Gas Bi'-id.ng ol HPSI 
Rumps O^nng LOCA " Svc h.st encl 

RO^l.CE Division ol Ope.'etonai Events Assessment (Post 670411) 90/01/31. 
Consmdatod Edison Co pi Now York, Inc 95pp 52533.329 52534.062. 

9002060229 Responds to NRC Bulletin 69-003, "Poteniial Loss of Reguied Shutdown 
Margin 0~nng Refueli'ig Oporel ons " Training scheduled Icr stall responsible for au- 
etvising refueling operations prior to next coro reluol ng 

RIZ2LE.C.O. Maine Yankee Atomic Power Co. 90/01/31. Document Cori'ol Branch 
(Document Control Dosk) 2pp 52594 103 52594:104 

9002090024 Forwords Mgl Meeting Ropt 50 309/69-24 on 900109 to d.scuss Special 
Rhye cal Security lns[> 50-309/60 24 

KNAPP.M.fl Region 1, Otc of the Director. 90/oi/3t. FfliZZLE.C.D Maho Yankee 
Atomic Power Co 2pp 52590 060-52599.133 

-9002090039 Mgt Meeting Ropt 50-309/69-24 cn 900109 Major areas 
discussed bndings of Spocisr Insp 50-300/69-24 conducted lo review loss of coniiol 
Of omergrmey sparo secu'iiy vital areo keys A motor-operated disconnect switching 
error. 

OlSEN.WT.. KEIMIG.R.R. Region f, Olc of iho Director. 90/01/30. 42pp 52599:002- 
S2S0O 133 

9001260196 NRC Info Nctico 60-006, "Kr-85 Harards From Decayed Fuel" Svc ist 
enct. 

ROSSl.CE Oivis-on ol Operaiional Events Assessment (Post 070411). 00/02/01 
Consol dated Edison Co of New York, Ire 77pp 52503 160 52583 256 

0002130022 Forwards rosponso 10 Generic Lir 60-10, ' Motor-Operated Volvo Tosling A 
Survm lance." per NRC Bul'etin 65-003. Ulil plaiiy to unpand on already scccplaole 
moior-opetaieJ valvo prog'am to incorporate addl measures ol generic Hr. 
FfliZZlE.CO Mnliio Yenkoa Atomic Powo- Co 90/02/01 Document Control Branch 
(Document Control Desk) lOpp 52646 257-52646 266 

9001260102 1 to NRC Info NoHco 66-030. "Targol Rock Two-SlAco SsfoCy/Rel-ef 

Valve Setpoint Drift Update " Svc list end. 

ROSSl.C.E OrviSion ol Cporallonpl Events Assossmant (Post 670411) 90/02/02 
Coneoldelcd Edison Co of Now York, Inc 76pp S255C.238'525&6:317. 

9001300424 NRC Into NoHco 93-009, "Enlonded Iniorlm Slorago of Low Lbvol Rod- 
waste by Fuel Cydo A Mails uconsoos " Svc list onci. 

CUNNiNGllAM.n.E. Oiviscn ol Inrfuslnel A Medical Nuclear Safely (Post 670720) 
00/02/05 Conso'-iitalud Edison Co of Now York, Inc I08pp 52503:257 52504.004. 


R- Periodic oporaiing reports A roialod correspondence 


9002230404 Monthty BiAiiSHcel ropl Idt Jan 1990 lor Ma'ho Yankee Alomic Power 
SiaiionW/900212 Hr 

hail.Sl.. NiCnOLS.SE Maine Yankoo Atom'C Power Co. 90/01/31. I2pp. 
52702001-52702012 


S. Roporlablo occurrences. LERe A related corrospondonee 

9OOI3I01B5 l€R 69 006 00:on 00l22l.desi2n del.cloncy that would liiTiit oparoi ng time 
ol emergency battery 2 to less than FSAn value discovered Caused by orlglnar plant 
tioslgn Invertor 6 tagged but of svc W/000122 Hr. 

MCAlllSTER.S , WHiniER.G.D. Maino Yankee Atorrlc Power Co. 90/01/22. 4pp. 
52621022 52521025. 


V. Operator Exomlnatlons 

9092149162 Forwards revised NRC Forms 396 A 396 re personal qua'ificailons stote 
meni - licensee A certification ol medicol exam by facility 
Lcert3ee.respect-vcly Applications tor licenses should bo submiliod on revised forms 
by 900201. 

QALLO.RM. Region l, Ofc of the Dlracior. 90/01/05 FRiZZLE.CD Maino Yankee 
Atomic Powor Co. flpp 52655 265-52655 292. 

9002140066 Advises lhal gonertc fundamentals exam section ol operator licensing 
exam wfl conform lo listed guidelines A will bo Included In next rev lo NUREG- 
102l4>or Generic Ur 60-17 A pilot lest partlclpont (oodoack 

QAUO.R-M Region 1, Olc ol Iho Director. 00/01/24. FRIZZLE.C.D Maino Yankee 
Alomc Power Co. 6pp. 52650:352-52650 359. 


DOCKET 60-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

9001300230 Forwards response to NRC 691220 lit re violations noted in plant 
Inspe Response withhold (rot 10CFR73.21). 

LABRUNA.S. Public Sonrice Elociric A Gas Co. of New Jersey. 90/01/19. Document 
Control Branch (Document Control Dosk) 2pp. 52471;ie7-62471;180. 

9002010263 Responds lo concerns nolod In procedures generation packago soloty 
oveluaiion.nevlew ot omorgoncy opoiat'ng procedures unneccessary at present 
lime Concerns not previously addressed will be completed by 900630. 

LABRUNA.S. Public Service Electric A Gas Co of New Jersey. 90/01/22. (Jocumenl 
Control Branch (Document Conirol Desk). 2pp. 52531:256-52531:250. 


9001300424 NHC Into Notico 90-009. "ExtenOdO Inienm Storage ol Low Level Had- 
west© by Fuel CyCe 4 Mails Lcensees " Svc i.sl enci. 

CUNNINGHAM, n E. Div.sion ol Indusinal & Med ca' Nuciasr Safety (Post S70729) 
90/02/05 Consolidaiod Edison Co. o! Now York. Inc lOepp 52583 357-53Se4.004. 

9003220212 Advises lhal ulil 900131 response to NRC SullOlin 89-003. "Polenbal loss 
Ol Roqoired Sfutdown Ounng Reiuohng" sal slectory baaed or> performance of three 
listed actions 

OAVIS.M.J Projoci Oirecloraie 111-3. 90/02/14. EVERS.K M Wiscortsirt PubLc Service 
Corp 3pp 52696 064-52696 060 


R. Periodic operating reports & related correspondence 


9002140274 Monthly oporati.ng repi lor Jan 1990 for Kewaunee Nuclear Povror PiamW/ 
900209 Hr 

nuiTER.G H . EVERS.K H Wisconsin Publ.C Service Corp. 90/01/31. ^p. 52653-182- 
52653 186. 


8. Reporisbia occurrences, LERs & related correspondence 

9001310373 LER 89-016-00 on 69i227.p!ani experienced luibme/ioaclor trip due to 
boih turbine stop valves c'os ng co ncldeni w/p'ant power level graater than 
10% Caused by docrease n (lu d header pressure Plant stabi’i2Od.W/900r26 Itr. 
BERGMANN.J.W . EVERS.K H. Wash'ngton Pub"c Power Supply System. 00/01/26. 
7pp. 52521.043-52521049 

9002150013 LER 90-00t-00on 900108.1 re barrier door d.scQvered unlatched during 
routine insp o) euxi'iary bldg Caused by la/ure ot personnel to i^cogHiQ hte door 
must be latched to be oparabio Hourly rite watch astabl shed W/d00207 Itr. 

WEGB.TJ, EVERS.KH Washnglan Public Power Supply System 00/02/07. 4pp 
52654:164-52654 157 


DOCKET 60-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & lire protection plana 

0002180054 Advises ihai NRC received enci FEMA 891004 iir 4 essociaiod FCMA 
Region V rept lor 661019 radiolog'cel omo/gency dnii No deHCenc-es noted Horn ol 
lesser einnl cance corrected 

QREGER.I n Region 3.01c or theOreClor- 90/01/10 LARSON.CE Northern Slelos 
Power Co ?pp 52679 085-52679 095. 

9002130260 Ack receipt oi 691106 response to Genertc Lir 89 07. "Power Reactor 
Saracuard Ccmingency Piann no lor Surface Vehicle Bombs." 

OiiAiSNi.DC. Proleci Oi/ecioreie iii-i. 90/02/06. PaRker.T.m Northern Sieioe 
Power Co 3p0 52644 327-52644:929. 

9002220001 Forwards saiety eva'uaiioaconciudng that uui ptoeodutosgonereiion pack- 
age needs lo be reviewed lo address programmatic improvemonts which w.ii enhance 
ODi'ity lo mainla'n high g^uai ly emergency operating procedures. 

D11ANNI.DC Rrolect Di'ecioraie Hl-I. 90/02/14 PARKER.T.M. Northern States 
Power Co 3pp 52695-305 52695 322. 

••9002220002 Safety evaluation concluding ihai procedure generation package needs to 
be reviewed lo address programmatic improvemen>s which win enhence absny to de 
volop 4 mamialn high quality emergency operating procedures 
* Oli-ce o( Nuclear Reactor Regulation, Director (Post 8704ii). 90/02/14. ispp. 
52695.306-52695 322 


P. Operating license stage documenia & correspondence 

9002080101 Responds to Generic Ltr 09-0. "Svc Water Sys Problems Allociing Solely' 
Related Equipment. " Procedure wi I bo developed to penodicat-V InspecI entorgency 
Inlake cnb located In river. 

PARKER, T M Northern Slates Power Co. 90/01/29 OlHce ol Nuclear Reactor Regu- 
lation, Director (Post 870411). 9cp 52558 028-52568.036 

900208038S Forwards SEN supporting uni 690929 4 1215 submittals ol proposed quaii- 
I'cetlon progra.m deal ng w/procu'ement & Insiallal-on of two emergency diosei gen- 
erators 

DIIANNI.O. Prelect Oirecloraie lll-l. 90/01/31 PARKER, TM. Northam Slates Power 
Co. 3pp. 62555:306-52555:314. 

-9002060388 SER supporting util 690029 & 1215 submitials oF proposed quaUlceiion 
progrem dealing w/procuromeni & lnslal'ai<on ol two emergency d esel oenotalors 
• Ollico or Nuclear Reecior Rogulaiion, Drecior (Post 870411). 00/01/31. 6pp. 
52555:309-52555:014. 

9001290051 Generic Lir 90-02 to a'l LWR licensees & applicenis ro ellernalive roqiAre- 
ments for fuel assembilos in design leeiuree secilon of Tech Spocs.Svc list enci. 
PARTLOW.J.G. Associate Oirocior lor Proleds (Post 8704 It) 90/02/01. Consoldat- 
ed Edison Co. ol Now Yo'k. Inc. 39pp. 52637:055-52637:093. 

9002090143 Documents venticaiion of close out of Multi-Plant Action G-OI, ■‘Reactor 
Coolant Pump Thp," lor planis.per 891219 memo. 

THO.MA,j.O. Projoci Directorate lll-l. 90/02/01. STOLZ.J. Proleci Dlrocioraie 1-4. tp. 
62616:075-52616:076. 

9002 160264 Discusses liability 4 funding roqulromenis re NRC docommtss-'oning funding 
rules 4 verifies underslandlng of rules. Lir from NRC oxplaln'ng hebritty & requremonis 
ot rule requested. 

LAWRENCE.O A. Northern Stales Power Co 90/02/06 WOOD R. NRC - No Detailed 
Affiliation Given, ip. 62668:237-52608:237. 

9002220001 Forwards salotv evaluation.concluding that ulil procedures generation pack- 
age needs lo be rovlewecf to address programmatic Improvements which wfR enhance 
abiliw to maintain high quality emergency operating procedures. 

DIIANNI.O.C. Project Oirecloraie lll-l. 90/02/14. PARKER.T.M. Northern Slates 
Power Co. 3pp. 62e95:305 S2695;322. 


-9002220002 Safety evaiuaiion concluding that procoduio gonereilon package 
bo reviewed to aodross programmatic improvements which wi'i erharco ab 
veiop 4 maintain high quality omorgoncy operating procoduroe 
* OHIco ol Nuclear flooctor Rogulaiion, Oirocto' (Post 670411). 90/02/ 
62695 308-52695.322. 


O. Inspection reports, IE Bulletins 4 correspondence 

0002220876 Forwards leo In omouni ol $23.000,ln response to 69l0l0 nol.ci 
lion S civil penalty ro commercial grade procuremoni.por Insp Ropts 50'232< 
S0'30d/8B'20i Responses to v.ulaiions also onci 

LARSON.CE Northern States Power Co SO/ii/20 Ofe oi Er.forcern 
870413). 0pp. 52663 334-52683 342 

0002060178 Suppis response lo violations noted In Insp Ropts 50-262/60 14 / 
89-15 re conialnmont a'tinck local loak rate losing Cottociivn acUons change 
leak rate lesiing procedures approved on Q91229 

LARSON.CE Northern States Power Co. 90/0t/03. WRIGHT.G.C Reglo.n 
Ihe Director. 2pp. 52560.074-52569.075 

9001300498 Adv-.ses that drali final rept tor doseoui of i£ Buitolin 79- 
acceptable Lead ong neors lor lE Buiiei ns 84-02,60 06 & 87-002 reaas gnod 
BERUNGER.CH. Generic Communications Dranch fJRC-OS-05 1 57. ( 
LOFY.fl.A. PARAMETER. Inc 3pp. 52513:2S6-52513:250 

0001230126 NRC Info Notice 90-005. "Inior-Sysiom Discharge ol Roector 
Svc I St end 

ROSSl.C E. Division ol Oporational Evonts Assessment (Post 870411}. t 
Consdidated Edison Co of New York. Inc lOtpp 52535 125-62535227. 

M0I23O175 NRC Into Notice 90 006, "Potonlial lor Loss ol Shuidown Coc In; 
Low Reactor Coo'ani Lavols." Svc list enci. 

ROSSl.C E. DiviS'on of Opereiional Events Assessment (Post 6704 ti) 9 
Conselklaiad Ed.son Co of New York, Inc. lOIpp 52535.025-52535 124. 

9002060076 Responds to NRC Buiintm 89-003, "Potonlial Loss ol Roqi.’ied ( 
MargrA Duiing lioluoling Cparalions." Refuol ng boron concenlraiicn wi I bo c 
w/provtstbhs lot one Bhuitio ailoiaiion 

PARKER, T M. Northern Slates Power Co. 00/01/29 Office ol Nuclear Rcac 
laiion. Director (Post 87041 1). Gpp 52550 226-52556 233. 

9002060101 Responds to Generic Lir 89-13, "Svc Wator Sys Problo-ms Affocilr 
Re'aied Equ pmont " Procoduro will be dovolopod in punodieally Inspect Qi 
niaka cnb locaiod in rive/. 

PARKER.T.M NciinoT) States Power Co. 90/01/29. Office ol Nuclear F-fean 
Fallon, {doctor (Post A7041i). 9pp. 52558:028-52566 030 

9001240100 NRC inio Notice 90-007, "Now inlo re Insulation Moll Purlori 
Oehns Oiockego el PWR Conialnmont Sumps." Svc list oncI 
ROSSl.C E. Division ol Opereiional Events Assossmoni (Poet 670411). 0 
Conscdidaiod EOson Co of Now York, Inc. 90pp. 62535 228 02535 ;i2Q. 

9001260020 Suppi 2 lo NRC Info NoUco 60-023, "Potential for One Olniling 
Pumps During LOCA " SvC MSI Oncl. 

nossvC.E DN-Biori ol Obeiaiibnai Evonts Aaseasmenl (Post 870411) 6 
Consolidatod Ed son Co. o' Now York. Inc. 65pp. 62633'32e'S2534.002. 

9091260198 NRC Into NoHco 90-008, "Kr-BS Hazards From Decayed Fuel." 
onci 

ROSSi.CE. O.MBion ol Oparaiionai Events ABsessmnni (Post 670411) 0 
Consolldeiod Edison Co. of Now York, Inc. 77pp. 52503:100-S25R3 250. 

9001290102 Suppi 1 lo NRC Info Notice 08 030. "Target Rock Two-SinQQ Safe 
Vatve Soipoini Dnit Updato " Svc list end. 

ROSSF.Cb*. Division of Operational Events Assessment (Post 070411). 8 
Conso'rdated Edison Co. of New York, Inc. 7Dpp. 52558:238-62556:317 

9091300424 NRC Inlo Notice 90-000, "Exianricd Iniorim Storage oi Low lo 
waste by Fuel Cycle & Malls Licensees." Svc list onci 
CUNNINGHAM, H.E. Division of fnrluslrlsl & Medical Nucloar Safety (Post 
90/02/05. ConsGlidBiod Edison Co. ol Now York, Inc. tOBpp. 52503 257-52 


R. Periodic opereting reports & related correspondence 

9002160002 Monthly operating repis lor Jan 1090 lor Prairie Islond Nudo/tr Gi 
PlanlUnlls 1 & 2.W/90020e Itr. 

CXJG3TAD.D., PARKER.T.M. Norlhern Staloa Power Co. 00/01/31. 0pp. 52 
52656 336 


S. Reportable occurrencee, LERa 4 related correspondence 

9001310075 LER BB-004-00:on 691221, unit tripped 4 reader coolant put 
power.Causod by faulty voltage regulation ol one CRD mechanism motor-( 
soi.Regulaior foi set replaced & losted.On 69l226,ldonllcal trip occurrorl.W 
Hr. 

KUNSIAO.A.A.. PARKER.T.M. Northern Stales Power Co. BOr<Jt/25 
62502:142-52502:151. 

9002220371 Pen 21 rept re malnl ol Automatic Valvo Corp MSIV 4/or main sto 
valve using spanner wrench In order to avoid solenoid valve atom demago p 
85 changa In design. Maint Instrucilons end 

HUTCHINS, T. Automatic Valve Corp. 00/02/02. NRC • No Dota led All lleiic 
38pp. 52738:068-52738:105. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9001300463 Summary of 9001 16 meeting w/utll In Rockville.MD re utii tOCFR? 
application to store spent fuel el plant. List of attendees, agenda & ui<l pro 
end 

ROBERTS.J.P. Fuel Cycle Safety Branch- 90/01/20 SJ08L0M G L Fu 
Safety Branch. 20pp. 62494:252-52494:271. 


docket 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security. metHCBt. omeigency i lire protecHon plene 

9002010392 Forwards Insp Repi 50-309/09 22 on 091101-1211 Unioscived item 
r.o'cd P-ani operators obsorvoa to o>h bit good control durngpowar mancir/ors 
OHNSCN.JR fiogon 1, Ole ol Ibo DroctO'. 90/01/20. rnT22LE,C-D Mairte Yankoe 
AIOT c Powor Co 2p0 52522.059-52522 069 

-9002010325 Insp Rept 50 309/89-22 cn 891 101 • 121 t.Ono urtreso'-vod Horn 
ociod Maior areas inspected i conseo evont loiowup, opotoionai ealoty 
ve-ificai.on rranl.survei'lanco.pnysicai sociinly.radnlion protoction A ftro piolocfion. 
MCCAEE.EC Region 1, Ole of the Director. 90/01/20 9pp 52522.061 -52522 068 

9002020188 Revised EPiPs.consist ng o( Rov 14 to 2 50. 2, flew 16 to 2 503.Rew 17 to 
2 50 4 Rev B 10 2 50 S.He/ 7 to 2 OQ.e.Rov 10 10 2 50 9 A flow K to 2.50 10. 
BCUL^C.ST. Mane Yankee Alomc Pewor Co 90/01/25. I09pp 52529.200- 
52529 309 ' 

9002220319 Revised KP-Ps.consising ol Raw 3 to Procedure 2 50 13 to emotMUCy op- 
©raver's lacliiy procedure. Row in la Procoduro 2.50.17 ro emergo-ncy nai.licakon A 
Rev 4 10 Procedure 2 50 22 re aiie.-r'aio orr.ergor.cy operaiicns 
V/HITTiERGD DOUl ETTE.O.T. Mane Yankee Atomc Powur Co 90/01/25. 69pp 
52674 170-52674 239 

9002090024 Ferwards Mgl Moofng Hopl 50 309/09-24 on 900109 to decuee Spnctel 
Physical Security Insp 50-309/69-24. 

kNaPF.MR. flegicn 1. Olc o' iho O.recio.v 90/01/31. FR12AE.CD. Maj-4i Yankoe 
Afcnc Poivcv Co. 2pp 52599 090-52599. 1.33 

-9002090029 Mgl Mooting Repi 50'300/60-24 on 9001O0.Ma)or aioea 
d scussec findings ol Special Insp 50 300/69 24 conducted to review lose ol coniroi 
cl emerg-ihcy spare security v.tei area keys A moior-oporeiBd decortnect awitctcng 
error 

OLSFN.WT KEtMIG.fl R Reg on 1, Olc ol llio Dlroclor fiO/Ot/30. 42p,-) 52590 092- 
52599.133 


P. Operating license stage documenle & correspondence 

9001300071 ‘niorms that Siato Ol ME hQ3 no Qti|uciicn$ to Proposed Toci> Spec 
Change 1S2 re oporatng pararroiers to' Cycle 12 

OOSTiE.P j Mal-.o. Slate ol 00/01/22 Document Control Qrench {Ocicirmont Cortlrol 
OOSV) ip 52490 058-52490.058. 

9002070228 Advisos that B91215 Row 5 to OA program coheistont w/ pcovtsions Ol 
lOCFRso 54 A acceptable 

OURR.JP Regon i, Olc ol the Ouocior 00/01/26 FH»22UE.CO Memo Yanhoo 
Alom'C Powor Co 2p0 52587 222-52507.224. 

9002000237 Forwards schedule lor IrnplomoniQlion ol Gonortc Ur 00-13 recorrmondod 
ec'.ons re sve water sys problems ailed r'g saioty-roiaiod onuipmont ui'i usoe if-ermei 
backwash mussel control procoduifl to iroai sue woier sys 

GARR'TYJH. Maine Yankee Alom.c Power Co. 90/Ui/29 RUSSElL.WT Rngon I. 
Ole ol mo Director lOpp. 525.09 066..52599.075. 

9002080131 Forwards SER cor.c'.uding that d-verso scram ays.dlvotso ouxiliory lood- 
wglo' aciuatien ays A d worse imiation ol lurbino tr.p dosigns.por ATwS rule 
{iOCFR50.62).eccGp;oD'e 

LEED5.E.J Picloci Ol'octoraie 1-3. 90/0i/3i. PniZ2LG.CO Mamo Yonkoo Atomic 
Powe.'Co 3pp. 52594 156 52594-174 

-9002080134 SER conclud no mat auvi'iary loadwator aduatio.'i drcuii dosgn conlorms 
(0 reqb nerr.ancs ol I0CFR3<3€2 (ATWS niio) A accapidbio.subi (o rov:ow A accopt- 
ance ol comnon mode la lure analyses 
• Pro,ecia'ecioraiel-3 90/0i/3i. I6pp. S2694:160-62S94 174. 

9001290051 Genoric Lir 90 02 lo all LWR llconsoas A applicants ro aiierneiivo roquvo- 
menis lor luoi assetr.hiies in design loaiuros section ol Tech Specs Svc 'lot ecKi. 
PARTLOW.JG. Associaio 0.roclor lor Projocie [Post 870411). BO/02/Oi Consol-dat- 
ed Edison Co ol New York. Inc. 39pp. 62037.055-52637:093. 

9002130022 Forwards response lo Gonoric Lir 89-10, "Moior-Operaiod VaVo Testing A 
Surve l ance," per NRC Odiailn 05-003. Uiil plans to enpand on atroady acceplaulo 
motor-eperatea valve progrern lo ircorporalo addi moaeures ol gonoric Hr 
FRI22LE,C 0 Maine Vankee Atomic Powar Co. 00/02/01 Oocirmeni Control BtoiKh 
(Oocumeni Control Desk). lOpp 52646 257-62646:266. 


O. Inspocllon reports, IE Bulletins A correapondonco 

9001300172 Responds to NRC 091214 Ur re violallone noiod In Insp Kepi 50-300/89- 
l6.Coneci.ve actions gland loHower nut replaced (o restore valvo lo ong nal condition 
A 8'i work w/o use of saleiy legs suspoi'dod. 

WHlTfiER.G D. Maine Yankee Atomic Power Co. 00/01/15. nuSSELL.W.T. Regton 1. 
Olc ol iha Director. 5pp. 52489 137-52409:141. 

9001300498 Advises that drall Ilnal repi for cioseoiil of IE Bul'olm 78-23 found 
accepiab'e load engineers lor IE Oulieims 84-02.80-06 A 87-002 reassignod as llelod. 
SEniiNGER.C.M. Gonorc Communications Branch NRC-05>86-W 90/01/17 
LOFY.Ra PARAMETER, Inc 3pp. 52513 250-52513:250. 

9002010322 Fonivards Insp Repi 50-309/69-22 on 091101-121I. Unresolved Hem 
tio'®? „ iht Operators observed to exhibit good control during power maneuvers 
JOHNSON.JR. Region 1 . Olc ol the D rector 90/01/20. FRIZZLE.CO Maine Yankee 
Atom C Power Co. 2pp. 52522 050-52522 069. 

“9002010325 Insp Repi 50-309/00-22 on 691 101-121 1.Ono ur*re 80 Nad Hem 
noi^Malcr areas inspected. I censoo eueni lollowup, operational saleiy 
‘fs'ion.maint.surveiliance.phwsical sacunty.radiation protection A lire prelection. 
M,^OA0E,EC. Region 1 , Olc of me Director. 00/01/20. 0pp. 52522061-52522.069. 

9001230126 NRC inlo Noiico 00 006. "Inier-Sysiem D scharae ol Reactor Coolant.” 
Svc i.si o.ncl. 

ROSSI.C.E Divison ol Cporational Events Assessment (Post 870411} 90/01/20. 
Uinsol dated Edison Co. of Now York. Inc. 101 pp. 52535: 12S-52D35 227. 


9001230176 NRC Inlo Notice 60 006, ' Potential lor Loss ol Shutdown Cooling Wh'lo ai 
Low Roacior Coolant Lo/eis " Svc iist or'cl 

F10SSl.CE Division ol Operational Events Aasossmoni {Post 870411). 90/01/29 
Conao WBloO Edson Co O' New York, Inc tOIpp 52535 025-52535 124 

9001240100 NRC Inlo Noiico 90-007, "Now Inlo ro Insulation Mat) Poricrmanco A 
Debris Blockage ol PWR Con’alnmont Surr.ps " Svc list O-iCl 

nOSSi.CE. division ol Operetonai Events Aasessmo.’ii (Post 870411). 90/01/30 
ConsolkJalod Edison Co. of New York, In;. 99pp. 52535 238 52535.329 

00012S0020 &ippl 2 In NRC Into NoHce 60-023. "Potential (or Oas Bnding of HPSI 
Pumps Ou'lnu LOCA.” Svc list e.ncl. 

ROSSt.CE Oiv.S'on of Operational Evonis Assessment (Post 070411). 90/01/31. 
Consoldated Edison Co of New York. Ir,c 95pp 52533 329-52534 062. 

9002080220 Responds lo NRC Bu'loiin 09 003. "Potential Loss ol Requ rod Shutdown 
Margin Oenng Refuo mg Cperai.ons." Training scheduled lor stall reaponsiDio lor su- 
perwssvg tofuoling operailo.ns prior lo next co-e rolueiing 

pfliZZLE.CO Maine Yankee Atomic Power Co. 90/01/31. Document Control Branch 
(Oocume.-i| Control Desk) 2pp 53594 103-52594 l04. 

9002090024 Forwards Mgi Mooling Repi 50-309/89-24 on 000109 to discuss Special 
Phys'cal Security insp 50 309/00 24. 

KNAPP.MR Region 1, Olc Cl the Di'OClor 90/01/31 FHIZZLE.C.D Mono Yankee 
Atorric Power Co. ?pp 52599 090-52599 133. 

-0002090029 Ugt Mcolng Repi 50-300/89-24 on SCOlOSUajor ereos 
discussed lind ngs ol Spociar insp 50-309/89-24 conducted to review loss of control 
o< emergency spare sacurity v.ial area keys A motor-opo'aiod d acon.'inct switching 
error 

OLSEN.W.T., KEIMIG.R R. Rogon 1, Olc ol the Diroctor 90/01/30 42op. 52599.092- 
52508.133. 

8001280109 NRC Inlo Notice 00 003. "Kr B5 Hazards From Decayed Fuel " Svc i-st 
end 

ROSSi.CE Dvtsion of Opo-at-onul Evonts Assessmont (Post 670411). 00/02/01. 
Consokdaied Ed-sonCo. ol New York, Inc. 77pp 52503.180 52583 256 

0002130022 Forwards rospcnso lo Gono.ic Lir 89-10, "Motor-Cporatcd Valve Tesiing A 
Survoi lance." per NRC Buiioiln 85 003 Utii plRr^9 to expand on already accopienlo 
motor-operaiod valvo program lo Incorporoie addi moasu'os ol gonoric lir. 
FRiZZLt.CO. Maiho Yankoo Atomic Power Co 90/02/01. Documom Co-nt'O' Branch 
(Oociimetti Coikirot Desk) tOpp 52646 257-52646 266 

9001208102 Suppi 1 to NRC inip Nohco 80-030. "Target Rock Two-Siago Sa'oty/Ral-el 
Valve Soipolni Odit Update. " Svc list onci 

noSSi.CE. O-vIslon ol Oporeilonal Events Aseessmant {Post 670411] 90/02/02. 
Consokdated Edison ^ ol Now York, Inc. 76pp S2556’230’S2S56 317 

9001300424 NRC ihip NoHcn 90-009, "Exiondod Inierim Slorego ol Low Level Rad* 
wasio by Fuel Cydo A Mans Licnnsaos " Svc Lsi and 

CUNNinGham.R E Division ol indusi' ai A Medical Nuc’aar Safety (Posi 870729) 
80/02/05. Consoliilelod Ed son Co. Ol New York, InC IC6pp. 52563 257-52584.004 


R. Periodic operating reports A related correspondence 

0002230484 Monihly stoiisucoi rnpt lor Jen t090 tor Maine Yankee Atomic Power 
Sielton W/000212 lu 

hall.SL.. NKXOIS.SE Maine Yenlteo Atom'c Power Co. e0/0t/3t. I2pp 
5?7ft200l 52702012 


8- Reponeble occurrences, LERs A related correspondence 

8001310195 LEH 09-006 OD.oit e0122l.closicn deficiency that would tlir.ll oporaiing time 
ui emergency beilery 2 lo loss than FSAR value d-scovorod Caused by orlginer plant 
dosiQ'i.lnvorvK 5 lagged out of bvc.W/900122 Itr. 

MCAlliSTEfl.S.. VYHirriER.G.O. Memo Yankoo Alomc Power Co 90/01/22. 4pp 
52621.022-52521 025 


V. Operator Examlnetlona 

9002140162 Forwards revised NRC Forms 390 A 396 re personal qua'i'csi ons slalo- 
menl - licensee A cornricaiion ol rr.od-cel exam by facility 
■lronsoe.(03pecttve'.y.App!iceiion8 lor Tconses should bo submUiod cn revised forms 
by 600201 

GALiaRM Region 1, Olc ol iho Direclpr. 90/01/05 FRIZZLE.CO Maino Yankee 
Atom'c Power Co Bpp 52655 285*52855 292 

8002140098 Advises that generic lundamonials exam sect on ol oporeior hcor^sing 
oxam w.ii conform to listed gu dol.nos A will bo included in next rev to NUREG- 
I02l4>er Gonanc Lb 09*i7 A p/ol test participant feedback. 

QALLORM Region i, Olc of the Droctor. 80/01/24. FHiZZLE.CD. Mane Yankee 
Atomic Power Co Opp 52650 352-62650:359 


DOCKET 50-31 1 SALEM NUCLEAR GENERATING STATION. UNIT 2 


F. Security, medical, emergency A fire protection plana 

8001300230 Forwards rospemso lo NRC 891220 Itr re violations noted In plant 
maps Response withheld (rol 10CPR73 21). 

LAQRUNA.S Public Sorv-co Electric A Gas Co of Now Jorsey. 90/01/19 Documeni 
Control Branch (Documeni Control Desk). 2pp. 62471:187-52471 :i 68. 

8002010253 Rospcnda to concerns noted in procedures generation package safely 
ex^uattonReviow ol emergency oporel'ng procedures unnoccossary at prosen> 
Umo-Cottcerns not previously addressed wi'l bo comp'eted by 900630. 

LA8BUNA,S Public Service Electric A Gas Co. ol New Jersey. 90/01/22. Docum- 
Control Branch (Oocurr.om Control Desk). 2pp. 6263 1;260-52531. 269. 



900J060297 FotVrafds Sslety insp Flopls 50 272/89-26 S 50-31 1/89-24 on 891121- 
1231 No vioiauons /'oioo ^ 

SwEfLAND.P.D. Rog:on I, O.'C ol Ihe tVeclO' 90/01/26 MIITENBERGER.S PubI* 
Service Electnc 8 Gas Co. ol New Je/sey. 2pp 52555 281-52555 236 

-9002080300 Safety Insp Rep's SO-272/69 26 8 50-311/69-24 on 691121- 1231-No 
violaiions notoo Majoi areas inspected ope/at-ons, radiological controis.auiveilanca 
losting rr.a nt.ernergancy prepa-odnoss.secunty 8 engineen/ig/tocf-rical st.ppon. 
K£N.*jy.rj Regjo/' 1. O'c Cline OrocfOf 30/01/26 I4pp 52555 283-52555-206 


9003070127 Forwards Amend 88 to Liconso OPn-75 8 safety ova'uaiion AmfM 
hos Tech ^oc acceptance criteria lor inplaco losting ol charcoal adsorbers * 
t .ter banks lor vonli'allon ays “ '’=rA 

STCKEJC PfO,OCt DirectO'etO 1-2 00/01/30. MILTENBERGEH S Puhii- c. 

a «a« rn of Now iBtSOi; Odd 52593 080 53508 071 “'<-«rvi« 


-9002070129 Amend 88 to License DPH-75,cia'itylng occoptenco cr.’ena te- 
leslioa of charcoal adsotUora 8 HEPA tiltor banka lor vonii'ailon sys In Teen oT” 
BUTLln,WR Proloci Di'ocioralo 1-2. 90/01/30 9pp. 52593 083-52593 07i 


9002160160 Forwards Salety Insp Repis 50-272/90 01 8 50 311/904)1 on 900106- 
1 2 No violations noted 

O'jnRJ P. Reg on 1, Olc of Ihe Director. 90/02/07. MlLTEN36ftGEB,S. Pubic Serv- 
ice Elecinc 8 Gas Co 0l New Jersey. 2pp 52668 297-52668.306 

-9002160162 ‘nsp Repis 50-272/90-01 8 50-311/9001 on 900l08-12.No vKHalons 
rtoiod Ma;or areas inspected status oi previously ideniried App R issues,lncljd rig usa 
ol manual carbon Cionde sys m 8c Switchgear room 

PAOLINO.R.J Region 1. Otc Ol the Director. 00/02/01. 8pp 52666 289- 52668 336 


-0002070131 Safety evaiuaiion s^po'ting Amend 86 to License DPn-75 
* OHice ol Nuclear Reaclor Reg-jiaiion, Diruciot (Poat 870411) 90/Qim - 
52593072-52583 073 ‘W 

9002080016 Forwards corieclod Tech S(»ec pages to 891 1 14 Rev 3 of reojeti iv a 
canso amend License change would allow Inclividjal option pt holding or hsv'nj v!i 
senior roaclcr operator iiconso as condition to bo uporations manager 
PnESTON.6.A Public Servico E'octric 8 Gas Co ol Now Jorsoy 90/0i/3i rw 
mani Cor.iroi Branch (Docurr.0nt Control Desk). 2pp 52607.312-52607 317 


900222002 1 Forwards Revs I to secunty pia.i 8 secunty tr&n ng 8 qualriicabon plan 8 
Rev 2 to secunty conungency plan Salem swiichyato projocl delayed Revs withheld 
(ret IOCFR7321) 

LADRUNA.S Pub'ic Service Electnc 8 Gas Co of New Jersey 90/02/12 Document 
Conlfot Branch (Document Control Desk) 2pp. 52667.019 52667 020 


H. General correspondence 


-9002090018 Corteciod pages to B9i 114 toch Specs to admm stretiva controls 
* PuD'lc Servico Electric 8 Gas Co ol Now Jersoy. 0U/O1/31 4pp 5260731* 


9091290061 Getiedc t.lr 00 02 lu all LWR ilconsaoa 8 applicants re alternai-re 'dojiia 
iRoma lor luel assemb'ios m dos-gn (oaturos sect on ot 1 och Specs 5vc I si enci ^ ' 
PARTlOWJ.G Asaoclata Director lor Pro^ocla (Post 870411) 60/02/01 Convivb- 
ed Ed-son Co. of Now York, Inc. 30pp 62637 056-52637.003. 


9002160203 Re\)uests that listed indv.duais be deleted from svc isl lor 
lacii.t.es.Docume'-is already sent 10 Dept ot Env.ron Protect on of State ol NJ 
ENGEL R-F. New Jersey, Slate of. 90/02/05 Document Ccmirol Branch (Oocbment 
Control Desk) 2pp 52670 085-52670 056. 


P. Operating license atage documents 8 correspondence 

90020 to 1 02 Approves uiii 9001 II request lor extenson uiv.i 900215 to compieie pro- 
cedu.'e revs associated w/1li: stroke tests ol PORVsper Generic LIr 89-04 10 mserv- 
Ice lest program 

STONE.J.C. Proieci Oirecioraie 1-2. 90/0l/t9 MILTENBERGER.S Pi,b'>C Setv.ee 
Elecinc & Gas Co ol New Jersey 2PP &7S32 031-S2532.Q32. 

90020S0297 Advises Ol util p’ans to dele' implerrieniaLon ol 1 siod mods commitied to in 
890727 response to Generic Ltr 68-17. 

CRiMuiNS.TM Pubic Service Eiectdc 8 Gas Co oi New jersey. 80/01/23 Oocu- 
monl Control Branch (Document ConVOl Desk). 2pp 52S42 339-52542 342 


O. Inspection reports, IE Bulletins & correspondence 


600T300498 Advises trial draic final rapt lor closoojt at IE OuJolin zg.gj 
accepteb'o Load onanoora to/ lE Qu'iaiins 84 02,60 00 & 87-002 roaasig.ned ss i^sied 
BEfiLINGEfl.C.tl Generic Comrr.unli;otlon8 Branch NRC05-85-157 90/Di/i? 
LOFY.flA PARAMETER, Inc. 3cp 52513 250-52513.268. 

0001300230 FoTwariis rosnonso lo NRC 001220 It' to violotons noted In c-ari 
•nsps Resdonso wi/hheld (rol (OCFR/S 21). 

LAORUNA.S. Puttdic Sorvico Elociric 8 Gaa Co. ol Now Jorsoy 80/01/19 Docv.-«ri 
Cenitof OranctMDtcumoni Control Desk) 2pp 52471:187-62471:188 

900I3I062I Forwards response lo roQuost for nildl inlo '0 NRC BuHoiin 00-002, RaM 
Propegaii-ng Cracks In Sioam Gonoraiur Tubes ” 

IABRUNA.5 Pbblc Sdrv.ee Eldcl'i'* & Gas Co Ol Now Jorsoy 00/01/19 Ooc-.ir^ri 
Control Orench (Oocumonl Coniiol Desk). 8pp. 52490 121-52460 128 


9002020314 Advises thai lee not required re 691227 application lo' approve! oi u$o ol 
ASME Section XI Code Case N-460.Fea wiii be retaned by NRC & created when in- 
vo-ca idsuod (or reYsw. 

WEISS.O. Dcenso Feo 8 Oabi Collection Oranen (Post 89082?). 90/01/25. 
MILTENUEROER,S Publ-c Service Electnc 8 Gas Co of New Jersey ip. 52539 213- 
52539:213. 

9002090118 Forwa-de response lo B9i 117 request lo' addi inlo ra containment monitor 
channels Channels capab'e 01 withstanding comai-iment das.gn loading condrtions 8 
ecAng ss pressure boundaiv Oes on spoca enci. 

LAGHUNA,S. Public Servica Elocine 8 Gas Co. of New Jareoy. 90/01/26. Oocumoni 
Cenuol Branch (Document ConUoi Desk) SOpg. 52607:133-52^07:226. 

-9002090193 Rev 1 tg Procedure TCP-2L. ' Nuclear Vessels Conta'nmeni unots." 

’ Public Service Electric 8 Gas Co. ol New Jersey 69/07/07. 4pp 52607.106- 
52607.199 


9002060324 Forwards Solely msp Ropls 50-272/08-28 & 60-31 1/09 25 on 691211- 
1 3 No vioiai-one noted 

DUfin.J.P Rogion 1, Olc ol tho Dltoder. 00/01/25. M1LTBNBERGER,8 Public Sw 
•CO Elocuic & Goe Co of Now Joisoy. 2pp. 52660.040-92600.045. 

-9002060329 insp Ropls 50272/0920 8 603I1/U0 2S on 00121t't3.No vidsiiVS 
noted Major arose inapociud cond non ol laeiiiiy atornno tanka to find cjI whsi i-h s 
mam ect-vities cohductud by iiconaoo.LERa ro lanva 8 conoclvu actions 
MCOREARTY.R.A STROSNlOEn,J.n Rogion ), Olc Of thn Oroctor. 90/01/09.4* 
62660042-52560045 

0(H}2i30052 Fofwo'da rosponso to NRC Buruiui 89-003, "Potoniial Loss ot fIooGm 
S h-jidowA Margin During Roluoi-ng Opnrallona.” Quidolinoa incorporated Into ic'iAiirg 
pachego 8 into iremii^ of rotuoilng poteonnul 

IABRUNA.S. Public ^rvico Rinclric 8 Qaa Co uf Now Joieoy. 90/01/26 Docvren 
Conitof Branch (Document Control Ooak). Cpp 52645:336-52645 340. 


-9003090194 Rev 0 10 Procedure TCP-4L, ‘'Ccnlslnmeni Bldg Liner." 

' Pub’ic Service Electric 8 Ges Co ol New Jersey 69/04/19 29pd 52607 200- 
62607:228. 

9003130059 Forwards response 10 Generic LV 69-13, "Svc Wafer Problems Aitecbng 
Safety-Related Equipment" Aggressive program of moniion.ngjnso 8 matt replace- 
ment Initiated in advance of Genenc Ltr 69-13 Issuance. 

LABRUNA,S Public Service Electric & Gas Co. ol New Jersey. 90/01/26 Document 
Control Branch (Document Conuol Desk), igpp 52645:311-52645:329 

9003070189 Forwards Amends 106 8 86 lo Licenses OPH-70 8 OPfl-75. respecirvciy « 
safety evalusuon.Amends update pressure-temp limits to 15 EFPY (or Unn 1 8 (0 10 
EFPY (or Unit 2 based on results of analysis ot survsillance capsu'es 
STONE.J.C. Ptolecl Oireciorsle 1-2. 9(3/01/29. MILTENBERGER,S. PuWe Service 
Electnc S Gas Co oi New Jersey 3pp. 52592:097-52692:136. 

-9002070191 Amends 108 & 86 to Licenses OPR-70 8 OPR.75,respeci(vely imdel-no 
pressure-lemp limits lor Uni 1 to ts EFPY 8 to 10 EFPY (or Unit 2,based on resulls 

s InCuded In next updated FSAR rev. 
34pp. 52592:100-52592:133. 

-9002070192 Salety evaluation supportng Amends 108 & 86 to Ucenses DPH-70 8 
DPfl-75,re9pectiv0!y. 

Office of Nuclear Reactor Regulation, Oireclor (Post 670411). 90/01/29. 5pp 


of analysis ol surveillance capsu'es Limlis will . 
8UTLER.W R. Prolecl Directorate 1-2. 90/01/29 


9002060383 Forwards Amends 109 8 87 to Licenses OPn-70 8 DPR-75, tospecbvoly & 
“Ifi^l^valuaiion Amends Change min Row requ.remonis lor RHR eye from 3,000 gpm 

P'^sciorate 1-2. 90/01/30. MILTEN06RGER.S. Pub’ic Service 
Electric & Gas Co. ol Now Jersey. 3pp 62559:156-52659.176, 

-9002060386 Amends 109 & 87 10 Ucenses DPR-70 8 DPR.76,re9pectivelv chenoha 
min flow requirements (or RhR sys from 3,000 gpm to 1.000 com ' ^ 

BUTLER.W.R, Prolecl Directorate 1-2. 90/01/30. 14pp. 52559:150-52559.172. 

evafuaiioii supporting Amends 109 & 87 to Ucenses OPR-70 & 
y^^»^'®*P®F‘'Y0V.changing m.n flow roquirements lor RHR sys from 3.000 gpm le 

52559773‘’526Md “5 Regulation, Director (Post 070411). 90/01/30. 3pp. 


W02060297 FotvrO’dS SalOIy Insp Ropla 60-27P/09-20 & 50-311/89-24 on 891171- 
1231 .No vrotanons noiod 

SWCTLANO.P.D Region 1, Olc ol mo D.roclor 00/01/28. MILTENBERGER S Pkbk 
Sorv.ee Elocuic & Gan Co ol Now Jorsoy 2pp. 52555-201 -52555:298 

-9002060300 Soloiy insp Ropla 50 272/60 20 8 50 311/89-24 on 891121- IMIN0 
violoiions noiod MajOr atoos inspoclod.oporoiions, radiological conirols.suneli'w 
lesUngjn^nt.O'r.oiguncy ptepatednosB.aocunty & onglnoonng/lochnlcal auppoit 
KENkTYJ J Rogon 1, Olc ol tho D roctor. 00/01/20. 14pp. 52555:203-52555.296. 

900313(K)68 Fotwo'da rosponso to Qonorlc Lit 80-13, ’'SvC Wolor Problams A'locLrj 
Saleiy-Rotalod Equipment" Aggrooslvo program of fnoniiorlng.insp & mall top9» 
mom iniilaUKi in ocivancu ol Ganorlc Ltr 80-13 Issuanco. 

LAfiRUNA.S. Public Sofvica Eiocino & Gaa Co ot Now Jorsoy. 00/01/26 Doc>.iiie‘i 
Control Branch (Oocumoni Ckjntrol Desk). 10pp. 52645 31 1-52646.320. 

9001230126 NRC Info NoLce 90 005, ’'Inlor-Sysiom Diachargo Ol Reactor Coolar'.’ 
Svc 1 8( onci 

ROSSI.CE. Otv.slon ol Oporaiorial Events Assossmoni (Post 870411) 60/01/29 
Consotidated Edison Co. 01 Now York, Inc 10 1pp. 52535:125-52535:227. 


0(HI1230176 NRC Into Nollco 90 006, "Polonllal for loss ol Shutdown Coo'-ng WlvkH 
Low Reactor Coolant Levels ’’ Svc list oncl. 

ROSSl.C.E- Oiv.slon ol Opetaional Evonia Aesessmoni (Post 870411). OO/O'/Ts 
Conaoildaiod Edison Co 01 New York, inc lOipp. 52535:025-52535:124. 


91W1240100 NRC Into NoUco 00 007, "New Into re Inaulatlon Mail Perlortr-a'ica * 
OeMs Blockage ol PWR Coniainmoni Siimps" Svc list oncl 
ROSSI.CE. Cflv.slon ol Operottonal Evonia Assossmoni (Post 870411). 90/01/W 
Consoildaiod Edison Ck). 01 New York, Inc 90po. 52635.220-52535:329. 


9001260020 Suppl 2 to NRC Into Nollco 88-023 "Potential lor Gas Binding ol HfSl 
Pumps Oi^ng LOCA." Svc list oncl. 

ROSSI.C.E. Olv.alon ol Opereno/Mii Evonia Aasessmoni (Pnsi 070411). 90/01/3’ 
Conao’tdeied Ediaon Co. of Now York, Inc. OSpp 52533:320-52534:062. 

9001260198 NRC Info Notico 90 000, "Kr-65 Hazards From Decayed Fuel" Svcis' 

enu. 

ROSSI.C.E Diviaion ol Oporaiional Events Assessment (Post 8704) 1) 90/02/0' 
ConsrXWetod Edison Co of Now Yo/k, inc 77pp. 52583. J8O-62503 256 



900108-12 No violations nolod Mejof areas inspocted organizailon & siaH^g.l cansea 
actions on previous fnOngs.AUAI^A £ outage piartn-ng. 

NiyiTZ.RL , PASCIAK.W. Region 1. 01c Ol tho D rector. 00/01/22. 7pp 52WG031- 
62646 037 

9002160241 Advises inai NRC Intends lo perform team insp ol main program on 
900409- 1 3 & 0423-27 & requests that ul I furnish rot mat! in order Icr NRC lo prepare 
lor Insp & maximize nnsiie t.mo spent In observet on ol ma.nt m piogioss. 

GALUO.RM, Region 1, Ole ol the Director. 00/02/01. MILTENBERGER.S Pu<i-ic 
So-Ai CO Electric & Gas Co. ol Now Jersey. t4pp. 52675 101 -5267ft 115 

9001290102 Suppi t to NRC Into Notice 60-030, "Targot Rock Two-Siago Safoty/Rollof 
Valve Setpoint Onit Update." Sve l-st enci 

ROSSI, C.G. Division ol Operational Events Assessment (Post 670411) 90/02/02 
Conso'ida'.ed Ed.son Co ot Now York, Inc. 7epp. 52566:236-52556.317 

9001300424 NRC Info Notice 60-009, "Exionded Into'lm Siorago ol Low Level Rad- 
waste by Fuel Cyc'e & Metis Licensees." Sve list end. 

CUNNINGHAM, R E Division of Industrlol & Medical Nue'ear Snleiy (Post 670729). 
90/02/05. Consolidated Ed.son Co. ol New York, Inc tOOpp 52563:257-52564:004 

9002160160 Forwards Safoty Insp Ropts 50-272/00-01 6 50-3t 1/60-01 on 90010B- 
12.NC) violations noted. 

DURR.J.P Reg on t. Ole ol tho Oiroclor. 60/02/07. MILTENRERGEH.S Public Serv- 
ice Electric 6 Gas Co. ol Now Jersey 2pp. 52666 267-52660 305 ^ 

-9002160162 Insp Repts 50-272/60 01 & 50-311/60-01 on 600100-12NO vnlailons 
noted Malor areas Inspectod slalus ot prev.ousiy idenlitiarl App R iss»os,lnciud r.o use 
ol manual carbon diox, da sys in ec awilchgear room. 

PAOLINO.RJ, ANOERSON.CJ. Region i. Ofc ot tho O-rodOt 90/02/01 Opp. 
52660 299-52660:306. 

9002220203 Advisus that 900125 lesponso 10 NRC Du'lolln 09 003. "Poloni-ai Loss ol 
Requ-rod Shutdown Margin During Roluoling Oporellons," setistactcMy.basod on imf-'le- 
montaiion ol throe listed actions 

STONE, JC. Project Diroclofalo 1-2, 90/02/12 MILTENOERGER.S. Public Service 
Electric a Gas Co ol New Jersey. 3pp. 52606:1 17-52&06:1 16 


R. Periodic operating reports & related cotreapondence 

90020S0013 Forwards "DischataQ Monitoring Ropl for Dec 1090." No volaiions ol 
porm-t occurred during ropl period 

MILLER, L K. Public Service Elocirlc 6 Gqs Co ol Now JotMoy 00/01/23. 
COPCRALE.G. New Jersey. Slate ol. 3pp. 52549:176-52548. 106 

-90020S0018 "Discharge Monitoring Ropl lor Doc 1006 " 

MILLER. L K. Pub'ic Service Biecuio & Qss Co of Now Jersey. ft6/t2/3i. lOpp. 
52540:179-52546:106. 


6. Reportable occurrences. LERs & related correspondence 

9001310026 LER 00-025’00on 661220, ESF actuoi.on occurred Caused by design/ 
equipment coneeins.Cnannel reset & doclerod operubio Sovorai sye des.gn mods wii 
be made lo olirriinato spurious GSF actuation signals W/90011 7 iir. 

POLLACK, MJ , MllLER,L.K. Public Service Eiocinc S Cos Co ot N<jw Jersey 6O/O1/ 
I7.4PP 62521:010-52521:021. 

6002120214 LER G0-026-00:on 091220, radiallon monitorlrig sys vorii noMO gos niooiior 
2R4tA channel spiked, lasulting in containment nurgo/prosauru-vacuum teiM Sys 
isoiei-on Causod by design/ oquipmont prohiom Channol rosoi & gudu posiod.w/ 
900124 Hr, 

POluvCk.M.J., miller. L.K. Public Service Elociric & Ona Co. ol Now Joraoy oO/Oi/ 
24 4pp 52635:130-52635:141. 

9002120216 LER 89‘027-00:on 8ei23t,9iaam gcncraior 22 blowdown rad anon mon'toi- 
ing sys Channol 2Rt9B failure caused sys isolaiion.Ceusod by o’ecuicai ap'ke on 
channel mrcroprocessor.SoipOinta reonterod.W/000l24 Hr 

POLLACK, M.J , MILLER, L.K Publ.C SorViCO ElOCiriC & Ges Co. ol Now Jorsoy. 90/01/ 
2-t. -ipp. 52635 244-52635:247. 

9002130099 LER 90 00t-0l:an OOOtOl.gonorol area radiation monliocing sys mennor 
spiked Into alarm resulting In aoconJ oulomailc switctiinn of coniroi room 
vor.iiiallon.Causod by dosign/ oquipmoni concerns Channol resot VV/900124 Mr 
POLLACK.M J., MILLER, l.K. Public Sotvico Elociric & Gaa Co. ol Now Jersoy. 90/01/ 
24. 4pp 52635:080 52635;0g3. 

9002090298 Spec-al Repi 00-t:on 900109,diO8el genoraior 2C lellod duo lo loss ol abil- 
ty lo adjust speed during survell-'ance. Oefeclivc governor rnp'aced S sv/ve-llance pro- 
cedure succossluily porfarmod. 

MILLER, L.K. Pubic Service Electric & Gas Co of Now Jersoy. 90/0f/3t. Oocumoni 
Coivuol Branch (Document Control Desk). 3pp. 62614:200-62614:208. 

9002090306 LER 90-002-00.on 000164, delorminod fhai ECCS flow balance vnnlicsion 
survel'.lance noi correctly calculated alter lest loluoling ouiago on 881023.Cau80d by 
ersonnol error. Oiscrellonary ontorcemenl granlod by NRC.W/030t3l lb. 

CLLACK.M.J , MILLER. L.K. Public Servico Elociric & Qas Co. of Now Jersoy. 90/01/ 
3l.epp 52596:003-52596:068. 

9002090322 LER 90 003-Q0:on 900105, steam gonoraior 22 blowdown radiation monrtor- 
mg Sys Channel 2R1QB failed. Caused by design/equlpmoni concems.Radiatlon monl- 
loiing sys monitors & modules reseaied.W/OOOtSl lb. 

POLLACK.M.J., MILLER.L.K. Public Service Eleciric & Gas Co. ot New Jersey. 00/01/ 
31 5pp. 625g8;069-S2698:073. 

9002220726 LER 90-004-00:on 6001 12, plant vent noble gas monitor 2R41A channel 
Isiled low.resuiting In conteinmeni purgo/pressuro vacuum reliof sys Isolaion 
sIgnal.Caused by problems w/ VIcioreen monfior.Chennel modulo edjj9iedw/000207 

p 6 llaCK.M J.. MILLER.L.K. Public Service Electric & Qas Co. of New Jersey. 90/02/ 
07. 4pp. 62712:268-52712:271. 


9002230113 LER S0-00600on 9001 17, control room general area rodailo-i moniior 
spiluid h gh.rosu'ting in switch ng voniilation sys 10 emergency mode ol 
operation Caused by damegod p:ns on channel backpioie & modules P ns recai'Od W/ 

600215 lit. 

POLLACK.M J.. ViLLEH.L K. FK.b'ic Seni.eo Electric S Gas Co of Now Jersey. 00/02/ 
15 4pp 52712 340 62712 352 

0002230162 LER 90 007-00. on 0001 17, ma n steam Imo isclai on signal aciuetod during 
su-veJlancti for pressure Itensm.tier, causing isolation s gnal & ESP actualicns Causod 
by vwdequato procedure. Pane! labeling corrocied.W/g002iS Ur. 

POLLACK.M J., MILLER.L.K. Public Serv-co Electric & Ges Co ot New Jersey. 60/02/ 
15. Opp 52713:191-52713:196. 

9002230195 LER 90 OOs OOon 9D0I i7,Toch Spec Action Statom.enr 3.03 entered due 
lo nopnrablliiy ol two h gh head ECCS subsys Caused by leak from welded p po cap 
on boron xijeciion lank. Ppe-to-cap socket woldod loot ropalred.W/go02l5 Ur. 
RUPP.J.L, MILLER.L.K. PubTc Service Eleclr.c & 6as Co. of New Joiso/ 90/02/15 
5pp 52713016 52713:020 


V. Operator Examinations 

9002140272 Forwards revised NRC Forms 396 & 308 personal quaiificai cr^s slaierr.o.ni 
& carutlcaHon ol mod.cal exam by licenseo, lospoctivoiy 

QALLO.R.M. Roclon 1, Olc ol the Drector. 00/01/05. MILTENBERGER S Pubic 
Servico Electric & Gas Co. ol Nnw Jeisoy. 6pp. 52655:240 52655 247 

9002010398 Advisos Ol ovaluaiion ol requeMicaiion piogiem & i.eonsed personnel at 
plant scheduled lor wk ol 900402 & roquosis that omproyeo be piov:dod to comploio 
uxam team 

ESeLGROTKP W. Region I, Olc ot Ihe Dlioclor. 00/01/23 MILTENOERGER.S 
PuMic Servico Eloclifc & Gas Cl) oINewJerNoy Opp 52505 221-52505 228 

0002140074 Intc'icis lhai generic lu'.dan'cniols exam socUon wi'i ceniprm to llsiorl rog- 
■suaiion & exem process gudoiinos whxh wiT bo ncludod in next rov lo NUREG 
I02l.in re<vipnso to feedback rucewed Samplini; p'en end. 

GALLO.nM. Region 1, Ofc of the Diroclor. 00/01/24. Mll.TENBEHGER.S. Pub'ic 
Sonneo Eiecb<c& Gas Co ol Now Jersey Opp. 52650 159-52650.168. 

0002090016 Forwattls corroctod Tsch Spec pages to 891114 Rev 3 ol roquosl fer I.- 
conso amondUconso chango would s'low indvidual option Of h.o'dmg or having hold 
sonlor reactor ojioraior nconso as condition to bo operations managor. 

PHESTON.BA Pob’ic Sotvico b'lectr,c & Gas Co. ol Now Jotsoy. 00/01/31, Docu- 
menl Control Otancli (Dociimem Control Dosk). Ppp 52607 312-52607:31 7. 


DOCKET 60-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Sacuriiy, medical, emergency A fire protection plans 

•001290110 Tompoiary Change TC-O1 le Pago 2A to Rov t lo GPIP-OOIO, "Drilla & Ex- 
orcise" 

lENEAVE.fl . COlOMSO.R IV SacraiT.enio Munlcpsl Uilfty O-sfricI 90/01/10 600. 
62409 179-52469 183 

•002230108 TomnciQiy Chengo TC 01 10 Rov I 10 EPiP-5niO. "Ori'le & Exorcises.'' 
lENEANE.n.. COlOMBO.RW SocromorMO Munclpal Uli'ity District 90/01/10. Opp 
52701 :l29-5270t-l34. 

•002020026 Forwerds Insp Repi 50-312/80-19 on 861021-12U8 Violations nolod but nol 
c40d 

mCHAHOS.S Rogron 5, Olc of the Oroctor. 9a/0f/l6. KEuTER.DR Sacramenio 
Municpel Ui/ity Cxslnct. 2pp 52526.088 52526 065. 

-9002020027 insp Ropl 50-312/69-16 on 09tO2t-l200Nonc>led violet ons noted Majci 
a'ooe inspocioei^iationnl safety varilication. hoaith physics & secuiiiy.maini.OA & 
loi owup Homs 

WONG.H Region 5. Olc of tho Droclor. 90/01 / 1 2. Opp. 62526 088-52526 096. 

9002060010 Rov Lb EPiP-32 forwarding table ol contents roplecod w/now pages & ad 
vising thai EPfP-5S 13 Inacirve. 

’ Sacramonto Municipal UMity Oisiricl 90/0 1 /2B 4pp. 52542.037-52542:040. 

9002220165 OscusBOs Generic Lir 69-07, "Power Roacior Safoguatds Contingoncy 
Planning (or Surface Vohido Borr.bs ’’ Util uimocied 10 continue 10 comply w/roqii,re- 
morns ol Qononc Ur & NRC B9I0I3 Ur roscmaod. 

REYNOLOS.S.A. Pfojeci Dirociorote V 00/02/13. KEUTER.D R. Sacremonlo Munici- 
pal UMity Oistrict 3pp. 52639 034-52680:036. 


J. insuiance A Indemnity Information 

9002220263 Forwards Endorsemonls 95 & 03 lo NF.LIA Po'icy NF-212 & MAELU Policy 
MF-75,reepocnvoly,Endor8emenl8 10 A II to CorWrcafos N-49 & M-40 & Endorso- 
monts 5,6.14 & IS to MAELU Policy 1. 

CRUNK.S.L. Sacramento Municipal Ulillty District. 60/02/07. DiNITZ Oocumoni Con- 
trol Branch (Document Control Desk). t7pp. 52689:153-52609.166. 


P. Operating license stage documents A correspondence 

9001290068 Grants temporary enforcement discretion by temporarily waiving roquro- 
mont that ubl comply w/fuli provisions ot lOCFfl26, "Fitnoss-lor-Duty Programs." 
based on deiueted condition ol lacility. 

MUBL6Y T.E. OlHco ol Nuclear Reactor Reuuiailon. Director (Post 870411). 90/01/ 
18- 80GGS.D. Sacramenio Municipal Util-ty CJlstrict. 4pp. 52463:247-52453:250. 


72 DOCKETED ITEMS 


900 1300105 FoAsifds Rov 5 to ' Rancho Soco Oga ity Marual " Rei; fCHodS 
oigan ravon lunchons & i;:es oi tesponsib'o pow ons & addition oi ottueni cor .*01 a 

KEuTEfrOR^Sacfame.-to Municipal Utisiy Oistnct 90/01 y?2 

menl Control Branch lUocumen! Control Dask) ?pp 5?a?0 319 5?a7tOJ5 


-9001300113 Rev 5 to 'Rancho Saco OuB'ity Manjei " ^ _ 

• Sacramor.to Municipal UMity DiStnci 90/01/32 77pp 58470 331-5?^^* W5 

900308033 1 Forwa-ds Rov 0 to hOP 039. "Sys Roqjiied to Support Oolueled MoM." & 
Rov 1 to TSAP-J124. 'Sys Layup Program" Sys categoros at laafciy 
inciudu.operati'a.ava.iabio.pruCeni tooporaia & !a/tp n 

SHETLER.JR Sacramento Municipal Uti ty Oisinci 90/01/30 KNlGHTON.O. Docu- 
m^ni Convol Branch (Oixu/renl Conl/of OesV) ?pp 52693 329 53693 36/ 

-9002080334 Rev 0 10 Procedu.-o NOP-039, "Sys Roqu red 10 Support Oetubl^ 
KEUTER.OR Sacramento Wuncipal Unif/ Chitnci 90/01/11. 8pp. 52593831- 
52593 238 


-9002080345 Rov 1 10 Tech.-.icat Svca Aim msirative Pfoeedure TSAP.4184. "Sys 
layup Program " 

• Sacrarjienlo Mu-ticpal Cllify Oisthcl 90/01/29. 29pp 62593 239-52593267 


90012900SI Generic Lir 90 02 to ell IWR icerseea 4 app icerts to a'letneiivo foqwa. 
monts 'or fuel asso.Tibiies m design (eaturos socMon ol "rech Specs Svc I si end 
PARTlOW.JG Assocaie Ditoc'or Ic' P/o.ecia (Post 870-411) 90/02/01 ConsoOdai- 
Od Edison Co oi Ne« Ycrk. Ir.c. 3Spp 52637.055-5263? 093 


9002220076 Provides addi if.'o to 691129 response 10 Gonenc lu '9-10. "Saloty-fieiai- 
od Malor-Operaiod Valve Testi/w A Su/ve-iance" No safety reialed moiof-operaied 
valves roquired lo be OPERABLE w/plani m defuo'ed cord ticm 
KEUTER.DH. Sac/amenio Wumcipa! Ui. ity Ois'--ici 90/02/01. MARTiN.JS Regions. 
Ofcofihe Oreclor. Ip 52689 024-52689 624 


9002120016 Roquosts evempbon from simulator training A lesing lequirc.'Renis Oi 
tOCFRSS.t 1 whio plant In defueled mode In present deluotedcond.rion.vseolsiiru’a- 
lor to ensure sVi la A abiM.ea re plant oporabons irieleveri 
KEUTER.On Sacramenio Municipal Ubi ry D stfcl. 90/02/02 KNtCHTON.G Oocu- 
mer.l Control Branch (Oocument wniroi Desk). 2p9. 52817 253 52617 254 


9002130207 Com.Tir>nts on Tech Spoc$ applicable to lacihty m doiveied 
condtiort Concerns raised that current procedures A ira-rino may no) edequaie'-y 
covet mainta'h ng spent fuel pool cod no (o'lowinq pos'u'aiea loss or oifeiie power 
TRAMMELL, C M Pro;ect Directorate V. 90/02/05. KEUTEft, O R. Sacramento MurYd- 
pal LlLiity OiStriCI. 5pp. 52626 170-52828.174 

9002140223 Requests limned scope e/empten from requromenfs of 10CFR26 hinoas 
lor duty prog'8m8.Ubl currently rmplemcntiig prog'em rn accordenco w/enforcemoni 
discre'.-on g'anlod In Comrpistion dOOi l6 lir 

KEUTER.OR. Sac/ainenio Mai'cpal Ub'ty Dstrci 90/02/00 Oocumcni Control 
GrancM (Document Control Oesii) spp. S2659ii79 52655.160 


9002230531 Informs ol change In iprecasi dates for spent luoi pool inveargabon from 
dates proseniod to N'RC at 900124 meeting at p'ani site.Cnango necessitaied by pro- 
cure-meni delay on rep'aceirent pans tor traveling noist 
KGUTER.DR Sacramento Municipal Uiiity Outnci. 60/02/13. Oocumeni Control 
Oranch (Documa.m Corbel OasKJ 2pp 52709 226-52709 227 


0. InspeclJon reporla, IE Bulletins A correipendence 


9002020026 Forwards Insp Repi 50-312/69- 19 on69l02M208 V/olalions noted but not 
cited. 

RICHARDS, S Region 6, CIc Ol the Oiioclor. 90/01/16 KEUTER.OR Secramento 
Municipal Ubtity OiSl/lct. 2pp 62526 06652526.095 

-0002020027 Ir>sp Rept 50-312/69-19 on 691021-1208 Noncited violations noted Ma|or 
areas inspocteo.operauonal safety voriflcation. neallh physics A secrsily.mani.OA A 
lollowvp Items 

WONG.H. Region 5. Ole of the Orector. 90/01/12. epp. 62526.0B6-52526 095 


9001300496 Advises that draft Tmal rept lor closeout ol IE BUielin 79 23 found 
acceptable lead engineers lor IE Bulletins 64-02.60-06 A 67-002 reassignod as hsted 
BERLiNGER.CH. Generic Communicsiions Branch NRC-05'65-i57. 90/01/17 
LOFY.R.A. PARAMETER, Inc. 3op 52513:258-52513 258. 

9001310307 Advises that acbons roquesicd by NRC Bu'lebn 69-003 not applicable lo 
siabon since stabon currently In deluded shutdown cond.non Util look action lo disal- 
low temporary storage ol fuel assemblies w/o approvsl ol rescior engneer. 
KEUTER.D R. Sacramento Municipal Ubity Olsbici 00/01/22. KNtGKT0N;6. Dooi- 
ment Control Branch {Documeni Control Desk), ip. 5253 1:04 t-5253l-04i. 

9001230126 NRC Info No'uce 90-005, "Inier-Systom Discharge of Reactor Cootani'’ 
Svc lisl and. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 670411). 90/01/29 
Consolidated Edison Co. of New York, Inc. 101pp. 52635.125-52535.227. 

9001230176 NRC Info Notice 90-006, "Potential tor Loss of Shutdown Codng Whie at 
Low Reactor Coolani Levels." Svc list end. 

ROSSl.C.E. Division ol Operational Evenis Assessment (Post 870411) 00/01/29 
Consolidaiod Edison Co. ot New York, Inc. lOipp. 6253S.025-S2535;t24. 


9001240190 NRC inlo Notice 90-007, "New info re tnsula’.ion Malt Petfonviaitto A 
Debris Blockage of PWR Conta'nment Sumps." Svc list end. 

ROSSI, CE. Division of Operaiional Events Assessment (Post 870411) 90/01/30 
Consolidaiod Edison Co. of New York, Inc. 99pp. 52535.228-82535:329. 


9i:W12B0020 Supp^ to NRC Into Notico 68-023, "Poten'-al (or Qae Binding of HR 


Pumps During LOCA." Svc list end 
ROSSI.C E. Divi 


A 7- --/ision of Operatonal Events Assessment (Post 670411). OO/Ot/3 

ConsolKJBlod Edison Co, 01 New York. Inc. 9Spp. 52533.329-52534:062. 


900^260198 NRC Info Notice 90-008, "Kr-es Hasards From Decayed Fuel.- Svc I 
ROSSl.C.E. DM^n of Operational Events Assessment (Post 6704111 90/02/0 

Consollddlod dAn fVl nl ^Ji&u/ V/\eSr fnr T7n/s a6A fASAA 


9001290103 Suppi 1 to NRC Inlo Notice 86-030, "Torget Rock Two Stage Saleva.. . 
Ve'va ^tpoint Onit UpdalO " SvC list oncl. f "^-^i 

rOSSICE 0.v.6ion ot Oporaional Events Assossmeni (Post 8704m m.,m. 
Consol dated Ed son Co ol New York. Inc 70pp 52566 239-62556.317 ^ 

9001300434 NRC Inlo Notce 90-009. "Extended Intorim Storage of Low Levn' n , 
waste by Fuel Cycle A Mails Liconsoos ” Svc I si oncl 

CUNNINGHAM, fl E. D.vision Ol induBirtnl A Medical Nuclepr Safety (Post 8?37>- 
90/92/05. Consol dated Edison Co. of Now York, inc. lOQpp 52563 25?-5258i(^ 

9002130194 Partial rosponso to FOIA roquosiApp N A O documents avaia'A, 
POR App O documo-nts oncl App P docutnente w.tnnold (ref FOIA Exemp-iq.-i 51 * 

GRIMSLGY.O.H Division ol Fmortont of Information A Publications Seivtco? r- 
B90205) 00/02/06. PEPPtRMAN.O R. BIOCMer A Collins 6pp. 52505:156 

-4807270192 floouesis that approptiat® pioloci managei contacl Hlontiiieo u'^i 4 3,^ 
vide Mlo ro purenoso ol circuit b.'eakors from suspect compan 03. 

MATTHEWS, O.B P/clOCl Diroclomlo 11-3. 09/07/ 18 BUTLER.Wfl Proioci D.-fle-v.u 
1-2 55pp 5259531652595344. 

9002230491 Advises Ihol NRC will conlinuo lo exorciso onlorcomont d screi on 
mg I0CFR26. 'fitnose lor Duly Progrnms," lo oxtom described n 
roouesLunil 900208 ovempiicn requosi acted upon or future imoni re opore-jo-j 
changes 

2WCtlNSKU A. Division Ol Roflcior Piojocis - III.IV.V A Special ProlecH iPm 
970411). 90/02/16. BOGGS, D. Socramonto Munic-pal Unlit-/ District 3pp 5?702;« 
52702357. 


ft. Periodic operaling raporla A related corraspondonco 

9002230273 Monthly operating ropi lor Jan 1990 lor Rancho 5oco Nuclear Gova'-m 
SiailonW/9Ck}2l4 Itr ^ 

MUELLER.M. crunk, SL Sacramonto Municipal Utility Di&lnsl. eo/oi/3i tv 
52701 122 52701 128 


V. Operator Eiominaiiona 

9002120016 RoqubSis oxampiion from almu'ainr irolnTip A tasting roqjira*ior'] o' 
i^FRSS 1 1 whi-n plant in doluoiod niodo.ln piosoni doluoiad cor.dilion.u8e of (--sjia 
lor lo ensuio sk.lls A obli.iles ro p'ant oporellons irrolovani. 

KGUTER.O.n Snc/emenip Municipal Utility Dlsnicl. 60/02/02. KNIGHTONG Docu 
moot Control Branch (Documeni Control OosM- 2pp- 02617:253-52617:254. 


DOCKET 60-313 ARKANSAS NUCLEAR ONE. UNIT t 


f. Sacurity, madlcai, emeroancy A lira prolaciloh plana 

9002010120 Rov 6 to Arkonsos NuCloar Ono omorgoncy p1an.W/000l22 lb 

• Arkansas Power A llghi Co OOfOWOl. 4D6pp.W507;ti60-52&00,138 

9002010179 Public vaiS'On ol roviBOd EPlPa, consisting ol Rov 9 lo 1904.002 A Pev If 
10 I904.002.W/000125 release memo. 

* Arhensas Power A Light Co. 90/01/02. BOpp 62522:241-52622.326. 

9002080240 Ack roLuipl ol 001201 lb advising ol roqiiiromoni lo oxiond bme to co" 
plolO perlmoioi security impiovomont projoci. Extension ;usti'iabli> 4 
accOpiablo irrTpfamontation will bo rovlowod during luluro fnsp 
COLllNS.SJ. Rogon 4. Ole ol IliO Dlroctoi. 00/02/01. CAMPBELL, 0. Aihaiui 
Power A ll^il Co. 2pp. 52600:164-52500:107 


H. General correspondence 

9002080242 Commoni supporting proposed rule lOCFRSO, "Slob liratlon A Ooccirt3*v 
nai-on Prtonty.Trusiooship ProvTsiona A Amount ol Properly Insurance Roqjncniiriti'' 
FISICARO.J.J. Arkansas Power A Lighi Co. 90/01/15. CHILK.SJ. OIUco ol ihoSooe- 
lary ol Commission. Opp 52567:1 52-52507: 160 


P. Operating license ataga documenia A correspondence 


9002020037 Updates acllons Impiemenlod A rosulis achloved from plan subTiiiied t 
-Ian 1988 lor reducing leinp In loaciof bldg Addl lemp insiiumontabon util red * «■ 
slallod temporanty lo collect data lot comparison ot lomps. 

FISiCAROj.J. Arkansas Power A Light Co 90/01/25 Document Centre' 
(Oocumom Conbol Desk) 3pp. 62533:146-52533:140. 

9002060293 Forwards response lo Generic Ltr 00-13, "Svc Wale' Sys Prob'oms A'lort 
Ing Safoty-Rolated Equipment.” Svc water integrity program w-ll ensure that roc'A'ed 
design pcrtormonco ol svc water sys malntainod. „ . 

FISICARO.JJ. Arkansas Power A Lighi Co. 90/01/26 Document Control 6'a'«ii 
(Oocumom Control Desk). 27pp. 62647:141-62547:107. 

9002060135 Ctarilles util 07)030 application lor amond lo oxlend (orm ot lacll ty license 
to 40 yrs Irom dato ol OL Issuance A advisos ol fuluro plana lo resubmit BTS-id'S- 

? uest Vs allow uWlyallori oi more highly onrlchot) reload luol. . . 

ISICAROJJ. Arkansas Power A Light Co 90/01/29. Oocumont Control Braw 
(Oocumeni Control Desk). 2pp. 62664:025-62664:026. 

90Q139D0S1 Generic Ltr 00-02 lo ell UWR licensees A applicants re alternative fM-i'S’ 
menls (or luel assemblioa in design foeluros section ot Toch SpecB.Svc list end 
PARTLOWJG. Associalo Diroclor lor Pro)oct8 (Post 870411). 00/02/01. Corsods- 
ed Edison (3o. of Now York. Ino. 30pp. 62637:055-52637.093. 


91K)232039l Summarizes plani periodic performance mceiing on 900110 al sls'd ®^ 
IMW eulhortzed by Licenses OPR-51 A NPF-6. Moollng benoliclal A ^toiridOT oeii« 


undershuuling ol ongoing organizational changes al plant. W/summsry & si c 
COLUNS.SJ. Region 4. Ofc ol the Director. 90/02/12. CAMPBELL.G. 


AKar-Mi 


0. Inspection reports. IE Sullotina & correspondence 

9001300499 Advises ihsl diafi l.ngl inpl ‘or closoout al 1R Buletm 7g<?3 found 
accopiobie Lead oncmoers lor IR Buiioi ns 04 02.00 06 & 07-002 reassiyred os iistod 
BEnu.S'GEFt C H. Gono.'ic Commun cations Giancti NnC 05 fl5-l57 90/01/47. 

LOFY.RA PARAMETEH. Inc Op;) 52510 250 52513 258 

9001290322 Advisas it'Ol actions taken In rospnnso to NRC QuIlOIin 68-010. "Noncon- 
lormng Molded Case Ci'cul Bronknrs.' described In 0QO33t.lO3l & 1220 
Mrs, acceptable Records re bciiotin should bo maininmod (O' el least S yts 
PQSLUSNY.C PrO|OCl Ci.-eciorai« IV OO/Of'ie CAMPOELC.TG Aikansas Power 8 
LiQhl Co 3pp 52454.070 52454 072 

9002090172 Forwards Insp Hopis 50 313/00 4 7 & 50-360/09-47 cn 891213-14 & notco 
0 l violation. 

COLLINSSJ Rogon 4. Ole Ol the D-roctor. 110/01/10. CAMPREfL.G /Vrkan-as 
Po-wer a Lighl Co. 3pp 525'JO 3Cfl 525‘J‘J 316. 

-'9002090176 Notice Ol vio'alion (lom msp an 801213- M.Violallons noted leluio to pa'- 
fem whole body insK aUo' ^nulv.dunl worked in coniroiied oioa eioond old ladwasie 
bldg on Q912IO. 

' fleglo.n 4, Ofc of Ifie D.roctor 93/01/19 ?W 52599 .300 S2598.3I0. 

-9002090177 Insp Ropts 50-313/89 47 & 5030B/GQ-47 on 891213-14 ViOlaDOns 
noted Ma or areas inspocmdevunis sutrout'dng roioaso ol radoaciivo mail into un- 
coniio lod area. 

RlCKETSON.L.T., MURRAY.O Rogo.) 4, Ole Ol iho Dliocloi 00/01/18 Opp 
52599311-52509316 

9001300012 Forwards Insp Repls 50 313/00-39 & 50-308/09-39 on 991016- 26 8 
notice of vPlaton.TwQ unrcsolvoil Horns no'nil 

COLLINSSJ. Region l, Ole Cl the Ci-eclor. 'jO/Ol/22 CAMPBEI.L.G. Arkansas 
Power S Lighl Co 3p0. 52475 033-52475 051 

-9001300013 Notice Ol vio'alion Itam insp on 891016 20 Violnlipns natod Unit 1 irtsotv- 
ice insp program had no rei marking sya 8 wo'.ds wiih.n map program not marked w/ 
u.niguo idsmiliors & Ming cahlnots caniein ng OA rucoids siointl ‘mMOpoily 
• Region 4, Ole Ot the Oiioelor. 90/01/22 2FP. 52475 036-52475.637 

-9001300016 Insp Repts 50-313/69 39 & 50-360/09-39 on 891016-26 VIolalluns & un- 
resolved iiema noted Ua:or eruas Inapocicd insetvlce insp.oroslon/coicos-on.mod A 
drawng conirol programs 

KERCH, H W., HARRIS, n H , OLIVEHI.M.A Region 1, QIC Ol the Uuocior. 60/12/20. 
I?pp 52475.038-52475 054, 

9002020162 Oiscussos Insp Ropts 50 313/60-34 & 50-368/09-34 & forwards r>oi-ce of 
violation & proposed imposition ol civ I poralty m nniounl ol $75,000. 

MARTIN.n.b. Rogon 4. Ole ol Hie (}ire<.loi 60/01/22 CAMPeELl.O. Adrartsas 
Powo.' & Light Co. epp. S254U 246-52540 253. 

-9002020167 NoUco Ol violation & proposed Iniposltion ol cwii pnnaliy In omouni ol 
$75,000 Violations nolnd sinco initial sinriup In 10/4,unii opu'oturl w/iwo of iiiioo svc 
water pumps contaln'nn contacts ihat would hovo provomod rosiattini) 

MARTIN, R.D. Region 6, OIn ol Iho C rucloi 00/0 1 /22. 2pp 52546 252-52546 253 

0002060304 Forwards schodjto lot complollnn ol nciiohs In ruspnnso to App A 8 0 
Items r-oiod in insp Ropt 50 313/09-200, per NRC Builutins 76-02 8 70-14 
Pl5'CARO,JJ. Aikansos Powui & Light Co 00/01/23. Oocumnni Control Bteor-i> 
lOocumom Conirol Oosk). 3pp. 52547 312-52547 314. 

9001310443 AcK rocopi Ol 891220 Hr in responso to 6<n025 Hr ro QIC ol Invosinaboi'a 
Repi 4 87-011. Proposal to provido adcH specific Infn in tosponse to UingnostM: Evalua- 
tion Team lept & salp ropi accepiabie 

COLLiNS,S.J. Hegon 4. Ole oi iho O-roctor. 06/01/24. CAMPOELL.G. Arkansas 
Power & Light Co 2pp S2498:t07-524d6:t06 

9002050300 Ack rocolpl ol 600100 Ur Informing NRC ol stops taken to cotroci violaiicns 
noted in maps 50-313/00 40 & 50-300/06-40 

COLLlNS,S.J. Reg-on 4, Ofc of iho Oi'ocfor. 00/01/26. CAMPBEIL.Q Artronsos 
Power & Light Co. 2pp 52547:262-52547 273 

9001230128 NRC Info Noice 00-005, "Inioi-Sysiom Oischarge of Roacloi Coolant" 
Svc list end. 

ROSSi.CE. Olvis'on ol Opetailonai F.vonts Assossmonl (Post 070411) 00/01/29 
Consolidated Edison Co o/Now York, Inc. 101pp. 52535 125-52635:227. 

900l230\76 NRC Into Nof.ee 00 000, "Potcniuil for l.oss of Shutdown Coolaag WMe at 
Low Reactor Coolant Levels.’' Svc list end 

ROSSI.C E. Olvis'on ol Oporabonnl Evunis Assossment (Poai 070411). 90/01/20. 
Consolidalod Edison Co. of Now York, Inc. lOtpp. 62636.025-62635:124. 

9002080165 Responds to NRC Buliollti 06 003, ' Potenilnl Loss of Requited Shutdown 
Margn During Reluolng Onoraiions" Procodu'al rosiriciion added to refueling proce- 
dure lor Unit 2. Unit 1 retuelng procodu'e will bo revised 

FiSICARO.J.J. Arkansas Power & Light Co. 00/01/20 Oocumont Control Btench 
(Oocument Conbol Desk). 5pp. 52594 202-52504:266. 

900(240190 NRC Info Noi-ce 800C7, 'Now Info ro Insulalion IVfaff Porforniance S 
Debris Blockage ol PWR Conta'nmonl Sumps." Svc l.sl end 

ROSSI.CE. Division of Operabonsl Events Assossmuni (Post 070411) 90/01/30. 
Consolidalod Edison Co of Now York, Inc. 00pp. 52O35-220-52635:329. 

9001250020 SuppI 2 to NRC Info Noilce 80-023, ’'Potoniiel lor Caa Binding of HPSI 
Pumps DurlriQ LOCA." Svc list onci 

ROSSI.CE. Division of Oporalional Events Assossmonl (Post 070411). 90/01/31. 
Consolidated Edison Co. of Now York, Inc 95pp. 52533:320-62534:062. 

9002120317 Advises lhai procedure rev has boon delayed duo to Imporxing loaign- 
r,ion( of engineering & msht porsonnol.fmpfemonreiion now echorfu-'ori for 900330. 
EWING, E C. Arkansas Power & Light Co. 90/01/31, Document Control Branch (Oocu- 
mont Control Desk), ip 62607.034 52607:034. 

9001260198 NRC Info Notice 90-008, '’Kr-85 Hazards From Decayed Fuel" Svc lisi 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 90/02/01. 
Consotidaied Edison Co. of New York, Inc. 77pp. 62583:160-52683 256. 


0002660240 Ack rocelpi ol 891201 Mr acfrising of rogu rement lo evtond lime lo com- 
ploio potlmelor security improvement project Extension lustiliable & 
acceptable (mpiomoniation w II be rov:ewod dunng futuie insp 

COLIINS.SJ. Region 4, Ole ot the Droctor. 90/02/01. CAMPBELL, G Arkansas 
Power & light Co. 2pp 52588.164-52566 187 

0002130204 Forwards Insp Ropts 50-313/69-45 & 50-368/09-45 on 091118-1231 & 
noUca of v-olat on Cor'cerns raised ro potential salety s-gnllicance ol laH.ng lo maintah 
onlpmont in qualified ccni.guratlon 

COLIINS.SJ flogch 4, Ijlc ol Iho Dircclor 90/02/01. CAMPBELL, Q. Arkansas 
Power 8 l ight Co 3pp. 52634 295-62634 317. 

-9002130206 Notice ol vo'aiion Irom msp on 80i i i6-i23i Violations roiediape 
aplcos fo' feedwater contenmoni Isolation valves lacked O'lonio T-95/35 ispo & 
output foods from transn'iiie.' reversed when roconnecied. 

• Region 4 . Ofc of iho Dunctoi. 90/02/01 2pp 52634 298 52634 200. 

-9002130290 Insp Ropis 50 313/89-45 & 50-366/89 45 on 891116-1231. ViolatiOiiS 
noied.MaJor areas inspncted p’ani status, loiiowup of ovonis, operational saloty verifi- 
cation. lempfliaiy Instruction, ma'nt.su've.Hance & personnel errors. 

CHAMBERLaiN.D. Rogion 4, Olc ol iho D.roctor, 90/01/30. tepp. 52634300- 
62634 317 

9001200102 Sitppl I to NRC Info Noiico 68-030. "Targot Rock Two-Stago Selnty/Re'iel 
Valve Sotpoinl Drill Updaio ’’ Svc list onci. 

ROSSI.CE Division ol Oporotonal Evonis Assossmonl (Post 870411) 90/02/02 
Co-nsolKfatOd Edison Co ol New York, Inc. 70pp. 52556 230-52656.3 1 7 

9002120327 Responds to NRC 800104 III lo violalions notod in insp Repts 50'3l3/89- 
22 & 60'368/69-22.Cofrsci.vo actions. p'ocodurel inadequacies corrected A compre- 
honsivo progrem Irrplcmentod to meol mgi objectives 

EWINO.E.C Arkansas Power & Light Co 00/02/03. Document Control Branch (Oocu- 
meni Control Oosk) 4pp 52627 052-52627 055 

9001300424 NRC Into Noice 00 009, "ExlohdeiJ Iniot.m Storage ol Low Level Rad- 
waste by Fuel ^do & Malls Liconsoos '' Svc i.si onci 

CUNNINGHAM. R E DivLsbn ol irdicitnal & Modicol Nuefeat Saloty (Post 070729) 
90/02/05. Consolidated Edison Co. ol Now York, Inc 100pp. 52583 257-52584:004. 

9002150292 Oiscusscs utl 891220 response to violalions noted in Insp Repts 50-313/ 
09 37 & 50-380/00-37. Uso of Okon to T-05 & 35 Ispej splico coniiguration lor power 
& conirol cl'CU'is acccpiabio 

COLIINS.SJ Rogon 4, Ob ol tho Orecior 90/02/07 CAMPBELL, G. Arkansas 
Power S light Co 2po 5265B:238-52656 236 

9002130194 Partial tosponso to FOIA lequosl Anp N & 0 documents avsishls in 
FOR App O decumonis onci App P documents wilhhold (rol FOIA Exompllon 5). 
ORiMSlEY.O.H. Division ol Frocdcm of Inioimaion & PublicaHons Sorvlcos (Post 
090205) 00/02/08 PEPPERMAN.DR Diochor & Co'llns 0pp. 52595 tS8’5259S'230 

-8607270182 RoQuosis thoi appropriate project manogor contact idanllllad utH & pro 
vkio info 10 purchase oi dicu i broekois from euspoci compan-es 
MArTMEwS.O.e Pto.oci D.iectoiaio II 3 88/07/10 QuTLER,W.R. Pro.eci niocioraio 
1-2 55PP 52595 316 W505:344 


n. Periodic operallnp roporte 8 relsled correspondence 

9002120297 Ft^aids rovs to semiannual radiological olliueni relooso repts (or 1007- 
09 

FIS'-CAROJ J Arkansas Power & Light Co 90/01/29. Document Comiol Branch 
(Oocumont Control Desk). 2pp 52827:133 52627 141. 

-9002120302 Rovisoil ih >d & ipurili quartois Ol 1987 solid waste release rept 

* Arkansas Power & Light Co. 87/li/3t. 2pp 52627:135 52627:138. 

-0002120304 Revised 1088 Sold woste rcleaso repts (or Arkansas Nucioar One 

* A'konsoB Power & Light Co 08/12/31. 2pp. 62627.137-52627 130. 

-9002120308 Revised lirsl & socond quarters ol 1089 gaseous ofiluent & unplanned 
roloasos lo unroslrlctod areas tor Arkansas Nuclear Onn. 

* Arkansas Power & Light Co 89/12/31. 3pp. 62627;130 52027:141. 


S- Raporlsbla occurrancss, LERs 8; related correspondence 

9002050106 l£R 89 047 00.on 801210, RCS (omp Incfoasod above 250 F w/ ottygon 
concentirailon groator than Tech Specs limlt.Caused by inadequate procedural 
klOTKO.PIant startup procsduio revised to require chemistry dept slgnof(.w/900l 10 

TAYlORlA.. GWING.E.C. Arkansas Power & Light Co. 90/01/18. 4pp 52636:123- 
62S36.126 

9001300100 LER 80 049-00:on D0l220.dlscovciad lhai Okonilo T-95 tape not used lo 
1^)9 Inlornol motor load connscllons tor two main foodwator containmoni isolation 
velvoe Caused by vendor error. Internal motor loads valves taped W/90O1 1 9 lir. 
MILLAR, O. EwfNO,EC. Arksnsos Power & Light Co. 00/01/19. 4pp. 52494.060- 
52404:063 

9001300377 LER 80'04l-00.or) 00l221,auiomailc ecluaiion of emergency loedwater sys 
inlkated.Causod by lack of adequate procedural guidanco.Vafve positioners CV-2623 & 
CV-2673 adhjstod & gu'.danco procedures developod.W/900t22 Hr. 

TAYLOH.LA., EWINO.E.C. Arkansas Power S Light Co. 00/01/22. 4pp. 52494:109- 

62494:112. 

9001300376 LER 86-042-01. on 891200,lnadvorteni actuation of control room ometgon- 
cy ventilation sys occurred. Caused by keying of hand held radio in vicinity ol chlorine 
monitors by lachniclan.Techniclan counsclecrw/600122 Itr. 

MILLAR.O.. EWfNG.E.C. Arkansas Powof i Light Co 90/01/22. 4pp 52.iS4.tt3- 
62404:1 18 

9002060382 LER 69-048-00:on 801228, auiomeiic reactor trip & ESF actuation occurred 
as roaull of loss ol all ma'q (eedwaier (low duo to inadvertent tripping ol main feed- 
water pump. Caused by personnel orror.O-rlngs ieplaced.W/000129 Hi. 

TAYIOfl.L.A., EWING, EC. Arkansas Power & Light Co. 90/01/29 4pp. 62550.029- 
62550:032 



DOCKETED ITEMS 


MK />-<uHn/>ai -9002070460 Proposed Tech Specs changtig 3/4 7.1 5. b ''Steam Genetatat S'v 

9002120094 LEn 89 039 0. cri69.l.6.d:scover^ . ha. S Table 3.3;^5 6 h.0.h & 7.C. Steam L rto Isolation Response Times." , o<kv^ 

oe'-^uatiort^eom open 4 latch mMhansm A?R.- >« acodenl analyses M.rK.nn. 


WI2120094 LER 89 039 01 cn 89' > ^ ab^ 
fMs'-^uationioom open 4 latch mochansm missng. Caused by a^ctmaiy y 

^nu1w?o%c)’o« door. venu'a.cnsy8 row ba.an« 

TAYLORLA. EW'NG.BC Artansas Power 4 L/ght 00 »U/0irJ'. “PP •*«»« 

52635 094 

90021500tt UER 69-034-01 on e9l03l.de;orm ned that Tech Sp« 

T^rIa, BWING.GC. Arkansas Po«.er 4 Ugh. Co 90/02/06. 4pp. 52 BS 4 -l 6 a- 
52654 171 

V. Operalop Examlnallons 

efL^oXffi'V.SUT « 0 “? Ssrso/K CAMPaELL.G. 

Power & light Co I2p0 52532 06e'52532.077 
9002.30255 Forwards n.o re ganerc fundameniala exam secUon ol operalor icensino 

wrinen exam .0 be adrr.n:siored on 900207 rauoBPii G Arkansas 

OOlUNSS-J Bogan 4 . OIc of the Dteciar. 90/01/29. CAMPBELl.tx. Arkansas 

Power 4 LiShl Co. 4pp 52634 291-52634. 294 
DOCKET 60-315 OONALQ C. COOK NUCLEAR POWER PLANT. UNIT 1 


^indana Mi^Mflh*Powor Co l.orrr.orly Indiana 4 Michigan Elocwc Co.) 90/Ci;.i 
44pp. 52587 29I-S25Q7 330 

M012900S1 Gene'c LU 9Q-02 to all LWR licensees & aMi-cems re e-ziinatha 
mails lor fuel asse-mbl ea ;n design (oaluros soc.lon ol Tech Specs.Svc list e^i 
paRTLOWJG Associaio D-reCc' lor Prolocis (Post 87041.) 00/02/01. Censoiids' 
M EdlaM^ii) of New York. me. 39pp 62637 055-52637.093 

9082090143 Oocutr.enia vorilicai-on o' close out ol Multi-Plant Action G O 1 . 'fisset, 
Otfani Pump Tnp," lor planis.par 001219 memo. 

THOtAA JO Projaef Oiioctoiaie nil 90/02/01. STOLZ.J. Project Direciora'a m. tj 

52615075-52615075 

9082120350 Cortocis comtriimoni dale coma nod In 000131 in & provides deiUsc/ 
ntrMram io assess oporoti'i'y ol MS'Va.Acouai'C data collectotl on valves irc jOet) » 
AUBChendnt ^.0^ nOQlDn III t0QU09t 

ALEXICHMP indana Mich gan Power Co. (lormatly Indiana 4 Michigan Electric Cot 
00/02/02 MUfllEY.T.E Documont Control Branch (Document Control Desk), ijp 
52627.O50-62627 062 



C-MUI 9 Al. 5 ?a 44 O 10 


F. Security, jnedical, emergancy & tlie protacHon plana 

9001310244 Fpfwa'ds Safety Insp Repts 50-315/89-33 4 50-318/89 33 on 891117- 

«USQN.m°Rs9 on°^ O'C of the *L«iCH^P 

Power Co (lormorty Indiana & Mich.gan Eiecihc Co )- 2pp. 52583 293- 52503 31 1 

-9001310249 Insp Ropis 50-315/89 33 4 50.310/69-33 on ««aWn 

Mied Malor areas inspected p'ar.t operaions, m(unt,$urv«Miiance,secur«y.engif.eenn9 

& technical support, reponabie <51^1 «qa osos 3i i 

eURGESS.OL Region 3, Ole 01 iho Director 90/01/12 I6p0 52503 298-52503311. 

90Q1290J79 flev 4 10 Emerflen^ Response Procedure 301, "Emergency BesponseOr- 

8c>lJNDs\V!^AL'ex*ICH,M^P. Inaana Mich^sn Power Co <’0''^®'')' I*}vl2 
^eelrc Co ) W/01 / 1 7. MURLEY.T.E. Oocumenl Convo' Sranen (Oocumeni Con- 
Gel Desk). 22pp. 62473-190-52473 21 1 

9003010176 Ack receipt ol 891229 I'J lorwardisg scope 4 
e.Tergsncy plan exercise.acheduied for Apr i990 Scope 4 cbieciNW eccepiawe 
OREQErIr fleg'on 3, Olc ol the Dractiy 00/01/24. *L6XiCH.MP itKMoa ^N- 
gen Power Co (formerly Indana 4 M.ch.gan Electne Co), tp 625I2 242-52SI2242- 

9002090251 Fprwg’dS Physical Security insp Repts 50-315/90-02 & 50-316/90-02 «n 

c'^EGEfl^^R^'^n Toitf Olathe Director 90/01/25. alExiCh.m.P. irvoiana Michgan 
Power Co' 2pp. 52614 292-52614 295. 

-9003090259 Penally wnnhelP insp Repts 60-315190-02 & 50-3te/9002on900l06-i2 
(ref iOCFn73 21).N0 vloiaticna noied Ma|oi areas inspected physical seconty insp in- 
volving mot support A ellecirvenass & records 4 repis. 

KNICGlEYJR PIRTLE.O.L. CREE0.J.R Region 3. 0(c d the Oifoclof 00/01/25. 
2pp. 52614’294.52614;2g5. 

9002120305 Inloims lhai util wll submit under separaie cover.exerctse 
90040?«06 glanj efTiergency preps/edness oxerclS9 \o J Foster, pw 870316 lir S IE 

alEXiCi? M P Ind ana Michigan Power Co (lormeily Indiana A Michigan Eioclnc Co ). 
90/01/31'. DAVIS.A 8. Reg on 3, Ofc ol the D.recior. 2pp. 62631 212-52631 213 

9002220181 Forwards ealety evalueiion le procedures generation package lor plant & 
programmatic Improvements to er.hanco ability to develop A maintain conssteniiy 
nioh quality emergency operalng procedures 

GRTTERJG PtoWt Directorate ili-l 90/02/14. AiEXlCH.M. indana Michigan Power 
Co- (lomierty Indiana A M.chigan Elecinc Co ) ALExiCH.M, American Eiectrtc Power 
Service Co/p. 3pp 62689 170-52689:185. 

-9902220186 S&lety evaiualon (a ptocodures generation package for lac/ity 
* NRC - No Deie/ed Alfii abon Given 90/02/14 t3pp. 62689:173.526e9;1B5. 

9002230148 Confirms 091030 response to Genonc Ltr 89 07, "Powe/ Reactor Sale- 
guards Contingency Piarwmg lor Suttece Vehete Bombs." Submfttal cetWed thal 
shon term actons m safeguards coningency plan proteci against vehicle bomb. 
GliTTER.J Project Directorate IIM 90/02/14. ALEXICH,MP. Indiana Michigan Power 
Co- (formerly ind ana A Michigan Electric Co). 3pp. 52709.247-5270S:24B 


P. Operating license elage documents A eorraapondence 

9001290176 Advises that individual plant exam approach,meihodoiqgy A schedule.per 
Generic Llr e8.20,discussed In 891024 response, acceptable SchecMs changes 
shou'd be reported to NRC. 

GIITTER.JG Prelect Directorate i:i-i 90/01/19 ALEXiCH.M Indians MlcNgen Power 
CO- (tormofiy Ind ana A Michigan Electric Co ). 4pp 62488:1 14-52468:1 17. 

9002070106 Forwards response to Generic LU 89-13 re sve water sys Intake (orobaye 
visua'-ly lr\spected (or presence ol macroscopic b’otoglcat (o«5ina 
organisms.se()iment,corroslon products A miscellaneous debris. 

AUEXICH,M-P. Indana Michigan Power Co. (formerly Indana A Michigan Electric Co). 
90/01/25. OAViS.A.B. Document Control Branch (Document Control Desii). 45pp. 
52598 291-52598334. 

9003070466 Appilcebon for amend lo License OPR-S8,changfrM Tech Spec 3/ 
4.7.1. 5.1. b. "Steam Generator Stop Valves," A 3.3-5 6h, 6.h A fc.Amend ensues 
vaNe closure with'-n eight seconds on closure aciuatlon signal. 

ALEXICh,M P. Indiana Michgan Power {^. (formerly Indiana A Mich'gan Electric Co.). 
90/01/31. MURLEY.T.E. OtKumeni Control Branch (Document Co^ot Oeak). 9pp. 
62567:206-52587:338. 


-9002120280 Proposed Tech Specs changing Woatmghouso luel A reload ana'fss 

^lrlc^»8*^b>08'i Power Co (tonv«tly Indiana A Mictvgan Elacuic Co). W(0?(« 
79e?p 62641 293 52644,010. 


9002220473 App'icanon lor amonds to Licenses DPn-58 A DPn-74,dBieing ertensm 
iTllper Generic Lir BD-14, "Lino Hem improvemonl In Tech Spoca-Romovai c' 3ri 
umn on ExterkdicQ Surveillance iniorveis " 

ALEXICiimE indrOfia Michigan Power Co. (tcrmorly indana A Michigan ElociscCoi 
90/02/0T M-URLev.T.E, Document Control Branch (Documoni Control Daskj 8^ 
52696 201-52698 212 

-9002220476 Proposed Toch Spccs doioung 3.25 oxtonsien I nut In accordance s/ajd- 
ecce in Oenoric Li' 09-14, "Lmo Item improvement in Toch Spoce Rompvtf, 0*321 
UitulonExiondnpSufvoilancoinlovHis'’ 

* Indiona MiChJnen Power Co (lotmotly Indana A Michigan Elociric Co) 00/07/01. 
4pp 52696 209 52690 212 


1002220692 Aoci.cBben lor omoi'd 10 Liconso DPR-SB.Bxlond ng visual Insp Iniev^ia 
neccossibio enyobois as doimoalod In Toch Spec 3/4.7 0 liom 90091 1 in'jl Ur.' i 
teiueimg outage, schoduioi) lo’ 90i0i8 . 

AiExiCHM.P. Indiana Micivgen Powor Co (lormorly Indiana A Michigan ElecLscwi 
90/02/09 MUflLEY.TE Documoni Control Branch (Documoni Control Desk) 


-9002220895 PrODOaed Tech Spec 3/4 7.6 ro snubbtira. _ . . 

• indana Mfchigon Power Co. (lotmotly Indiana A Michigan Eleciric Co). 90/02-3) 
20P 52701:023-62701 024 

90022201B1 Forwards aaloty ovaluat-on to ptocedu’69 ganerallon paexaga Is.’p'aii* 

S neUc improvo/r.enta to eniianco obiMy lo develop A mo'niain copji-sn/ 
Lly omorgoncy oparoiing piocodjtos 

JO Proloci Dirociotaio lll-f 90/02/14. ALEXICH.M. Ind-ana MichganPcn^ 
Co- (Jwmorly Indiana A Michigan Electric Co.). ALEXICH.M. Amencan Electric Pow 
SMvtBCom 3CO 526B9.1TO-526BO 1R5 


-9002220166 Sa'ety evaluation re piocedurea gonuratlon 
• NRC - NoOeiaii^od Affiiiallon Given. 00/02^4. I3pp. 


packago for lacillty 
62680:173 52689.185. 


Q. Infection roporls, IE BuUelina A correapondence 


9001310244 Forwards Soloty Insp Ropla 60-315/09-33 A 50-316/89-33 o.a 69111/ 

Ji?Ltw!m°n0o'on°3, Olc w m oiiociot. eo/oi/i 2 . 

gan Power (lormorly Indana A M.chigan Elecinc Co ). 2pp 62503 293-5ZWJ4 


-0001310246 Notice ol violDiion from insp on 89lll7-l226 Violaiion nolod sieaW sb e 
reactor core powor excoodod 3.4 1 1 MWl rouHnoly until computer error d.sco/eiov 

AXELSON.W.L. Region 3, Ofc ol tho Dirocior. 90/01/12. 1P 62603 295-625fi3?91 


-900131024B Insp Ropis 50 315/69-33 A 50 316/80-33 on 
noted.Major D'oas Inapocied p'ant operations, malni.sun/erilonce.secunty.e.'ign s 
A lochncal support, roporiablo evonta.aiiegatlona A generic lus. cxivi-tii 

0URGESS.B.L Region 3, Olc ol tno D.rocior. 00/01/12. I6pp. 52503-296-5za'-ii-i 


9<»1300498 Advises Uml draft final ropl lor closeout ol 'E^b'.lobri 79^23 
ftcceptable.Lead onnrwets lor IG Bulictina 84 02,80-06 A reassigned as 

BERLINGER.C.H. Oenoric Commun cations Branch NflC-0585 lb7- au'v 
LOFY.n.A. PARAMETER, Inc. 3pp. 52513:256-52513 260- 


9002070106 Forwards response lo Gonoric Ltr 60 13 to sve wrater W 


o^nJama.sodimont.corroslon ptoduds A miacoTanoous debris. ci»,-mi-Col 

AUEX1GH.M P. Indiana Michigan Power Co (lormerty Indiana A Wchlgan tioci^ ' 
90/01/28. DAVIS,A.B. Document Control Branch (Document Cont/oi uesKj. -w 
62566:201-52599:334. 


9002090251 Forwards Physical Security map Repts 50-3lb/90-02 A 60 - 3 t 6 / 9002 or 


e001<^12.No v.olat'ons noted 


OBEQER.L. RM^on S^Otc ol the Director. 00/01/26- ALEXICH.M.P. Indiana MidnSi’ 
Power Co, 2 dd. 62614:292-62014:205. 


-9002090266 Partially w.lhholO Insp Repts 50-315/00 02 & 50-3 16/09-02 on g0010a-l2 
(rof I0CFR73 21) No v-olailons noieJ Ua|or atoas inspected. pHyaicai socunty insp 
vOW-ng rrg\ support & elfectivenoss 8 records 8 ropis 

KNICELEY.JR, PIRTLE.QL, CREEO.Jfi Regon 3. Olc ol the Orectw. 90/01/25. 
2pD. 5261-1 294-526l<l:295. 

9002020272 Forwatds rev.sed response to NRC Bulletin 86-002, ' Reprdly Piopagaund 
Pat gue CiacVs In Steam Generator Tubes ’’ Unit 1 sioam gonoialora have not expctT 
enced svc -induced denting el uppermost support piotes 

ALEXICH.M P. Indiana M.chlgan Power Co (lormorlv Indiana & Mich gan Eteciiic Co ). 
90/01/26 MURLEV.T.E OocumenI Ccnlrol Branch (Oocumeni Control Oosk) 7pp 
52529.329-52520 335. 

9002080117 Responds to NRC Bullotn 89 003, "Potoniial Loss ol Ror^uired Sluildown 
Margi,') Dud'-g Relueing Operations'’ Restnctions re occepiabio mtermodaio fuel as- 
sembly conf,gurat-ons will be formally incorporated Into plant toluoling ptocodures 
AL£X(CH,M.P. indana Mictilgan Power Co /formerly Indana & Mlcf-%8n Eloctrfc Co.). 
90/01/26 MURLEY,TE. Document Comroi Branch (Document C^ircl Dosk) 4pp 
52609 20-1-52609.207. 

9001230126 NRC Info Not-ce 00 005, ' Inior-Syalem Oschargo ol Reactor Coolant" 
Svc list end. 

ROSSl.CE. Division of Operational Events Aesossmonl (Post 870411). 0O/OW29. 
Consol dated Edison Co. of Now York, Inc. lOIpp. 52535:125-52535 227. 

9001230176 NRC Into NoliCe 90-006, "Polentlal lor l oss of Slvuidown Coo5ng Whi!o ai 
Low Reactor Coolant Levels " Svc list end. 

ROSSi.C.E Division ol Operational Events Aaaesamoni (Post 6704 it) 90/01/20 
Censo'idated Edison Co. of Now York, Inc lOipp 52535.025-52536124 

9001240190 NRC Into Notice 90-007, "Now Info re fnsufalion Uati PeifotmarKo & 
Debris Blockage of PWR Conieinmonl Sumps" Svc I st end. 

ROSSi.CE D-vislon ol Oporallonai Evenis Assosanieni (Post 670411), 90/01/30. 
Consol dated Edison Co of Now York, Inc. 99pp 52535 226-52535:320. 

0001260020 SuppI 2 to NRC Into Notice 88 023, ''Potential lor Qas Qindng ol ilPSi 
Pumps During LOCA." Svc list onci 

ROSSLCE. Division of Operational F.venta Aeaessmoni [Post 670411) 00/01/31 
Consotideled Edison Co. of New York, Inc 05pp. 52533.329 52534:062. 

9002120306 Informs dial utli will aubmil undot separate cover, exercise scenario lor 
@00402 06 plant emergency properednosa exorcise la J Foaiorpor 670316 Hr & lE 
Into Notice 65 055. 

ALEXICH.M P Indiana Michigan Power Co llormorly Indiana 8 M.'Clvnan Eioctric Co) 
90/01/31 0AVIS.A.B. Region 3. oic Ol (Me Olioctor. 2pp. 5203l.2t2-5263l:2i3. 

9001260198 NRC Into Notice 90-008, "KI-R5 Haiarris From Decayed Fuel '* Svc iisi 
end. 

ROSSLCE. Division ol Operational Events Assessment (Post 8704(i). 90/02/01. 
Ccnso idated Edison Co of Now York, inc 77po 02563:100-52563 256 

9001290102 SuppI t lo NRC Into Notice 00 030. "Target Rock Two Stage Snloty/Roiof 
Valve Soioo nt Drift Update." Svc list onci. 

ROSSI.CE Division of Operational Events Aesossmonl (Post 07041 1). 00/02/02. 
Consol datod Edison Co. of Now York. Inc. 78pp. 52556 230-52656317. 

9001300424 NRC Info Not CO 00-009, "Exinr.ded Intorim Storage of Low level Rad- 
tvasio by Fuel Cwl» A Maiif Licenscoa." Svc ust end. 

CUNNiNGHAM.M E. Division ol Industrial A Medical Nudoar Safety (Post 670720) 
00/02/05. Consolidated Edison Co. of Now York. inc. lOOpp 52583:267-52564:004. 

9002230014 Responds to WL Axelson 000lt2 Itr to violations noted in Insp Repia 50- 
316/89-33 & O0-316/D9-33 on 891117-1226. Cotrociiva acilort$:corieci vakios lor 
btowndown constanis manually onloroJ into itiormal output program. 

ALEXICH.M P. Indiana Michigan Power Co. (formerly ind ano & Michigon Electric Co ) 
90/02/09 DAVIS.M.P. Document Control Branch (Oocumuni (Control Desk). 0pp. 
52702.160-52702;197. 


S. Reportable occurrences, LERa & related correspondenco 

9001300119 Part 21 rept re Weslinghouso Class IE iMormol/magnetic tnoidod-caso clr- 
cu I broakora tapping during allorrpts lo start motor Inaioity ropodod on 
9Q0i05.Vendor roguosting that uiils verify proper breaker porformanco. 

JOhnsON.W.J. VVesilnghouse Electric Corp. 90/01/00. MUHLEY.T.E. OlHco of Nu- 
clear Roacior Regulation, Director (Post 870411). 5pp. 52646:201-52546 205. 

0002160109 Special roplon 6OOtO2.O0.O8.l3.i6 & 24,liro barriers on 4 kv 
complox.reacior cable tunnel door .contractor access bldg & auxiliary cable vau^t Inop- 
erable longer than Tech Spec 3.7.io,Acilan A allows.FIro watches mamlalnod. 
OLINO.A.A. Indiana M.chlgan Power Co. Iformorly Ind'ana & Michigan Elecirtc Co.) 
00/02/05. DAVIS.A.Q Documant Conirol Branch (Oocumont Conltoi Desk) Spp. 
52656.305-52866:307. 


V. Operator Examinations 

9001310086 Protddes into ro gonortc fundamentals oxam section of opeinlor licensing 
oxam on 900207 & advises That results of exam should be available wlih’n 3 wka fol- 
lowing completion of exam. 

WRIGHT.O.C. Region 3, Olc ol the Director. 90/01/16. Commonwealth Edson Ca 
6pp. 52497:213-52497-217. 


DOCKET 60-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & lire proteotfon plana 

9001310244 Forwards Safety Insp Repla 60-316/60-33 & 60-318/88-33 on 691117- 
1226 & notice of violation. 

AXELSON.W.L Region 3, Olc ol lha Director. 90/01/12. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (lormetly Indiana & Michigan Electric Co ). 2pp. 62603 293-52503.311. 

-9001310249 Insp Repts 50-316/89-33 & 60-316/80-33 on 661117-1226. Violation 
noled.Major areas Inspecied plant operations, malnl.survolliance.securtty.ongineeflng 
& techn'eal support, reportable events. allegations A gonertc Itrs. 

BURGESS, B.L Region 3, Ofc of the Director. 90/01/12. I6pp. 52603 206-52503:311. 


9001290279 Rev 4 lo Emergoncy Response Procedure 3 01, "Emergency Response Or- 
ganisation & Fund on " VV/900 1 1 7 Hr 

BO'JNDS.LM. ALEXICII.MP Ir-d-one Michigan Power Co. (formerly indana & M:chi- 
gan Etociric Co) 00/01/17 MURl EY.T E Document Control Branch (Documonl Con- 
trol Desk) 22pp 52473 190-52473 211 

9002010175 Ack recepl Ol 891229 Hr lonvarding scope & objectives lor 1900 plant 
emergency p'an exorcise. schoduiod Icr Apr 1990. Scope & objectives acceptable 
GREGER.ln Hog on 3, Olc ol the D.roctor 90/01/24 ALEXICH.M.P. Indiana Michl 
gan Power Co. (Icrmoily Indiana S M ccigan Electric Col ip. 62512.242-52512.242 

9002090251 Forwards Pnysical Security Insp Repts 50-315/90 02 & 50-316/00-02 on 
900108-12 No violations noted 

GREGER.l. Rog-an 3, Olc ol iho 0 rector 90/01/25 ALEXICH.M P Indiana M.chlgan 
Power Co 2pp 52614 292-52614 205 

-M02090266 Partially wilhha'd Insp Repts 50-315/90-02 & 60-316/90 02 on 000108-12 
(ref lOCFR73 2l)No violations noted Ma.or areas inspected physicoi socuniy insp in- 
volwng mgt support A ulfectiveness & records & repts 

KNICELEYJ n. Region 3, Olc of the D.roctor 90/01/25 2pp. 52614 294-52G14.205. 

9002120366 Informs that uii: will submi under separate co.er.oxorcse scKtiatio lor 
900402-08 plant o.'naryoncy propareunoss exorcise to J Fostor.por 870316 Itr & IE 
Into Notico 65 OSS 

ALEXICH.M P Indiana Michigan Power Co (foimorly Indiana u M cingan Electric Co ). 
00/01/31. OAVfS.AO. Region 3. Olc ol the Director. 2pp. 52631:212-52631:213. 

9002220181 Forwards saloty ova'ualion to procedures gunoration package for plant & 
programmatic iTptovometiis lo enhance ahii ty to develop & mainlein consisteniiy 
ntgh q^ily emergency operating procedures. 

GlirTER.JG Project Directoiaie lll-l. 90/02/14 ALEXICH.M. Ind-ana M.icl.igan Power 
Co. (lormetly Ind-ane & Michigan Electric Co ). 3pp. 62609. 1 70-52609: 1 85. 

-9002220185 Saloty ovaluatipn ro p.'ocedutes goneration package lor facility. 

* NRC - No OolQl'ert Allillatlon G'vo.n 90/02/14. 13pp. 52689:173 52609.165 

9002230148 Confrms 891030 rosponso to Generic Lir 09-07, "Power Reactor Sale 
guards Conl-ngoncy P.annmg lor Sutlace Vehicle Bembs" Subm.uai certified that 
ahort-ierm acuo-ns n anloyuords contirgoncy plan protect ogainat vehicle bomb. 
GliTTGR.J. Project Directorate lll-l. 90/02/14. ALEXICH.MR Indiana Mich gan Power 
Co. (formerly Indians & Mich gan Eloctnc Co ] 3pp. 52709 247-52709. 249. 


P. Operatlno license slage documents & eorreapondonca 

9001290178 Advises that individual p’ant exam appfoach.rnomodoiqgy & schpduln.por 
Gonertc Lit 00-20.di$cussod In 801024 rosponsn, acceptable Schodu’o chsngos 
should 1)0 ropoiiod to NRC 

OiiTTEn.jO. Project Directorate lil-i. 90/01/19. ALEXICH.M. Indana Mlch.g9n Powet 
Co (lorniotly Indiana & Michigan Elocinc Co ). 4pp. 524C0.1 14-53468:1 1 7. 

0002070106 Forwards rosponsa IP Generic LU 89-13 ro 8vc water sys. Intake (oiobays 
visua'iy iftspuciuii for presence ol macroscopic blolog csl fouling 
orflanisms.sedimani.conosion products & mlscoilenoous dobris. 

ALEXICH.M.P. indisna Michigan Power Co (lormoiiy Indiana & Michigan Electric Co ). 
00/01/25 OAViS.AG. Oocumenf Coniiol Oionch (Documenl Confrof Desk). 45pp. 
52590201-52598334 

9002070460 Documents 000125 ccmmitmsnts ru incroased MSIV elosuiu 
iimos.liconsau w-ii develop crogiem lo monitor ateam dump volvo leakage boaod on 
oiHior guanhianvo or quahtativo occoptance criteria by 600208 & evaluate nciad oltor- 
noiivOS 

ALEXICH.M P. Indiana M.chlgan Power Co (loimeitv Indiana & Michigan Electric Co.). 
00/01/31 MURLEY.T.E Documont Contiol Branch (Document Conirol Dosk) 3pp 
52507 225 52567:226 

600129D05I Gononc Lt( 90 02 to all LWR IlcenseoB & a^licanis re eliornaiivo lequ'ro- 
ments lor luol assemblies in design features section of loch Spoca Svc list end. 
PARTLOW.J.O. Associate OIrocior (or Prejocls (Post 870411). 90/02/0). Consol'dat- 
od EtPson Co of Now 'York, Inc. 30pp. 52637 055 52637.093. 

9002090143 Documonia verillcat-on of close cut of Muiii Plant Action G-01, "Roacior 
Cooleni Pump Trip. " for plants, por 891210 momo. 

THOMAJO. Project Directorate Hl-t 90/02/01. STOLZ.J. Project Oiroctoralo I-4. ip 
526I607S 52615075 

9002120360 (^locis commitment date coninlnod in 900131 Hr & prov.dos deloiis of 
ptooram to assess oporatj.lity of MSiVs.Acousiic data collociod on valves included as 
AUachmoni ?.por Region HI raquosi. 

ALEXICH.M P indJina Michigan Powet Co. Ilormorty Indians & Mchlgan Electric Co). 
00/02/02 MUHLEY.T.E. Document Control Branch (Documonl Conirol Dosk). 7pp. 
62627 058-52027 062 

9002120268 Applicoilon lor amends to Licenses OPR-5B & DPR-74, changing Westing- 
house fuel & reload analysis molhodology. 

ALG)(ICH.M.P. Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
90/02/06. MURLEY.T.E. Document Control Branch (Document Conirol Desk). 32pp 
62641:201-52644010 

-9002120260 Proposed Toch Specs changing Weslinghouso luol & reload analysis 
meihodolow. 

* intSana Michigan Power Co (formerly Indiana & Michigan Electric Co ). 90/02/08. 
79Bpp. 52041:293-52644:010 

9002140162 Appllceiion lor amend lo License DPR-74, revising Tech Specs by Impio 
mentra core (^orating limits root in accordanco w/ Generic Lir 86-16, ''Removal ot 
Cyclo-S>8cHic Parantetar Limits From Toch Specs " 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co ). 
00/02/06 MURLEY.T.E. Document Control Branch (Document Control Dosk). 10pp. 
62650:217-52650 265 

-900214016S Proposed Tech Specs ro Implementation of core operating l-miia rept, per 
GenodcLtr 08 -18. 

* Indtana Michigan Power Co. ((ormerly Ind'ana & M chlgan Electric Co ). 90/02/06 
301XJ. 62650:227-52650:265. 



docketed items 


6002220473 AoplcaWr. lo- an'ervSs ^0 l.>cenwa OPa.58 S 
hrmpef Ce^nc Llr 89-t4, -Lne Horn improvement ,n Tech Spacs Romoval ol 3Z5 

S tio'morly Indiana & Mich-aan Etortrtc W 

MuRlEY Te O^Uen. ConJ. Btancl; ;0ocumer,l CorArC OasM- 8pp. 
S2$96 20J-52696212 

6002220476 Pfoposed Tech Specs Ooiotmg 3 25 ortenaion i/nit m accoi^a 
^ce mGonV-K Ur 89.14. -1^6 hem in."p.ovaT,eM m Tech Specs Removal ot -525 

ttrJrS%rJ,'S"Sf:5 w,.n. S E,«wc CoJ- 80/0J/07. 

4pp 52636 209 52606 212. 

9002220161 Forwards safety evaluatioh re procedures flona'atlo.n 

^ooramrnapc improvemonis to enhance ab ity 10 deve’op A malnia.n conyslertly 

KjV"pXXnra^^Wo/«n ALEX,CH.M -ndranaM-llva^^ 
^VSer^ Ka & M.ch^an Electric Co) ALEXICh.M, Amoncan Electric Power 
Service Corp. 3pp. 52689. t70-52689 '85 

-9002220165 Sa'ety ove'ua'ipn te pwadures 0®"®/®''°" Vas. 

• NRC • NO Deialed Alli'ietionGven. 90/02/14. 13pp. 52689.173.52689 Uo. 

Q. Inipecilon reports. IE BuHellna & cofrespondanee 

9001310244 Forwards Safety Insp Repts 50-315/89-33 A 50.3ie/89-33 on 091117- 
;y|Lto™.wVR'';^!on°3".0-cof.heDi,eci^ 

gan Power Co. {(ormeriy Indiana A Mchigan Electric Co ). 2pp 52S03.2W 5?50J.3ii. 

-9001310246 Noico o» violation itominsp on 89'iw.i226Vvc,‘atlon ®“'® 

reactor core power evceedad 3.4i i MWt routinely uni.l computer error discovered on 

^e'l^SON.WL Region 3, Ole o' the Onectot. 90/01/12. tp S25O3 29S-52SO3205 

-9001310249 Insp Ropls 50-315/8933 A 50316/8933 on 69ltlM2M AfiolahM 
noted MelOf areas inspecled plant oporalions. malni.surveii.anco.seconiy.enQineenng 
& technical support, ceponabla events allegations A gerianc tire 

BURGESS, B L Region 3, O'c 0l tho Orecior. 90/01/18 16pq 52S0329A-526033n- 

anonnOiaa Advises that dratt final tepl 'o< C'OSOOul O' l£ SuleBrt 79-23 found 
®^«ptlbfe Le« engine" a rSf l£ BuHetns 04-O2eo.O8 A 0/^W2 'eassmned as 
BERLINOERCH Genetic Communlcaions Granch. NRO-05 65-I57. 90/01/17. 
LOFY.RA PARAMETER, inc. 3pp. 52513 256-525t3 258. 

9002070106 Forwards response lo Generic Llr 89. 13 re svc water sys^ tnteve loreMys 
visually Inspectod 'oi presence o' macioscopic btoogtcai loui-ng 
o/ganisms.seoimem.corros on products A miscellaneous deems. 

ALEXIChMP indisna Michigan Power Co (lormorty Indiana A MichigenE'e^ wi 
90fOW25 OAVlS.A.a Oocuinani Control 0rar<h (Oocurr.eni Control Ooek). 45pp. 
52596 291-62598 334. 

9002090261 Forwarde Physical Secunty map Ropa 50-316/90 02 A 60-3t6/90-02 on 

ORE^flV^n^fi Tofi? '^the OiteclOf. 90/01/25 ALEXiCH.M.P. Indiana Mchioan 
Povre/ Co'- 2pp. 92614 292.52614:295 

-9002090296 Partally WitM-ieW msp flspis 5O-315/0O-<I2 A SO 316/9002 on ^I06-12 
iiel iOCfR73 21) No violations noted. Ma|or areas inspected physical eoconty map in- 
volvina mol Support A eHecl^er, 888 A records A repta.^ ^ 

W<lClELGY.j R RRTLG.O L, CREEO.Jfl Region 3, O'c o' iho Orector. 90/01/25. 
8pp. 52ei<1'894'-52814:295 

9002020272 forwarda revised response to NRC Builotl.i 88 002, "ftepdly PropegaOt^ 
Fatigue Cracks in Steam Generator Tubes," Unll i steam generaiora heve not e»port- 
enced avc induced denting al uppetmosl support pimos^ .... k, - n /-« » 
ALEXICH.M P Indiana Michigan Power Co. (lormerty Indiana A MicMgan Electric W-) 
90/01/26 MURLEYJ E. Oocumoni Convol Otanch (Oocumonl Conliol Desk) 7pp. 
$2529 329-52529 335. 

9002080117 Responds to NRC Bulletin 09-003, "Potential Loss o' Requked Shutdown 
Margin During Re'uellng Operaiions " flestncuons re acceptable iniermed-aie fuel as- 
sembly cot)8guiations will be lormaliy Incorporated Into plani refuel ng ptocedutos. 
ALEXiCH M P. incT-ana Michigan Power Co. (fotmetly ind ana A Michigan Elecinc Co). 
90/01/20 MURlEY.T.E. Documenl Control Branch (Documanl Control Desk) 4pp. 
62609.204-52609 207. 

9001230126 NRC Info NoWe 90-005, "Inier-Sysiem Discharge of Reader Coolant" 
Svc list encl. „ 

ROSSI, C-E. Division o' Operationel Events Assessment (Post 670411). 90/01/80. 
Consoiidelad Edison Co ot New York. Inc I0lpp. 52636 l25-52535'287. 

9001230175 NRC Info Nobca 90-006. "Potential lor Loss of Shutdown Codng Whae ei 
LOW Resclor Coolant Levels." Svc I si end. 

ROSSI, C.E. Division ol Opetailonal Events Assassmant LPosl 870411). 90/01/29. 
Consolidated Edison Co or New York, Inc. lOIpp 52535.025-52535:124. 

9001240190 NRC inlo Notice 90-007, "New Info re insulaiion Man Potformanco A 
Oebtis Blockage ol PWR CoAtNnment Sumps " Svc list encl. 

ROSSI C-E. DiNdsion ol Operabonal Events Assessment (Posi 870411). 90/01/30. 
Consolidated Edison Co. o' New York. Inc 9dpp. S2S35'228-S2535-329. 

9001250029 Suppi 2 10 NRC into Notice 88-023, "Potential tot Gea Bind-ng ol HPSi 
Pumps CXrring LOCA." Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Posi 870411). 90/01/31. 
Consolidated Edison Co. ol New York, Inc. 95pp. 52533:329-52534:062. 

9002120305 In'orms that ubl will submit under separate cover, exercise acenarlo for 
900402-06 plan! emergency preparedness exercise to J Fosier.per 870316 Hr A IE 
Info Notice 65-055. 

ALEXICH.M.P. Indiana Michigan Power Co. (lormerty Inidiana A Ml^ilgart Electilc Ca). 
90/01/31. OAVIS.AB. Region 3. Ofo ol the Director. 2pp. 52631:212-52631:213. 

9001260198 NRC Info Noirce 90-008, ''Kr-65 Haiards From Decayed Fuel." Svc Kst 
encl. 

ROSSI.C E. Division of Opetailonal Events Assessment (Post 870411). 00/02/01- 
ConsoMdeted Edison Co. o' New Yorli. Inc. 77pp. 52583:160-52583:256. 


«MI260102 Suppi 1 to NRC into Notice 00-030, "Targol Rock Two Siage SaleiyrRes,! 
Vahra Soipotm Dnh Update." Svc lisi onci. 

o?«.«arp Division ot Opo-'atlonal Events Assossmoni (Post 070411) 9o/fij,-n 
StSatod Edison Co. ol New York. Inc, 78pp. 62556 238-52558.317. 

MO1300424 NRC Info Notice 90 009, "Exlended Iniorim Slotege ol Low lov^ rj,, 
waste by Fuel Cycle A Malls Uceneoes." Svc list end 

CUNNINGHAM, R E. Division ol Industrial A Morlical Nucloar Safety (Post 6?07J$i 
00/02/05 Consolidated Edisori Co. ot Now York, Inc. lOOpp. 52583 257-5?s^(>'j 

MO2230014 Responds to WL Axelson 900112 llr re violations noied in insp Bepisso, 
315/09-33 A 50-310/09-33 On 891117-1226. Corroctivo actions coneci va-jes In 
biowrvdown consiants manually entered into thermal output program 
alEXICHM P Indisna Mch gan Powor Co. (lormerty Indiana A M.chigan E'ec'ncCoi 
90/02/09 OAVIS.M P Documenl Conirol Branch (Documenl Control Desk) pjt 
62702:190 52702:107. 

8. Reportable occurrancei, UEHa A related correapondance 

9001300110 Part 21 ropi re Weslinghouso Class 1E Ihermal/magneiic moitledcasea 
cial breakers tripping dur.ng atlompte to start moior.iniilaliy roponec m 
onoios Vendor teoiiosiTng inai utiis vorily proper breaker porlormance 
iDHNSbNWJ WoslinghouSo Elactrlc Corp. 90/01/00. MURLEY.T.E Otfice oilkr 
dear Reactor Regulation, Dirocior (Post 070411). 6pp. 52546 201-52546 205. 

9002150109 Spedal rept on 000102,06,08.13,16 A 24, fire barriers on 4 vr 
camotex roacior cable tunnel door.coniractor access bldg A aiixi'iary cable vault i-wp 
atable lonow than Tech Spec 3.7.lO,Aciion A allows Fire watches mainialneo 
OUNDAA Indiana Michigan Powor Co (formerly Indiana A Michigan ElocirtcCei 
90/02/05 OAVlS.A-B DocumarM Cohtrol Branch (Document Control Oeski Tjj 
52656 305-52658.307. 

9002150090 LER 08 OO3-O0.on BBOili.lhvost-gaiioii tovoolod that 4 kv bus loss ol ini', 
aaa A doQiodod voltage relays louhd beyond Tods Specs aiipwabio veiues.Ns csi-yk 
mied E^ relay ad usied upon discovery A clisngo roquasi submitied W/90020fl Itr 
eeilMANT.P.. BLIND.A.A. Indiana Michigan Powor Co. (formerly indara A Wchgi- 
Electric Co) 00/02/06. Bpp. 52654:103-52854:167. 

V. Operator Examlnaliona 

9001310085 Provides Info la generic fundamorsiais exam soctlon of opeiaior corM 
exam on 900207 A advises That lesuiie ol exom should bo evailsbio wiiMn 3 vits V 

WflK?lt?0^<?'neapO,^6ic ol ihe Direcior. OO/O1/I8, Commonwealth EdiwnCc 
6pp $249721352497217 

DOCKET 60-317 CALVERT CLIFFS NUCLEAR POWER PUNT. UNIT 1 

F. Securlly, medieel. •mergency A lire protocDon ptene 

9002090035 Rev 12 IP omergency losponso plan. 

’ Baillmote Gee A Eletlilc ue. 69/l6/2i. 90pp. 526li1:M7.520tS 030, 

9002020122 Rovisod BRPlPs.conslsting of Chonoe 6 to Rov n lo * 

4.1 4.Chenge 3 to Rev 1 1 10 ERPIP 4.1.21 A 10 Hov 1 to ERPiP 4,1,33 A Chengs 1b 

LEMONS J.a. US^.AA., RUSSELL, LB. Balllmoro Gas A Elocuic Co 00/01/12 ‘Spo 
5253O.I62-S2530 212 

0002020190 Revised EPiPs.including Chaplor 8 to Rev i2 lo EPIP 4.1.17, Chaplet *K 
Rev 2 to EPIP 4 1 29 A Chapter 3 to Rev I lo EPIP 4 . 1.30. Privacy inlo deloleo 
• Bsllimore Oas A Elocinc W 00/01/12. 13pp. 52524:102-62524:114. 

0002020106 SaniHred ERPIPa.consiBling of Rev 30 to ERPIP A 1. "Emergency OtcAl 

zallon" AChanga 7 to Rev3 loERPiP A.2, PogesS thfpuQli 10. nm, 

USiAA HUSSELL.U.B. LEMONS,J.R. Balllmoro Gas A Electric Co 60/01/1? J-w 
62539.2% 52530:255. 

9001310528 Advises that 800313 Rev 4 lo physical socurily p'ah consistent w/pre/ 
tfons ol 10CFR50.64(P) A accepiaWo.Ghcl wllhhold (rot 10CFR7|21). . . 

8ELLAMY.R.H. Region 1, Ole ol Iho Director. 00/01/22 COSS.H.O. BaltimotoGss 
Elocino Co. 3pp. 52400:131-62498:133 

9002060008 Raquesie oxempilon to provido lomporary rollol Iroin 
10CFR59,App R.Section III J, •'Emorgency Lighting" A advises that addi 1 mo r« 
saiy to (nsiell B h omergency lighting to aesuro illuminallon ol areals. /tins 

CflEELQ.C. Balllmoro Gae A Elecinc Co. 00/01/24. Document Conirol QrerKhtiw 
umenl Control Desk). Spp. 52540:166-52540:170. 

9002060331 ExpressoB approctation lor volunteering to participa'e In emergency'^ 

Incident Response Branch. 00/01/30. FORGETTE.TE. BaUrK/t 
Gas A Electric Co. 65pp. 62556:012-52656:076. 

9002160174 Forwards Saloguards insp Repls 60-317/90-03 A 50.318/9003 » 
900108-12 A noilce of violaiioh, n./.-mm/iCasi 

8ELLAMY.R.R. Region 1, Ofc ol the D.reclor. 00/02/05. COSS.HO. BoinmotGL 
Electric Co. Spp. e%5e:l65-5265e:l80. 

-0002180176 Notice of violation Irom Insp ort 900l08-l2.Violations noted: secuntylx-* 
members vision not lasted lor Held ol vlaion or glaucoma 
’ Region 1, Ole of ihe Oirecioi. 90/02/05. ip. 52658:l68-52658-168. 

-9002160178 Partially withheld Physical Socunty Insp Repts 50-317/00 03 5 6fr3'^' 
90-03 on 900106-12 (ret 10CFfl73,21). Violations notod.MaJor areas Inspeciuu n 
f^tvaness A support, program plans A vital area physical barriWB. ni,fl/-ni 90' 
OELU RAnA.A r LANCASTEfi.W.K.. KElMiG.R.ft. Region 1, Ole of the Diroc-or 
02/01. 12pp. 52656:169-52658:180. 



DOCKETED ITEMS 


9002140062 Advises 'oe foi reac'o' enpiicaiions & topical ropis do no! need (o be 
Skbunied w/appiicoiion,oo.' revised iCCFhi 70 Ct'.ock piovioasty terniitod w/900i24 
request ier exemption from iCCFR50,App n 

WEiSS.O License Foe & Oobl Colinclion Oroncti (Posi 09C827). 00/02/09 
TlERNAN.J.A Dollimoro Gas & Electric Co. ip 52650 360 52650 260. 

9OO2220S58 Responds to vloiaiions noted m insp Repis 60i3i7/fl&-?3 & SOOtO/BO- 
23 Collective actions cornmiiment rr.Qi sys in place to track comrriimonis srto wide & 
ensure changes to emergency procedures mode in ii.Tioly mnnnei 
CREEL GC Baltimore Ges & tioctre Co 00/02/09 Oocumont Coniicl Branch (Doc- 
urroni Control Desk). 3pp 52603 329 S2603 331 


S00223024S Roquosis temporary ro'iof Irom velve test no rogulromertts ol ASME Boiler 
& Prossuro Vossol Codo.Sociion XI Uiii dolermlnod mai some calculated setpoints 
may be m error No n'lornate losling planned 

CRbEL.GC Bali moro Ges Ol Elocirlc Co 90/02/15. Document Corttrol Diench (Ooc- 
umoni Control Desk) 3pp 52701 206-52701:206. 

9002230241 Forwards addi Into re ASME Pump RoHof Request 6 S Valve Relief Re- 
quest SM.per NRC 6001 12 request concerning review of second 10-yr Inservico lost 
program plon. 

CREEL.GC Baltimore Gas & Electric Co. 90/02/16. Document Control Branch (Ooc- 
unwni Control Oosk). 7pp 52701:352-52701:356. 


P. Operating license stage documents & corroaponaence 

9001260150 Forwards requosl for addi Info ro 091220 proposod Tech Spec amoi^d re 
HPSi pu.rp operability in Mode 3 I’rampt tueponsn reqiiosiod to support lovlow 
schedu’e 

MCOOiVALOOG Pro;ocf Orectoraie M. 93/01/22. CREEL.GC Bafhnvjre Gas iS 
Elecinc Co. 3pp. 52488 M9-52/.68.151. 

9002010264 Forwards addi clarify hg Inlp to suppcit 691220 Inonsu eirer-d request le 
HPSI purr.p operability. per 900122 tequesi Inlo does not change conclusons re sig- 
nificant hazards enalys-s 

CREEL.GC. Belllmo'o Ges & Electrc Co 00/01/23 Documo'il Cunlrol Btattch IDoc- 
umoni Control Desk) 26pp. 52522.030 52522 057. 

9002050007 Forwards Info re cornmiiment inipiemenlniisn nssessinoni ptojeci oh|ec- 
ilvo'y assessing how olfectivoiy uil fiiaiorlcally idoniiiied.irnplumonied & mointared 
comm/rTients made lo NRC 

CREEL.GC Baitimoro Gas & Electric Co 90/01/25 RUSSEIL.WT. NRC • No Oe- 
Lailed Affil-aliOn Given. 7pp. 52S42.0-<t. 62542.047 

0002060122 Responds to Gonenc Lir 09 13, "Sve Waior Sys Probioms Allocling Safety- 
Related Eqjipmont." Llcensoo currently cleans & mspecls saltwater iniavo situciutes 
dunng eech refueling outage 

CREEL.GC Balllmore Qaa & Electric Co 90/0t/?9. Oocumoni Conird Branch (Ooc- 
umo/'l Control Oosk) 16pp. 52503 340 S2504 01 1. 

9002060291 Advisee ihai.eifeciive on 0U0126.OG McDonald assigned as prn.-ect men- 
>1 lor facii-uee. 

PRA.n A. Proieci Oroctornio I I. 60/01/30 CREEL.GC. Oalimoro Ges & Cinciric 
Co. 2pp. 92555:172-52555.173 

0002070116 Submlie conocl-on to 891127 responso lo Genor.c l.lr 09 21 ro eiatus of 
USI A-11 coneorning Sharpy upper sholf energy Status of USi A-li stiould road 
"NC.CCNPP Charpy upper shell onorgy is not loss than 50-11 pounds " 

CREEL.Q.C. Oolllmore Qaa & Eleciric Co 60/01/30 Oocumoni Cor>ucl Btencii (Ooc- 
tmenl Control Desk) ip. 52502' 157-52S02.I57 

M020801>e RsBponds 10 Gane/ie Lir 80 05, "Unilc Ac.-d Corro$io/>of Carbon Sioof Re- 
actor Pressure Boundary Compononts in PWR Pianis." Format progrom to ensure iivii 
bofe add corrosion doos not lead to incrooso m iibrormai lotikugu impht-moniod 
CREEL, QC Qaltirr-oro Qos 6i Electric Co 6U/0I/30 Ducumoni Conirol Branch (Ooc- 
umonl Control Desk). 2pp. 52504.133 52594:134 

9002120063 Requests review & epproval of temporary cliungo to OA program doscrip 
lion roliQciod In end markod-up pSAR pngos Chargu c overs Table iO-i <o uii pod- 
tion on Qyidanco contained m ANSI sios 

CREEL, Q.C. Salllmoro Gas & Eloclnc Co. 93/U1/3t Oociirr.ont ('onirol Branch (Uoc- 
uir.am Conirol Desk). 7pp. 52631.001-52631.007. 

9001290061 Generic Ltr 90-02 (o all LWR liconsuos & am/icunie to aitomaiivo leqi.t'o- 
mente far fuel eesemb'lee In design foaiuMS saction of Tecft Specs Svc P$l ertcl 
PARTLOW.J-G. Associate Otrocior lor 1’/o,OCls (Post 670411). 00/02/01 Conso’tdet- 
eO Edison Co. ot Now York, Inc. 30pp 52037 055-52637:003 

9002070294 Advises that licensee 661031 response lu Gonor-c Lir 68-20, "irKfivlilual 
Plant Exams." occoplobfo Ui I encouraged to suom-l oxam resulla on ahador schodiPo 
to ho’p avoid doleys & expoclod backlog. 

MCOO-NALD.n.G. Proloci Diioclorato Tl. 00/02/01. CREEI..GC. Haiamoro Gas « 
Electric Co 3pp. 52004:212-52004 214. 

9002140135 Clarifios uM 900123 response lo NRC rnquosi lor nddf Info le HPSi purrp 
operebility In Mode 3U1I1 used uncertainly of i0% in dciotminng 168:011 piotluct 

S heat Mode 3 w'.ll not bo onlorod until 000220.W/CENPO-254-1’-A HopI wilhhoW. 

i.G.C. ealllmora Gas S Elociric Co. 00/02/02. Oocumonf Conirol Branch (Doc- 
ument Conirol Desk). 3pp. 52650.199-52050.201. 

9002060369 Submits da-ly highligtu on 900102.Su|ipl 1 to Conl.infutory Action Lit CAL- 
RI/09'06 Issued lo l.conseo.coni rming i.eonsoo 000125 comm3moni to comp'elo 
comm.lment Implemenlatlon assossmoni project 

MCOONALD.D.G Pro.'ocI Drodotale 11. 90/02/05 MURLEY.T.. SNIEZEK.J NRC - 
No Detailed Affillallon Qwon. MIRAGLIA F. Assoclulo Director lor Inspection ft Tedtnl- 
cal Assessment (Post 070411). 2pp. 52593.104-52593:105. 

9002260226 F01A roquesi for Intornal NRC rept of Mor 1069 re mgi pereonnol ol Bald- 
more Gas & Electric Co. 

BUROER.K.A. Maryland, Stato ol. 00/02/05 GRIMSLEY.O.H. DIv.slon ol Froodom ol 
Information & Publications Services (Post 890205). 2pp. 52727:12|-52727;124 

—9002260234 Requests waiver of lea lor FOIA requost lor records ro senior mgl meet- 
ings lor facility. 

BURGER, K A. Maryland, State of 66/10/13. GRIMSLEY.D.H. Division of Freodom ol 
Information ft Publications Services (Post 800205). 2pp. 52727:123-52727:124. 

9002140062 Advises that lee for reactor oppticailons & topical lopts do tv)l rtaed to be 
submitted w/eppllcatlon.por revised t0CFRl70. Chock previously romittod W/B00124 
reouesl for exompLon from tOCFRBO.App R. 

WEISS, 0. License Fee & Debt Collodion Branch (Post 890627)- 90/02/06 
TIERNAN.J A. Baltimore Ges ft F.loctric Co. ip. 52650.260-52650:260. 

9002220546 Notiticailon of 600215 mooling w/util in Kockvillo.MO lo discuss current 
low lemp overpressure protocUon sys. 

MCDONALD, D.Q. Pro)ect Direcloreto l-i. 90/02/13. MURLEY.T.. SNIEZEKJ.. 
MIRAGLIA, F. NRC • No Detailed Afli'iatlon Given. 3pp. 62663.144-52683:146. 


O. Inapectlon reports, IE BuHotina & correapondenca 

9002000202 Advises that indopanefent veriticalion insp scheduled at Un.l 2 on 900100- 

19 using NRC mcbilo NDE Incillly ft coniraclor lechn dan under NRC direction Insp 
w/l cover plant mods, ut 1 Inservicn Insp program ft r^airs to prossurizer. 

DunR..I. Region I, Ofc of ifto Dirocior. 69/12/29. CREEL.G C. Baltimore Gas ft Elec- 
tric Co 5|H> 52593 299-52509 303 

9002140210 Forwards safety ovaUiafon accepting uhl soconU lO yr iniarval insp pro- 
gram p'an Techrlcol eva'uailon ropi also aneV 

CAPRA.n.A. Prefect Oi'ocioraio 1-1 90/01/1 1 . CREEL.Q C. Baltimore Gas & Electric 
Co 4pp 52653 oa7-52053 109. 

-0002140215 Safety ova'ualion accepting ui.i second lO-yr interval inservice Insp pro- 
gram plart (Vogram plan should bo upgraded 10 Includs volumetric ft surface exams of 
tepiosanUiiivo samp'ing ol C'ass 2 piping welds 

' Office of Nuclear Reactor Roouiaiinn, Director (Post 070411). 90/01/11. 5pp. 
52653071-62653075 

-9002140225 ''Second 10-Yr iniorvai inservice Insp ProgratniBOftE, Calvert Cilia Nucie- 
nt Pow(K Pfom.Unlis 1 ft 2." tochnical evaluation repi. 

OnOWN.OW.. MUDI.IN.JD. EG&G Idaho. Inc. (subs of EG&Q. Inc) BROWN.B.W. 
Idaho Natxjnal Eng nearing Labiiraiory FIN 0-6022. EGO'MS-8403. 89/07/31. NRC - 
No Dole lod Affiliabon Given 34pp 52853 076-52653: 106 

9(.t)l300498 Advises that d'e>i fmai rept lor closeout of lE Bulletin 76-23 found 
eccopiabtoLoad ennnoers for IE Bul’etns 84-02.80-08 ft 87-002 reassigned aa hstod. 
BEnLiNGEn.C.H. Ge-.eric Communications Branch. NRC-06-08-157, 90/01/17. 
lOFY.n.A. PARAMETER, Inc 3pp. 52513 268-52513:260. 

0001310117 Ack tocdpi of 601208 Ur infoimlng NRC Of Steps lekon to correct violations 
noted m map Rnpt 50 317/06 24 ft 56-318/06'28 

UELLAMY.R.R. Rono-n 1. Ole Of Ihp Director. 60/01/19. CREEL.Q.C Baltimore Oaa & 
ElocldcCo 2pp 52512 186 52512:192. 

6001310269 Forwards Exam Ropis 50-317/89-2601 ft 50-310/66-2601 administorod 
on 601204 06 

GAILO.RM Rre.p.n 1 , O.'c of Dip Omfpr. 90/01/22. CREEL.O C. Oalllmp/o Gea ft 
Elociric Co. 2pp. 5251 1:2fl6-52S1?.042, 

-9001310282 Exam Ropis 50-3t7/60-2UOL ft 50-316/69-2901 on 69t204-07.Exem 
( 06 uiis:aii sorspr loecipi opciaiora passed oxam & one reactor operator tailed almula- 
tot pornon 01 ewer aiing oxam 

PREll.J.A. ESELOROTH.PW Rogion 1 . Ole of Iha Dlieclor. 60/01/10. 185pp. 
52511:206 52512 042 

9001230120 NRC IMO Nobce 00-005, "Intor-Syalom Discharge ol Reactor Coolant." 
Svc list onci 

nOSSi.CE. Oivls-pn of Operational Events Assossmom (Post B704U) 60/01/26. 
ConsoHdatod Ed-sori Co. 01 Now York, inc IDIpp. 62535:125-52535-227. 

9001230176 NRC Into Nolicu 00-006. "Polonilal lor Loss of Shutdown Cqo'lng While at 
low Reactor Coolant Lovols." Svc lisl onci. 

ROSSi.CL- Oivis'on ol Oporational Events Assossmom (Post 0704||). 90/01/26. 
Consolfdated Ediscn Co. of Now York, Inc. tOipp. 52535 025-52535:124. 

9002060122 Responds lo Gonenc Ltr 89-13, "Svc Walor Sys Problems Affecting Safety- 
Related Gqu^merii." Llconsoo currenily cloans ft inspecis saltwater Intake structures 
during oech refuel r.g oulago 

CREEl.G.C Baltimore Gaa & Elocinc Co. 90/01/29. Document Control Branch (Doc- 
umonl Control Oosk) 15pp 52503340 52594.011. 

9002080373 Forwards Readrioss Assossmoni Team Insp Rept 50-317/09-61 on 
001 l07-20.Toam found improvements m all areas ft overall performance at level to 
provido adOQualo assurance of sale operation w/oxcepLon ol safety tagg-ng. 
K/LNG.W.F. Kagion 1, Ofc ol lha Director. 90/01/29. CREEL.Q.C. Baitimoro Gas & 
Electric Co 3pp 52813:122-52613-169 

-9002060376 Readiness Assessment Team Insp Root 50-317/60-81 on 691107- 

20 Major areas inspected procedure usago.contiol ol plant status & activ.ties & safety 
leggng ft equpment control. Team found Improvements In all areas of Insp. 
BLOUGH.AR. Region 1, Ofc ol ihe Diecior. 00/01/23. 66pp- 62613:125-62613:189. 

9001240190 NRC Inlo Notice 00-007, "New Info re Insulation Mall Performance & 
Oobrfs OlocKago ol PWR Conlalnmoni Sumps." Svc list encl. 

ROSSl.C.E. Division ol Opoiatlonai Events Assessment (PosI 870411). 90/01/30. 
ConaoTdated Edison Co. of Now York, Inc. 90pp. 52535. 226-52636:329. 

9002070316 Forwards Insp Repts 50-317/69-30 ft 60-318/80-31 on B9l2ie-22.No vio- 
lations noted Weaknesses noted. 

OURR.J.P. Region I, Ole of ihe OIrecior. 00/01/30. CREEL.GC. IiaUimoro Gas & 
Electric Co. 2pp. 52592 261-52&92.300. 

-9002070316 Insp Repts 50-317/69-30 ft 50-3lQ/09'3t on 891218-22.No violailons 
nolad.Malor aioas inspocicdorganlzai'on, stalling, OA audits ol engineerlng.plant 
mods & technical training & mgt support. 

QnAY,E.H. MOY.D.T., STROSNlOER.J.R. Region 1, Ole of the Droctor. 90/01/29. 
epp 52502:293-52592 300. 

9001250020 Suppi 2 10 NRC Into Notice 68-023. "Poiontlel for Ges Binding of HPSi 
Pumps During LOCA." Svc list encl. 

nOSSI.C.E. Division of Operetional Events Assossmoni (Post 870411). 90/0l/3t. 
Conaolldaied Edison Co. of Now York, Inc. 95pp. 52533:326-52534:062. 





&IVIO 


9001260198 NRC Into NoLco 90 006. •Kt-eS I'ua.-Cs From Decaired Fuel" SvC list 

ROSSl.CG. Dwsion ol OpetQ’ional Evenis Assessmen iPosi 870411). 90/02/01. 
Ccnsoi'daloO Ed.wnCo ofNewYoii, inc. 77pp 62583 '80 52583 256. 

9002140209 Confrrr.elOfy Aclion LU CAL-09 CS.Suppi '.co-ifirmno uOl comnimenl lo 
pofloffT.a'ice ol coftam a:iivi!ies prior to rosiart of o.ifier urit u.-doraifinds ihai oh wi . 
tdVd liSlsd dcbons 

RUSSEtLW T. Revlon 1. Ofcol the Dtocior 90/02/01 CREEL.GC Oa'lirrod Gas & 
Elact/icCo 3pp 52648 356-52648 358 

9001290102 Suppl t (O NRC lr!o NoLCo 89-030, "Tatgei Roc>' Two Stago Salely/Reliol 
Valve Selpoirl Dnlt Update •’ SvC Mt et^cl „„ 

ROSSi.C.t Ovflaoft ol Qpeia’.anai Evoaig AgwggTcm (Pcsf o?04in GO/02/02 
Consolidated Edison Co oi New Vort, Inc JSpp. 52556 238 52556317 


9001300424 NRC Inlo Notice 90-009. •Eirtended Icion.-n S'oraga ol low Level flan- 
waste by Fuel Cyc'a & Matts Ucenseas." Svc list end. ^ 

CUNNNQHAW.R.E. Owsion o* indusinal & Wed ca' tbctear Salary tPosi 870729) 
90/02/05 Conso'idated Ediscn Co of Now York, Ire. lOSpp. 52583 257-52584:004. 


9002160174 Forwards Safeguards Ir.sp flop's 50 317/9003 4 50-316/90-03 on 
900108-12 S nouce ot violaicn. ^ . 

BELLAMY 0 R flegion 1, Oic Of the Di.-ecpr 90/02/05 COSS.HO Be‘V-/r-ote Gas & 
Electric Co 3pp 52658 I65 52658.160 


M02020122 flovised ERPIPs.consist ng ot Chanje 5 
4 14 Cnsnga 3 io Rt>v 1 1 to ERPlP 4.t 2i 6 to Rev i 
RevIStoERP.PBl 

LEMONSJ R.. USI.AA . RUSSELl.L B OpIdToto Gfls 
52539.162-52539 212 


.w . .WY II Lj LMH.K AW i 

toCnPlP4i33 8Cia'i96'}5 


& Electric Co 90/01/12,45^5 


9002020100 flovised EPlPs.lnc'udi."g Choptor 6 to flov 12 lo EPiP 4 i 17 CnaDV4i- 
Rev2 lo EPIP4 1 29 8 Chapior 3 to flov 1 lo EPIP 4.l.30.Privacy inlode'e-ed 
•Ballfiwo Gas a Electric Co 90/01/12. I3pp. 52524 102-52524:114 


9002020196 Ssnifjed EflPiPs.consisling ol flov 30 lo EflPIP A 1, "Errergonev Oi:*t 
7ahon" & Ctwnge 7 to Rdv 3 to LflPiP A 2, Pages D throwjii 10 
USI>V A . flUSSELL.L p.. LEMONS J R. Uall'nore Gas S Eleclnc Co. 90/0i/i2 ivn 
52539 226 52539255 ^ 


9001310528 Advises that B90313 Hov 4 to ptiysirol socurily plan cons.stoni v./o(i, 
so'-aol l0CFR50.54{p) S nccopiaS'o End withhold (ioM0CFn73 21) 

BELLAMY FIR Region 1. Ofc c' Iho Diroctcr 03/01/22 COSS.U D. Bali more Gui 
ElOCYrflCo 2P0 52496.131-52496 131 


9002050008 Raq^SlS oxompliort 10 prr^v.do lumpciary roliol licm reqi, re-nen's -i 
lCCFfl59.App H, Section IIIJ, "Eme/gency i.ighimg" & advises that odal imer-ecsv 
sa/v 10 insiair 8 h emargpncv jg'ili'-o to assu'u I'.un'ination ol areas. 

CREEL.G C. Balirroro Gee & E'ecUit. Co 80/01/24. Documom Centro; Branch (Dy 
umeni Contro* Ooss). 5pp 52540.166 52548.170 


-9002160175 Novee 0( violation from inspon 900109-12 Vio'aions noted secanty loice 
mernbors v-sion rwt tasted lor liald cl vision 0/ ciaucorha 
* Region t. Ofc ol ina Oi-eclc.- 90/02/05 ip 52658 168-52658 168 

-9002160178 Partia ly v/.’/hold Physca' Secunty Insp Repls 50-317/90-03 A 60-318/ 
90-03 on 9OOI0B-12 (rel t0CFR73 211. Yiclaiions rotodMaior aioae Inspected /ngtel- 
lecitvenose A eupport.ptogret^ p'ans L vtiai e/aa phys'cal barriers 
DELLARATTAA LANCASTER W K . KEI-V:Q.R R Regon 1. Ole Ol ‘he Oi-eciw 00/ 
02/01. 12pp. 52658 169-52656 180. 

9002220558 Responds to violaLons noted in 'nsp Ropts 50 317/89-23 & 50-318/89- 
23 Corrective act'icns cofr.m.imenl rngt sys in p'ate to uadr corrm'.meMh sno w'de A 
ensure changea to emergency procedures made m timaly maimo.'. 

CREEL.GC BaiUmore Gas A Electric Co 00/02/09 Oocuxont Control Oranen (Doc- 
L'Rneni Control Desk). 3pp 52683 329-52683 331 


9. Reportable occurrences, LERs A related correspondence 

9001300183 LER 89 023-00 on e9l220.do;ermned that reportabio cond-l-on ov-sied as 
leswH ol pisnt con'guiet'on that cc I'd pWenwaiy tasut m unsvai eB“ty ol oomseiety- 
leiated svc water subsysCause being inves‘.gated.w/900i i9 it/ 

POCHS.n J., nu55ELL.L.8. Gaitum-a Gas A Eiecv-c Co. 90/0i/i9 6pp. 52494 064- 
52494:069 

9002160170 lER e0-001-00.on 89l221.discovared ihal acoust.c rdcai-ons lor one 
PORv A one safety valve were reversed during sutveii'enco test. Caused by petso-nrtei 
error Swapped leads raa'ored to proper coni gu.'ation.w/900206 nr. 

CROS8.KW. OENTON.fi e Gaiti.-nore Gas A Elecuic Co 90/02/C8. Epp. 62654.099- 
52654:104. 


9002060331 Expresses approc at on lot vo.'unicor ng to pnrt.Cipate In omergo.ncy -g 
spdnso data sys 

jOLICOLJER.J fl Incdonl Rosponse Branch 90/01/30 FORGETTE.T.E. Daltnyrs 
Gas A Electric Co. 65pp 52550 012 52556 070. 

9002160174 fonvs'ds Solouuards Insp Ropls 5U 317/00 03 A 50-316/90-03 or 
000106-12 A flotce Ol violailon 

BELLAMY.n.R. Ren on 1, Olc Ol ihe Di'oclor. 00/02/05 COSS.HO Baliixo-aQasi 
EtecineCo 3PP 52656:165-52858 lOO 

-9002160176 Noiico Of v.o'aiion from Insp on 900100-12 Violations noted, secuniy 'crc« 
members vision nol tosiod Icr hold of vis-on or nlnucomo 
•flegonl. 01c OlthoDiroclor. 00/02/05. ip 52650:100 52658.168. 

-9062160178 Pamahy wdhhold Rhys-COl Sutonly Insp Ropts 50 317/90-03 A S03IB. 
90-03 Oft900t00-I2 Irol 10CFn73 21). Violnilon>i roiod Ma;or oioas I'-gpec'edmsli' 
iechvd/)oas A suppo't.progiom pions A vital a'on irhysicol burnors 
DELIA RATTA.A. RogiPn 1, OIC Ol Iho Ri/.Clpi. 00/02/01. 12pp. 52658.159 
52658 180 

9002140062 Adnsos thoi loo let loacici appiicnuons A lop-cai lopts do not need i) te 
submiiiod w/epphcaion.poi rovisod iOCFnt70 Chock piavrousiy rom:tted w/900'N 
teuvosi lor oxompt on lipm 10CFR50,App R 

WEiSS.O. Lce-hso fuo A Oebi Concciip/t (Iranch (Rost 890827). B9/02/M 
TIERNAN.JA BalimotoGasAEioctncCo. IP 52050 260-52650:268 

9002220AS8 Responds 10 viulahoris noiod In Insp Rupla 50-317/89 23 A 50-316/89- 
23Cor(eciive actions corhiTi tironi rrnt 8y8 In plBCO lo irnck comm imsnls $te v4i}4 8 
er^uto chan^ 10 emergency niocudums macio In limoly manner. 

CflEEL.GC ^it'moro Gas A Eioci’ic Co 00/02/09 Oocuinent Control Branch (Doc- 
ument Control Desk] 3pp 52003:329.S2603'33l. 


V. Operator Eaamlnitiona 

9002140286 forwards lovissd l<RC Fotms 398 A 398.ceA>iicsiibn ol tnodcsi oxam A 
personal quai-ficabons siaiement, respecbveiy- 

QALLO.R M fiegion t, Otc of me Director 90/01/05. CREEi.G.C Beiiimoie Gas A 
Electric Co Spp. 52679.075-52679 082. 

9001310259 Forwards Exam Repis 50-317/89-2601 A SO 3te/89-290L admLnistofed 
on 691204-06 

OALLO.R M Region 1, Otc of ihe Drecior. 90/01/22 CREEL.GC. BsUimore Gas A 
ElectncCo 2pp. 52511.206-52512042 

-9001310262 Exam RoptS 50-3I7/89-280L 8 S0-Sie/e9-2gOL on 691204-07 Exam 
results all senior reactor operatora passed exam 8 ore reacior operator iaied sirnu'a- 
tor portion of operaiing exam. 

PRELI.JA, ESELGROTH.P.W. Region 1, Oic ol the O.'ector SO/OI/18 I65pp 
6251 1 206-62512.042 

9002140125 Discusses generic fundsmenis's exam seciion.per Generic Ltr 89-17 re 
piennod administretivo changes to NRC operator Iconsng wniion oxam 
proceaa.Usiad registrabon A exam guldei nes must be followed based on feedback re- 
cetvod. 

GALLO, R M. Region 1. Ofc of the Direcior. 90/01/24. CREEL.GC Ballfmore Gas 8 
Electric Co. epp 62646 259-52648.266 

9002070023 Confirms 900507 wntien exams A 900S08-1 1 operating exams for reactor 
operator A senior reactor operator. Ulil shou'd subm I ref mail Uied In Enel I by 
900507 In order to meet schedule. 

€SELGflOrH.P.W. Region 1, Oic ol the O.roclor. 90/01/29. CREEL.GC Bflilmioto 
Gas A EltKlriC Co Itpp 52592.160-52592.170. 


Y. Dry Cask Independent Speni Fuel Storage Installallons 

9002070200 Summary of 900123 meeting w/uhl in Rockv.lie.MD re Lcenso appl’caUon 
lor dry spent fuel storage under 10CFR72 at plant List ol attendees A licensoe Hand- 
out encl. 

STURZ.F. Fuel Cycle Safety Branch. 90/02/01. SJOBLOMG Furt Cycle Safe;-/ 
Branch. ISpp. 62593.074-52593 088. ' ' 


DOCKET 60-318 CALVERT CLIFFS NUCLEAR POWER PUNT, UNIT 2 


F. Security, medical, amacgancy A firs protection plans 

6002090036 Rev 12 lo emergency response plan 
• ealtimore Gas A Electric Co 69/12/21. 90pp 526l4-307-526i5;O36. 


P. Operating licenao siege documents A correspondence 

9001290160 Forwards roquosi loi atidl into ro 00I22U proposed Toch Spec amend te 
HPSi pump opoiob.hty in Mode 3 Rrompi losponso roquustod to suppon rovtnr 
schedule 

MCOOnalO.OG Proved Oirgciorato l-t. 00/01/22 CRF.F.U.OC Daiiimore Gas 8 
Electric Co. 3pp A24C8 140-52466 I5l 

9002050007 Forwards into to commiimoni Implumentotion assessment projed ob.ec- 
(•voly assess-ng how olleclivoly uM h«torically l(lontlliod.lmplomerilQd 8 rrairlainel 
comndlmonis NRC 

CREELOC. Ba'Uniore Gns A Electric Co 90/01/25 RUSSELL, W.T, NRC - NoOe- 
laeed AIMIabcn Qlvon 7pp 52542:041-52542 047 

9002980122 Responds lo Gonoric Lu 89-13, “Svc Wdor Syo Problems Allecimg Ss'erj 
Fteieiod Equlp-mont ’’ Lxonsoo curronily cloans A Inspects ealtwaier Intake s'/uctres 
during each roluehng outayn 

CREEL.G C. Ba'iimoio Gas A Elocinc Co 90/0 1 /20. Document Control Branch (Dee- 
umont ConUd Desk) I5pp 62593:340-52594 01 1. 

9002060291 Adv-ses inai.oflociivo on 900126, DG McDonald assigned as pro;eci rrai- 
eger for lacilUios 

CAPHA.Rj\ Pfdod OhociofBto 1-1. 00/01/30. CHF.EL.G.C. Oaltlmo/0 Gas A t'eew 
Co 2pp 52555:172 52655:173 

0002070118 SubrnUs cortaclion to 661127 response lo Oenenc Lir 09-21 re slabs ol 
USi A-1! concerning charpy uppor shelf energy. Siaius of USI A-11 shou'd lew 
"NC.CCNPP Qiarpy upper ahull ono.'gy la nol loss than 50-tt pounds " 

CREEL.GC Baliimoro Gas A Elocinc Co 90/01/30. Document Control Branch IDoc- 
umsnl Cortlrol Desk) Ip 52502:157 S2592 167 

9002080116 Responds to Generic Ltr 06-06, •’Boric Acid Corroaion ol Carbon Steel fla 
actor Pressure Boundary Components In PWR Plante." Formal program to ensure ihJi 
bot>c add coctosion does not lead to metoaso 'n abr-ormat loakago implomeniea 
CHEELGC. Oaltimoro Gas A Elociric Co 90/01/30. Oocumont Control Bra'ichliw- 
oment Control Desk), 2pp. 62504.133-52504:134. 

9002120083 Requesis roviaw A approval of tomporary change to OA program deserp 
hon lellociad in end marked-up FSAR pages. Change covers Table 1B-1 re 0''' P®* 
don on gu dance coniained in ANSI sids. . 

CREEL.O.C Baltimore Gas A Electric Co. 90/01/31. Document Control Branch (ooc- 
umenl Control Desk). 7pp. 52631:001-52631 007. 

9001290061 Generic Ur 90 02 lo all LWfl hconsoes A appl-canis re aliernaiive r«ure- 
menls lor fool assemblios in design features sechon ol Toch Specs Svc l-sl end 
PARHOW.j.G Associate O'recior lor Prolocis {Post 070411). 00/02/01. Cotison^- 
ed Ed-son Co. of Now York, Inc. 39pp. 52637:055-52637 093. 



UUUIVtlltU lltMd 


9002070394 Advises thst Icensee 891031 response lo Generic Ltt 88 20. "Incftvidual 
Plant Evams,'' acceplable.Ulil encouraged to submit exam results on shorter schedule 
to help avoid delays & expected backlog 

MCOONALD.O.G. Project Oireclorate T-l. 90/02/01. CREEL, <3 C. Saltlmore Gas & 
Electric Co 3pp. 52604:212-62604:214. 

6002060369 Submits daily hlghlight:on 900102, SuppI 1 to Conlirmelory Action Lir CAL* 
RI/69-06 issued to I censee,conliimlng llcensoo 900126 cornrnltment to complete 
commitment Implementation assessment project. 

WCOONALD,D.G. Project Oirocloiaie l-l. 00/02/05. MURLEY.T., SNtE2EK.j. NRC • 
No Oeiai'ed Affiliation GVon. MIRAGLIA.F. Associate Director lor Inspection & TechrJ- 
cal Assessment (Post 870411). 2pp. 62693;104-52693:16S. 

9002260226 FOIA request lor internal NRC repl ol Mar 1989 re mgl personnel tri Balti- 
more Gas & Electric Co. 

BURQER.K A. Marylend, State of 90/02/05. QRIMSLEY.O.H. Oivislon ol Freedom of 
inlormaHon & Publications Serv.ces (Post 600205]. 2pp. 62727:121-52727:124. 

>■9002280234 Requests waiver ql lee for FOIA roquosi for records re senlof mgt meet- 
Ings tor faci'ity. 

BURGER.KA. Maryland, Stele of. 89/10/13. GRIMSLEY.O.H. Division ot Freedom ol 
inlormalon 8 Publications Services (Post 890205). 2pp. 52727:t23-52727:l24. 

9002140062 Advises ihat fee for reactor applications & topical ropis do riot need to be 
submiied w/appiicet-on,por revised 10 CpR 170. Chock provloualy remitted w/d0OI24 
request for e«empt.on from 10CFR60,App R 

WEISS.O. Lfcense Foe & Debt Collection Branch (Post 800827). 60/02/06. 
TIERNAN.J.A. Baltimore Gas & Electric Co. ip. 52650:268-52650:268. 

9002230646 Notificallon of 90021S meeting w/uiil in Rockville.MO lo discuss cuiiera 
row temp overpressure protection ays. 

MCDONALD.D.Q. Project Oireclorate l-l. 90/02/13. MURLEY.T.. SNIE2EKJ.. 
MIRAGLIA.F. NRC • No Detailed AlIJiRiion Given. 3pp. 62683:144-52683:146. 

9002230245 Requests temporary rellol from valve losting requirements of ASME Boiler 
8 Pressure Vessel Cods, Section XI. Util deiermlnorl inei somo celculoied aeipolnis 
msy be In error.No allornaie testing planned. 

CREEL, 0 C Baltimore Gas 8 Elociric Co. 90/02/16 Document Control Breach (Doc- 
ument Control Desk). 3pp. 62701:208-52701:208. 

9002230341 Forvrards addi Info ro ASME Pump Rellol Request 6 8 Valvo Reiiel Re- 
quest Sl-4,par NRC 9001 12 requoat concerning rov.ew of socond 10-yr inservlce tost 
program plan 

CReEL,G.C Bafiimore Gas 8 Efeciric Co. 90/02/16. Oocumeni Control Branch <Ooc- 
ument Control Desk). 7pp. 62701;352-52701:360. 


O. Inspaellon raporta, IE Bullatina 8 correapondenca 

0002Q90302 Advises that indopendonl vorllieeiion insp schoduiod at Unfi 2 on 900108- 
1 6 using NRC mobile NDE UcKlty & contractor technician under NRC dirocUoalnsp 
wl.l cover plant mods. uM insorvice Insp program 8 repaira to proaaunter. 

DURR,J Region 1, Ofc of the O' rector. 89/12/20. CREEL.G.C. Baitimoro Ooa 8 Eioc* 
trie Co. Spp.62899:299-52S99.303. 

9002140310 Fonvarda safety evaluation acceeimg uM aocooO tO-yr interval insp pto- 
tam plan Technicol eve'uetion ropi also end. 

APRA.R.A. Project OIrocloreie l-l. OO/Ol/H. CREEL, G.C. Gaiiimore Gaa & Eiocirlc 
Co. 4pp. 62653:0a7-S2653:l09. 

>•9002140316 Safety evaluation accepting uiil second lO-yr interval insorvtce inap pro- 
gram plan. Program plan ehould bo upgraded Id Include volumotilc 8 suiieco oxams of 
reproaenlativo aompling ol Class 2 piping wolds. 

* Ollice of Nuclear Reoctor Regulation, Director (Post 8704it). 90/01/11. 6pp 
52653:071-S2e63:076. 


9001240190 NRC Into Nolice 90-007, "New Info re Insuletic.n Mall Performance 8 
Oetyls Blockage of PWR Conte nmoni Sumps." Sve list enci 

ROSSl.C.E. Division ol Oporetionsi Events Assessment (Post 870411) 90/01/30. 
Consol dated Edison Co. of New York, inc 99pp. 52535:330-52535 329. 

9003070316 Forwards Insp Repis 50-317/89 30 8 50-316/89-31 on 8gi2l8-22.No vio- 
la! ons noted Weaknesses noted 

DURR.J.P Rofl.'on i, Otc of ihe Director 00/01/30 CREEL, G.C. Baltimore Gaa 8 
Electric Co. 2pp. 52592.291-52592 300. 

-9002070310 Insp RepIS 50-317/89-30 8 50-318/89-31 on B012lB-22.Na violations 
nolod.Major areas Inspected. organizetion, staffing.OA audits of eng'neering, plant 
mods 8 lochnical framing 8 mgt support. 

OnAY.e.H.. MOY.O.T., STROSNIDER.J.n Region 1, Ofc of Ihe Director. 90/01/29. 
8pp. 62592203-52692:390 

9001250020 SuppI 2 to NRC Info Notice 80-023, "Poloniial for Gas BIndng or HPSi 
Pumps During LOCA." Sve list and 

ROSSl.C.E. Divfs'bn of Operalional Events Assessment (Post 870411). 00/01/31 
ConsoLdated Edison Co. of New York, Inc. 95pp. 53533 329-52534:062. 

0tMt280t9S NRC Info Nohee 90-006, "fCr-BS Hazards From Decayed Fuel." Sve list 
end 

ROSSl.C.E. Qvisicn ol Operat-onal Events Assessment (Post 670411) 90/02/01. 
ConsoHdaied Edison Co. of Now York. In.c. 77pp. 52583:180-52563:258 

9002140209 Confirmatory Action Ltr CAL -60-08, SuppI 1, confirming utli commitment to 
perlotmanco of certain acbvltias prior to restart of either un-t.Unaaistands that utn will 
lake i.atec( actions 

nUSSELL.W.T. Region l.Ofc of the Director. 90/02/01. CREEL.GC. Bali-moio Gas 8 
Elocmc Co 3pp 52648 356-53646 358 

9001290102 SuppI I to NRC Info Notice 68-030. "Target Rock Two-Stago Salety/Roiief 
Valve Salpoini Drift Update." Sve list encL 

nOSSl.CE. O.vtsOn ol Opoialional Evonia Assessment (Post 070411). 90/02/02. 
ConsdNlaidd Edison Co. of New York, Inc. 7Spp. 52556 238-62556 317. 

0001300424 NRC info Notice 90-009. "Extendoil Intoii.m Storage ol Low Lovol Rad- 
waste by Fu^ Cycle 8 Molls Licensees." Sve i-si end. 

CUNNINOHAM.R E Division of indusuiai 8 Mod.cal Nuclear Safety (Post 670729). 
90/02/05. Consehdatod Ed.son Co. of Now York, Inc. lOBpp 62563 257-52584.004. 

9002180174 Forwaids Ssleguaids insp Ropts 50'3l7/90-03 8 60-318/90-03 on 
900108-12 8 nonce of violation. 

BELLAMY.R.n Rogion 1. Ole of the 0.iedor. 90/02/06. COSS.h.D. Baliimere Gas 8 
Elocinc Co. 3pp. 62668:186-62668180. 

-9002160176 Nolico Ol violation from Insp on 900 108-1 2.Violetlon3 noted, socurlty force 
membors v)ilon nol lostod lor fieid of vision or o^aucomo 
’ Region 1. Otc of tho Dliocior. 90/02/06. ip 62650:188-62858:188. 

-9002160178 Parnsiiy w>it’.he’d Physical Socumy insp Ropts &0-3I7/00-03 & 60-310/ 
90-03 on ^100-12 (tol 10CFR73.2I) Vioiaiions noiod.MaiOc areas lnspoctod.mol el- 
lociivonoss & suppoit.prograrn plans 8 vital area physical bairiors. 

OEL1.A RATTA.A.. LANCASTER.W.K . KElMIQ.R R. RoQ-on 1, Olc Of the Director. 90/ 
02/01. >2pp. 62868:189-52658.180. 

9002220668 Responds to vloioilons noiod m insp Repis 60-3l7/0E)‘23 8 SO-318/69- 
23.Cotrociivo acilon8:comm'imont mot sys In place to track commitmonis sito wide 8 
ensure changes lo emergency procaujroa made in timely manner. 
cnEEl.O.C Baltimore Gas 8 Electric Co 90/02/09. Cocurrant Control Branch (Doc- 
umom Coniioi Desk). 3pp. 62883 329-62683 33 1 


-900214022S "Second 10-Yr Interval Inservlce Insp Program 6Q8E.Calverl CMIa Nude- 
B' Powor PlenLUnlls 1 8 2," technical evaluation repl. 

DROWN.B.W.. MUDLIN.J.n. BQ8Q Idaho. Inc. (subs, of EQ&Q, ino.) BROWN.B W. 
Idaho National Engineering Laboratory. FIN 0-6022. EOG-MS-0403. 80/07/31. NRC ■ 
No Detailed Affiliation Given. 34pp. 52653:076-62653:109. 

9001300498 Advises that draft final rapt lor closeout of IE Qulloiin 70-23 found 
acceptable Lead engineers for IE Bulletins 84-02,60-06 8 07-002 reas^gried as listed. 
BERLINQER.C.H. Generic Communications Branch. NRC-05-05-157. 90/01/17. 
LOFY.R A. PARAMETER, Inc. 3pp. 62513:260-52513:260. 

0001310117 Ack receipt Of 691206 Hr Informing NRC ol steps taken lo cocroci violaiions 
noted fnfnsp Repl 60-317/69-24 8 6O-318/09-26. 

BELLAMY, Ft R. Region 1. Olc of the Director. 90/01/19. CREEL.Q.C. BalHmorq Gas 8 
ElectdcCo. 2pp. 52612:166-62512:192. 

9001310289 Forwards Exam Repts 50-317/89-20OL 8 &0-3f6/e0-20OL admMsIered 
on 891204-06. 

GALLO, R.M. Region 1. Olc of tho Director. 90/01/22. CREEL.Q.C. Bsftimore Gas 8 
ElecIn'oCo. 2pp. 62611:206-52612:042. 

-9001310262 Exam Repis 60-317/B9-2BOL 8 60-318/69-2901 on B9t204-07.Exafn 
re8ult8:Bll senior reaclor operators passed exam 8 one reaotor operator felled simula- 
tor portion of operating exam. 

PnELL,J.A. Region l,Oloof the OIreclor. 90/01/18. I65pp. 62611:208-52612.042. 

9001230128 NRC Info Notice 90-006, "Inter-System Discharge of Reaclor CoofanL" 
Svc list end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 90/01/29. 
Consolidated Edison Co. ol New York, Ino. tOipp. 62635:126-52535:227. 

9001230176 NRC Info Notice 90-006, "Potential for Loss of Shutdown Coding Whie el 
Low Reactor Coolant Levela." Svo list end. 

ROSSl.C.E. Orvlalon of Operational Events Assessment {Post 670411). 00/01/29. 
Consoldsted Edison Co. of New York, Inc. lOtpp. 52635:025-52535:124. 

9002080122 Responds to Qenerio Ltr 80-13, "Svo Water Sys Problems Affecting Safety- 
Related Equipment." Licensee currently cleans & inspects saltwater intake elruotures 

S eech refueling outage. 

L.Q.C. Baltimore Gas & Electric Co. 90/01/20. Document Control Branch (Doo- 
umeni Control Desk). ISpp. 62593:340-62594:011. 


S. Reportable occurrences. LERe & relsled correspondence 


9002020275 lER 89 022-00. on B9l227,core eltorallons performed w/only ono of two 
coniainment vent valves closod.vlolallng Tech Speca.Causod by procedural 
dohdency.Survoiiia/ico lost procodure revised lo include delplod veives W/900126 itr. 
SLY.C.O. RUSSELL, L.B. Dalllmore Gas 8 Electric Co. 00/01/26. 7pp. 52636057- 
52530063. 


V. Operator Examlnallons 


9002140266 Forwards revised NRC Forms 398 8 396.corliflcailon ol modical oxam 8 
persona) qualiflcaiions statement, rospeclivoly. 

OALLO.R.M. Rogion 1. Olc ol the Director. 00/01/05. CREEL.Q.C. Baltimore Gas 8 
Eloctnc Co Qpp 52679 076-52670 082 

9001310269 Forwards Exsm Ropts 50-317/09-28OL 8 50-31B/86-29OL administered 
on 091204-06. 

OALLO.R.M. Region 1. Olc ol the Director. 90/01/22. CREEL.Q.C. Belilmore Gas 8 
Electric Co 2pp. 52511:200-52512.042 

-9001310282 Exam Repis SO-317/80-200L 8 60-318/86-20OL on 891204-07.Exam 
rosulis:ai1 senior reaclor operators passed exam 8 one reaclor operator fe.lod simula- 
tor portion ot operating exam. 

PBELUJ.A, ESELGR(3TH.P.W. Region 1. Ofc of the Director. 90/01/18. 105pp 
62611:208-62512:042. 

9002140126 Discusses generic lundamenials exam secllon.per Qenerio Ltr 89-17 re 
planned administrative changes to NRC operator licensing written exam 
process.Llsted registration & exam guidelines must be followed based on feedback re- 
coWotf 

OALl 6.R.M. Region >, do Of the Oi/ecior. 90/01/24. CREEL.Q.C Baltimore Gas 8 
EtecMoCo. 8pp. 62646:269-52648:268. 

9002070023 Confirms 900607 written exams 8 900508-11 operating exams for reactor 
Meralor & senior reactor operaior.Utll should submit ref mall listed In End 1 by 
^507 In order to meet schedule. 

ESELQROTH.P.W. Region 1. do of the Director. 90/01/20. CREEL.Q.C. Baltimore 
Qaa A Electne Co. Ilpp. 5SS92:t60-62692:170. 


80 DOCKETED ITEMS 


V. Dry Cask Independent Spent Fuel Storage Inaleiiallons 



STUOZf Fuel Cycto Saiety Branch 90/02/01 SJ03L0M.G Fuel Cycle Sslety 
Branch’iSpp 52593 07i1-52593 008 

DOCKET 60-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


H. Oenetsi coiteaponOence 


9002020167 Roquosis dsiribuhon l.si lor laciity conospondonce be update to rellett 
OfQ^inifQ? ODfll changes by do'eling TF Odn^m.it.S Lavift & J0 Uobannan a add^O 

ROCHE, MB General Pubic Uhliiies Corp • GPU Serv.ee Corp. 90/01/18 Document 
Control Branch (Oocumeni Control Desk) Ip 52546 270-52546 279. 


9002060332 Approves Proposed Rov 22 to TMi-2 orsaniMtion p’en Propoeod rev eiimi- 
nates Oelue Tn^ & 609,066005 Oepts & mc’udea reo’.air.iog lunctonavittNn 

eno noonnn section ol site opo'aiQna dept Rovisod o'ganiiaiion chart enci 
STOLZ.JF Project Dtrectorato M 90/02/02 flOCHE.MB General Public UdWee 
Corp - GPU Service Corp 4pp 52608 347 52608 350 


-9002020019 Notice ol violation & proposed imposition ot civil penalty m a-io,,., 
SSOOOOVlo’aiione noted on e0O92S,nocossarY & rooeonable surveys rtol niaT J' 
isiod ovamplPS & NRC nol nonfiod ol 690926 event untrt 801OO6. 

RUSSELL.W.T, Region 1, 0!c Ol Ihe Director 90/01/11. 3pp. 52526 063-62526(|„ 

9001300466 Advises ihal draft final ropl lor closeout of IE Bulletin 79 55 if. ^ 
sccept^e.Lead engineers for IE Builelins 04-02,60 06 & 07-002 reass.oned as wl? 
BEMINGERC.H Generic Communications Branch. NnC05 65-157 60/0i<n 
LOfVJlA PARAW.ETEB,lnc.3pp 62513266-52613.250. “ 

900^20168 Responds to violations noted in Insp Root 50-320/e9-t3 Cortec3« 
ecdorwradiolootal coni/ols technician access to radiobgicaiiy coniro'led areas » 
aincied & t/a'nmg program tor rarJiolOQical wotkore/suporvisors mshtuiod 
ROCHE M e. General Public Ul-i.i es Corp. • GPU Service Corp. 90/01/25 Doanwfi 
Control fcanch (Documoni Control Dosk). 5pp. 52530 272-52539 276 


9001330126 NRC Into NoUco 00-005. 'Tntar-System Discharge ol Reactor Cwit- 
Sve lisi anef 

ROSSI.C.E. Oiv.slon ol Opernilonal Events Assessment (Post 8704ii) M/Okjo 
C onso.'Walod Edison Co. 01 Now York, Inc. 101pp. 62535:125 62535:227 


900133C17S NRC Into Nolico 90-006, "Polomlal lor Loss ol Shutdown Coo'mg V,'«,i9 
Low Reeclor Coolant Levels." Svc Hsl end. 

ROSSl.CE Division of Operational Events Assossmoni (Post 670411). 90/0i/» 
Consolidated Edison Co. of Now York, Ino. 101pp. 52635 025 52535 124. 


P. Operating license stage documents 8 corraspondanea 

9001300264 Forwards response to 691212 request lor eddi Inlo re deluding compietMsrt 
repi Responses to queshons re posl-ddue'fig rr,on'ioi6d swafi^ sately a<talr6l» tepi 
wll bo forwarded. . , « 

ROCHE MO. General Public ulilos Corp. - GPU Service Corp 90/01/17- Document 
Control Branch (Document Ccn'jol Desk) I9pp. 52470 387 52470.305 

9002010417 Forwards Rev 3 10 ‘ Oeluel ng Corr,p'etion Repi " Rent provides rev 10 criii- 
caLiv safety evaluation for TMl-2 sale fuel mass limit & revised values lor amouni ol 
rosiouai fuel in euniiary/fuel handi ng & reaclor bldos 

ROCHE M B. Gcneial Pub'ic Uti Hies Corp. • GPU Servtco Corp OO/Ot/tO Oocumetti 
Control branch (Oocumorii COhlicl OesV) tp 82521 320-52522027 

-9002010427 Rov 3 lo "Oalucl ng Ccmcleion Repi " 

* General Pufci.c Ub'ities Corp • GPU Service Corp 90/0i/t6 67pp. 52521:321- 
S2522 027 

9001300368 Forwards applcston for amend to Ucansa OrR-73.COri9lSll'ig ol Tech 
Spec Change Roquoat 6S,Rov 1. 

ROCHEJd B. Genets' Public Uti'itios Carp - GPU Service Corp 90/01/22. Oocumoni 
COPiltciBianch tOocu'hehtCc''ltol Desk) 2pe 82490.309-524W.3i9. 

-9001300367 Appicaiion lor a.T,end to License OPR-73.con$isting of Tech Spec 
Change Request 65.Rev 1 ,rev.sirg admi.t stratnfe requiramenis re audiie. 

ROCHE.MB Gar-oral Public UlnL-os Corp - GPU Serv.ee Corp. 90/01/22. 7pp. 
62490 312-82490 317. 

-9001300370 Proposed Tech Specs.remsing edir.i.n.siraiivo roquire-ments re audis e$ 
delned under Section 6 5 3 

* General Public Uii'iues Corp ■ GPU Service Corp 90/01/22 2pp. 52490310- 
52490.319 

9002060146 Forwards Rev 23 to laciity organiiation pien.submitied M contunenon w/ 
Tech Spec Change Request 65, Rov l.Change extends frequoncy «t treimng & quakll- 
caiion auda 19 at least once every 24 rrior-hs. 

ROCHE.M.8. General Public ULl.ties Corp. - GPU Service Corp 90/01/22. Oocumeni 
Control Branch (Document Control Desk) 2pp. 52569:046 525e9.0S0. 

-9002060148 Rev 23 to TMI 2 organization p'a.n.ehsnglrrg frequency ot OA ilepi audiie 
to onco par 24 months. 

‘ General PubiC Uuiiues Corp. - GPU Serv.ee Corp 90/01/22 ip. 52689.050- 
82569 050 

9002090067 Forwards Amet^d 36 to License OPR'13 & safety eralualon- Amend te- 
vises Tech Spec re sialfing requirements for plant eeleiy review group 
MASNTK.M.T. Project Directorate 1-4 90/0li'26. ROCHE.MB Cfeneral Pub’ic Uimiies 
Corp. • CPU Service Corp. Spp 52626.083-52626.1 10. 

-9002090066 Amend 36 lo License OPR-73, modifying Tech Specs by revising Specs re 
staffing regulromenis for TMl-2 safety review group 
STOlJ.J.F. Project Ditecioraie 14. 90/01/26. 19pp. 62620.088-52626 106. 

-9002090069 Safety evaluation supporting Amend 36 tq Uconss OPR- 73 

* Office ol Nuclear Reactor Regulation, Oreclor (Post 8704 tl). 90/01/26. 4pp. 
62826:107-52626:110. 


9001240190 NRC Info NoUco 90 007. "Now Inlo ro Insulation Mail Perforrr.a-ice t 
Oebda Blockage ol PWR Coniainmani Sumps." Svc llsl oncl. 

ROSSI.C.E. division ol Oporaiionol Evanis Assossmoni (Post 67041 1). 90/01/30 
Conacaidaled Edison Co. of Now York, Inc. 69pp 52635:228-52535 329. 

9001260020 Suppi 2 to NRC Inlo Notico 00 023. "Poiontisl for Gas Binding gi h 2S 
Pumps Outing L(DCA." Svc list oncl 

ROSSl.CE Division of Operational Evonis Assossmoni (Post 670411). 90/Ci'3i 
ConsolWatod Edison Co. of New York, Inq. 95pp. 62533.326 52534 062. 

9(M)1280196 NRC IMo Noi'ce 90-006. "Kr-OS Hazards Ftom Docayed Fuel" Svc isi 
enci 

ROSSiC.E Olvisiort of Oporstlonal Evenis Assossmoni (Post 670411) 90/03/':' 
Conaolldaied Edison Co. of Now York, Ino. 77pp. 52563:180 52563:266. 

9002130063 Fo/watds Safpiy Insp Ropl 50-320/69-11 on 60l021-123l.No unsetw 
^ condiilons idennlied 

WEN2INOER.E.C Rogon 1. Ole ol Iho DIroclor. 90/02/01. ROCHE.M B Gciwu 
Publ’C UMiiles Corp. • GPU Service Corp 3pp 52646 067-52646 132 

-9002130077 Insp Ropl 50-320/09-11 on 66i02t-l231.No unaccopiable cono-jora 
tdem4)MMe)oi areas irispbclbddoiuoling 5 doconteininetion esivi-.<n\Eti 
(oiio«Ae.hMSOkeeplno meoeuros & roeponeo lo radiofou'cal & industrial everts 
YOUNG.F.I. Region 1. Otc of mo Director. 60/01/31. e3pp. 52646.070-52646132 

900(290102 Suppi 1 to NRC Inlo Notice 60 030. "Targot Rock Two-Stage Sa(Qty/P.s4 
Veive Soipomt Drift Update." Svc list oncl. 

RO^i.C.e Division of Opproiionai Evenie Assessment (Post 070411) B0/02i‘07 
Consnhdaied Edison Co. of Now York, inc. 70pp. S2550‘230-S2SS6:317. 

0001300424 NRC Into Noiico 90 009. "Extonded Inlertm Sioiago ol Low Level R»1 
waste by Fuel Cycio & Mans Liconsoes." Svc kel oncl. 

CUNNINOIIAM.R E. Division ol indueiriei & Modicei Nuclear Satety (Post 670129: 
90/02/05 Consolidated Edison Co. of Now York, Inc. lOOpp. 62563:257-52584 OOt 

9002230337 Forwards payment of civil poneltv in amount of SSO.OOO.per 600111 <ir 
ROCHE.M.B. General Public UliliOos Corp. • GPU Service Corp. 80/02/38 

TAYlOR.JM. NRC - No Detailed Atliliollon Given. lp. 52716’292-S27ie:2B2. 

9002220331 Responds lo NRC OOO1 1 1 ttr forwarding noUce of violation & proposedir- 
posiuon ol civil penslty in amouni ol 850,000. Corroctivo actions all mail removed Iror- 
becon Flush leciiiry & onliro lacllity decontaminoiod. 

ROaiE.MB. General Public ULIilles Corp - GPU Service Corn 60/02/39. 

UEBERMAN.d Otc of Enforcement (Post 670413) epp 52676.323-52676 328 


S- Reporlabta ocourrancea. LERa & relatad correapondence 

9002220371 Pari 21 ropl re meint ot Aulomaiic Valvo Corp MSIV &/or main sieamte^el 
valve using spanner wrench in order lo avoid solenoid valve stem damage.oer I98f 
85 change In design. Malnl Instructions oncl. 

HJTCHINS.T. AulomoUo Yolve Corp. 90/02/02. NRC - No Dolailod Attilistion Ow. 
38pp. 62733:068-52736:105. 


9001290051 Generic Ltr 9002 lo all LtVR Icensoes & appllcanis re atternstwe requ'te- 
menis lor fuel essemblles In design leamres scciion ot Tech Specs Svc ksi oncl 
PARTLOW.J.Q. Associate D.rector lor Prelects (Post 670411). 90/02/01 Consofedal- 
ed Edison Co. ol New York, Inc. SOpp. 52637 055-52637 093 


0 . Inspection reports, IE BuHsIlns & correspondence 


V.Opatalor Enamlnallona 

9002140279 Forwards revised NRC Forme 396 & 398, personal quaiiticallons 8i8ii!Te':i 
S cerbl/Catlqn of medical exam by licensoo, respocUvefy- 

QAU.O.R.M. RoQlori (, OIo ol ihe Director. 90/01/0i ROCHE.M.Q. Qenarai wc 
Uthllea C«p, - GPU Service Corp. 8pp 52655 232 52655:239. 


9001300225 Forwards Enlorcement Conierenco Rspis 50-320/69-09 & 50-320/69-13 
on 691121 S 1204 re violations concern ng unplanned occvpstionsl exposure of Iwo 
employees on 890925 & 1128 

BELlaMY.R.R Region 1, Ole ol the O-reclor. 60/01/10. ROCHE M B Genertf Public 
Utilities Co^. • GPU Service Corp, 2pp, 52494 226 52494 23i, 

-9001300229 Enlotcament Conference Repis 50-320/69-09 & 60-320/69-13 on 
891121 & 1204 Major areas discussed drcumsiances, evaluations coireclive ecU>na & 
apparent violations associated w/890925 8 1 128 evenis. 

SHERBINI.S , PASCiAK.W. Region 1, Ole ol lha Director. 90/01/10 4pp. 52404-22B- 


9002020017 Discusses Insp Repi 6O.32O/80 O9 on 860928 & 101213 8 . forwaids 
notice ol violation & proposed Impos-tion of dvil penalty.Enforcemoni conference re 
691 128 unplanned exposure ol lechmcian discussed 

RUSSELL.W.T. Region I, Otc of Lhe Diiector. QOfOU u. ROCHE.MB Genetel PiWlc 
UUlitios Corp. - GPU Service Corp. 6pp. 52526.058-52626 065 


9002140093 Discusses gonenc fundamentals exam section, per Gonoric Lb 
ptannod admltv'slreltvo changes lo NRG opotaior liconslng exam process Listed ro^-s- 
tradon & exam guidelines will bo Included In nexl rev of NUREG-1021. 

GALLO.R.M. R^on 1, Ole of me Direclor. 00/01/24. ROCHE.M.B. Genera Pu.»c 
UatiUosCorp. • GPU Service Corp. Bpp. 62653:250-62693:265. 


DOCKET 60-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. SecuHiy, medical, emergency & lire protection plana 

9001310360 Forwards revised NRC 891201 Hr forwarding Insp Ropts 60-321/fl9-75 4 
6O-360/69-25.reflecilnQ correct lept numbers. , 

CUNE.W.E, Region 2. Ole ot the Direclor. 89/ 1 2/26. HAIRSTON.W.Q. GeotSla 
Co. Spp. 62614 046-S2614:053. 



— 900l3l0jf4 (jo'recieo iir torwa'aing insp Nopis a au-^oo/uv-iio o-^ 

891002-06 & noilco Ol vio’ollon Not co w.inhold (rot 10CFH2 700(d) & 7321)). 

* Region 2, Ofc ol me Direcio' 89/12/01. HAIRSTON, W G QociQia Powot Co ip 
62514049 52514 049. 

-90013103B6 Porwerds Inep Reple 50-321/09-26 & 50-366/80-26 on 831002- 08 & 
notico ol vio'aiion Notice withhold (rol iOCFn2. 790(d) & 73.21)) 

CLINE WE. Region 2, Ole ol mo Oiiector. 69/12/01. HAiRSTON.WG Georgia Power 
Co 3pp 52514.050 52514.053 

-6001310392 Partia'iy withheld Insp Rople 50-321/09-25 & 50 366/Q9-2S (ref 
lOCFn2. 790(6) & 73 2l).vioiBtions noted Ma^oi ereoe Inspociodmgt snpport.socuiiy 

ra la'n plans.proiocted A v.tal area barnois & doled on & asso^smcni elda 

.V!PSON,D, MCGU.RE.DR Replon 2, Olc Ol Iho D-foelO' 83/11/20 Ip 
52514 053-52514 053. 

3002160343 Advises mat portions of rov to 891222 physical security plan inconsisiani 
w/provislons ol i0CFR50.S4{p).ChenQos delinaaied in plan must not be 
ima'e/neniM Plan shou’d be rnodifieo poi unci coin/nonlsEnfl wnMisId (rol 
10CFR7321). 

CLINE, W.E. Region 2, Olc ol mo Duector 90/02/01 MAlRSTON,W.O Gticgle Powor 
Co. 3pp. 52656 038 52656.040 


H. Qeneret correepondence 

6002150166 Commeni on proposed rule t0CFR71 re compatibilily ot Pu Alt Itanspcti 
regulations w/lAEA sids.Suppons EEi-UWASTE/NUMARtJ cnmneina to bo ptovidefi 
toNRC by 900200. 

HAtRSTON.W.G Georgia Power Co. 60/02/07. CHILK.S J Olfico Ol Iho Socrotarv Ol 
lheCorr.rTil8slon. Ip. 62635.300-52635 300. 


P. Oparaling llcenae atage documenle & correepondence 

6001290224 Forwards draft quol tied meslor irusi egroornnnl lor decom'niss'oning ol nu 
cloar plants, lor rovlew.Ucensaa wi'.l mako contribuiions to qua'ii.oit & nont)uDitoa 
trust as eppropnale 

LAMBERSKiJ. Troutman, Sandora, lockorman & Ashmoru. 90/01/lC WOOO.RS 
NRC • No Oeiallod Alli'latlon Gwon. 30np. 62469 012 52469.040. 

6001310171 Gtanie permission lo use ASME Code Case N-461 during Spring 1900 rolu- 
olmg ouiaga for calibr b'ocks.ilv'ckneos moasuromanis & wold |0:'nt contou'e & u3ra- 
eon c rollociora, por 801016 reguosl. 

CROCKER.L.P. Proloci Qlroclorule 11-3 00/01/22. HAIRSTON.W.O Georgia Power 
Co 3pp 52514:014-52514.016 

6901310224 intorma mat util 891024 response in Gunorlc Ll< 89-i0. "indaMaiion of 
Hardened Wetweii Verna." accopinbtn Oackiil annlysos wll not bo potlormod.Mod 
schedule should bo reovsiuaiod. 

CROCKER.L.P. Pfoleci OfOCloraio 11-3 90/01/22 HAIRSTON.WG. Onorglo Power 
Cc 2pp S2530'360-52530:361. 

90090B0243 Forwards O.ractor'8 Oodslon 0(3 09 09 under IOCFn2.208 ro GWR design 
problems Pei-ilon ol A Hnrlowo on bohall ol Ecology Cir ol Souituint Ce'ilcrnie denloo 
WATTHEWS.D 0 Proiocl Oiroctoraio 11-3. 00/01/23 HAlRSrON.WG Oooroo Power 
Co. 3pp. 52S43.002<52&43.00e. 

9001300448 Rosponds to Qonoric Lir 89-13 re eve wnler sye iirnhioms ollocimg wiloiv- 
related egu'pmoni.ULl plans to augrnant oxistmg proorams or impiun-xmi new pro 

R isms to mesi inlonl of gonorie Ur. 

AinSTON.W.O, Georg^ Power Co 00/01/23. EflNfcTEfl.SO Region 2. Qlcol mo 
C.iecior. I2pp 52491:253 02401:264. 

9002010006 Adviaos lhal individual plant o<am approeeh.meihodo'oay 8 
acnodula.comainod in 89t027 iti.to address Gononc Lir nti-oo.accepiehioNRC wtj 
accdpc ond submllial lor bom units at alto provided d Ifcrcncus ado'essod M pio-ii 
Qxome. 

MATTHEWS.O.B. Project OIrecioraio 11-3 60/01/24 HAIRSTON.WG. Ceurg-a Power 
Co. 4pp. 62931:110-52531:113. 

6002060272 Application for emonde lo LIconsos OPR-57 8 NPP-S. 
rospectivoly.amending Toch Space (a clarity rovisod moiliod of supprossion pool aver- 
age lamp aelerminalion 

HAIRSTON.WG. Georgia Power Co. 00/01/26. Documnni Control Oronch (Ooenrnant 
Coritrol Dosk). 8pp 52541:337-52541 353. 

-60020S0274 Proposed Tech Siiocs.clorilying revised method ot eutiptession pool avor- 
ego temp dotermlnatlan. 

• Georgia Power Co. 90/01/26. 9pp. 62541.345-52541 353 

6001290051 Gonoric Lir 90-02 to o'l LWR l-coneoos & emillcanio to oUotnoUve requ’to- 
ments for fuel assambl.os In design features eecllon of Tech Spece.Svc list oncl. 
PAHTLOW.J.G. Associate Director lor Projecls (Post 670411) 90/02/01. Consotxfal- 
ed Edison Co. ol New York, Inc. 36pp. 52637:055-52637:003. 


Q. InepecUon reporte, IE Bulletins & correspondence 

9001310360 Forwards revised NRC 691201 Hr forwarding Insp Repls 60-321/80-25 8 
50-366/60-25, reflecting correct rept numbers. 

CLINE.W.E. Region 2, Ofc ol Iho Dlrocior. 89/12/26. HAIRSTON,WO. Georgia Power 
Co. 3pp. 52614:048-52514:053. 

-9001310374 Corroded lir forwarding Insp Rcpie 60-321/80-26 & 50-366/89-25 on 
691002-06 & notico ol violation. Notice withheld (rot lOCFR2.790(d) A 73.21)). 

• Region 2, Olc of the Director. 60/12/01. HAIRSTON, W.Q. Georgia Powor Co. Ip. 
52514:049 52614:049. 

-9001310396 Forwards Insp Repts 50 321/89-26 a 50-366/60-26 on 891002- 06 ft 
notice ol violallon Notico withhold (rol i0CFR2.760(d] ft 73.21)). 

CLINE.W.E. Region 2. Olc ol the Oirecior. 89/12/01. HAIRSTIDN.W.O. Georgia Power 
Co. 3pp. 52514:050-52614:053. 

-9001310392 PartleKy wllhhold Insp Ropls 6032)/69-26 ft 60-366/89-26 (/of 
10CFR2. 700(d) & 73.21).Violailons noted Major areas (nspocied:mot suppocl.secuity 
lOgram plans, protected ft vital area bairiers ft detection & assessment aids. 
HOMPSON.D, MCGUIRE, D.R, Reg' on 2, Olc ol the Duector. 89/11/20. ip. 
62514:063-52514.053. 


9D0130U49U i-orwa'os t<am Hepi bU'J2i/UL-69 U3 aamr.isierod during wk ol 891009- 

1.3. 

PEEBLES.TA Region 2, Olc ol iho Orocior. 90/01/03 HAIRbTON.W.G Georgia 
Power Co 2pp. 52496 013.52490 208. 

—0001390503 Exam Rept 50-321 /OL 69-03 on 991009 13. Exam rosulle wrilton exams ft 
opo'ai.'-.g tosts adn inisiored to two sorior reactor operator apphciinis ft 1 1 reactor 
operator aop’lcanis A 1 ^p’lcants passed exams W/one ovetsiie oncl 
RAPP.C W. MUNRO.JP. Region 2. Ofc O' the Oiroctor SO/OI/03 192pp 52496 015- 
52406208 


9001300498 Advises ihsi d'ntt final rept lor closeout ol IE Bullolln 76-23 found 
pccepiabio Lead ongjupors itu lE Ou/otns 84-02,80 06 ft 67-002 roaasigneO as I sled. 
DERI.INGER.CH Generic Comm-jnicaiions Branch NnC-05-B5-167 90/01/17. 

LOFY.RA. PARAMETER. Ire 3pp. 52613 256-52513 258. 

9001290168 Ack ipceipi ol 000102 tesponue lo 601201 noPce ol violation re Insp Ropis 
50-321/88-25 & 50-366/69-25 Violotions stem (rom mulliplo CAuSOS.inciud ng la'luie 
(0 follow adnouaic procedures ft to mointain aderiuaio tests. 

CLINE.WE Rogon 2, Olc Of the Di-ado-. 9O/0V18. HAIRSTONW.G. Gecrgia Power 
Co. 3pp 52469 007.52460 089 


9001300440 Ackiucolpi ol 900102 itt inlo'ming NRC ot steps taken to correct violations 
00*4)0 in Insp R^ts 50-321/60 30 ft 50-366/89-30 

PEEOLES.TA Rogipti 2, Olc ol the D.reclor, 90/01/19. HAIRSTON.V/ Q. Georgia 
PoworCo 2|)p 52475014-52475015 


9001310271 Forwards Insp Repts 60 321/89-33 ft 50 366/69-33 on 691125- 
OOOlOS.Violalions noiod bu> not cited. 

HEnOT.AH Roglon 2, Olc of the D.rocior 00/01/19. HAIRSTON.WG. Georgia 
Powor Co 3pp 52501:345 52501 361 

-9001310273 Insp Ropis 50-321/69 33 S 50-36D/8g-33 on 691125-900105 Noncited 
vloUiuona noied.Major oroas inspeciod oparailonal safety veilt.catlon.malnt 
nbsorvAtion.survcilonco tosUng observaiion.ROs. fitness lot duty ft reactor sieriup 
MENNINC..I.E . MUSSER.RA. BROCKMAN.KE Region 2. Olc ol the Director. 90/ 
01/10 I4|)p 52501 343 52601 361 

9(M)2090201 Ack rncoipl of OOO11O response to SALP Ropie 60-321/69 22 ft 50-366/ 
89 22 for Jut t066 ■ Sopi lOGuflo formal chancus 10 initial SALP lepl 
wditanicd Rdsults of tupl dscussod ai 69i2t3 meoingW/Mueling summary ft ei.dos 
ft otraii) packages 

GaN£TER.SO. Region 2, Olc ol the Dl'octor. 00/01/23. HAIRSTON.W.O Goorga 
Power Co 37cp 52509.134-52699 175 

-9002090220 Enals lo 5AI P Ropis 50.321/09-22 & 50-366/69-22 lor Jul 1068 • Sopt 
i969.con8'siino of now cover shoot 10 indinoio rople as tinol ft rovisod Pago 5. 

* noglon 2. OICOllhoDroclor. 00/0t/?3. 2pp. 52500 174.62599,176. 

0001230126 NRC Into Nolco 00 005, "Inior-ftystom Discharge Ol RoBCtor CoolanI" 
Sve list ond 

ROSSl.C.C Oiviuen ol Oporoional Evonis Assessmont (Posi 670411] 90/01/29. 
ConaonOoiOO f/sson Co o' Now York, Ine lOIpp 62635 I26-62635.P27, 

9001230176 NRC inio Noiico 00 006, "PdoiiUai lor Loss ol Shutdown Cooling While el 
Low Roacicr Cociani Lovois " Sve list onci. 

nosSi.C.E. 0.viscn ol Oparailonal L'venis Assossmoni (Post B704lt). 90/01/29. 
Ck>nso-k1emd Ed-$on Co ol Now York, Inc. lOIpp. 52535.025-52535:124 


9001240190 NRC Into Noico 00 007. "Now Into ro insu'aHon Moil Porformenco ft 
Uobris Olockogo b> Pwn ConiQinmont Sumps " Sve list end 
ROSftf.CE Orvisfon of Operational Evonis Assossmont (Post 6704l|). 90/01/30. 
Coneohdeiod Edison Co. cl Naw YoiK, Inc. ODpp 52535 22B-S253S 329. 

9001260020 Suppi 2 (0 NRC Info Not.cn 06 023. "Potoiillal lor Gas B riding ot HPSI 
Pvmpo During lOCA ’’ Svc l«i oncl 

nOSSl.CE. lAviSlCin ol Oporatiunal Evcriis Assossmoni (Post 670411) 90/01/31. 
ConsolKlaiod Edison Co. 01 Now York, Inc 05pp. 52533:329-52534 062. 

9002090326 Responds 10 NRC 900102 Ur 10 vIo'Qiions noted In insp Repts 50.321/69- 
26 ft 50-360/80-26 Ciorinctive actions deficiency card documeni.ng ovenl mltiatod as 
(oqii rod by plant procedures. 

llAinSTON.W.G Georgia Power Co 93/01/31. DocumonI Control Branch (Documoni 
Control Ooak). 6pp 52615 037-52815 042. 

•001260196 NRC Into Notce 90 006. "Kr-B5 Hazards From Decayed Fuol." Svc list 
oftd. 

ROSSl.C.E Orvis'on of Oporeiional Evonia Assessment (Post 670411). 00/02/01. 
Corteoiidaiod Ed son Co of Now York, Inc. 77pp. 52563.180-52563:256. 

0001290102 Suppi 1 to NRC Into Notico 66-030, "Target Rock Two Slago Salety/Rellol 
Vaivo Soipoint Out Updaio " Svc I sl oncl. 

ROSSl.C.E. Division ol OporoLonal Events Assossrr.ont (Post 8704)1). 90/02/02. 
ConsoMdatod Edison Co of Wow York, inc. 78pp. 52556 230-52556.317, 

0001300424 NRC Info Nol'co 90-009. "Extondod Interim Slorago of Low Level Rad- 
waste by Fuel C^cte & Metis Liconsoos." Svc list oncl. 

CUNNlNOHAM.n E. Division ol industrial & Mod cal Nudoar Safely jPosi 670729) 
00/02/05. ConsoLdated Edison Co ol Now York, Inc. lOOpp. 63563.257-52504.004. 


R. Periodic operating reporte ft related correspondence 

9002220238 Monthly oporaling ropis lor Jen 1900 lor El Hatch Units 1 ft 2.W/600212 

Itr. 

8EW40n.M, HAIRSTON.WG. Georgia Power Co. 90/01/31. 11pp. 52693006- 
52683 0)6. 


S. Reporlable occurrences, LERs ft related correepondence 


DOCKETED ITEMS 


90013<W<39 LER 90-001-00 On 900104, HPCI pump declared inopeiaa'a doe »o fa«ed 
flow noi mainiamed Ourng surveiian:e ies’,.no Caused by 
failure Oefect-ve resisior tep'aced 4 Procedure 34SV'£‘ii.002-iS portorrredW/ 

TIPPSSB. HAIRSTO.M.W.G Georg:a Power Co 90/01/22. 6pp 52494-H5- 
&2494‘l50. 


9001310137 PNO M 90-OlOon 900123, perso.mei idoni fied w/.'Ow lovo: eirternsl con- 
teminailoru to hands & teei A!i personnel successialv Ceeonia.T naied & „ 

BROCKMAN K. Region 2, Olc Cf Ihe DieciC. 90/01/24 lp 52504 139-52604 l39. 


V. Operator Examlnatlona 

0001300496 Forwards Exem fiepl 50-32I/OL-89 CJ adrrn.sleiad duti-g wk ofOSlOOS- 
1 3 

PEEBLES.TA Region 2. Olc ol the O.recior 90/01/03 HA'RSTON.vy.G. Goorgta 
Power Co 2 pp. 52496 013 52495 208. 

-9001300503 Exam Repi 50 321/OL-89-03 on 69l009-13.E«amfesut3wnHe.ne«6<nsA 
operating teals administered to two ser'or reador operator appl canls 4 ll teacioi 
operator appl.cants am app'icants passed o>8ts W/cne overs re er*i. 

RAPPCW. MUNR0,J.F' Regon 2, Olc of the Director 90/01/03 ie2F*» 62496015- 
62496 206 


DOCKET SC-322 8HOREHAM NUCLEAR POWER STATION 


H, General correspondence 

9002050360 Responds to 900109 Hr to Carr forwarding article in Nevr York Times rais- 
ing concerns on evact-aiion plana for laci .ty.Oioctors fndngs re Shore.ham emergen- 
cy preparedness encl, 

MURLEY.T E Off-ce o* Njc'ear Reactor Regu'aicn O-recicr (Post B704I1) 90/Oi/ 
28. HOLMSS,L.G AffulatiOn Nol Ass.gned 12pp. 52584:065-52564 077 

-9002060159 Forwards author editorial opinion wh.ch appeared d Long is'and edi>on 
ol New York Times on 691 126 Concerns raised ihal mdiv.duais responsue lot making 
koy dec>s-ona re safety 4 evacuation never v.s,ted Eastern Long lamnd. 

HOLME5.LG. Atfi'ialiQn Not Ass'gned 90/01/09 CARR.KM Comirlssoners ip 
52584 077-S2S84 077. 

9002230458 Responds to 900124 T-r re atetus of p'a-ni.P'ani currently defueied 4 ut.i re 
quested amends to OL to et.rriinate offsite emergency orgeniianon 4 to reinguish op- 
erating aulhonty. 

TAYLOR.J.M Ofe of the E>ocu‘.-ve O.recior for Operations 60/02/16 SENSENSREN- 
NERHousoolRep 4pp 52709 254-52709 258 

-9<KI 2230463 Requests stafus root on lac'ity ii response to const uioni F Kieis lequosi. 
SENSENBRENNER House cf Rep. 00/01/24. KA^VMERER.C. NRC ■ No Ooiated At- 
nilationQNen. ip 52709:258-52709 258 


9001230128 NRC Info Notice 90 005, "irMor-Systom Dlscha-ge of Reactor Coyi,- 
Svc 1 91 ond. ‘ 

POLICE D.vsion of Operational fcvonts Assessment (Post 07O4in on-n,,-. 
ConsoideiedEdSon Co. of New York, Inc. lOtpp. 52635;126-52535227, “ 


9091230176 NRC Info Notice 00 006, '•Potential lor Loss ol Shutdown Coo' I'o ^ 
Low Rescicr Coolant Levels." Sve MSI end. ‘ “ 

nOSSl.CE- Otv.sion ol Oce'st-onel EvetMs Assossmeni LPost 870411) soiti,>- 
ConsoiYlatod Edison Co of New York, Inc. 101pp. 52635.025-52535:124 


9001240190 NRC Info Noice DO 007, "New Info re Insulation Mail Po-iorir.if« i 
Oebfis Slodtago ol PWR Coma nmeni Sumps " Svc list encl. ‘ 

ROSSICE Division of Operational Evonis Assossment (Post 8704ii) 8o/-‘ry 
ConsoMatad Edison Co. of Now York, Inc. 99pp. 52635:220-62535 329 '' 


9001260020 Supp! 2 to NRC Info Notice 80-023, •'Polential for Gas Bind rg ci i-pr 
Pumps During LOCA " Svc list encl. 

ROSSICE O.v.ston of Opetailonal Events Assessment (Post 070411) 90/0i>v 
ConsoTdated Ed son Co. of Now York, inc S5pp. 52533.329-52534 062. 


9001260198 NRC Info Notice 00-000, "Kr-SS Hazards From Decayed Fue ." S.-ctsi 
encl 

ROSSI.CE Oiws.on ol OpeiHiional Evonis Assoasmont (Post 070411) 90/C2 i 
Conscrf'daiod Edison Co. of Now York. Inc. 77pp. 52503:180-52583:256. 


9001290102 Suppi 1 lo NRC Info Notice OD 030, "Targot Rock Two Siage Saf6iy'rl«v 
Vatvo Seipeint Onit Update." Svc list encl. 

ROSSI.CE O-hnsfon ot Operational Events Assessment (Post 870411) 90/C2<;: 
Consol dated Edison Co of Now Yotk, Inc. 70pp. 62556.236-52556 317. 


9001300424 NRC Inid Noi<co 90 000, "Exie.ndod Interim Storage of Low Levs^ Rj,>. 
waste by Fuel Cydo & Metis Licensees." Svc list end. 

CUNMKaHAM.R.E. Division ol Industrial 4 Modicei Nuclear Safety (Peat 6707/, , 
90/02/05 Consolidated Edison Co. ol Now York, Inc. lOBpp. 52503:257-525841X4 


9002130194 Partial rosponao to FOIA requaatApp N 4> 0 documents ava ils r 
POR O documents oncl App P documonin withhold (ref FOlA Exempiipn 5) 
GRiM^EY.OH Division ol Freedom ol Inlotmailon & Pubi cai'ons Services (Pcq 
090205). 90/02/08. PEPPERMAN.D.R. Blochor & CoHms. 8pp. 52595:156 525957?) 


-8007270162 RoQuosis Ihat appropriQlo project manager contact Idonliliad uM & ;r> 
vide info re purenase ol circuit bioakerg Irom Buspoci companies. 

MAnuews.o a. Pto;9ci ouoctoraio ii-3. 00 / 07 / to. outler,w r. Ptoieci owivv, 
1-2. 55pp 62865 316 W605:344. 


R. Perlodio operating reports 4 related correepondence 

900233(K)53 Monthly opoialmg ropt lor Jars 1990 (or Shorohom Nuclear Power Slaw 
Unit l.W/900206 lir 

PAUIY,H.. NOTAflO.JA Long island Lighting Co. 00/01/31. 5pp 627C92K- 
62703 253. 


P. Operating license elags documanta 4 cerraipendence 

9002070320 Responds to Geronc Ltr 89-10, 'Safety-Reiaieo Motor- Oporeied vons 
T eaing 4 SurveiManee " Uii intends lo indefi-s ‘ely ceier iirp'ementeuon ot ganenc iir 
recommonds'iidns & lequireirenis lor plant 

STEiGER.Vil.E. long island Ughiing Co 90/01/30 Ooouir.em Convoi etanen lOocu- 
meni Control Desk) 4pp 92Sn:t05-52$94'109. 

9001290051 Generic Ltr 90 02 to a‘i LWR iiconsees 4 apc'jcanis re a'tornalne teqii.<o 
ments (or fuel assemblies In design features seePon ol Tech Specs Svc lisi end 
PARTLOW,J.O. Assodsie Director for Projects (Post 870411). 90/02/01. Consokdsl- 
ed Ed son Co ol New York. lnc.39pp &2637.055'52637 093. 

9002(60127 Forwards Amend 2 to Deensa NPF'82 4 safety evaljat<on Amend deletes 
Figure 8 2.1 - 1. "Corporate Nuclear Organization" 4 Figure 8 2 2-1. "Unlod Organize' 
tions" from Tech Specs por Gene/'C Ltr 88-06 

BUTLER, W.R Project Oirectoreie 1-2 90/02/01 STEIGERW.E. long Isfand Llghtng 
Co. 4pp. 52079:174-52679.198. 

-9002160130 Amend 2 to license NPF-SD.Oeleiing Figuie 82. 1->, "Corporate - Dueled 
Organization" 4 Figure 6.2 2-1, "Un led Oigan-zatons" Irom Tech Specs per Generic 
Ltr 88-06. 

BUTLER.VVfl. Project Directorate 1-2 90/02/01. 18pp 52679:178-52679.I95, 

-9002160133 Safety evaluation si^porting Amend 2 lo Uco.nse NPF-B2. 

' Office ol Nuclear Reactor Ffeguiaiion, Ovector (Post B704ti) 90/02/01 3do 
52679'.t66-S2679'.t9a. 

9002320049 Litlgalion RepI 1990 08 re SMoreham Wading River Central Sclvo: Oismcl 
4 Sclanbsts 4 Engineers lor Secure Energy, Inc vs NRCdism'ssed on S00122 lor lack 
of leviewsbio final order. 

COROES.J.F. Solicitor (Poll 860701). SECV 90-044, 80/02/09 4po. 52671063- 

e<dA79-n£fi 


8. Repodeble occurrencee. lERs 4 related correepondenee 

9002220204 lER 00-001 00.or< 0D0ii7,unpiannod actuation of ESP roacior bldg Slav 
by voniiiebon $ys 0 occurted.causlng inturlocking rolays In eonirol citcuii h 
deenetgizo.Causod by transioni voiiono dip.Procodurds ro bus loads modledViV 
900209 m 

SChNAARS.G.D.. NOTARO.J.A Long Island Lighting Co. 00/02/09 6pp. 52679012 
52670 016. 


V. I^erelor Enaminatlons 

9002140267 Forwards rovisod NRC Forma 306 & 390 ro porsonni quaiilicatlors i'.a> 
mem llcensoo 4 coriilicatlon of medical exam by la^ry 
bcensee.rospecUvoly.Appllcal'ons lor hconaoa should be submittod on revised fprnb) 
000201 . 

GALLO.RM. Region 1, Olc of tho Diroclor. 00/01/05. STIEOER.W.E. Long 's'tvJ 
LIgh'.ngCo 8pp. 52653:109-52663 206 

9002140105 Discusses gonertc lundamoniale oxam section ol written operator kcer.srg 
examper Qonofic Lir 09-l7.ExBnn section will consist of 100 multiple cho'ce quosuo'-s 
w/passing score aoi at 60%. Exam ronisirallon form oncl. 

GALLO.R.M Region 1, Olc of tho B>cectof. 00/01/24. STiEGER.WE. Long isiaU 
LIghbng Co 8pp. 62655:146-52655:165 

9002070173 Informs of resignation ol J Johnson & u.<p ration ol Roacior Opo'aicrU 
cense )i>4eo.elfocilva on 6D0I0V 

STElOER.W.E Long Island Lighting Co. 00/01/31 Document Control Branch (Docu- 
ment Control Dosk). ip. 52612:305-52612:305. 


DOCKET 60.323 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 2 


Q. inepecllon repoda, IE Bullellna 4 correipondence 


F. Security, medical, emergency 4 fire protection plans 


8911020005 Forwards draft NunEG/CR-5404, "Auxiliary Feedwater Sys Aokio Stud 
VOl 1 lOperab'ng ExMrtenca 4 Current Monitoring Practices" 4 final "Shorefi^ Nude 
ar Power SiaUon PRA-Based Sya insp Plans " W/o draft NUflEG/CR-5404 
L0NG,S.M. Bisk Applitatiofis Bianch. 09no/3i. lANHAM.O. NRC • NoOe'aRed Atfit 
alien Given. Ip. 62684:001-52884:149. ivu ue.aitea win 

-8911140137 •'Shoreham Nuclear Power SlaWin PRA-Based Sys Inso Plans." 

6f®®'''i8Yen National Laberatory. FIN A 
3453. 67/06/31. flegqn l. 0(c ol the Oirecior. 147pp. 62684:OO3-52084;149. 

9001300496 Advtaes that dtatt final lept lot cioseoul ol lE Bulleiln 79-23 touni 
Qcofi'iSSlo^r?!®'^''’®®!? 84-02.80-06 4 87-002 reeaslg^ned as lislec 

f^mmuncaiona Branch. NflC.05-85-167. 90/01/1) 
LOFY.R.A. PARAMETER, Inc. 3pp, 62613:268-62813;260. 


9002230133 Forwards puWlo vatslon ol Rev 7 to corporate ERPIP update. 

WOMACK, L.F. Pacific Gas 4 Elocirio Co. 90/01/29. Document Control Branch (Doeu 
meat Control Desk). 4pp. 62668:072-52666:268. 


-8(M282013B Public version of Rev 7 to corporate ERPIP update 
' Padlio Gas 4 Electric Co. 69/12/30. 63pp. 52666;076-52e6d:t3e. 


-9002220143 Public vetslon of Rev 9 lo Coiporale ERPIP Vt.Rev 8 to Cowi-* 
ERPIP 1.14 Rev 6 lo corporate ERPIP. 

• PacidoQas 4 Eleclrio Co. 90/01/01. I68pp. 620e6:139-62e6e:296. 


9003320106 Forwards public version of revised EPIPSplnclud.ng Rev 17 to EP M-i 

5®'' ’3 ‘0 Q-2S1.W/600216 release memo. „ ,, ,r^ 

wo.MACK,L.F. Pacific Gas 4 Electric Co. 00/01/30. Document Control Branch (0«*^ 
memCoMtol Desk). 4pp. 62662'.069-62693'.006. 



DOCKETED ITEMS 


-0002220109 Pu1)'is vorson ol revised EPIPs.lr.cljcJlng Hov 17 to EP M t & EP M-6 & 
flav 13 10 EP G-2S1. 

• PaciticGasfi. ElecircCo 90/01/30 293pp 52602 073-62693 005. 


Q. Adjudlcolory correspondence 

9002t2035l Rocoesis partial slay ol Commiss on fmai rule & siAiement oi policy re trt- 
ress lor doty as app'lod to certei.n employeos ei p'aiU.pondir\g roviow ol mellor in US 
N ntn C rcu I Court ol Appeals. 

OALZELL.T. inlernai or'al Srolherhood ol Electrical Workera #190 9001. 90/02/02. 
Chilk.SJ. Ollico Ql the Secrolary oi ihn Commission JULIAN.E. Oockoting & Soiv- 
Ices Brancti 2pp. 62571 340-52571 34G. 

9902060049 Order.* Conhrms that liconsoo & NPC w.ll provide tusponsos ^ COB. on 
900206 & 12,respoctively.to meiint Involving NPC litnoss lO' duty lulo I0CFR26.1.W/ 
Corii'caie ol Sve Served on 900205. 

CHILK.SJ Oflico 01 the Secrfiiary of iho Commission #190 0787. 90/02/05 OWco 
ol tra General Counsel (Post 8G070I). 2pp 52537:100-52537:107 

9002120337 Requests that Commiss'on Immedaioty ordor PQ&E to talreit liom con- 
ducting random drug testing until NRC &/Qr US Court of Appeals for Ninth Orcuil 
rules on toquosis for slay. 

NATHAN.S N Neyhart, Anderson, Nusshaum, Ro ily & Froilas. #193 0004. 90/02/06 
CHiLK.SJ. once oi the Socrutery of me Commissiori JULIAN.E. Oockoting & Sorv- 
ices Branch 2np. 52572.197.52572 lUO. 

9002t50045 PG&E response In opposition to oppl.ceiion fo.' stay * Stay of landoin drug 
testing under NRC fitness fui duty rule siioula bo doti.ocl on bests ol untlmoltfioss & 
cha'lenge having no morit.W/piooi ol svc. 

WHELAN.MO. Paciiic Gas & Elocirlc Co #190 06 1 7. 90/02/06. Comm^s-onots 
Itpp 52eO6.26e-52606:2gG. 

9002160113 NRC Staff response to 000205 Commlssio.-i order.* Comm^s'-on should 
treat plaintiff 000202 lir os exomplion reguosi hut not gran anompiion Itom 
tOCFH26 24(o](2|.W/aupporting <nto & Ceruiiceio of Svc. 

QOOFN'.Ck.B Assi&ieni Oenoial Counsol for Hearings & Enforcoment #IOO 0841. 
00/02/12. Commissioners 46pp. 62606:310-62006 366. 


J. inauranea & Indemnity Intemiation 

6002220632 Fortvards listed endorsements lo IlStOd poloos & cori>trcelos.<rKludlng Cn 
dorsorr.ents 69.39 & tl7 to NELIA Policies NF-220.NF- 103 & NF-t la.rospoci.vefy 
EndoiBomenis 6 to MAGLU Po'icios MW.73 & MW-135 

LOCKE, R P. Pacific Qes & Electric Co. 90/02/07. OiNiTZ.i. NRC - No Ooia/ed Afhi.- 
ation Given. fSpp 52Oe9.l<fO-S2660.f52. 


R. Operating liesnso stage documents 8 correspondence 

9002220174 Forwards update ol plant drawings w/o onci. 

WOUACK.L F Pacific Gas & Eloctnc Co. 89/t0/3t. MARTIN.J.B. Rogon 5. (Dtc Ol 
Iho Onoctoi. ip. 62676:270 52676:270. 

9002220166 Forwards update ol plant drawings.W/o onci. 

WOMACK.L.F. Paciiic Gas & Electric Co. 66/ti/30 MARTin.JQ. Rogon 6. Ole ol 
the Oiraciof. Ip. S267d:2t5.S2670'2i5 

9002220149 Forwards updatu ol plant drawmgs.W/o onci. 

WOMACK.L.F. Pacific Gas & Elocinc Co 09/12/26. MARTlN.JB. Hogon 5. Otc ot 
ihe Oiracior. ip. 52679:209 S2679.200 

9001290197 Forwards. "Sys Englnoorlng," for liconsoo petsonnol w/ rosponsibikiv re 
listed docKets.Suggosioa considerallons for progrom allnbuio doflrytlon S (tairrng 
neoda (or sys ongTnee/s Lsted 

KIRSCH.O.F. Region 5, Ofc of ihe Olioclor. 00/01/17. Roglon 5. Otc of tlw O.rocl0'- 
5pp. 52463:261 .52453:285. 

9001290304 Forwards iiaiecf documcnfs.lnclud.np M Reich 091 120 lit lo Task Ass-gn. 
menl 17. FIN A.384t & Ltr Ropl-OO, "Review of Sys Analysis ." & roguovia adtll into 
re NRC review of plant long-torm seismic program. 

ROOD.H. Project Olrocioraio V. FIN A-304t. 00/01/19. SHIHFER.J.O. Pacihe Qaa & 
Elecirj; Co. 4pp. 62473 006.52473.066. 

-.9001290311 Forwards C Cosiani.no & AS Volotsos repis on commonia ro plant 
691102.03 long-term selsm'c soil Inlorachon review panel mooilng In San 
Fionc'SCo.CA. 

REICH.M. Brookliavon National Laborelory. FIN A-3041. 89/11/29 PICHUWANI.R. 
NRC - No Detailed Affi.latlon Given. Opp. 52473.011. 52473:010. 

-9001290314 11/ Rept-06. "Review ol Sys Analysis In DCPRA:EleciflCBl Powsr Sys 
(Exc^l Diesel Generator & Fuel Translor Sys)." 

BOZOKl.G., FITZPATRICk.R , SABEK.M. Drookhavon National Lotwaioiy FIN A- 
3956. DCPRA.06. 69/12/31. NRC • No Delallod Afliiiatlon Olvon. e7pp 52473:020- 
52473.068. 

9002010405 Forwards responses to NRC quosllons on PRA id plonl long- term seismic 
progrsnt & requests ack of receipt of Hr. 

SHIFFER.J.O. Paciltc Gee & Electric Co. 00/01/23. Oocumenl Conirw Brancti (Oocu- 
meni Ckintrol Desk). I4pp. 62505.013-52505.026. 

9002010327 Forwards License Amend Roouoet 90-01 to Licensee DPR-BO & DPR- 
ez.raWs'ng Tech Spec 3.4 2.2, "Satety VaNos-Operaling." & associated basos lo 
allow operation w/ one of throe pressurizer safety valvea inopetoblo. 

WALLACE.W.H. Pacific Qes & Electnc Co. 90/01/25. Docurnenl Control Branch (Doc- 
ument Control Desk). 2pp, 52504:173-52504:190. 

—9902010328 Aj^llcation for amends to l.icensos OPR-60 & OPR 62, coneisling ol Li- 
cense Amend Requosi 90-01.rovi8'ng Tech Spec 3. 4.2. 2, "Safety Valves - Operating*' 
& Bases 3/4.4. 2 to e'low oporatlon w/one pressurizer safely valve inoperable. 
WALLACe.W.H. Pacific Gas 4 Electnc Co. 90/01/25. lOpp. 62604:176-62604:164. 

—9002010330 Proposed Tech Specs 3. 4. 2. 2, "Safety Valves • Operating" & sssoclaled 
bases to e'low operation w/ono pressurizer safety valve Inoperable & d-sabted. 

' Pacific Gas 4 Electric Co. 90/01/25. epp. 62604:105 52664:190. 


9002029062 Forwsrds proposed changes to Chapter 17 of updated FSAR. Section 17.1 
qua^rcakon req-l'emeht for OA manager experience to bo ellm nated due to stated 
reason 

SHIFFER.JD. Pacific Ges & Electric Co. 00/01/25 Oocomoni Control Branch (Docu- 
ment Control Desk) tOpp 52539:114.52539:123 

9002020035 Forwards response to Generic Ltr 69-13, "Svc Water Sya Problems Affect 
ing Saroiy.Reialed Equipment." Program to visually inspect auxiliary saltwater intake 
siniciura du.dng rolue'ing oulejes. 

SHIFFER.J.O. Pacific Gas & Electric Co. 90/01/26 Document Control Branch (Docu- 
ment Control Desk). 9pp. &2533:25l.52533:25g. 

9002220167 Forwards update of pinnt d.'awIngs.W/o end. 

WOMACK.L.F. Pacific Gas 4 Electric Co 90/01/29 MARTiNJB Reg on 5. Ofc of 
IheOrocior. ip 52663 017-52663 017 

9002090282 Forwards response to request tor arfdi tnfo ro License Amend Request 89- 
15 to revise Tech Spec Table 3 3-8. "Increase Alarm/Trip Seipo nl ol Spent Fuel Pool 
SioTMe Area Radiation Moniipr." per NRC 9001 1 7 request 

SiiiFFERjo. Pacific Gas 4 Elociric Co 90/01/30. Document Coniroi Qranch (Oocu- 
moni Conifcd Desk) 3pp 52599 317-52599:319 

0001290051 Generic Lit 00-02 10 all LWR Icensoes & sppUcanis to aliarnafive tequ-ro- 
inonts lor fuel assemblies in design features section of Toch Specs Svc i-sl end 
PARTLOWJ.G. Assoc:als Director (ot Projects (Post 070411) 90/02/01. Consol-dat- 
ed Ed son Co. ol Now Voik. inc. 39pp. 52637:055 52837:093. 


O. Inspection reports, IE Bulletins 4 correspondence 


0001300436 Advises that ifralt final repi lor closeout ol lE BuTel.n 70-23 found 
eccepiebie Lead engineers lor lE Butoilns 64.02,60-06 4 87-002 reassigned as listed. 
OEnLINOEn.C.R Generic Communications Branch NRC-05 85-157. 90/0t/i7. 
lOFY.fl A. PARAMETER. Inc 3pp 62513:266.52513 25B. 

9001300389 Requests response to slated questions re excess overtime usage w/o ep- 

S ioptloid mgi epprovals 4 LER l-60-l7,dld 6001 ll.wlthln 30 ileys.por liconseo 
09102 response lo insp Ropla 60-275/W)-23 4 6OG23/09-23 
ZlMMERMAN.RP. Reo-on 6. Olc ol me Director. 60/01/22. SMIFFER.J.D. Pacific Gas 
& Eloctnc CK>. 2pp. 52475:018-52475 032. 

9002020040 Responds lo NRC OuTaim 80-003, ‘’Poisnuai Loss of Roq-jitod Shutdown 
lAargm Outitm Reiueimg OpeioLons," items 1,2 4 3. Licensee revised lust loadng 
ptocoduros prior to Unit t roluefinn to incorporato fuel loading rsslrlctlohs. 
SHIFFER.J.O Pecilic Gns & Eiscfnc Co. 90/01/26. Document Control Branch (Oocu- 
morM Control Desk) 3pp. 52628‘1d4.52526 168. 

9001230126 NRC Info Noiico 90 005. "inier-Sysism Discharge of Reactor Coolant." 
Svc ksi enci. 

ROSSf.C.E O«ws.on of Oporaiionol Evonie Assesamenf (Post 6704t(). 60/Of/26. 
coneol-daiod Ed-son Co of Now York. Inc. lOtpp. 52.535 125-52535 227. 

9001230176 NRC Info Notice 90 006, "Potential lor Lose of Shutdown Cooling While ai 
low Reactor Cooioni Love’.s " Svc i-si end. 

nOSSi.C.E Div4ion ot Oporaiionai Events Assessment (Post B704tt). 90/01/20. 
Cohsoixfaied Edison Co. of New Yoik, inc. lOtpp. 52536:025-52535:124. 

0001240190 NRC inlo Nolics OO-OO?, "New inlo re Insuleiiqn Man Portoririenco & 
Debrie Biockeno ol PWR ConiB'nmertl Sumps " Svc list end. 

ROSSi.CE. Division ol Oporetional Evonla Assessment (Post 0704 ii). 90/01/30. 
Consondalod Edison Co. of Now York. Inc. 99pp. 52636:228.52535:329. 

9002060260 Responds lo NRC Builoiln 69-002. "Stress Corrosion Cracking in High 
Hardness Typo 4io Stoln'oss Stool Internal Pieloadod BoHmg Design review iden- 
Mied 25 Vofan chuck valves & > Alwpod Morrill chedi valve. 

BRANO.OA Pacific Gas & Electric Co. 90/01/30. Document Control Branch (Oocu- 
monl Ckmird Desk) 5pp 62609 009 52609 085. 

B0012S00S0 SoppI 2 lo NRC Inlo Notice 86-023. "Potontlal lot Gas Qinding of HPSI 
Purnps OuThig LOCA." Svc list end. 

nOsSl.C.E. Division ol Operolional Events Assessment (Post 670411). 60/01/31. 
Consolidated Edison Co. of Now YO’k. Inc. B5pp. 52533:326-52634.062. 

9001260198 NRC Into Notice 00-008, "Kr-05 Hazards From Decoyed Fuel" Svc liet 
end 

ROSSl.C.E. Division ol Operallonal Events Assessment (Post 870411). 90/02/01. 
Consofkialod Edieon Co. of Now York, Inc. 77pp. 52663: f60-S2S83'256. 

0002060361 Responds to NRC BuUei.n 88-0 tl 4 forwards nonptoprioisry WCAP-12416, 
"Evaluation of Thermal Siratillcation for Diablo Canyon Units 1 4 2 Pressudzor Surge 
Line." 4 proprietary WCAP-l24lB.Pioprlotary rept w.thheld (lel lOCfn2. 790(b)(4)). 
SHIFFER.J.O. Pecific Gas 4 Elacirio Co. 90/02/01. Document Control Branch (Docu- 
ment Crxttrol Desk). 2pp. 52612:314-62613:121. 

-9002060357 RoqueslB mat proprioteiy WCAP-12416, "Evaluation ol Thermal Stratifica- 
tion lor Diablo Canyon iJnils 1 4 2 Pressurizer Surge Line," be withhold (ref 
IOCFn2.790(b](4)) 

WIESEMANN.R A. Woslinghouse Electric Corp. 89/12/18. MURLEY,T. Office of Nu- 
clear Reactor Regulation, Dliecior (Post 870411). tOpp. 62612:316-52612 325. 

-9002080361 Nonproprletaiy WCAP-12416, "Evaluailon of Thermal StraiHicallon lor 
DtaOlo Carifon Units 1 4 2 Ptossomei Surge Line.” 

COSLOW.B.J.. MAUREH.O.F.. MUTYALAIb.R. Westinghouse Eloctnc Corp. WCAP- 
12416. 09/11/30. 15epp. S2612:326.52613:121. 

0001290102 Suppi I (0 NRC Info Not.ee 68-030. "Target Rock Two-Stage Satoty/Re'lel 
Valvo SeiTOlnl Ontl Update." Svc list onci. 

ROS^.C.E. Division of Oporei.onal Events Assessment (Post 870411). 90/02/02. 
Consotldelad Edison Co. of New York, Inc. 7Bpp. 52556:230.62656:317. 

9002070436 Discusses Insp Repis 60-276/89-29 4 60-323/89-26 on 861120-22 & for- 
wards notice of violation. 

liilARTlN.J.B. Region 5. Olc of Iho Director. 90/02/02. SMIFFER.J 0. Padlio Gas 4 
Electric Co 2pp. 62687:180.52687:t62. 



DOCKETED ITEMS 


•■&00?070444 Notice of violation irom map on 801 *20-^2 Vioiaions noted, from 860901- 
890106, iiconseo assitined ind.vcduai w/o aon or operator I cense os st’.iti supervisor for 
on-duty sW" 

WARTIN.JB. negonS, 0!c of too D recior 90/02/02. ip. S2S87.ie2-5258MC2. 

90013004J4 NRC Into Notice 90-009. "ExlendecJ Iniorlm Siorago ot low level Rad- 
waste by F»/oi Cycle & Moils Liconsooa " Svc i si encl. 

CU.NNinCham.R E Division ol Induainoi & Mod. cal Njcioar Safety (Post 070729) 
90/02/05 Conso'idotod Edison Co of Now Yo/ti. Inc 108pp 52503 267-52584 004. 

900213019* Periial response to FQIA repuesi App N 8 O documo/Ms avai'ab'e in 
POR App O documents enci.App P docu.Tenia w.tnho'd {ret FOIA Exemption 5). 
GRIMSlEy.d.h Division of Freedom of inlorrraiion & Pubiicono.ns Sorvicos (Post 
990205) 90/02/08. PEPPERMAN.O.R. Olochsr &Co‘.lt\s epp 52695 156 52S95.239. 

-6607270182 Requests ibai appropriate project manager coniact Identified uiil & pro- 
vide mlo /© purcnaso ol circi/il brealiors from suspocl compan.os. 

MATTHEWS 0 0 Project Dirocioralo 11-3. 88/07/16. BUTLER.W.R Project Oireciorate 
1-2. 55pp. 62595 316 52595 344 


R. Retlodie opetatittg repocis & tetated correspondence 

9002060210 "Annual Summary Rept o.n Discharge Moniionng ai Diablo Canyo.n Power 
Plant lor 1969" W/900130 Itr. 

TOWNSEND J D Pac'Fc Gas 8 Eiecinc Co. 06/12/31 LEONARD.W Cotilorna, Stale 
of. 42pp 52M9 301-52600 343. 

9002220474 Monthly operating repis lor Jan 1690 lor Diablo Canyon Urits 1 8 2W/ 
900215111. 

BEDESEMP TOWNSEND.JO. Paclic Gas 4 Elocwc Co 00/01/31. 10pp. 
52606.001-62696010. 


S. Reportable occurrencea, lERs 8 related correspondence 

0002220196 PNO-V'90-006 oarthquaKe ol 3 9 magnitude acluaied seismic moniionng 
inslrumenialionModeiete aa<thquat.Q declared « appropriate wa'iidpvme 8 ventica- 
bo ns porlormod per emergency plan proceduros 

MeNDO.S'CA.M . NARRLIT.P. Region S. Olc ol 111© Oirocior. 90/02/06 Ip. 52882 046- 
62682 046. 


U. Congressional/Executlve Correspondence 

9002050024 Discusses RB Oo'jgh vs NRC 4 8A tlleil vs RSE&O ehallen{]|ng landeirri 
drug lesiing plans.per NRC hfness for duty ruto 10CPR26 Recipient w.li do Kept op* 
pneed of deve'opmenis in eases. 

CORDE8,J F. SoliCiiei (Tost 660701). 90/01/00. BREAUX.J B Seneie, Environment & 
Public Wo/fis SHARP.P. House ol Rep., Envirorimeni 4 Pub'le Works. UOALLiU.K. 
House of Rep . Inlonor 8 Insular Affaire. lOPp. 62542.064 52542 063 


V. OpttaiM eaamlnaiiona 

9002070436 DiSCuSsoe fnsp Ropls 50 275/69 29 & S0-323/e9-29 on 091120-22 4 for- 
MO roe nonce ol vioiebon 

MARTIN, J.B. Regio.’i 5, Olc of the Oirocior 60702/02 SHlPFEn,j 0. Pec<nc Gas 8 
BlectncCo. 2pp. S26e7:l60'52Se7;te2 

-9002070444 Notice ol vloielon from Inap on 09l12O-22.Violaiior.9 noted: from 80090t' 
B90i08.iicQrt8ee assigned indwidoal wft> sentdr opetaiot bcense as shift aupeiyisor for 
on-duty shift. 

MARTIN, J.B. Region 5. Olc of tho Director. 90/02/02 Ip. 52507:182-S2587;182. 


DOCKET 60-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency 8 (Ire proteotion plans 

9002120084 Rev 31 10 PEP-App A, "Emergency Response Resources.’' W/ undated Itr. 
HARNESS.J.L. Carolina Power 8 Lignt Co. 90/01/12. 1 1pp. 52617 293-52617:303- 


P. Operating license stage documents 8 correspondence 

8906020393 Concurs m release ol plant PRA to public disclosure 
LOFLIN.L I Carolina Power 8 Light Co. 69/05/24. Document Control Branch (Oocu- 
menl Control Desk). 4pp. 52731 :Wl -52731:009. 

-9002220119 Vols 1-3 to "Brunswick Steam Electric Plant Units 1 8 2 PRA " 

• Cerolma Power 8 Ughl Co. 88/04/30 t,912pp 52731:010 52736 1 21 

9001290163 Advises thal schedule for completion of requisite vent mod lor plant by Jan 
1993 acceptabie.Finsl schedules she-uld not e/tor.d beyond Jan 1993. 

LE,T. Pfo.’oel Dreciorale 11-2, 90/01/23. EURY.L.W. Carolina Power 8 Light Co. 2pp. 
52487:112-62467:113. 

9002050034 Forwards info re LLRT ol iso'ai'on valves In non-LOCA drection.pei I cens- 
ee commitment lo provide updated info 

CUTTER. A.B. Carolina Power 8 Light Co 90/01/25. Document Control Branch (Oocu- 
manlConyol Desk). 9pp. 52642.005-52542 013 

9002060420 Advises that Tech Specs.d.scussed In Generic Lir 88-0l.wlll be seni by 
900730. 

lOFLIM.ll. CatcHna Power & light Co. 90/01/S6. Documeni Comtol Branch (Docu- 
mani Control Desk). lp. 52542.15^0-52542 150. 

9002080031 Responds lo Genenc Ltr 89-13, "Svc Wntor Sys Problems Attociing Saloly- 
Related Equipment." Visual Insp ot respective /make structures will be performed 
dun^ next scheduled refueling outages 

CUTtER.A.B. Carolina Power & Lrght Co. 90/01 /26. Oecumeni Control Branch {Docu- 
ment Control Desk). Spp. 62594:098 52694:102. 


9002080146 Confirms 900130 olecironic transfer ol second quertorly insiaii.Tion: p;, 
menis ol FV90 annual toes 

lOFlin.LI Carolina Power 8 llghi Co 90/01/30 Documoni Control Orsx- (>yj, 
mom Conirol Dosk). ip 52589.070-52509 078. 

9001290051 Generic lU 90-02 to all iViO I'censoee 8 awsixanis to a'leir.ai ic-c-..!®- 
monts for fuel essembi es m design loaiuros sociion nf Tech Specs.Svc list onci 
PARTLOW.J.G Associate Di.'ocior for Projects (Post 070411). 90/02/01. Coik -hi 
od Edison Co. ot Now York, Inc D9pp. 52637.055-52637 093. 

90Q208034t Forwards notico Of withdrawal Ol 890614 appllcalion lor arrond ic Ltco"^ 
OPn-82 ro one timo waivor on porlorm'nq Typo A containrroni integraiod loak rg-s 
lesi during current rnfueiing outage. por 900i 1 1 roquest 

TOURlGNY-EG. Project 0«octQiaio lUI. 90/02/0'. EURY.L.W Ca'Q ra Pown & 
Lighi Co 3pp. 52609 006-52609 010. 

-9002080344 Noiico oi wiitidrewal Ol 890614 epplicabon lot amond lo UconsoD^lV^*' 
re one-time wa.ver on perform ng Type A containmani iniogialed leak rate tost djrvg 
ci/rront refueling outage. 

TOURIGNY.E G Project Directorate M-1. 90/02/01 2pp. 52609 009-52609 010. 

9002150092 Fotwarda safety analyses o( Toch Spec internreial'ons resijiiing I’Ciu 
ity Iqperfotm Tech Spoc requirement duo lo plant phys cal configuration 
CUrTER.A.B. Caroi na Power 8 Light Co 90/02/02. Documoni Control Branch iDoc-> 
tnoni Comtol Desk), epp. 52675 116-52675:193 

9002130328 Forwards Amends i39 8 171 lo licenses OPR'7l & DPn-62. lospoc-.N^N 
8 safety ovaluai-mAmends revise Toch Specs to add lootnoto to Tabes 22 1-1 i 
3 3 2-2 tor adjustment ot main steam i.no radiation monlior trip seipolnis 
LE.NB Proleci Diroctorale ll-t. 00/02/06. EURY.I. W. Carolina Power 8 Ligil Co 
2pp. 52644 332-52844:353 

-9002130332 Amends 139 & 171 to Licenses OPR-71 & OPR 62,tespec'ivsl-y. eddrg 
tootnoio lo Tab'os 2.2. M 8 3.3 2-2 lor adiusimoni of main steam line radial on mert 
lor tnp solpoinls. 

TOUniGNY.E.G ProlOClDitocioraie 11-1. 90/02/06 lOpp 52644.334 52644 345. 

-9002130333 Safely evalueiion supporting Amonds 139 8 17I to Licenses OPR-?' 8 
OPR-62,rospociivoly. 

' Oftice Of Nuclear Roaclor Reguiaiion, Droctor (Post 870411) 00/02/09 4pp 
52644-350.52644-353 

9002140024 Forwards foqunsl tor addi Info based on reviow of util 670QI7 gbbn'ialis 
change exp.taiiDn Oefos of Ola Rttsponso roquosled wiihm 60 days of locoip’. ot l-. 
MOZAFARI.B. Projoci Directorate IM. 00/02/06 rjRY.LW Carolina Powo- 8 LHf* 
Co. 4pp. 52e53.3ie-S2eS3.319. 

6002130119 Advises that utl 900105 rosponso contained in 091102 seloly oval i'.on o’ 
OCRDR for plant accopieblo lo open item of reovoiualing status ol three engadr-v) 
discrepancios 8 desenb rig disposition ol human ong nooring discrepancy. 

LE.N.B. Pro,oci OirociotaTe ll-i. 90/02/07. EURY.lw. Carolina Power & Ugh Cc 
2pp. 526*6 027-62946 028. 


0. Inspacllen repoiTa, IE BuHallna & oorroapondonce 

9Q0t3QQt54 Responds to NRC Bulletin 60-002, "Slidss Cottos'on CcacV'rg el Kui' 
H’.rdnes8 Typo 410 Stainless Sieol Inioinol.. ." No valves sub] to builovn foq.xTcrii 
idontilied el blanis. 

CUTTER.A.B. Carolina Pciwet & Ughi Co. 00/01 /1 7, Oocumonl Conitol 
ment Control Desk). 3pp. 52489.OII4-S2409.006. 

9001300498 Advisas that draft hnal repi for closeout of lE BuNolri 79 23 lour-J 
acceplabld.Lead engineers (or IE Bulletins 84-02,00-06 & 87-002 reassiQnad as IS!)J 
BERLINOEn.C.H. Generic Communicationa Branch. NflC-05-OS-16/. 00/0‘/t7. 
LOFY.n.A. PARAMETER, Inc. Spp 525I3:256-52S13.260. 

9001310127 EN-90-009.on 900l26,nollco of violalion 8 proposed mposilono' cW per 
ally In amount ol 576,000 will be issuod.based on fal'uro to correct doliciencus ro 
water sys ovedomps of pump molors. 

BAKER.E., LIEBERMAN.J. Olc of Entorcomoni (Post 070413). 00/01/23. lp 
52514;037-62514.037. 

9001310283 Forwards Insp Repis 50-325/69-45 8 50 324/09 45 on e9l2l6-22.v'ie’i 
lions Identified but not died. 

JULlAN.CA Reg'on 2. Ofc Ql the Oirocioi. 90/01/23 EURY.LW Ca'O'i.na Fewer 8 
Light Co. 3pp. 52468:094-52406:102 

-9081310284 Insp Ropls 50-324/89-45 & SO-325/89-45 on 891218-22. ViO'a'.'On iC <al 
ure to follow parameters of weld ng procedures specs citod bul not noted No dovl- 
ations noted. Major areas Inspected.welding 8 nonooslruciivo testing 
COLEY, J.L , BLAK6,J.J. Region 2, Ofc of the Director. 90/01/16. Cpp 52493037- 
62496:102 

9002010326 Ack receipt of 900105 Itr informing NRC of steps taken to corroci v.o'st-ors 
noted In Insp Repis 50-324/69-35 & 60-325/89-35. Seventy level assigned lo vinlat-on 
vn'l lemain es slated in notice of vloleilon. 

JULIAN, C.A. Region 2, Olc ol Iho Director. 90/01/23- EURY.L.W. Carolina Power 1 
Light Co. 2pp. 52531;320-5253l:321. 

9003050121 Responds to violation noted In Insp Repis 50-324/89 40 8 50 325/80- 
40.Corrective actions.Plani Mods 89-t04 & 89-103 nave been installed m Un* 2 8 
part.ally Installed in Unit I 8 Intenm opeiadlity has been established 
HARNESS.J.L. Carolina Power & Light Co 90/01/20. Documoni Control Branch (Doc- 
ument Control Desk). 3pp. 52S42J330-52542,036 

9002060311 Discusses Insp Repis 50-324/89-34 8 E0-326/Q9-34 & forwards noi<u cl 
vlqlallon & proposed Imposiiiori ol civil penally in emounl ol $75,000 
EBNETER.S.O. Region 2, Oic ol the Director. 60/01/26. EURY.L.W. Carol.na Power A 
Light Co. Spp. 52503:210-52593:217, 

-9002060313 Notice of violation 8 proposed imposition of civil penalty in a.mourt o' 
$76 000. Violations noted:plant nudoer saiely committoe incorrecHy concluded Lis: 
aing'e (allure of SW-Vt 06 would not affect sys operability. 

EBNETER.S.D. Region 2, Ofo ol Iho Director. 90/01/26. 3pp 62B03:216-52563 217 
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9001230128 NRC Info Notice 90 005. "Inter-Sysiom Discharge of neacior Coolenl" 
Svc l.si enci. 

RQSSl.CE. OMsion of Operehonel Cvenis Assossmenl fPoat 870-UI) BO/OI/2B 
Conso'Idalod Edison Co. 01 New York, Inc lOIpp 52535 125 52535 227 

900123017S NRC Info Notice 90 006. "Poieniial for Loss of Shutdown Cooing Wh/o el 
Low Roaclor Coolant Levels " Svc list er\cl 

ROSSI, CE. Division of Oporetlonaf Events Assessmont [Posi 870411). 90/01/29 
Consolidalod EdiSon Co o! New York, tnc lOlpp 52535 025-52635 124 

9002070086 Poiwards Insp Ropis 50-324/90-03 & 50-325/90 03 on 900l00'l2Na vio- 
lations or doviations rioted. 

JULIAN C.A Region 2, Ole of Iho Director. 90/01/29. EURy.l.v/. Ce'cima Power & 
Light Co 3pp 52592 281-62592:290 

-9002070074 Insp Ropfs 50-32-1/90 03 8 50-325/90-03 on B00i0d-12No vtotoficms 
noted Major areas inspected obsorvallcn of pretio-vlco work & work ar.i.vii-os & roview 
of completed radiographs lor recirctlaiion sys pipe ropiacernonl welds. 

C0LEY,JL., BLAKE, JJ. Region 2, Ole of iho Dreclor. OO/Ot/25 7pp 52502 284- 
52592290 

9001240190 NRC Into Notice 90-007, "Now info re insulation Mail Poilo>niar.ce & 
Dobns Blockage ol PWR Coniommeni Surpps " Svc list end 

ROSSi.C.E. oVision ol Opereiional Events Assessment (Post 070411). 00/01/30 
Consolidated Edison Co. of New York, Inc 09pp 62535 228-52535.329 

9001250020 SuppI 2 to NRC Into Notice 08-023, "Pnieniial lor Gas Binding ol HPSI 
Pumps During LOCA " Svc l al end 

ROSSl.CE Orvifion of OpecaAortal Events Assesarnent {Post 870411), 90/01/31 
Consolidated Edison Co. of Now York, Inc. OSpp 52533 329-52534 002. 

9001260198 NRC Info Notice 90-008. "Kr-05 Hainrds From Oocayod Fuo'-“ Svc list 
en:l. 

ROSSI.C.E. Division of Operarional Events Assasair.onl (Post 970411) 90/02/01. 
Consolidated Edison Co. ot New York, Inc. 77pp 52583 180 52503 258. 

9001290102 SuppI I to NRC Into Notice 60 030, "Targel Rock Two Stage Satoty/Reiiel 
Valve Setpoint Drift ijpdalo." Svc I si end. 

ROSSl.Ct. Division ol Operailonol Events Assassrriont (Poal 070411) 90/02/02 
Consolidated Ed son Co. ol Now York. Inc. 7app 52566.238-52555317 

9001300424 NRC Into Notice 80 000. "EktendoO Inlorlm Sforeye of tow LOvol Red- 
wasia by Fuel Cycle & Mails Liconsens " Svc list oncl. 

CUNNINGHAM, R.E. Division of industrial & Modical Nvidoar Satoiy (Post 070729) 
00/02/05 Consol dated Ed'son Co. of Now York, Inc lOOjip. 52583 257-52504004. 

9002140200 Informs Ihet IQSCC Insp plans S results will not bo sulimiuod lor next rolu- 
(jiing oulSga for Uo.l I as proviously comm uod in 600314 lit & iiial ovaluai-on & 
rapa'r plans lor flaws will be submitiod to NRC prior lo sianup. 

CUTTER, A B, Cero'Ine Power & Light Co 00/02/05. Oocumonl Control Orondi (Oocit- 
mont Control Desk). 2pp. 52600 1 12-52060.113. 

9002130194 Parllot tosponso lo FOiA requQSiApp N 8 O documot>is evarinVe in 
PQR.App 0 documents encI App P documents wciiihoiit (<uf FOtA Cxomniion 5). 
GR(MSlEV,O.H. Divialon ol Froedom of Mcfmaticn S Putiiicaffona ^rvicoa (Poet 
690205). 00/02/00. PEPPEflWAN,D.n. Qlectior & Coll ns 0pp. 52505 156 52505 239. 

-8607370182 RoQuosis that appropriatn oroioci managor contact xioni iind uiii 8 pro 
vido Info re putcnaso of dreun o/oakors from susfjnci cornpanrns 
MAHHEWg.O.B. ProlOCI O-rociOraiO 11-3, 80/07/10. OUTl.EH.W.R. tno.oct Oftociotaie 
1-2. 55pp. 62505 316 52595:344. 

6002230397 Forwards Insp Ropis 60-324/90<Ol & S0-325/UO-0I on 000100-12 No vo- 
latlons or deviations nofod. 

PEEBLES, T.A. Region 2. Ofc of the D rector. 00/02/00. EURY.t W Carolina Power 8 
Light Co. 2pp. S2709.2t 1-52709:225. 

-900223039S Insp Repfs 50-324/00-01 6 SO-326/OOOl on OOOiO0-<2No vrotaifons or 
deviations noted. Major areas inspected, followup for Diagnostic F.vafuailort Team Imd- 
Ings 

JAPE.F., PEEOLES.T.A. Rogon 2, Ofc of iho Dtoclor. 0O/O2/OU. 13pp 527092»3- 
62709225. 


R. Periodic operating reports & related correspondence 

9002140240 Monihly operating ropts for Jan 1000 for Brunswick Sloam Elocirc Plani 
Uniia 1 A 2.W/900202 Itr. 

nUMPLE.fl . HARNESS, J.L. Caro'lna Powor A light Co. 00/01/31 lOpp 52050.326 
62650.337. 


S. Reportable occurrences, LERs A related correspondence 

900131037S LGR 09-021 00:on a9l226,n!eciiical protocllon aesombiy output Irtoakora 
associated w/bus A ol reactor protection aya irljtpod open Cause ol Inp 
unknown.vollago & frequency output of motor goneratof A moniiorod.W/990l24 Itr. 
JONES, T.M.. HARNESS.J.L. Carolina Power A tlghl Co. 90/01/24. 4pp 52621050- 
5262t.053. 


V. Operalor Examinations 

9002060321 Discusses roqual'iicaiion program evaluation acnedulod for wks ol 900430 
A 0507. NRC reserves right to postpone roqualiflcal.on exams it lecil>ty goncraiod 
mails Inadequate lor axam pieporetlon. 

PEEBIES.T.A. Reglor> 2. Ofc of the Director. 00/01/24. EUOY.L IV. CeroWoe Power S 
Light Co. epp. 52609:253-52609.260. 


Y. Dry Cask Independent Spent Fuel Storage Inatailotions 

9002060284 Responds to 691023 lit for addi into re plant ISFSI malts license 
appllcailon.W/34 overaire proprietary drawings. Drawings wiihheltl. 

LOFLIN.L.I. Carolina Power & Light Co 00/02/01. Document Control Branch (Docu- 
ment Control Desk). 2 1 pp. 62609:348-52610.230. 


—9002090291 "Ropt of Subsurface Investigation Program Sites 1 A 2 Spent Fuel Stor- 
age ModuIos.BrunswicK Nucloar Plant " 

•lawEngfneerrng 00/(32/01. 4 7pp 526l0:000-526f0.055 

-6002090297 Rev 7 lo Vol 4, Part 10 to Proceefuro I5FS-003, "Preparation of Dry 
Shietdod Canistar lor Losding Into Horirontal Storage Module " 

'Carcloe Power 8 Light Co 89/07/12 64pp. 528ro.056-52610;119. 

-9002090300 Rev 0 to Procedure PCN OOOaOG-Oi, "Analysis for Brunswick Nuclear 
Proioci for Ollsiio/Onsito Dose Assessment.'’ 

HAf4£LLJR. WILLIAM.E Carolina Power A Ltghi Co. 69/07/11 111pp. 636i0'120- 
52610230 

9002070195 Forwards proposed lO-monih regulatory schedu'e lor iSFSl at plant. 
BATES.O. Carolina Power A Light Co 90/02/06 ROBERTS J. NRC - No Detaltod Af- 
filabon Given 2pp 52593 058-52593 059 

9002220640 Forwards Rov B lo Drawing F-043l5,lnar1vononlly omitted from 900201 
submittal A advises that listed drawings misiakoniy Ideniiliod as proprietary instead of 
norwopnolary. 

LOFLIN.L.I CarolinB Powor A Light Co. 90/02/14. Document Control Branch (Docu- 
ment Control Desk) 2pp 52713:358-52713:360 


DOCKET 60-326 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency A fire prolecilon plena 


9002126084 Rev 31 to PEP-App A. "Emorgency Rosponse Resourcos." W/ undated Itr. 
HARNESSJ.L Carol na Power A Light (^o 00/01/12. 11pp. 62617:293-62617:303. 


P. Operating license stage documents A corretpondence 


6906020393Concur8 fn release ol plaid PRA to pubTc d.sclosuro. 
tOFllN.Li. Caro’lna Power A Light Co. 89/05/24. Document Control Branch (Docu- 
moni Control Desk) 4pp 52731:001-52731 009 

-00022201 IB VdS 10 fo •’Brortawicl! Sfoam Elocinc Plant Unite l S 2 PRA " 

• Caioina Powor A Light Co 06/04/30. 1,012pp. 52731:010-62736'121. 

9001290163 Advises that schedule for completion ol roquisito voni mod for plant by Jan 
1093 ecccplelde Final schedules shou'd noi exiond beyond Jon 1903 
IC.T. Prelect Oirocioraio li-2. 00/01/23. EURY.L W, Cfareiina Power A Light Co. 2pp. 
62467:112 52467.113 

0602056634 Forwards info re LLRT of isolaiion vatvns In non-I.OCA direcllon.par llcena- 
00 commiimont to provide updated into. 

CUTTER.AO. Carolina Powor A Uohi Co 90/01/25. Oocumont Control Branch (Oocu- 
mont Control Desk) Opp 62542 006-52542 013. 

9<K)2050420 Advises ihat Toch Specs, ulscussod In Qonnrfc Lir 08'0i,wlll bo aont by 
900730 

LOFLIN.L I. Ca>ol-na Power A Light Co 90/01/26 Document Conirol Branch (Oocu- 
moni Control Desk) ip. 52542 15^0'52542;I50. 

9602960031 Rosponus to Generic Lir 89-13, "Svc Water Sys Problems Allocring Soloiy- 
Roieiod Eqitipmoni " Visual insp ol lespocilvo intake structures wi'l bo performed 
durf/M noxi schodu'ed rolueting outages. 

CurT£n.A.B. Ctaroiina Power & lio)>i Co 90/0 1 /26. Oocumont Conirol Branch (Oocu- 
mont Control Dosk) 5pp. 52SO4;O9O-S2504:1O2. 

9002660146 Cont.rms 900130 oloctrcn c Itanslor of second quarterly Insiallmenl pay- 
mettie of FY90 annual loos 

LOFLIN.L.I Carolina Powor A Light Co. 90/01/30 Document Control Branch (Oocu- 
monl Coniiof Desk) ip. 52689 078-52589 078 

9001290051 Oenenc Lir 90 02 to ell LWR licensees A eppllconts re eUernaitve roqu're- 
menis for tuol assemblies in design loaturos section ol Toch Specs Svc list oncl. 
PARTLOW.J.O Assoclelo Director for Projocla (Poal 870411). 90/02/01. Consolidat- 
ed Edison Co. of Now York. Inc. 39pp. 52637.O55-52B37:O03. 

9602160092 Forwards safety analyses of Tech Spec Iniorproiations resulting from fnabJ- 
Hy lo perform Toch Spec roquliomont duo to plant physical contlauraiion. 

CUTTEn.A.Q Carolina Powor A Llgnt Co. 90/02/02 Document Control Branch (Oocu- 
rrtonl Conirol Desk). Opp. 52876 1 <6-52675' 123. 

W2I30326 Forwards Amends 136 A 171 to Licenses OPR-71 A DPR-62. respectively 
A safely ovaluaiion Amends revise Tech Specs lo add lootnoie lo Tables 2. 2.1-1 A 
3 3.2-2 lor adjustment of main steam line radiation monitor trip aotpomts. 

LEND fhrtoct D'roctoralo ll-l. 90/02/00. EURY.LW. Carolina Power A Light Co. 
2pp 62844:332-52644:353. 

-9002130332 Amends 139 A 171 to Licenses OPR-71 A OPR-62.rospectivoiy. adding 
foolnoto <0 Tables 2.2. 1-1 A 3.3 2-2 for adjustment of main steam line rad.ailon monk 
(Of trip sotp^nis 

TOUniGNY.E.G. Project Direcloralo ll-l. 00/02/06. 16pp. 62644:334-52644:349. 

-9002130333 Safety evaluation supporting Amends 139 A 171 to Licenses OPR-71 A 
DPR-62.fOBpocilvoly. 

* Ollice ol Nuclear Reactor Regulation, Director (Post 070411). 90/02/06. 4pp. 
62844:350-52644:353. 

8002140024 Forwards requoei for addI Info basoiJ on review of util 070017 Submlltal (o 
change expiration dates of OLs.Responso requested within 60 days of receipt ol Itr. 
MOZAFARl.O Project Directorate ll-l. 90/02/06 EURY.L W. Caroline Power A Light 
Co 4pp. 62653:316-52653:319. 

90021301 19 Advises that util 600105 rosponso conte'ned In 891 102 salety evaluation of 
OCRDR lor plant acceptable to open item ol reevaluating status of three ongineoifng 
dtscroponcies A describing disposition of humsn engineering discrepancy. 

LEJ'f.B. Project OirecloraTe ll-l. 90/02/07. EURYXW. Corolma Power A Light Co 
2pp 52848:027-52646:028. 
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O. Inspection reports, IE Bulletins & correspondence 

9001300154 Responds lo NRC Bu'iotn 89 002. "Suess Conosion Creckinp oi High 
Hardness Type 410 Sia n'ess Sieol Iniernal. No valves sub] to bullel.n feq.i.rexents 
ide.ouriod at p'ants. 

CUrTEBAa Carol na Po«or & Ug*!! Co 90/01/17. Document Ccntiol EJianch (Docu- 
marM Control Desk). 3pp. 52489 004-52489 006 

9001300498 Advises thai dtall final rop! lor doseojl c! IE eullatm 79-23 lOb-rtd 
acceptable Lead eng noers lor lE Bu'ielins 04-02.QO-06 & 87-002 reassigned as l-siotf 
BEBLINGER.CH Goner-, c Ccmmunlcaions Branch NnC-05-85-157. 90/01/17. 
LOPY.R.A. PARAMETER, Inc 3pp 62513 256 52513.258. 

9001310127 EN-90-009on 000l26.no‘jce ol violation & proposed irrposiiion oiccv I pen- 
alty in emo jnt ol 575,000 vr.ii be issued.based on ta U'o to correct tfe'cionoos re svc 
water sys ovenamps ol pump motors. 

BAKEB-E, LIEBEBMAN.J. Olc Ol En'otcemani (Post 870413). 90/01/23 Ip 
62514.037-52514.037. 

9001310283 Forwards Insp Ropls 50-325/a9‘45 & 50-324/89-45 on B0t2t8-22.Vi0la- 
lions 'dontified but no) cited. 

JULIAN.CA Reg cn 2, Off Ol Ihe Oireclor 00/01/23 EURy.L.W. Carol'na Power « 
Light Co. 3pp. 52499.094-52496:102 

-9001310284 Insp Repis 50-324/89-45 & 50-325/89-45 on 891216-22. Violaion re fail- 
ure to follow parameters of we'dng procedcres specs cited but not noiodNodevl- 
aLons noted. Major areas inspecied weld ng & nondestruciive lesing 
COLEYJL BLAKpjj R6g.Qn P Olc of the Director. 90/01/16, Opp 52408 097- 
62498:102 

9002010326 Ack receipt of 900105 lu i.'ilorming NRCol steps taken to c&'iectvloiabons 
noted in Insp Repts 50-324/69-35 & SO-325/89 35 Seventy level assigned to v.cisiion 
will remain as stated In notice ol vialat'O-'i 

JULIAN.CA Region 2 Olc of Iha Drocior. 90/01/23. EURY.L.W 0010*1118 Power & 
LlghlCo. 2pp. S253l.320-52531.321. 

9002060121 Responds to vio'aion noted In Insp Ropis 50-324/89-40 & 50 325/89- 
40CorTaclivo aciionsPlani Mods 89-104 & 89-103 nave been msiaied m UnT 2 & 
partially Inslal ad In Unit 1 & hiorim operability has been esiabi shed 
HARNESS, J.L Caro'ina Power & Ugni Co 90/01/26 Ooccmeni CortVol Branch (Ooc- 
urnenl Control Desk). 3pp. 52S42 030 52542 036. 

9002060311 Oscusses Insp Repts 50 324/89-34 5 50-325/89-34 & forwards notice ot 
violation & proposed imposition ol civil pena'ly l-t amount of $75,000. 

EO-NETER.S.O. Rec'on 2, Olc ol me Oraclor. 90/01/26. EURY.L.W. Carol na Power 8 
UghlCo 5pp 52593 210-52593217. 

-9002080313 Notice Ol violal.on & proposed Imposiiion of cnr-i penalty in amotnt of 
$7S.0<)l> Violations noied plar.i nuclear se'ety commi’ieo incorrectly concluded that 
s'ng‘e lei'ure ol SW-V106 would not afieci sys operabi ity 

EBNETER.S 0 Region 2. Ole Ol me Drocior W/OI/26. 3pp. 52593215-52503217 

9001230126 NRC Info Noice 90 005. "inte'-SYSiom Oiscna,-ga of Reactor Coolant’' 
Svc Nat onel. 

ROSSi.CE. Division ol Operational Events Assessment (Post 67041 1) 90/01/29 
Consol dated Edison Co ol New York, Inc lOIpp 52535 125-52535.227. 

9001930176 NRC Info Notice 90-006, "Poienilel lor Loss ol Shuidewn Cookng Whleet 
Low Reactor Coolant Levels." Svc list end. 

ROSSi.CE. Division ol Operauonal Events Assessment (Post 0704ii). 99/01/29. 
Consotida'od Edison Co of New York, inc lOtpp 52635 025 52535.124. 

9002070068 Fonvards Insp Repts 50-324/90-03 & 60-325/90 03 on 9OOlO0-l2.Nft vio- 
lations or devialons noted. 

JULIAN.CA. Reg'on 2. Ofc of Ihe Oirecior. 90/01/29. EURY.L.W. Caiolirta Power & 
Light Co. 3pp 52S92.2Sl-52592'290. 

-9002070074 Insp Repie 50-324/90-03 & 50-325/90-03 cn 900l08-t2.No vfoialione 
nolod.Major areas inspecled.observalion of preservico work 5 work acirviUes & lov.ew 
ol complelod rad ocrepns for tecucu'allon sya p'po replacement wo'de 
COUEY.J.L-, BLAKE.JJ. Region 2, Ofc ol the Oi.'eciot. 00/01/25. 7pp 52592284- 
52692:290 

9001240190 NRC Into Nonce 90-007, "New In'o re Insularon Mail Portocmenco ft 
Debris Blockage ol PWR Conte nmeni Sumps." Svc I st one). 

ROSSI.CE. Orvision ol Operational Events Assessment {Posi 670411). 90/01/30. 
Consotidatod Edison Co of New York, Inc. 99pp. 62535 228 52535329. 

9001260020 Suppi 2 to NRC Info Notice 83-023, "Potonbal lor Gas Bintfirtg of HPSI 
Pumps Ounng LOCA." Svc list onef 

nOSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/01/31. 
Consolidated EdiSO.nCo. of New York. Inc. 95pp. 52533:329-52534:062. 

9001260198 NRC Info Notice 90-008, "Kr-8S Haiards From Decayed Fuel." 8vc l«l 
end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 90/02/01 
Consoiidaied Edison Co. of New York, Inc 77pp. 52583:130-S25e3-256. 

9001290102 Suppl 1 lo NRC Into Notice 68-030. "Target Rock Two-Siage Salety/Rotlol 
Vetve Sotpolni Onfi update " Svc list end. 

ROSSI.CE. Division of Operaional Events Assessment (Post 870411). 90/02/02. 
Consoiidaied Edison Co. of New York. Inc. 78pp. 52556:238-52566:317. 

9001300424 NRC Info Notice 90 009, "Exlonded Interim Storage of Low Level Red- 
waste bv Fuel Cycle ft Malls Licensees." Svc hsi end. 

CUNNINGHAM, kE. Division ol Industrial & Modical Nuclear Safety (Post 870729). 
00/02/05. Consoldaied Edison Co. ol New York, Inc 108pp. 525B3'257-52584.004. 

9002140200 Iniorms mat IGSCC Insp plans ft resu'ita wr. not be subm.ited lor next relu* 
el.ng outage lor Unit 1 as provlously commuted In 090314 Itr ft that evafusUon ft 
ropa'r plans for Haws will be subm'iied to NRC poor to startup. 

CUrfER.A.B. Carolina Power ft Light Co. 90/02/05 Document Control Branch (Docu- 
ment Conuol Desk). 2pp 52668:112-52668 113. 

9002130194 Penial response to FOIA roquest.App N ft 0 documents available In 
PDR App 0 rtocumenis end App P documents w.thneld (ref FOIA Exemption 5). 
ORIMSIEY.O.H. Division of Freedom ol Inlormation ft Publlcaiions Services (Post 
890205). 90/02/08. PEPPERMAN.D.R. Blachet & Colins. Bpp. 52695:16e-52595-230 


-8807270182 Requests that appropriate pro|oct manager contact identified u‘ji & fty 
iride Into ro ptrenase of circuit broake.'s liom suspect corr.panlos. 

MATTHEWS.DB. Pfc)act Oirecio.'aio 11-3 88/07/18 OUTLER.W R. Projoct D-oci jra'e 
1-2. 55pp 52595 316-52595 344 

9002230397 Forwards Insp Repts 50-324/90 01 ft 60-325/90 01 on 900tOfl-12ND vio- 
lations or deviations noted 

PEEBLES.rA. Rog on 2, Olc ol ihe Director 90/02/08. EURY.L.W. Carol na Pcwfii ft 
LlghlCo 2pp 52709 211-52703 225 

-9002230398 Insp Ropts 50-32 1/00 01 & 50-325/00-01 on 000t08-l2.No vo'alons or 
deviatiorts ootod Major areas inspected, lolluwup ior Dingnosiic Evaluation Team find- 

J^EF. PEEBLES.TA Reg on 2 Ofc Ol the D-roctor. 00/02/08. 13pp. 52709 213- 
52700.225. 


R. Periodic oparatlng reports ft related correspondence 

8082140240 Monlhly operntng repiS lor Jan 1990 lor Qrunswick Steam Elecinc PIa.il 
Ursts 1 ft 2W/900202 Itr 

RUMPLE.fi.. HABNESS.JL Carons Power ft Light Co. 90/01/31. tOpp 52650 328- 
52650337 


S. ReporlablB oecurreneos, LEfla ft related correspondence 

9001310388 LER 80-025-00. on 89i223.samplo linos for Stack ladlaton rrcrkiet 
Itoae.tesuii-ng in samples not ind caiiva ol ongoing roloeses Caused by lack ol insula- 
tion on lines exiting slack Sample lines insuiolod W/9001 19 Iti. 

HARRIS.T.. HARNESS.JL. Carolina Power ft Light Co. 00/01/19. Spp. 52521038- 
52521.042 

9002080244 LER OO-OOl-OOo.n 9O0l02.nClC removed from svc ft HPCI tc'ide'CK! 
inopetabki.piaong unit in 'Tech Spec 3.0.3 Caused by personnel error. Individual coun- 
selod ft Slend ng InsftuCllon 90 003 ‘.SSuod W/000201 llr. 

jaNES.TM. HARNESS.JL. Carcina Power ft Lighl Co. 00/02/01. 4pp 62590016- 
62590 010 

9002230001 LER80'006'02:on 80021 0.numorous bolt head Isiluros of 5/18 inch < 1/2- 
mch 64icoh bronre carriage bolts rioiud h bus/ bar connections ol o'cc'Jicai 
swiichboards.Caused by IG5CC. BoUs roptacsd.Ropoiiobio per Pan 21.W/9CI0209I'/ 
P(XILK.R M.. HARNESS.J.L Csrolms Power ft Light Co. 90/02/09. 39pp 52713.117- 
$2713 165. 


V. Operator Eismlnatlons 

9062080321 Oiscusses toquaiilicsilnn piogrom ovaluatlon schodulGd for wks o' 900430 
ft 0507. NRC reserves ngnt lo postpone roguoiiiication exams if facility goneiftioo 
malls inodoquate (or exam prepatai on 

FEEOLES.T A Region 2. Olc Ol mo Drocior. 90/01/24. EURY.L.W. Carol na Power ft 
L-^lCo. 8pp. 52609 253 52809 260. 


Y. Dry Cask Indspendont Spent Fuel Stoiago Inelaliatlons 

9002090264 Responds to 801023 Ur lor oddl inlo lo plant ISPSI mot's cd.ise 
applicaiion.W/34 ovors-zo propnotary drawings. Drawings wllhhuld. 

LOFLIN.L.1. Carolina Power & L gni Co. 00/02/01. Document Coniroi Branch (Docu- 
ment Conbol Desk) 21pp 52608.340-S26l0.230. 

-9002090281 "Ropl Ol Subsurloco InvoBiigallon Program Sites 1 & 2 Spent Fuel Siot- 
ago Moduies.Brunswick Nuclear Plant." 

’Law Englnooring 90/02/01 47pp 526I0:009-52610:05S. 

—9002080297 Rev 7 lo Vo1 4, Pari 10 to Procedure ISFS-003, "Preparation of Dry 
SNo'dod Carvstor for Loading ln!o Horizontal Storage Modulo." 

• Carolina Power 8 Light Co 80/07/12. 64pp 52610 056-52610.110. 

-9003090300 Rev 0 to Procodu.'e PCN-D3940E'0l. "Analysis lor Brunswick Njctca* 
Proloci for OHsiie/Onsilo Dose Assossmani." 

IIANELL.J.R.. WILLIAM.E Carolina Power ft Llghl Co. 60/07/11. llfpp 62610 120- 
62610 230 

8002070106 Fonwerds proposed 16 month ronulalory schedule for ISFSI at plant 
OATES.O. Caro'ina Power & L ght Co. 00/(J2/08. HOBERTS.J. NRC • No Ooto 'ed A'- 
M-atlon Given. 2pp 52503:058-52583:059 

8002220640 Forwards Rev B to Drawing F-043t6,lnedverlonily omitted from 000201 
submillal ft advises that hsied drawings m.siakenly Idenillled as proprietary Instead ol 
nonpcopdetan. 

LOFLIN.LI CaroLna Power ft Lloni Co 00/02/14. Document Control Branch (Oocu- 
meni Control Desk). 2pp 52713350-52713360. 


DOCKET 60-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins ft correspondence 

9001310401 Ack receipt of 0001 16 Hr Informing NRC ol slops taken to correct vlolator.s 
rated In insp ol Uconse R-UO.NRC regulaiiona do not preclude operalir.g losts f'on 
be'ng coincident w/ncrmal oporaiions. 

YUHAS.GP. Ranon 5, Olc ol the Director. 00/01/23. TIEN.C.L Calilorma, Unlv. oL 
Irvine. CA. ?pp 52503.093-52603:095. 

—8001310494 Responds lo NRC 891222 II' re violations noted In Insp of License R- 
ifS.Corraclivd ections:all 13 required aspects lor each licensed Individual wil be ex- 
arrdned on single day ft retraining performed until deficient item correct. 

TIEN.C-L. Caklomla. Univ, of, Irvine. CA. 90/01/10. SCARANO.R.A. Region 5, 0*5 of 
theOreclor. Ip. 52503 095-62503 005 



DOCKET SO-327 SEQUOYAH NUCLEAR PLANT. UNIT 1 


P. Socurliy, medical, emergency & lire protection plans 

9001290032 Adv.sos that 891116 Rov 22 lo phyacel security coni.ngoncy piert consrai* 
nnl w/provislons of l0CFR50.54(p) & occepiaolo. 

waSON.BA. Assistant OIrocior lor Inspoction Pronroms. OO/Ot/09. KINQSIEY.O.O 
Tennessee Va'ioy Authority. 3pp. 52469:l&4-524d9 156. 

9002140277 Rev 2 lo EPlP-17, ''Emergency Equlpmoni & Supplies." W/900201 Ilf. 
NOBLE T , JOHNSON.T F.. OVERLOOK.T.W. Tor^nossee Valley Aulhoiity. 90/01/19. 
26pp. 52851:253-52661.270. 

9002070059 Ack receipt Cl 600109 Ur transmitting revised pages lo.* security personnel 
(raining & que'ltrcaiicn plan lor plants. Agroom.ont w/determTnetion tnet plan does nol 
conta n safeguards inlo noted. 

WILSON.B.A Assistant Director lor inspection Prog*ems 90/01/25 KlNGSLEY.0.0. 
Tennessee Va'iay Authority, app. 62690:276-52500:279. 

9002060034 Forwards Rev 23 to phys'cai socuiTy/contingency plan.Encl w.lhneld (lel 
lOCFfl73 2l). 

RAY.MJ. Tennessee Valley Aulhoiity. 90/01/26. Document Control Branch (Oocu- 
mont Control Desk). 2pp. 52556.304-62555:305. 

9092120042 Confirms noncompllanco 'w/10CFR50.App R.SeclIon lll.G.2 on 
900128 Electrical caP.'es requ.red Id ensure RCS loldown paifi ewsts OxS not meal 
separation roquiremenis Adal vloiai on noted on Uml 2 on 900128 Areas included m 
1 fo waich 

OYNUM J R. Tennessee Valley Authority. 00/0 1 /29. Documoni Control Branch (Oocu- 
mem Co.ntrcl Desk). 2pp. 62617:326 52617::i27. 

9002160286 Forwards Insp Ropts 50-327/00-29 & 50-320/09 20 on 001205-900109 & 
notice of violation. Weaknossea obsen/ed In salety ovaluahon procuss & NRC l>-u.'ei4i 
response which warrant eddi NRC review. 

WilSOn.QA. Aaslstanl Oireritor lor inspection Pioniams 90/01/30. KiNGSlEY.0.0 
Tonnessee Valley Aulhonty. 3pp 52657 006-52657.030 

-9002160291 Insp Repia 50-327/00 29 & 50-320/00-29 O-n 091205-900109 Vlolai.ona 
nolsd Ma;or areas lnspocted:operailonal seleiy vorll-cailon.includmg control room 
observai Qns.saleguards. radiai'on prolecl'On & sys i noups 

JENISON.K. WATSON, LJ. Region 2, Ole Ol the Oiroctor 90/0l/3i. 26pp. 
52057.01 1-S2e67.O30. 

9002090146 Responds lo Questions askod in Dec 1000 loicon ro ine brijado iteming 
drills.FIro brigade Iralmng program Should moot Soctlnn C.3 d ol Drench Tuch PoslUon 
CMEQ 0.5'1,pof SRP 9.5, f, 

BLACK,SC. Asaisloni Director lor Prolncia. 90/02/06 KINQSLCY.OO. Tonnesseo 
Valley Authority. Opp. 526t3.359-S26t3'3et . 

9003230124 Advieos that 600126 Rov 23 to physical secunty & contfnoncy plan consist- 
onl w/i0CFRSO.54(p] & accepiobio lor Inclusion into man 
WILSON, BA Rogon 2, Ole ol the 0 rector. 00/0^^7. kiNQSlEY.OD Tonnoasoo 
vo'ley Authority. 3pp. 52702'253*52702:256. 

6003220362 Application lor emends to Licenses OPR-77 & OPR-79. con$-siing oi Tech 
Spec Change 00-06,rotlocllng addition ol liro hoso atanon in dosel gonoieior bldg. 
RAY.MJ. Tonneesoa Va'ioy Autlionly 00/02/M. Documoni Control Branch (Oocu- 
meni Control Desk) 2pp. 52673.054-52673:003. 

-9003220365 Proposed Tech Specs ro l.m;iino condition lor operotten & survuiranco ro 
qjiroments lor lire hoso stations. 

' Tennessee Valley Aulhoiity. 00/02/14. Opp 526/3. OS6-S2073;063 

6002330259 Rev 2 to EPlP-10, "Modlcal Emcrgcincy Rosponso " VJ/fm2U fb. 
CATRON.NS.. RAY.MJ. Tonnossoe Valley Authority. 90/02/14 20pp 62716:226 
52716.245. 


H. General correspondence 

9002010197 Requests NRC approval lo discontinue formal notificallon ol poimeneni 
cnangos to organi 2 ai,on & permanont ropiacemont ol son'or managore. 

RAY.MJ. Tennessee Valley Authority 90/01/24. Documoni Control Qtonch (Oocu- 
rr.enl Control Desk). 2pp. 62641:203-52541:204. 


P. Operating ifeanae stage documenfe A correspondence 

9002050413 Summary Ol OOOl 1 1 meoUng w/utll in Rockvi,!o.MO to discuss alahre ol In- 
tegrat'on ol onglneering essuronce into Nuclear OA group List ol ailondeae & ul4 
handouts end. 

GEARS, O.E TVA Pro.ects Division. 00/01/19. TVA Prolocte D.vislon. 29pp. 
5254027O-52648:311. 

—9002060007 "Review ol Inlograiion ol Engineering Assurance FimcHons inlo Nuclear 
OA, Nuclear Engineering & Nuclear Licensing & Rogulaiory Allalra.Pan I " 

MIJLLEE.O.R. Tennessee Valley Authority. R'09-O4-NPS. 09/lO/3t. I3pp 5264B;289- 
52548:311. 

9091300322 Application for amends to Llcensos DPR-77 & DPR. 79. consisting ol Tech 
Spec Chengs 89-30,rovls;ng eccldenl monitoring instrumontailon to comply w/Rev 2 
to Reg Guide 1.97. 

RAY.M.J. Tennessee valley Authority. 90/01/22. Oocumem Control Branch (Oocu- 
meni Control Desk). 2pp. 52409:223-52400:268. 

—9001300325 Proposed Toch Specs re limiting condition lor operation & suivoii'ance re- 
qufromonls ro accident monliorlng Insirumenlalion. 

' Tennessee Valloy Authority. 90/01/22. 34pp. 62489 225-52489 250 

9001310189 Advises Ol slgnillcant deviation to corrective action plan lor Coirochve 
Action Tracking Document 30100-NPS-01 lo establish maini specialist position to 
handle & resolve diesel generator concerns & upgrade malnl program. 
nAY,M^I. Tennessee Valley Authority. 90/01/24. Document Control Qrartch (Docu- 
ment Control Desk). 3pp. 52503:282-52503:284. 


9082020016 Application lor emends to Llcensos OPR-?? & DPn-79, consisting ol Toch 
Spec Change 89-27.rovls!ng Tech Specs 2. 2. 1,3/4. 3.1. 1,3/4. 3.2.1 & associated bases 
to relloci upgrades & enhancements to reactor protection sys. 

RAY.M.J. Tennossee Valley Authority. QO/Ot/24. Documont Control Branch (Oocu- 
tnenlCmiirol Oosk). 2pp. 52532 156-52533 146 

-6002020018 Proposed Todi Specs 22.1.3/4.3.1.1 & 3/4.3.21 & assodaled 
bases, reflocting upgredea & enhancomenie to reactor prolecilon ays. 

* Tannessoe va'.'ey Authority. 90/01/24. 348pp 62532.158-52533:145. 

6002060395 Forwards noilco ol consideraLon ol Issuance ol amends to Licensee DPR- 
77 Jt OPR-70 le Tech Spec Chengs 80 05 

BlACK,S. Assistant Oirucior lor Projecie. 90/01/24. KINOSLEY.O.D. Tennessee 
Val'oy Authority. 2pp. 62559.01B-52559.02J. 

-6002080400 Notice ol consideration ol Issuanco ol emends to Licenses OPn-77 & 
OPfl-70 A proposoa H5HC tioieminat.on A opportunity lor hearing Amentfs fo modi/y 
roqi^temenis on containm.eni ice condenser In Tech Specs 
OLACK.S.C. Assistant Director lor Pro;ecl9. 90/01/18. tOpp. 62559 020-52559:029. 

6002060210 Ftasponds to Qenehc Lir 89-13 ro sve water sya probloma allocting ealoty- 
ro'aied equipment Program lo perform periodic ir>sp9 ol intake structure wi'i) be 
deve'opod Browns Forry rosponso extended 30 days. per discussion w/0 Qee's. 
RAY.MJ. Tennessco Valley Authority. 90/01/26 Docum.ont Control Branch (Docu- 
ment Contrcl Oosk). 2Cpp 52584:2e2'S25G4’300. 

6003000169 Forwards util response lo Generic Ltr 69. 13 ro sve welor sys problems al- 
toclitig safely reletod uqu p.moni lor Sequoyah & Wans Bar Nuclear Plants Response 
lor Browns Forty oxiondod 30 days List ol commitments siso enci 
RAY.MJ. Tonnesseo Valloy Authority. 00/01/26. Documoni Control Branch (Oocu- 
menl Conir<^ Desk) 20pp 52694 220-52594.245 

9002080119 Ack receipt ol 900103 lir corlilying implomeniailon ol Illness lor-duty pro- 
gram moottng tOCFn2B toquiremonis Reevaluatlon ol handl.ng ol preliminary positive 
tost lost rosults rt>qu09tod 

DlaCK.SC Aasisiant Director lor Pro, eels 90/01/29. KINGSLEY, OD. Tennessee 
Valloy Authority. 4pp 52559:237. 52559 260 

9002120042 Confirms noncompi.enco w/t0CFR50.App R.SeclIon lll.G 2 on 
000l2dElociiicai cables required to ensure RC5 letdown path exists d'd not moot 
sopeiaUon foquiro.Tionts Addl violation noted on Unit 2 on 9001 28 Areas Included In 
Ire wai^. 

OVNUM.JH Tervossoo Ve'ldy Authority. 00/01/29- Oocumont Control Qianch (Docu- 
moni Cotrirol Oosk) 2pp 52617:326 52817.327. 

9001290051 Gonoiic Lir 90-02 lo a'l LWR licensoos & appl.canls re altornallve roquiro- 
menis lor luoi assembles in oasign leeiuros section ol loch Spece-Svc list enci 
PAmLOWJG Assoc/eto D.tociot lor Pfolecis (Post 079411). 99/92/91. CensoiWai- 
nd Edison Co. ol New Yoik. Inc. 39pp 62637:05S'52637:093 

6002149061 Noliliceiion ol 900226 moot-ng w/ulll In Rockvillo.MO lor Weslinghouse dis* 
cussiort ol lost can loi Eag’o 2l equ pmont to bo instoi'ed in roaclor proiociion aye at 

plOfll 

DONOHEWJ. TVA Projocis Division 00/02/07. BLACK, S Asalsioni Orocloi lor 
P/OIOCIS Opp 52665 340-52055 312. 

6002160166 Forwards change to wording proposod lor Tech Spoc 3/4.9 0.1 & aeeoeial- 
iHl bases r/ovtded m 900) I2 iti.pur loiron 

RAY.M.J. Tonnossoo Valloy Authority 00/02/09 Document Control Branch (Docu- 
ment Conuoi OosV) 2pp 62677:050-52677:056. 

-9002160168 Proposod Toch Spoc 3/4.0 8.1 chanu'nn wording & associated bases 

* Tannosseu Va’ioy Authority. 00/02/09. 7pp. 62677.052-52677.058. 

6002220377 Applicaiion lot amends to Llconeoa DPH-77 & DPR-70. levising Teen Spoc 
Sociton 3/4.10 S.delining testing necessary lor consistortcy botwoen Limiting Condi- 
tion tor Operation 3.10.31} & Surveillance Roqu'romoni 4.10.3 2. 

RAY.MJ. Tonnossoo Vanoy AuthoriN. 90/02/14 Documoni Control Branch (Oocu- 
mant Control Desk). 2pp. 62695:342-52695.35 1 . 

-9002220378 PropPBOU Tech Specs revising Section 3/4.i0.3.delinlng testing necos- 
saiy lor consiaioncy betwoon limiting condition for operation & surveillance require- 
monta. 

* Tonnossoo Valley Aulhonty. 90/02/14. Opp. 62695 344-52695.351. 

6002320362 Apgl cation lor amends to Licenses OPR-77 & DPR-79. consisting ol Toch 
Spoc Chengo 90-0B,iotiecling adunion ol lire hoso station in diesel generator bldg. 
RAY.MJ. Tonnesseo Valley Aulhonty. 80/02/14. Document Control Branch (Oocu- 
men( Control Desk) 2pp 52073 054-52673.063. 

-6002220385 PropoBOd Toch Specs re limiting condition lor operetlon & surveiilanco to- 
qu-ramonta lor l.re hose stailone. 

' Totvtessee Va'Iey Aulhonty. 60/02/14. Opp 52673:056-32673.063. 


Q. Inspection reports, IE Bulletins & correspondence 

QQ02020242 Ack receipt ol 861226 Ur inlorming NRC of corrocllve actions re vlolailons 
In Insps 50-327/89-16.60-320/88-16. 50-327/e9 25 & 60-328/09-25. 

WILSON.B.A. Assistant Director (or Prolocte. 90/01/16. KINGSLEY.O.D Tennossee 
Valloy Authority. 2pp. 52538 262 52539 263. 

6002020248 Ack receipt ol 690929 ltr Inlorming NRC of corrective actions in rosponso 
lo vK^atiorts noted In insp Ropie 60-327/89-14 & 50.326/89-14. 

WILSON.B.A Assisiani Dreclor loi Proiecis 60/01/16 KINGSLEY.O.D. Tonnossoo 
Valley Aulhonly. 2pp. 62636:277-52639. 370 

9001300498 Advises that draft fmol rept lor closeo'ul of IE Bullolln 79-23 found 
accepieble.Load onglneera lor IS Bulloilns 04-02.60-06 & 67-002 reassigned as li'sied. 
BERLINGER.C.H. Qenoric Comm.unicailons Branch. NRC-05-05-167. 90/01/17. 
LOFY.R.A. PARAMETER, Inc. Opp. 52513:256-526t3:260. 

6002010204 Responds to 891129 Hr re NRC Bulletin 88-002, "Rapidly Propagating Fa- 
Hgue Creeks In Steam Generator Tubes." 

RAY.MJ. Tennessee Va'Iey Authority. 90/01/24. Document (^ntrol Branch (Docu- 
ment Control Oosk). 9pp 62605 003-62605:01 1. 



DOCKETED ITEMS 


900201024B Ccni.tms 900123 lo’con ro entorcempni confe«»#'ce to be ^o!<l In 
Rochvii'o.MO cn 900314 10 d$cuS$ uli! appa'eni Aoaknesses m cofrectfve acton A 
roso'ui on ol BHR pump <lea9iiea(ii<''Q isauo PiopoaoO egar.Oa enti 
WILSON. 0A Assisiani Oreciof loflnspoclon Profl'flf.s S0/0l/?4. KiNGSLEV.OO 
Tonnossoo Val'ey Aulhcrty 4pp 53504 359 S3S04 361 

900JC10230 Forwa«J6 tetppnw (p NRC 691308 lOQjest Iv eddi >''*Q ro laoity msecv-ca 
i.isp prooram lor f.isi 10^ Inierval End pi insp in’orval onlended to 940915 dja !0 
oxiondog shutdown ponod 

• Tonnessoe Val'oy Auiho.'iry 90/01/35 Documoni Conifol fiianch (Oocuroni Con- 
U0iOes>l 5pp 53533 088 53533 093 

9003060210 Responds lo Gonoric LI' 69-13 le Svc water sys probTetrs aKaceng safety- 
rotated eqj pmoni Piogram to porfprm penpdi: inspa ol -rttako siruCUi'e wJI be 
dove'oped Srcwns Fony rospcnso extended 33 days po' d'icuas'on w/G Gears. 
RAYMJ Tennessee vaiey ALthonty 90/01/36 Oocumeni Control Gra''Ch (Docu- 
ment Conuol Desk) 30pp 53584 263 535B4 300 

9001330126 NRC inip Notice 90 005. "in'er-Systo'n 0<scnargo ol Reaclor Coo'anr' 
Svc list onci 

flOSSi.CE Division ol Operat.o.'ai Events Assessment (Post 870411). 00/01/29. 
Consolidated Ed son Co of Navv YOtk, Inc lOIpp. 53535 12S-52S35 227 

90013301T5 NRC Into Nouca 90 0C6, "Poianui fpi Loss ol S.“uitloi*inCoo'.«-9Vinlo at 
Low Reaclor Coolant Levels " Svc tisi anci 

ROSSLCE Orv'isicn ol Operational Events Assessment (Post 070411) 00/01/29. 
censo' dated Edison Co. of New York, l.nc lOIpp 62535 035-52535 124. 


0003140017 l£R 90 00 1-00 on OOOIOB.disrovorod Ihoi several ERCW vatves notfc„ 
period cal y vO' ‘lod 10 be correct Caused by peiaonr.ol error during procedure 
wQtfp'en leviaws Into notice issued to wctkplan reviewers w/90020? in * 

HiPP.G, flVMUM.JR Tennessoo Vol'Oy Aulhoniy 90/03/07 5pp SJfiUfvi 
53854 073 * 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT. UNIT 2 


F. Sacutity, medical, emerQency 8 fire protection plana 

9001290033 Advises that 891116 Rov 22 to physical security co.niingoncy piascoct..- 
eni w/prpvlsions ol i0CFn50.54(p) 8 accopianio. ‘ 

WtLSCH.BA. Ass-sianv Ouoctor lor Inspoction PtOQiams 90/01/09 KlNQSLEYnr 
Tenrossee val'oy Aulho'iiy. 3pp 52409 154-52469 156 '' 

9002140277 Rev 3 lo EPlP-17. "Emorgoncy EOv-lpment 8 Supplies " W/900201 a 
HC8 LE.T . jCHNRCN.T F , OVF.nLOOK.T.W. Tennoasse Vel'oy Authority M/Om- 
26pp 52651:253-52651 2?0 ' 

9002070050 Ack recolpl Ol 9C0109 Mr iransmitting revised panes lor socunly pafsornti 
traring 8 oua'ii'cai-crn plan 1o' p'anis Agtooment w/devormiriat-.tin ihai plan goes fm 
conlan safeg-jards inlo noiod 

W1LSON.8A Assistant Cifoctor fo' Inspoctpn Pregrams 00/01/35 KINGSLFYOD 
Tar'flesseo Veley Aulhpr-ty 4pp. 53500 276-53596 279. 


9001240190 NRC Into Notice 90 007, ' New Ir'o re .'nsu'ai«n Mat! Pedormance 8 
Debris Blockage oi PWR Coma nment Sumps " Svc hst end 
ROSSi.CE Division ol Oporationa' Evo.nis Assessment (Post 670411) 00/01/30 
Consol dated Edison Co of Now York. Irvc 99oo 52535 228-53535 329 

9002150268 Forwards Insp RoplS 50 327/89-33 8 50-336/69 29 on 691205-900103 8 
notice ol violation Weavnesses observod In saieiy eveluaien process & NRC bu leim 
iespor.se which warrant eddi NRC review 

WILSON.BA Assistant Director lor Inspection ProgroTS 90/01/30 KINGSlEV.O-O. 
Tennssseo Val'ey ALthonty 9pp 52657.006-53657.036 

-9002150389 Notice ol vlolaLon Item insp on e9l305-900l09Vio'ahon notedirom 
69i003-t3)5.beal tracing removed Mom relue ng water storage lank level iransrr-li- 
tore but cond.t'on adverse 10 quai ty repi not initiated 

WILSON.BA Assistant Director lor Inspection Programs 90/01/38 2pp 526$7.009- 
S2657010. 

-9003150391 Insp Repts 50-337/89 39 8 50-328/89 39 on 691305-900109 Vida' one 
nciod Major areas inspectad operational saioty vor'icatton/ndudng control roern 
obsa/vations.u'eguards. radiation proioci-on 8 sys lineups 
JENiSON.K, WAiSQS.LJ. Raeon 3, 0?c ol me Oreew 90/0i/3i. 2eep. 
53657011-5P667.036 

60013S0020 S'jppI 3 lo NRC Into Notice 68 033. ' Poieniisl 10/ Gas Bndng of HPSI 
Pumps Dunng LOCA " Svc l-st ercl 

ROS^i.C.G. Dvsion ol Operanonai Events Assessrrent (Post 6704ii) 9O/O1/31. 
Consplidaiod Edison Co 01 New York. inc. 95pp. 53533 339 S3534 062. 

9001260198 NRC Into Noue 90-006. "Kr-65 Ha/ards From Oeceyod FuoL" Svc iisi 
end 

ROSSI.CE Oivsion of Operational Evens Assessment (Post 6704ii). 90/03/01. 
Consolidated Edison Co of Now York. inc. 77pp. 53563:160-53593256 

9003090165 ForwA'ds notice ol vio'ation Irom NRC ir.vosiigetion Ropt 86-015 ro accura- 
cy & completeness 01 siAte-menls made by sen'or TVA executves at 86031 1 ComTie- 
son meeiiruCMi pena'ty not proposed $1,100 TVA has imp'oTentedprograms. 
CRUTChfielO.O Associate birecio' lor Special Projects (Post 690101). 90/02/01- 
RUNYOn.M Tonnessea Valley Authority. 4pp. 53836036 53630-042 

-9002090171 Nopce Of vtpiaiion from insp on 660436 09l6.Vlo’6lion9 noted lalure lo 
Inform Corrmission ihal Depi of Labor (OOL) Invesiigalors biased agafnal TVA 8 a" 
DQl dec'.stons should be appealed as rr.eller of pohcy. 

CRUCTHFiELO.O Division of Reader Projects - lIl.lV.V 8 Spedai Prolecie (Post 
870411) 90/02/01. 3pp 53636:040-93636 043 


9002066034 ferwarda Rov 23 to physical socurlty/conllngency p'an Enel wi'iheic i-ei 
IOCFH73 21) 

RAY.MJ Ton.-essee Valley Auihonty. 90/01/26 Documoni Control Branch IDoo- 
ffloni Control Desk). 2pp. 52555 304-52555.305 

9002120042 Confirms nonconip'ioncn w/lOCFRSO.App R, Section iiiG2 on 
000l26£ieclricai cables reau'iect to ensure RCS letdown paih nxisis od not 'w 
aopatat-.on cogu iomoms A-jgt violation noted on Un4 2 on 000126 Areas ifittuCtOy 
hre wBlch 

QYNUM.JR. Tennessee Valley Authority 90/01/29. Docun-.ent Control Branch (Oocu 
mom Control Desk) 2pp 5261 7 326-5261 7-327, 

9003150260 Forwards Insp Ropts 50-327/00-39 8 50-320/60-29 on 691205-9001(196 
nobco Of violahpn Weaknossos obsoNod m safoly evaluation process A NRC bi-'istin 
responso wMch warrant addi NRC review. 

WILSON.QA Assistant Oubctc' for Inspoctlon Ptoncama 90/0t/30. KINGSLEY, 00 
Tonnessoo Va’ioy Auihonty. 3pp 52657.006-53657 036 

-6002150291 Insp RepiS 50 337/60-29 & 50-33A/00’39 on 001205-900109. Yiclthom 
noted Maj-Dt aiess irtspec'-octopofat-onni aeioty vaniicai'ott.lnc'/jtling convo' loen 
obse-nraticns.sainoueids, radiation protoctiO-n & sys 1 noups. 

JENISON.K Region 2. Ofc of Iho (Oirpcior. 00/01/31 2epp 52 8 5 7 011-53657.036 

9803090146 Responds lo quosiions askod m Dec 1960 toicon to <110 brteade titwe 
dais Firo brigade ireiang p'ocism ahoufif moot Section C.3.d of Breneli fseh Posibor 
CMEe9 5-l.poi SRPOSf. 

0LACX.se. Assistont D-ro:ior for ProinclB 60/02/06 KINGSLEY, 00. Te,*,ni!SiN 
Valley Authority 3po 53013 35!3.53fil3'361. 

9002230124 Advises that 900126 Rov 23 to phyelcal BOCurlty 8 conllnency plan eonkit 
em w/iOCFRSo S4(p} & occci)iabio for mciuefon into plan. 

WIlSOf.OA ROQlon 2. QIC Of the OUoctOr, 90/0^^7. KINGSLEY, 00. Teiwstsw 
Val'oy Aoinpiity 3pp, 62/03.253-52702 265 

9002320382 Appiicotion lor errands to Ltconsos DPn-77 a DPR-70, consisting 0' Tw 
Spoc Change 90 OS.relioctirg addition ol li'o hona stauort in diasei generator bids 
HAY,MJ fonnosseo Velloy AulhSiity 90/02/14 Document (jontrol Branch lOocu 
meni Control Desk). 2pp. 52673 054-52673.003. 

-9002230305 Pioposnd Tech Specs ro lim-tlng condit-on for operation & sutveii.once 's 
quremeniB for tiro hose stations. 

• TennPsaoo Vo'ley Auihonty 0n/02/l4 Bpp. 53673 056-52673.003 


9803120101 Corrected lit discuss, ng NRC Invoshgalion Rapt 86-015 & (orwaiding nobce 
ol violation ro ubl handing of charges 01 haress'r,ani 8 intlrrJdaiion of lour 
employees Were HS Sanger sii 1 util employeo.NRC wou'd consider eddI acifona 
CHUTCHFIELO.D Associate Director for Speaal Projects (Post 8901811 00/03/01 
RUNYON, M. Tennessee Va ley Auihonty. 4pp 52615:168-52615.195 

-900212011S Notice ot vw'abon from invesligaifon on 660436 0816. Vtolabons 
noled.failLre of KS Sanger (utl general courtsel) to inform NRC ihal ubl concluded 
that Dept ol Lebor investigafors biased aga-’rst util. 

CRirTCHFiELO,D Associsie Diiecior for Spooal Projects (Post 690101). 90/02/01 
3pp. 52615 192-53615 195 


9001290102 Supp1 1 to NRC Info Nolice 88-030, "Tergei flock Two-Sfaga Sefeiy/Reiroi 
Valve Setpoml Diih Update " Svc fist er>cl. * ' 

ROSSI, CE. Division ol OporaLonal Evenis Assessment (Post 670411) 90/02/02 
Cor.sol-daied Edison Co. of New York, Inc. 7Spp. 52566:238 52560.317. 


9001300424 NRC Ir'fo Notice 90-009, "EJtionded Interim S'-oiage ol Low Levol Rat 
waste by Fuel Cycle & Mails Licensees " Svc fist end. 

^ O.'vision ol Industfiai & Medical Nuclear Safety (Post 870729 
90/02/05. Cjnsoi-daied Edison (fo, ol New York, Inc. I08pp. 52563.257-52564 03/ 


9003230256 Rov 2 to EPIP-10. "Mad'cal Emorgoncy Rosponso " W/9Q0214 Ur 
CAinON.N.S, RAY.M.J. Tennossao Val.'ey Aulnonty. 90/02/14. 20pp 537l82?6 
62716:245. 


H. Oeneral corraspondenea 

9WI20101B7 Roquasts NRC approval lo dlsconunuo formal notilicailon ol permaifir 
ctianQes to otosr.lyaiipn & petmanonl teplacemonl ol Bonlor managers 
HAY.M-J. Tennassoe Valley Auihpniy. 90/01/24 Oocumoni Cfontrol Branch iOoa 
ment Control Oosk). 2pp. 52541:203-52541.204 


P. Operating llcadse aiago documenia & correspondence 

9002050413 Surnmary ol 9001 1 1 moeting w/utH In Rockvillo.MD 10 discuss siaius d If 
legraiion ot engineering assuranco Info Nuclear OA group Lisi ol auendees 8 i" 
handouts oncl. 

GEAHS.G.E. TVA Proiocis D.vialon. 90/01/19 TVA Projocis Diwis'on. 36?( 
52640:27O-52548311. 


S. Reportable occurrences, LERs & related correspondence 

9002080133 RO on 900136, fue suppression e-ys declared Inopetablo due 10 oxlende 
”1®. outageAliernate Now paili osiablished by insia'Lng hose aroun 

^ comp etod & iimi'ing condition tor operation exited 

V-IL®.? Aulhofity. 90/01/39. Documeni Conifol Branch (Ooa 
ment Conuol Desk) 2po 52694 175-53694.176. 

9003220371 Part 21 rapt re maim of Automatic Valve Corp WSlV S/pr main steam reh 
0'««' ‘0 ave'd solonold valve alem d8m39e,p0i 198/ 
85 chance in design. Mani instructions end 

K527366M"52™36'lof ® O'"' 


— M02060007 "Review ol Iniogral-on ol Engineering Aasurancd Fonctiona Into Nuc'ai 
OA.Nurloar Engineering & Nuclear Licensing A Roguialory Affairs, Part I " 
MULie£,G R. Tonnosaee Valley Auihorllv fl-80-04-NPS 80/10/31. 13pp 5254829! 
52548 011 

9001300322 AppLcation for amends lo llconaes OPn-77 & DPn-70, consisting cl T« 
^ac Chango 89-30,revi8lng accident monilorino instrumonlaiion to comply w/Pev 

loRagQuioo 1.97. 

RAY.MJ. Tonnoaaee Valley Auihonty. 00/01/22 Documoni Control Branch (Doc 
moni Control Desk). 3pp, 52489.223-52400:258. 

-9001300326 Proposed Tech Specs re limiting condition for operation & surveHa-ice" 
quUomenis ro accldont monitoring inslrumenlaUon 
Tennessee Valley Aumorlty. 90/01/22. 34pp 52409:225-62409.250- 


DOCKETED ITEMS 


9001310189 Advisos of significant deviaiion to corrociivo acnon plan lot Cotrocnve 
Action TrecVing Document 301OO-NPS OI to oi^iabiish maim spedatisi posibon to 
hand'e & lesolve diosol gonoreior ccncorns & upo'odn maint piogiam 
RAY.M.J Tennosseo Valley AulhonN. 90/01/34 Oocumoni Control Branch (Docu- 
ment Control Desk). 3pp 62503.282-52503 284. 

9002030016 Apphcaticn lor amendb to llconsos OPn-77 & OPR-70, consisting o1 Tech 
Spec Change 89'27,revlS'ng Toch Specs 2 2 1.3/4 3.1 1,3/4. 3 2 I & asaodalod bases 
to reiiect upgrados & onhancomenis 10 reactor prolection aye. 

RAY.UJ. Tennessee Valley Authority. 60/01/24 Oocumam Coniiol Branch (Docu- 
ment Co.ntfO' Desk). 2pp 52532 156-52533 145. 

-9003020018 Proposed Tech Specs 2 2.1.3/4.3.1.1 & 3/4.3 2.1 & assocaiod 
bases.refleci'ng upgiaOss & enharcomoMs to reactor ptciochon sys. 

■ Tennessee wiay Authority 90/Ot/24 34Bpp. S2532.tSQ.S2533 US 

9003060305 Forwards r.otlco ol considoiaiion ol issuenco at amends to Llconsos DPR- 
77 & Opn 79 ro Tech Spec Change 90 05. 

BLACh'.S Assistant O.roctor for PrQ(dcis 80/01/2-1. KINGSLEY.OO. Tannossee 
Ve'loy Authority 2pp 53559018 52559.029 

-9002060400 Notice of considoreiion 01 issuance of amends to Lictmsos OPn-77 & 
OPn-ZB 6 proposed NSHC determination & opportunity lor hearing Amends to rnod-ty 
ror(ul.'emente on containment ico condonsor -.n toch Specs 
BLACK.SC Assistant D roctor for Prolocia 90/01/18 lOpp 52550020-52559 029 

9002060210 Responds 10 Generic Lit 89-13 10 svc water ays probloms attocting saioiy- 
raialed eguipmoni Program to perform periodic nsps ol iniako sirucluro wiii bo 
developed. Browns Ferry response extorded 30 deys.por discussion v>/G Goete 
FIAY.MJ Tennessee Ve'.ley Authority. 90/01/26 Document Control Bra'ich (Oocu- 
ment Control Desk). 20pp. S2534. 282-52584-300 

9002060ISS Fonvards uU rospcnae to Generic LIr 80-13 le svc weioi sya peobloma at- 
leciing saleN-roioled equipment tot Sequoyah & Wells Bar Nudenr Plants Response 
for Browns F’^orry extended 30 days. List ot commitmonis also end 
RAY.MJ. Tennessee Val'oy Auinonty. 00/01/26- Document Control Branch (Oocu- 
menl CcnUOl Oesk). 20pp- 52594:22e-52S94'246 

9002060119 Ack receipt Ol 000103 Ilf CQitifying Irr.piemoniailon Of filnoss-lor-diity pro- 
gram meeiing 10CFH26 requirements, neovaluaiion of hnndiing ot pre'iminary poaiitvo 
1081 lesi results requested. 

BUACK.s.C. Aasisieni Director for Prolocts 00/01/29 KinqslEy.oo Tonrtaasea 
Va'loy Authority. 4po. 62559 257-52559 260 

9002120042 Confirms noncompHanco w/IOCFR60.App R.Section 11102 on 
B00126 Electrical cables required 10 ensmo ncs letdown poth exists did not moot 
aaparatlor* roquiromenisAtMi vioision noted on Unit 2 on 900i20A/oas indudod in 
firo watch. 

BYNUM, J.R. Tonnessoo Vulley Aulhoiiiy. 00/01 /20 Document Control Brandi (Oocu 
mant Control Desk). 2pp 52617:326-5261 7:327. 

900(290051 Oonenc LIr 90 02 (0 all LWR iicensees & app^can{a re aftomanva roqufra- 
monia for fuel asaembiies in design foaiuros section ol Tech Specs Svc ■•at cod. 
PAnTLOW,J.Q Associate Director lor Pro.octs (Post 8704fi). 90/02/01. Consoidal- 
od Ed son Co. of New York. Inc. 39pp. 52037 055-52637:003. 

9002140061 Noillicallon ol 000226 moQilng w/util In RocKviile.MO for Wosiingnouse dis- 
cussion of lest cart for Eaglo 21 equ-pmont to be installed in rnacior proincHon ays el 
ploni 

bONOHEW.J. TVA Pro)Ocl8 Division. 00/02/07. BLACK, S Aes-stoni DItociot lor 
Pro;oci9. 3pp 62655 340-52656 342 

90021&0166 Forwards change lo wordmg proposed for Toch Spoc 3/4. 0.B t & assoc ai- 
od bases provided in 0001 12 lit, par lelcon 

BAY.MJ. Tennessee Valley Auihorlly. 00/02/09. Document Control ftarKh (Oocu- 
mant Control Desk) 2pp 52677:050 52677:056. 

-9002150166 Proposed Tech Spec 3/4 6.8.1 changing wording A aasodalad basoe. 

• Tennessee Valley Auihoflty. 90/02/09. 7pp. 62677:052-62077.050 

9002220377 Application for amends to Licenses OPR-77 & DPR-79. roviskig Toch Spoc 
Section 3/4.i0.3.doflninn tasting nocossary lor consistency between llm-iing CwmS- 
lion lo' Oporallon 3 tO.3^ & Survolllanco Requirement 4.t0.3.2. 

RAY.MJ. Tennessee Valley Authority. 90/02/14. Document Control Brerrch (Docu- 
ment Cordrol Desk). 2pp. 52695.342-52695 351. 

-9003220376 Proposed Tech Specs revising Soct.on 3/4.10.3, dol-n'ng lostlng nocos- 
sary for consistency betwoort limiting conoil on lor operation & survo4lanco icqu/e- 
monts. 

• Torvieasee Va'Iey Aulfiorlty. 80/02/14 8pp. 52885.344-62885 351. 

9002220362 Application lor amonds lo Licenses DPH-77 & DPR-79, cor^alatlng of Tech 
Spec Change 90 OO.telleciing add^ion ol liro hosa stellon in diesel gorTorsior bldg 
RAY.uj. Tennessee Valley Authority. 90/02/14. Document Confrol Orartch (Oocu- 
menf Control Desk). 2pp 62073:054-52673:063. 

—9002220365 Proposed Toch Spocs ro I in'.ting condition for operaHon & survoflianco re- 
quirements lor lira hose stations. 

• Tennessee Valley Authority. 00/02/U. Bpp. 62673.056-62073:003. 


Q. Inspection reporta, IE Bullellna & correspondence 

9007020242 Ack receipt ol 691226 lir Informing NRC of corroctive actions re vfofab'ons 
In Insps 60-327/89-16,50-328/89-16, 6n-327/09-25 & 50-320/89-25. 

WILSON.B.A. Assistant Director for Ptolecis 90/01/16. KINQSLEY.OO. Tonnossoe 
Val'ey Authority. 2pp, 52639:262-62539:263. 

9002020246 Ack receipt ol 860929 lir informing NRC ol correcllvo aciione in losponse 
10 violat'ons noted In insp Repts 60-327/89-t4 & 50-328/88-14. 

WILSON.B.A Assistant Dlrecloi tor Projects. 90/01/16. KINGSLEY.O.D. Tennessee 
Va'loy Authority. 2pp. 52539:277-52639:278. 


9002010204 Responds to 801129 It/ ro NRC Bui'Olin 66 002. "Rapdiy Propegsilng Fa- 
tigue Credra in Steam Generator Tubes " 

RAY.M-J Tennessee Valley Authority. 90/01/24. Documoni Control Branch (Docu- 
ment ConiroJ Desk) 9pp 52505003-52505011. 

9002010248 Confirms 000123 lelco.n ro cnlorcomeni conference lo be hold In 
RockiAne.MO on 900214 to discuss ui-l apparent weaknossoa In corteciive action & 
readuHon of RHR purnp deadhead ng issue Proposed agenda end. 

IVItSOAf.S A. Assistant Oiroctor lor hspecilon Prog'flms 80/0 1 /24. KINQSLEV.O.D. 
Tennessee Va'loy Authority. 4pp. 52504:350-52504 361 

0002060210 Responds to Qer\eric Ltr 69-13 re svc water sys problems aflocting safety- 
related eqdpment. Program lo perform periodic Insps of Iniako eiruciura will be 
developed. Browns Ferry response extended 30 days per discussion w/G Gears. 
FtAY.MJ. Tonnossoe Valley Auihonty. 90/01/30 Oocumeni Control Branch (Docu- 
ment Conirol Desk) 20pp 52584 282-52584-300 

9081230128 NRC Into Notice 90 005, "Inter-Syslem Discharge of Reactor Coolanl.” 
Svc list encl. 

ROSSi.CE Division of Operalionai Events Assessment (Post 870411] 90/01/29. 
Consolideiod Edison Co of New York. Inc. lOlpp 52535:125 52635 227. 

9001230176 NRC Info Notice 90-006, '’Potential lor Loss of Shutdown Cooling While at 
LOW Roaclor Codant Levels. " Svc list end 

nOESi.CE Ow.vion of Operalionai Events Assessmoni (Post 870411). 90/01/29 
Conso'idoted Edison Co. 0/ New York, Inc. lOipp. 52535.025 52635:124. 

9001240)60 NRC Info Notion 90-007, "Now Info re Insulation Mail Pertormance & 
Debris Biochags ol PWR Conlainmqnt Sumps " Svc list end. 

ROSSI.CE O.vtSion ol Operational Events Asaessmoni (Post 870411). 90/01/30. 
Conso'-Klalod Edison Co. of New York, Inc 06pp. 52535 226-52535 320. 

9002150268 Forwards Insp Repts S0-327/S9-29 & 50 328/09-29 on 001205-900109 & 
rrotice Ot violation. Woeknqsses observed In safety evaluation process & NRC bulletin 
response which waneni add NRC review 

lV/tSON.0A Aaswiant Otrecior for irtgpedlon Programs. 80/01/30. K/NOSLEV.O.D. 
Tennesson Veiloy Auinoniy. 3pp. 62667.006-52657:030. 

-6(»>3160289 Noice Ol v-oiaHon irom Insp on 091205-900l09.Vio!a’.ion neled.from 
09iOO3-i2i5.he8i uaemg removed from rpfuoling water sierage lank level irensmll- 
lers b-Jt condition aifvorso to q’joi ty ropl not iniiiaiod. 

WILSON, 8 A Asg.s'arit Dirocic for inspection Programs. 90/01/30. 2pp. 62657:009- 
$2657010 

-9002(60291 'nsp Rqpis 50-327/09-28 S 50'326/e9-29 on 691205-900(08. VToiations 
noiotfMalor areas Inspected cporoiionei seioty vorlficotion, including conirol room 
ob$nn/ehons.eeicouards, radiaiion protoet on & ays iinoups. 

JENISON.K. W/CtSON.LJ. neg'on 2. Ole of the 0.roctor. 00/01/31. 2epp 
52067 011-52657:038 

9001250020 Suppi 2 10 NRC Into Noilco 80-023. "Potential lor Gas Binding o( MPSI 
Pumps Ouring lOCA ” Svc Hsl end 

nOSSl.CE CKvfsion ol Opormional Evonis Aaseasmeni (Poet 8704)1). 90/01/31. 
CortBO'iMtad Srtison Co 0 / New York, inc 85pp 52533328-52534.062. 

0001260198 NRC Into Noiice 90-008. "Kr-8S Vfazards Kiom Deca/od Fuel" Svc list 
end. 

ROSSl.C-E Division ol Oporeiionel Events Assessment (PosI 670411). 90/02/01. 
Cortsol dated Edison Co. of New York. Inc 77pp. 625B3:100-626Q3:2SS. 

9902090165 Forwords noiico of v.olat'on Irom NRC Investigation Repl 88 016 re accura- 
cy & comploionoss ol statomo.nts mode by senior TVA exacullvos at 06031 1 Commis- 
sion meo('ng.Civ(l penaity not proposed since TVA has impiomenfed programs. 
CRUTCHFIELD, O. Associate Dlioctor lor Special Projects (Post 890101). 90/02/0). 
nuNYON.M. Tennosseo Valley Auihorlly. 4pp 52626.036 52826 042. 

-9002080171 Notice ol violation Irom insp on 860420 0616 Violations notod failure to 
inlorm Commission that OopI ol Labor (DDL) invostigalors biased against TVA & a‘-l 
(XX decisions should bo eppeaiQd as matter of policy. 

CRuCTHFIElO.O D.vislon ol Reactor Projects • III, IV, V & Special Projects (Post 
870411) M/Q2/01 3pp 62626:040-52626:042 

0003120101 Corroded Hr discussing NRC Investigation Rept 86-015 & lorwarding notice 
ol violation ro util handling ol charges ot harassment & Intimidation ol lour 
enwtoyees Wore H5 Songor aiili util emp-oyee.NRC would consider addi actions. 
CnUTCHFlELD,0. Associate Diector tor Special Ptojocis (Post 690101). 60/02/01. 
RUNYON.M. Tonnossoe Valley Authority. 4pp. 52S16;t88-5261S:165. 

-9003130115 Notice of violation from Investigation on 500428-0916. Violations 
notod:(alluro ol HS Sanger (util generel counsel) 10 inform NRC that util concluded 
(hat Oopt d( Labor Investigators hlasod against utii. 

CnUTCHFlELD.D Associate Director lor Special Pfojecto (Post 990101) 90/02/01. 
3pp. S2615;1B2-52616:19S. 

9001290102 SuppI I to NRC Info Notice 88-030. "Target Rock Two Stage Sslety/Rel'el 
VaK-e Seipdni Drill Update." Svc I st encl. 

ROSSI.CE. Oivlslurf ol Operational Events Assessment (Post 870411). 90/02/02 
Consottdaied Edison Co. of New York, Inc. 78pp. 52556-236-52556:317. 

900)300424 NRC Info Notice 90-009. "Exionded Interim Storage of low Level Rad- 
wasio by Fuel Cycle & Metis Licensees.” Svc list end. 

CUNNINOHAM.R.E. Division ol Industrial & Medical Nuclear Safety (Post 670729]. 
00 / 03 / 05 . f^nsol dated Edison Co. of Now York, Inc. 106pp. 52583:257-52584 004. 


S. Reportable occurrences. LERa & related correspondence 


9002080133 RO.on 900i26.liro suppression sys declared Inoporeble due lo oxiendod 


DOCKETED ITEMS 


9002220371 Port 21 repi td fr.ant ol Auiomaic Valve Corp WSIV A/o' maifi aieam rel'fll 
vaNe us 10 spanner wrencn m order to avoid solenoid valve siom daffiago.pa/ 1084* 
85 chanoe in Oesign l^aiM insijvcilona encl 

MUTCH'NS T Automatic Valve Corp. 00/02/02. NPC • No Oete.lad Affiiatoft Oiwao. 
38pp. 52733 068 52738:106. 


9002230681 lER SO-OOi-OOon 9001 l2,Um.ting Condition lor Opoiatlon 3.0.3 entered 
wtien three of tour lower compartment cooler fan molora exceeded luDdcetion 
Irecoency.Ce'Jsed Py personnel error.Peisonnel cour.8e'e()V</9002Q9 W. 

SPENCER SW. BYNliM.J fl. Tennessee Ve'ley Audionty. 90/02/00. 6po 52712-253- 
62712 25?! 


DOCKET 60-329 MIOUNO PLANT, UNIT 1 


9001390102 Suppi 1 to NRC Into Noiico 88-030, ' Target flock Two-Stage Satervmt'.) 
VeVa Soipoihl Drift Update." Svc l.ai end ^ • 

BOSSLCE. Division ol Operational Events Aasossmeni (Post 9/04tli Mm},-, 
Ccnso-tdaied Ediaon Co. ol Nov/ Ycrk, Inc. 7epp. 62656 230-525S6 317. 

9001300424 NRC Info Notice 00-009. •'Extondod interim Storege ol Low \.e/ai Pm 
waste 6y fool Cycis A Mfl'ia Licensoea." Svc list onci 

CUNNlNQHAM,fl.E. D.vlalon ol Irduslriai A Medical Nuclear Safoiv (Post 8737x- 
90/02/93. Consol daiBil Edison Co. of New York, Inc. t08pp. 52683 257-5J5e4^ 

9002130f94 Partial response lo PCiA requoaiApp N A O documents availsbia r 
POR App O documania encl.App P documonls wuhtieid (ref FO.'A Exemption 5) 
OflrM^EY.0 H. Olvialon of Freodcm of Inlormailon A PublicatloriS Services '»«■ 
8903051 90/02/08- PEPPEflMAN.D.R. Blocher A Cotilns. 8pp 62595:158-5J59sVy,' 


A. Appileatlon/construcllon stage documents A correspondence 

9001290081 Qenenc Ltr 90-02 to a:i LWR I ce-iseea A eppl-ca.'iis re aliernaove require- 
manis foi luel assembles '-n design features secLon of Yech Specs Svc LW end 
PARTLOW.J Q. Associate Director lor Prelects (Post 8704f t). 0£l/O?/Oi. Ccnsolkfet- 
ed Edison Co. of New York, Inc. 39pp. 52637.055- 52637. 093. 


-8807270182 Requests that appropr ate project monager contact identliied uliAiv} 
Vida tnlo ra putcnase of circuit breai'ace teem suspect companies. 

MATTHEWS, O.B. Prolect Dirociorato 11-3 08/07/18. BUTLER, W.R. Pro|ect D-ec-sra-s 
1-2 6Spp. S260S:3l6-52Sg5344 


DOCKET 60-331 DUANE ARNOLD ENERGY CENTER 


O. Inspection reports, IE Bullellni A correspondence 

9001230126 NRC Info NoLce 90006, "inier-Sysie.Ti Oischa/ge ol Reactor Coo'ant" 
Svc Let enci. 

ROSSI, CE. Divis.on of Operaticnal Events Assessment (Post 870411) 00/01/20 
Consolidated Ed.sonCo ol Now York. Inc. lOipp 52535 128 52535227 

9001230175 NRC Info Notice 90-006, "Potential lor Loss ol Shutdown Cooling Wole ai 
Low Reactor Coolant Levels " Svc l.si end 

ROSSi.CE Dtvision el Operat.w.et Events Assessment (Post 870411) 90/01/29 
Consol-dated Edison Co of New York, Inc lOfpp 52535 025-52535124 

9001240190 NRC Into Haiice 90-007, "New Into te Insutstion Mail Periennance A 
Debns B-'oeVago ol PWR Containment Sumps " Svc l.sl end 
ROSSi.CE Division of OperaLonal Events Aasessmeni (Post 870411). 90/01/30. 
Consoldaied Edison Co. el Now York, me S9pp. 52535 228-52535 329. 

9001260020 SuppI 2 to NRC Info NoUce 66-023, "Potential foi Oas Bndng of HPSi 
Pumps Dunrtd LOCA" Svc list e.nd 

ROSSI.CE Orvision el Operational Events Assessment (Post 6704ii). 90/01/31. 
ConSQl-daied Edison Co. ol Now York. Inc. 9Spp. 52533 329-52534 062 

0001260198 NRC Into Nguce 90-008. "Kr-8S Hazards fro.-n Oocayed Fuel." Svc i$i 
end 

ROSSI.CE DmsIod ol Opaiatlonai Events Assessment (Post 6704ii). 90/02/01 
Consoi-datad Edison ol New York, Ins. 77pp. 52583:160 52583:256. 

9001290102 SuPpi 1 10 NRC Inlg Not.ee 66-030. "Target Rock Two-Siage Saleiy/Rehel 
vaiva Saipomt Onii updsia " list anci. 

ROSSl.Ce Division of OpdeLonai Events Assessment (Post 6704ii). 90/02/02. 
Consolidated Ed.sert Co of New York, me 78op. 52596 236-52550317. 

9001500424 NRC Info Nouca 90-009, "Extended Interim Sigrtge ot Low Level Rad- 
waste by Fuel Cycle A Metis Licensees " Svc fist end. 

CUNNINOhaM.R E. 0.-vision of industnai A Med ea! Nudea-' Safety (Post 670729). 
00/02/05 ConsoiiOalOb Edison Co of New Yoik. Inc tOSpp 52583257-52584.004. 

9002130194 Partial response to FOIA rcquesi.App N A 0 documents evaiiapie n 
POR Apfj 0 documents end App P documents wimhetd liei FOlA Exemption 5). 
GRIMSlEY.O.H Division of Freedom ol Inlormaion A Pubi-caLons Servfcas (Post 
890205). 90/02/08. PEPPERMAN.O.H. B.'OCher A CoMns. 8pp 52605-156 52505230. 

-8807270182 Requests that appropnaie p/ojeci manager coniad identified uU A pro- 
vide info re purchase of circuit breakers from suspect companies. 

MATTHEWS.O.B. Ptojeci Directorate li-G 86/07/te. BUTlER.WR. Pro.ied Orecicrsie 
1-2. 55pp. 5259S 316-52595 344. 


DOCKET 50-330 MIDLAND PUNT, UNIT 2 


A. Appileatlon/constructlon stags documenls A correspondence 

9001290051 Gonorlc Ltr 90-02 to all LWR I censees A app'icants re alternative requ’re- 
menis for fuel aasemb.'les in design features section of Tech Specs Svc Ifsienci 
PARTLOW.J.G. Associate Director tor Projects (Post 670411) 80/02/01 Consoldet- 
Od Edison Co. ol New York, Inc. 39pp. 52637.055 52637:093 


Q. Inspection reports, IE Bulletins A correspondence 

9001230126 NRC Info Notice 90-005. "Inier-Syslem D’seharge ol Reactor Coolani" 
Svc list end 

ROSSI.CE. Oivieion ol OpetationBi Events Assessment (Post 870411) 90/01/29 
Consoldaied Edison Co of New Yoik, Inc. lOIpp 52635:125-52535 227. 

9001230175 NRC Into Nobce 90-006, "Ppiential lot Loss ol Shutdown Cookrto Wh£e at 
Low Reactor Coolant Levels." Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 670411) 90/01/20 
ConsoHdated Ed-son Co. ol New York. inc. lOlpp. 52535 025-62535:124. 

9001240190 NRC Info Notice 90-007, "New Into re insu'ation Metl Performartce A 
Debris Blockage ot PWR Coniainmeni Sumps " Svc list end. 

ROSSI.CE. Diviaion ol Oporai-onal Events Assessme.si (Post 670411) 90/01/30 
Consolidated Ed.son Co. of Now York, Inc 99pp. 52535 228-52535 329 

9001250020 Suppi 2 to NRC Info Notice 88-023. "Potential fpr Qaa B.'na.ng ol HPSI 
Por^ During tOCA." Svc list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 90/01/31 
Consol-dated Edison Co. ol New York, inc. 95pp. 52533.329-62534.082, 

9001260198 NRC Info Notice 90-008, "Kt-85 Hazards From Decayed Fuel" Svc ksi 
end 

ROSSI.CE. Otvt^n of Opetailonai Events Assessment (Post 870411). 90/02/01. 


F. Securtly, medical, emergency A (Ire protection plana 

9002060008 flevisod EPiPs.ir'.dud ng Rev 7 lo EPiP 2.1, Rev 10 to EPiP 22 A Raven 
EPIP 3.f.W/800l24ltr 

‘ lOwa Clecblc L<ghl A Power Co dO/Of/IO. I22pp. 52559.034-52559 155 

9002060014 Forwards "Dupno Arnold Ennrgy Ctr Silo Specific OllsHe Radioogcit 
Emergonev Preparodnpss Alen A Notificat'on Sya OA Vediciailon " Rapt sum.-n^^ 
ertginea.'4ig oosign sys Sys artoqiiato -n ovarii of inif'ologicai omergoncy at sia 
PETERSON.GC Fedoinl Emergency Managomeni Agency. 00/01/16. TAYLOR, jm 
O lcoi mo ^ocuiive Dl.'eclor fpr Oporetiona. Ip 52SS0'060-S2S5e 345 

-9002060018 "Ouano Arnold Enorny Cir Site Specific Qiiaiio Radioiop cai Emergenc* 
Prepatednosa Alan A NoiilicatipnSYS OA Vorificaiion " 

* Fodemi Emaigoncy Mansgorronl Agrincy. 09/00/14 277pp. 02550 069-5255834! 

9002080271 F^a'ds "Unannpuncod Oritl Evatuptipn of impiemontaliori pi Slats 5 
Local Redipiogicei Emorgoncy Responso Plans" No modequac-'es ide-niiisd c.rti( 
dti I panic peiod in t» Benton A Linn Couniios of Sisio of lA 
KWiAIKCmSKi.D Fadorai Erno.-goncy Msnepomonl Agency. 90/01/22. CONGELPJ 
Division ol ReOiaiion Protociiun A Enipigoncy ProparoJnosa (Poet 070411). is 
62588: 1 67-52500 183 

-9002060274 "Unennounced Dnii EvaiuohO') ol Iniplumqniailon ol Slate A Local Radu 
leg cel Emergency Response Plans " 

* Federal E/nergoncy Managomoni Agency 00/01/00. I6pp. 52560:166-52586'IS3 

9002090312 Advisos that flav 5 lo umomoncy lo^onsu plan mpata planning aids d 
10CFR50 47(0) A roQvliamcnia of lOCFRSO.App F. 

GREOER.L H. Region 3. Ole of iho O-rocior a0/oi/3i. HU.L. Iowa Electric LcN 5 
Power Co- 2pp. 52599 000-52508 089. 


P. Operating license siege documonls A correspondence 


9001160404 Advises Ihal licensee 891031 rosponso to Gonnric Ltr 88-20. re indmCjil 

B ant exams.acceplabiB 

ALL.JR Project Oirociorelo 1113. 917/01/12 LIU.L Iowa ElocUic Light A Power Co 
2pp 62461:172-52461:173. 

9002010206 MoWiCBilon ol 900130 mooiing w/ul-1 in npckvlUo.MD io discuss engifw 
ing prtontles at plant A liconsoo actiona on lE/QE task lo'Cb on HPCi 
imnrovomenia.river waier allunn A plans lor coping w/docreaBOd river Hows. 

MALL.jR Project O.recioroloiil-3. 00/01/24. HANNON, J.N. Project Di/octorate 1.1-3 
3pp 62505.209-52505:211. 

9002080190 Advises that licensee vvl'l Inform NRC of complotion of initial eclivitiesie 
Genetic Ltr 60-13 within 30 days aliei staiiup from outago.per utli 891 103 sd'edjis 
MlNECtLO L Iowa EteeWe Ltahi A Power Co 90/01 /29. DAVIS.A.B. Reg on 3. 0*1: oi 
me Ofrector. 2pp. S2613: 100-62613- 191 

9001290051 Generic Lir 90-02 lo al LVvR Hconsoes A appricania ro alloinalWo laqu.'S- 
menie for (lel ossembl'es In des'gn footures aoci on ol Tech Specs. Svc lisi and. 
PAflTLOW.J.G. Aaaocaie Director for Projects (Post 0704fl). 90/02/01. ConsoWa; 
ed Ed-son Co. ot New York. Inc. 39pp. 52637:055 52637.003. 

9002130208 Advises that licensee 891031 response to Gonenc Llr 89-16 re insiallasw 
of hardened wotwolt vent acceptable, based on Intention lo voluntarily Install wev-al 
vent per lOCFRSO 59. 

HALLJ.R, Pipjecl Oireciotaia 111-3. 00/02/08. LlU.L. Iowa Eleclric LlgM A Power C« 
2pp. 52834 281-52634:262. 


Q. Inspection reports, IE Bulletins A correspondence 

9001300496 Advises that droH linal lopt tor closeout ol 16 Bui.'eiln 79-23 lour'd 
accep!able.LoBd engineers lor IE Bulletins 64 02,80 06 A 07-002 reassigned as 'isiM 
BEnUNGEn.C.H. Genenc Communications Branch NRC-05 65-157. 90/0l/li 
LOFY.H.A. PARAMETER, Inc. 3pp 52513:256-52513:268. 

9002060134 Responds to NRC 091227 ltr ro violat'ons A proposed imposriion ol t>vi) 
panaltyCvrectivO BCiion8:{ourtoen Improperly inaulaled apiicea ropalreij per laciiiiy en- 
viron QuaUiceticn program. 

MINECK.D.L. Iowa Efoctflc Light A Power Co 90/01/26 LIEBERMAN.J- Ole of En- 
iorcerrant (Post 870413). 9pp 52560:142-52560:150. 

9001230126 NRC Info Noilce 90-005, "Inter-System Discharge of Reactor Coolani" 
Svc LSI encl. 

ROS^C Dik/iftlnn nf nAnrAhnnal rs/Ant4a AefincorVkant A7Di]l1V 


HOSbi.Ob uivision ot uporahona' tvonis Aasossrr.eni (kosi u/u4ii) du/ui/^d. 
Cof.sol ialoa £d SO.'i of Now Yo'k. Inc. lOlpp 52535 025-62635 124. 

S001240t{l0 NHC Inlo Nolico 00 007. "New Inio ro Insolation Mail Portormanco i 
Debus B'ocl'age ol Pwn Coniainmoni Sumps " Svc i si en.ci 

ROSS;.CE Diws-on pt Opoiaiio.iai F.vonis Assossmom (Post 870411). 00/01/33. 
Conscl datfl'l Ed son Co ol Now Yo'l*. inc 99pp 52535 22Q-52535329 

9001260020 StppI 2 to NHC Info Noiico 00-023, "PotO.nUal lor Qas Ending o< HPS! 
Puirps Ou'ing LOCA " Svc list end 

ROS.'-l.C.E Division ol Operational Events Assossmoni {Post 970411). 00/01/31. 
Consclidaied Ed son Co of Now Yo'lr, Irc. 95pp. 52533 329-52534 06? 

9001260198 NRC tnlo Nstco 00 OOB, ' Kr-85 Hain-fts From Docayod Fuol" Svc 'ist 
oncl. 

ROSSI, CE Divison ol Oporalionnl F.vonis Assessmont (Post B704I1) 90/02/01. 
Conso'icalOO Edson Co. 01 Now Vo.'li. Ip* 77po 5256.1 I00-52£83.25fl. 

9001290102 Suppi 1 10 NRC Info Notice e0'030, "Targoi Rork Two Siago Saloiy/Rojel 
Vaivo Seipciiii Onit updaio " Svc i.si onci. 

ROSSI, CE O.vison of Oporatlonai Evonis Asaussmani (Post fl?04ifj. 00/02/02 
Conso'Ideied Ed son Co. of New York, Ipc. 78pp 52556 230-5255B317 

9001300424 NRC Inlo Nnlico 00 009. "Extonded Intonm Slorngo pt Low Lovel Rad- 
wasio by fuel Cyc'e & K‘aV$ L conseos " Svc I si end. 

CUNNINGHAM, R E 0 vision ol Indus'rlal & Medical Nucloer Saloty (Poei A70729). 
00/02/05 consoidated Edison Co ol Now York, Inc. lOOpp 52503 257 -52584;0O4 

9002120314 Ack recoipl c) 0C0126 Hr & pAymo-d Of civil penalty In amoenl ol 
$50,000 per NRC 09122/ Mr. 

LISGERMAN.J. Olc ol Enlorcarrionl (Post 070413) 00/02/06 I.IU.L Iowa Elociilc 
ugm & Power Co ip. 52617.103 52617.103 

9002150332 Responds to notice oi v.olaiion & preposod Impost! oit ol ciwl ponaliy uans- 
m.tied in NRC 9301 10 itr Conactive act.ons.acccndQiv caniammoDi opoiabJity last ro- 
vlsod to roquiro seci.ilng main plant axhausi sys diir.ng lasi 

UINECK.oL Iowa Flodrlc Light & Power Co 90/02/00 LIEDEMMAN.J Ole ol En- 
lorcoment (Post 070413). Opp. 52070 922-52676 229. 


S. Reportable occurrenceo. LERa 6 rotated correspondonco 

9002220371 Pari 21 ropi (o malm ol Auiomoic Vu'.vo Corp MSiV &/o> main sioam toiol 
valve using spanner wionch in ordu' lo avoid soloiidd valve atom dunrago.poi 1904- 
05 chango m design. Maim msituci ens unci 

HUTCH'.NS.T. Automate Valvo Coip 00/02/02, NRC • No Dotolod AiHiaion G.veo. 
3UDp. 52730 06Q-5273n 100. 


V. Operator Examlnatlona 

0001310085 Provides Info to gono'c fundemumals uiom aoctlon oi oporaior icononn 
exam cn 900207 & advrSPS thsl rPU'ls of exam should bo avoiiab'o withn 3 wks loT 
tow no complotisn at oxom 

WRIGHT.Q.C Ron on 3, Ole ol iho Oi'cctor. 00/01/16. CommonwodlMi Edison Co 
6t.p. 52407.2I3-52407 2I7. 


DOCKET 60033 JAMES A. FlHPATRlCK NUCLEAR POWER PLANT 


F. Security, medical, omergancy 6 tiro protoction piaris 

9001300339 Fonwarda Insp Ropi 50-333/09 11 on 0OlOO6.l2O2.Concorm talsod ro in- 
aiiantion to OOtail during surveilVinco lasting, causing roactoi sciam on 09l>05 0 
ROIC ays isolai.on on eui I2u. 

LINVILLE.3C Rogion i. Ole ol mo Ciroctor. 90/01/23 FF.RNANOE2.W. Now York 
Power Authority (formorly PowOi Aulhodty 01 ino Siatd ol Now York) 2pp. 52409 259- 
524C9.274. 

-9001300333 Insp Rdpt 50 333/60-11 o.n n0iOO0-l2O2.Two lir.ansoo idoniiliod noncliod 
violailons nolod Maloi eions mspnclud: plant opoiat'Ons.aoctirrty.sutvolHonco 0 
ma'nLomergcncy prepsiednusa 0 onninoorlr.g 0 technical auppcrl 
MEYER, G.w. Region 1, Ole ol the Oifccior. 00/01/19. 14pf». 62400 261-52409 274. 


P. Operating license etage documents A correspondence 

9002060051 Forwards proprietary NEDC-31607P, "Updated Saloty RoixH Valvo Per- 
formance Regulrarr.enis lor JA Fitzpatrick Nuclear Power Plant." Support ot ut.l 
891220 proposed change lo Tech Specs.nopi w/lhhold (rol t0CFR2.79O) 

ORONS.J C. New York Power Aulhoniy (formorly Pownr Aulherrty o< iMo Siato ot Now 
York). 90/01/16 LAQARGE.O.E. Pfo.eci D.rociorato 1-1. 0pp. 52660.t61-52560-166. 

9002060130 Discusses util response to Generic Lir 09 16, "insiatlaiion of Hardor>od 
Wetwoil Vent." Issue should bo resolved as pari of ind.vidual plant evs'uoiion/PRA 
avaiuai.on curroniiy in progress. 

LA9ARGE,D.E. Pro.eci Clroctoralo 1-1. 90/01/22 BRONS.J.C Now York Power Au- 
thority (formerly Power Authority ol Iho Stale ol Now York) Ppp 6255B021- 
52550:022, 

9003050265 Foiwaids correclod pagos lo Amunds 134,135.137.147 & 149 lo Llconse 
OPn-69. 

LABARGE.O.E. Ptoiocl D.roctorato I t. 00/01/24. BRONS.J.C, Now York Power Au- 
thority (formoily Power Authority of Iho Stale of Now YotM 4pp. 52548 212- 
62546 226. 

-9002060344 Conocled Amend 134 to Liconso OHH-SO,ioplaong Pages vl.l23 0 134. 
‘ NRC • No Oota'Iod Affiileiion Civon. 90/01/24. 3pp. 52548:216-52540 210. 

-9003050349 Corrected Amend 135 to llconse DPR-SO.roplacIng Pago 244a. 

* NflC • No Oeia'iod Affi'ietion Given. 00/01/24. ip S2540.219-5254B219. 

-8002060351 Corrccied Amend 137 to Liconso DPR'59,replaclng Pagos II, vi,247,247a 
0 246. 

• NRC • No Oeta.l 0 d Affil'allon Given. 00/01/24. 6pp. 52548:220-52546:224. 


—9002050357 Coirecied Amend 140 to License OPR'56,(op!acing Page 149. 

• NRC - No Oeia led Alti iai;on G./O.n. 90/01/24. tp. 52546 226-52540 226. 

9002060441 Advises that ird.viduai plant oiam approach, methodology 0 schedule, por 
Ge-teric Ltr 06-20, contained In uiii 691027 Hr, acceptable Schedule changes should bo 
reporiod to NRC 

LA0ARGE.de. ProjOCi Oirocloraie l-t SO/OI/30. OflONS.JC. Now Yoik Power Au. 
Uwrity (lormaily Powoi Authority Ol Iho State of New York) 2pp 52542.200. 
52S42 209 


9001290051 Generic Lir 90-02 to a'l LWR licensees 0 appUcanis ro alternative requue- 
moms lor fuol essemb'ies in des gn leaiures section ef Tech Specs Svc list oncl 
PARTLOW.JG Associatu Director (or Pro|ocls (Post 8704ti). 90/02/01. Consolidat- 
ed Edison Co of New Ycrk, Inc. 36pp. 52637:055-52637 003. 

9002220576 Fofwards Saloty evaijation concluding mat procedures generation package 
submiiiod by 030630 0 65091 1 lire shou'd bo rovlewed lo edd'ess program, maiic im- 

f rovome-'ita ouilned h oval-uallon. 

ABAflGE.OE, ProlQCl DYocloraiO 1-1 90/02/13 DRONS.J.C. Now York Power Au. 
thonty (formerly Power Authority ol iho State of New York). 3pp. 52696:259- 
52696 271 


-9002220660 Safety ova'ualion cor.c'.udmg that piocoduros generation package should 
be revised to ariifiess items listed in evaluation, to odoquet^y eddross requirements ol 
Genet 4: Ltr 02-33 0 accompi sh objociivos in NUNEO'0899. 

• NRC • No Oola/od Allitiat on Given 00/02/13 10pp. 52606 262-52696 271 

0002239042 Forwards rosponso to Ger.cil: Ltr 69-13, "Svc Water Sys Problems Aflocl- 
log Saioiy-Retaiod Equ.pmeni " Testing qi ciiculeiing waier/svc water sys for mussels 
willbog.r) Spring 199b 

SRONS.J C Now York Power Aulho'lty [lormeily Power Aulhorlly ol the State Ol New 
York). 00/02/13 Document Control Biancti (Document (Ikintiol Desk). 6pp 
52700 284-52709 209 


O. Inapeciion reporia, IE Bulioilns A correspondence 


0001300496 Advises that draft l.nai lopi for closeout ol IE Oulioiln 70-23 found 
ecceptfiOio.Lead onginoeia tor lE Bu'loiins 04-02,00-06 A 87-002 toassignod as listed. 
BERLINGER.O.H Gononc Communications Branch. NRC05 05-157. 90/01/17. 
LOrY.nA PARAMETER, Inc 3pp. 62513 280-52513.25B. 

9001300109 Responds 10 NRC Bul'clin 89 002, "Suoss Corrosion Cracking of High 
iiatdr'.ess Tyne 4i0 Stainless Steel irMomei Proioadod Ooitinn in Anchor Darling 
Model S350W Swing Chock Valves pr Valves ol Simiar Design No insp of valvea 

f orfoimod 

EHNANOEZ.W Nuw York Powo.' Authonty (lormo'ly Power Authonty ol ihe State ol 
New York). 00/01/19 Document Conirol Branch (DoeumonI ^nirol Desk). 2pp. 
52493020 62493030 

9002169070 NoMicalion of SALP Mgl Meoilng 9006 w/ulil on 900129 In King of 
Pruss-a.PA 

MEYER.G.W Rogron i, Ofc of tho D-iccior. 00/01/ 10. Region I, Ofc of Iho Df/ocfor. 
2pp 62670 120 52679 121 

9001300320 Fofwn'ds map Rent 60-333/09-11 Oh 09iOO6-t2O2.Concoins raised re In- 
aftonUon lo doiof during surveflianco lasi'ng. causing roaclor scram an oeitOS 0 
RCtC eye iSQleUon on 001 129. 

liNviLLG.JC Region 1 , 01c ol the Director. 00/01/23, FERNANDEZ, W. New York 
Power AuUionry (formerly POwOi Authonty ol tho Stole Of New York] 2pp. 52409 269- 
62400274 

-9001300333 Insp Reel 50'333/60-lt bn 09 1000-1 202.Two licensee Idanllliad noncitod 
violailona notod.Maioi eieas inspected: plant oporallons.securlty.Burvoillanea 0 
mainLemorgoncy piopaiodnoss 0 engineering 0 technical support. 

MEYER.G.VV RaQOn I. OtC ol the Dhoclor. 00/01/19. I4pp. 52460:261-52460:274. 

9001230126 NRC Info Notice 90-005, "Intar.Sysiom D'sehargo of Reaclor Coolant." 
Svc I si oni^ 

ROSSi.CE Division ol Operol.onal Evoms Assessmonl (Post 070411) 90/01/29. 
Censoixtaiod Edison Co of New York, Inc. lOipp, 62535.125-52&35r227. 

9001230176 NRC Info NoHca 90 006, "Polonllal to.' Loss of Shutdown Cooling Whilo at 
Low Roaclor Coolant Levels." Svc list end. 

ROSSi.C.E. Oivlson ol OperaHonal Events Assessment (Post 070411). 90/01/29. 
Conso'Idatod Ed, son Co ol New York. Inc. 101pp. 52636:025-52535:124. 

0002070419 Forwards prooulago IQSCC insp plsn lor upcoming 1990 rofueilng 
oulago.Util vAll not routinely subrn'l preouiago plans In Mure per Generic Lir 68-01 A 
NUREQ-03ia 

BRONS.J.C. Now Yoik Power Authoilty (lormerly Power Authority of the Slate of Now 
York). 90/01/20. Document Conuol Branch (Document Conbol Desk). 2epp. 
52507 .250- 52587 285. 

0002090100 Responds lo NRC 891220 Hr ro violotions notod In Insp Ropi 60-333/69- 
2l.Coireciivo acilon:background Instrumentation results will bo reviewed on periodic 
basis. 

FERNANDEZ. W. New York Power Aulhorlly (formerly Power Aulhor/ty of Ihe Sfalo of 
Now York). 00/01/20. Document Conirol Branch (Oocumont Control Desk). 6pp. 
62826:264-52626 256 

9001240190 NRC Info Notfeo 00-007. "Now Info ro Insulation Mall Porformanco 0 
Oobrfs Blocksge ol PWR Conialnmeni Sumps." Svc list oncl. 

ROSSI.CE. Division ot Operational Events Assessment (Post 070411). 90/01/30. 
Consolideiod Edison of Now York. Inc. 90pp. 52535:220-52535:320. 

90012S0020 Suppi 2 10 NRC Info NoHco 80-023, "Polonllal lor Gas BInd.ng of HPSl 
Pumps Ourtrra LOCA." SvC list end. 

ROSSi.CE. Division of Operational Events Assessmeni (Post 670411). 90/01/31. 
Consolidated Ed son Co. of New York. Inc. 95pp. 62533:329-52634:062. 



9OO13S0I02 Suppi I to NRC Into No'ico ed-030. "Te/gel Rock Two Siago Safety/Rotief 
Va've Seipo'nt Dnii UpPaio." Svc I si oncl 

ROSSI, C.E. Division cl Opeist'onal Events Assessment (Post 870411). 90/02/02. 
Consc'idated EcJ son Co. o( New York, Inc. 78p0 52556 238 52556.317 

6001300424 NRC Into No'.'co 90-009, ''Extended interi.Ti Sioieqe o< Low Lovel Rad- 
waste by Fuol Cycle 8 hiai's Licensees " Svc list oncl 

CUNMN'ORA.M.R E Oivis on ol Industrial 8 Medical Nuclear Salety {Post 870723). 
90/02/05 Conso'ldaled Edison Co of Now York, ins I08pp 62S83.257-52SB4.094. 

6002160049 Adv.'ses that util 9001 19 response to NRC B'jl'et n 69 002 ro Ancnoi Oar- 
I no Model S350W swtng chock vaNos eccoptab'o Responso Ind.caied that no valves 
oflype doscnbed in buliei’n used at faci'ity 

LABARGE.QE Prolect Oirectoralo 1-1 90/02/08 0RONSJ C. Now Vcrk Power Au- 
thonty (lormofly Powoi Authonty ol the State ol New York). 2pp 52668 322- 
52668323. 

9002210578 Forwatds safety ovs'uatiori ccmc'udng that procedutes genetaticn package 
submtted by 830630 8 850911 Itis shou'd be reviewed to address piograrnntaUc im- 

K jventoris Out mod in ova'uat on 

eARGE.O.E. Projoci Orectoraie l-t. 60/02/13 BRONS.JC New York Powa' Au- 
thority (loirnedy Power Authority of the State ol New York). 3pp 52666.259- 
52696271. 


n. Periodic oparaling reporla 8 raialed coneaponderiee 


9002230504 Monthly operating repl for Jan 1090 for JA Fiupairlck Nuclear Power 
Plant W/9002t2Itr. 

COOK J , FERNANDE2,W New York Power Authority (lorrnerly Power Aulhcrity ol the 
Stale of Now York) 00/01/31. 7pp 52709.282-53709 266. 


8. Reportable occurrences, LERa & related correspondence 

9002060407 LER 89'026-00.on 891 lOS.roactor scram from (ull power occurred due lo 
problems w/turb'ne electro-hycreui c control Sys.On 69i220.conuecior not'.ed u'-il 
that valves tested did nol actuate within setpoint as re<iu:iedW/900t26 Ur 
FiSH.H.C, FERNANDEZ.W New York Power Authonty (formorfy Powot Authonty ol 
the State of Novr York). 90/01/26 Opp S3S60 003-52569 008. 

9003080139 LER eQ'020-01 On 991 tOS.reactor scram initiated by high APRM neutron 
Cux (rom pressure transient from turbine control vaNo closure Caused by voM cdapse 
In core moclor«lor. Cornpuier programm ng cl'Srged re transient dai8.W/900l29 lir 
FISH.HC., F6RNAN0S2.W. New York Power AuthoatV (lormarly Power Auinor-ty ol 
the State of Now York). 90/01/26. rpp. 52590 020-52590:026. 

9002220344 LER 69-0)6-01:00 eOlOOO.HPCl high atoam flow s'gnal dosed UPCi out- 
board steam supply isolation vaNos.causinn iso'ation oi logic cvcvtt.Caused by ovotiy 
conservairvo vs'ue for (low Isolation s'gnai. Sensor vented w/900206 iir 
fISH.HC, FERNANDEZ, W. Now Yorli Power Aothonty (lormoriy Power Authonty O- 
the State ol New York] 90/02/06. 7pp. 62679.025<52679'03i. 

9003320303 LER BO OtO OVon 891031, KPCi tufb.ns declared inoperable duo to otectrf- 
cal ground In speed control circuit Caused by cendvctivo corrosien products between 
emphenoi typo connector & mounting plate Connector cleaned in/9903i 2 tv. 

FI3HHC , pERNANO£Z,W. Now York Power Authority (formarfy Power Authonty el 
the sceto of New York) 90/02/t2 7pp. 52656 083 $2659 069. 

9002360446 LER 90-00i-00.on 9QQii9, reactor scram occurred d-jring caLbi ol teactoi 
water level Inslrumentaiion.reauiing In valvo packing loak 8 causmg faiso tow waio-' 
level Caused by rapid valve movement Event reviewed W/9003t6>t' 

FISH,HC., FERiNANOEZ.W. Now YOrk Power Auihoriiy (formorly Power Aulhor-ly of 
the State of New York) 90/02/18. 7p0 53732018-53723.024 


U. Congraaslonal/Execullve Correapondance 


9003050024 Discusses R8 Clough vs NRC 8 SA Hleii vs PSE8G cha'ioogino random 
drug testing plens,per NRC fitness for duty rule 10CFR26 Recipient wg|^ kept ap- 
prised of developments In cases. 

CORDES.J.F. Sollcilor (Post 660701) 90/01/03. 6REAUX,J.B Senate. Env.ronmonI 8 
Pub'lc Works SMARP.p, House of Rep, En-viror.meni 8 Pubic Wcrks UOALIMIC 
House ol Rep., interior 8 Insular Aliairs 10pp. 52542.054-52642:063. 


V. Operator Examinations 


9002140364 Forwaids revised NRC Forms 398, "Personal Qualifications Slatemeni - Li- 
censee'’ 8 396. "Corlif.calion of Medical Exam by Facfity Licensee " 
respecuvefy App'Icaiions for licenses should be submIlted on revised terms bv 
900201 ’ 

QALLO.RM ReflOh i. Oft ol the Ohecior. 90/01/05 FERNANKZW New York 
Power Authority (lormerly Power Authonty ol Iho Sisio ol New York) Odd 52663 218- 


9002140111 Advises that admtnisirai'on ol generic futidatnonia's exam seci’on of writ- 
ten operator licensing exam will conform to listed reg'strailon 8 exam procese gutde- 
linee which will bo Included In next revol NUREG-1021 per Qoneric Lfr 89-17 
GALLO, R.M. Region 1, Otc of the Oiieclor. 00/01/24 FEHNANDEZW New York 
Power Auihority [lormerly Power Authority ol the State ol New York). Opp. 52653:t4i. 
52653!t4d, 


DOCKET 80-334 BEAVER VALLEY POWER STATION, UNIT 1 


bo conducted on 900501 Oommonis in objociivea should bo provided by900302W/c 
encl 

StESER.JO Duquosno Light Co. 90/01/23. LAZARUS.W. Region 1 , Ofc ol l-oOi.'ee. 
tor Zpp S2609.24B-62609.249. 

9002130025 Forwards Rev 9 to Issue 4 to physical security plan.Rov wiih'-eid {lal 
10CFfl2.7dO(d} 8 73 21) 

SlEOERJO. Duqueano Light Co OQ/02/01 Document Control Branch (Oowr*rt 
Control Desk) tp 52628:044-52626 044 

9002160181 Forwards Safety Insp Ropls 50-334/00 01 8 50-412/90-01 on SOG'.OS- 
\2.No vtotatiOAS noted 

DURftofP. Reg on I, Otc of Iho Duoctor. 90/02/07. SIEBER.J.O. Duquesno Lohi Co 
2pp 52670:087-52670 096 

-90031601B6 insp Repls 50-334/e0-01 8 50-4i2/90-0l on 900i06-i2No vfeaiorA 
noted Ma(or areas inspocted.fire protociion/ prevention program.inc'udng prog’art 
adm'ntairabon.fire bnnads iraining.OA audits 8 sun/a Hence tests. 

LARA.J. ANOERSON.C J Region 1, Ofc ol the Director. 90/02/01. 8pp. S297iioe» 
52670 096 


P. Operating license stage documents & correspondence 

9011290292 Responds to 691027 Itr ro util obligation to lept decommissioning In'o pev 
iflCFR60.7S Each l consoo may file ropt under 10CFR60.7S for pro rata share ol isac 
(oror kcensea deslgnaiod by co-Hconseas may file one repl 
MCkENNA,e.m Pokey Devalopmo.'it 8 Technical Support Branch (Post 8704111 69/ 
11/22 SIEBER.JO. Duquosno Light Co. 2pp 52343 344-52343:344. 

9003028251 Advises that Hcensao 691228 rosponso confirmed that schedule 8 locom- 
menriations fn Genpilc Lir 89-10 re motor- operaiad valve testing 8 surve iia'KO w-.' 
be mei Prenram verification wiU be addiassod via rogional Insps. 

TAM.P.S. Acject Diiecioralo 1-4. 90/01/10. STOLZ.F. Project DiKicioiato 14. Ip 
52524 126-52524 126 

0002020174 Advises that liconsoe 890223 & 03f7 responses lo Generic Ltr 86-17 ro 
progtemmod enhancemonls lor loss ol DHR appoprs lo meet Intent of dr but lacks 
detail Ulrl suggasiod to consider l.siod itoms to assure required actions addiossod 
TAM.P.S. Project D.iociorals 1-4. 90/01/24. SIEBER.J.D. Ouquasno Light Co 33p 
52540 071-52540073 

0002080110 Responds to rocommonded actions of Generic Lir 09-13, "Svc Water Sys 
Piobfoms Aliecimg SaloTyRoisiod Egu-pmoni ’’ Plant ays will bo malnia nod in cctP’>- 
ancew/IOCFR50.App A, GDC 44.QDC 45 & QD 46 App B.SocHon XI. 

SIEBER.JO. Duquosno light Co 90/01/20. Document Control Branch (DoCurhCfl 
ConUotOeak) IBpp 52594 246 52594:201. 

9002120319 Provides responses to Reg Guide 1.97 variabio (or aieam gonorato- wide 
level inaitvmeniabon 8 SER for p'snt & roguesia that NRC review inlo& consder e> 
copilna dovtailon on mouls of o<lslinn daslqn 

SiCBERJ.O. Duquosno Light Co 0o/0t/3i. Document Control Branch (Docuitkki', 
Control Desk). I3pp 5263lfll2'52630:t24. 

9001290951 Gone-tc Ltr 90 02 to s'l LWR iiconsoos & a^Lcsnts ro aitornativo loquvo- 
mentaior fuel assembiioa in das-gn toaiuros section of Tech Speca.Svc istorci. 
PARTlOW.JG. Assodslo Orocior for Projects (Post 070411). 90/02/01. Corsol>JS1- 
Od Edison Co of New Voik. inc 39pp. 62037:055-52637:001 

9002140069 Forwards Amend 150 to uconso OPR-66 & safety ovaluaiion. AmonJ re> 
vises Tech Specs to clarity 8 spocify loacior coolant horon dilution laquifomonis. 
TAM.P.S. Project Oirecieraio 1-4. 90/02/08. SIEBER.J.D, Duquosno Ughi Co Jpp. 
62650 175-52650:190 

>■9002140063 Annond 150 to License 0PR-66,revlsing Toch Specs lo clarify S spodty 
reader coolam eoien diimion roguiremoms. 

STOL2J F Project DueciOralB 1-4. 90/02/06. Opp. 52850.176-52860.1B8. 

-9002140096 Safely ovaluaiion simporling Amend 160 to License DPR 66. 

’ Ofice oi Nuclear Reactor Regulation, Director (Post 070411). 90/02/06. 4po 
52850 187-52650 190 


9092130193 Nodilcaiion of 900222 mooting w/ulil in Rockville, MD lo discuss 4cer>soe 
890414 Itr re atailon blockout Issues 

TAM.PS. Project OYeciotate M. 90/02/07. STOU.J.F. ProJocl Olrecloialo 1 4 2pp 
52646167-52646:168 

9002IM243 Forwards application for amends to Licenses DPR-66 8 NPF-73, add-ng 'e- 
qiAromenl Drat I20'von ac viia) busses be onorglzed Irom inverters connociod lo aa- 
sodated dc busses 

SIEBER.J.O. Ouquesna Light Co. 90/02/07. Document Control Branch (Document 
Con'rdOesk) 2pp 62675:131-52676:141, 

-M02160260 Application for amends to Licenses DPR-66 & NPF-73, revising ac disb'ibu- 
llon • rworati'ng spec lo more closely resemble wording contained In STS. 

S^9eH.JO Duquosno Light Co. 90/02/07. Ip. 52675:133-52676:133. 

~90021S02S1 Proposed Tech Specs revising ac distribution - operating spec to rwe 
closetyiesembte wording contained in STS. 

•Ouquesno Light Co. 90/02/07. 6pp. 52676:134-52676:141. 


O. Inspecilon reports. IE Bulletins 8 correspondence 

W02020261 Advises that licensee 891226 response confirmed that schedule & rocon- 
mendafidis In Generic Ltr 89-10 ro motor- operated valve testing 8 survollanco w(l 
be met Prorvam verllicatlon will be addressed via regional inaps. 

TAMjPS. Project 0:(ecLcxatQ 1-4. 90/01/10. STOLZ.F. Project Otrecicxalo 1-4 to 
52524:128-52824:126. 


9001900496 Advises ihat draft final tepi for closaout of IE Ou'lofin 78-23 found 
accopiabie Lead engineers for lE Quliet.ns B4'02.60-06 & 67-002 roeasfgned aa listed. 
BERLINGERCH Genodc Communlcaiions Branch NRC 05-85-I57. 00/01/17. 
LOFY.RA PARAMETER, Inc. 9pp 62513 258-62513 258. 

9002060353 Forwards Safety Insp Rept BO-SG-l/eO-OA on 601113-16 & noHco of wlo’a* 
tion. 

DURR J P Region 1. Ole of the Director. 00/01/23 SIEBER.J.O. Duquosno Lighi Ca 
2pp. 52555.255-52555:264. 

-9002060369 Notice Of violai'on from Insp on 891113-16 Violation notod ulirasoNc 
thictinoss profile for elbow ro sieam generaior norrle weld mdicared that countettats 
taper groalor than 16 degrees (or approx 30% ol wold length. 

• Region t. Ofc of the Director. 90/01/23. tp. 62555 267-52565:257. 

-9002060361 Insp Ropt 50-334/80-24 on 691113-ievioiatlona noletlMa)or areas 
inspected.damage Identified on mein leedwaier piping lines & performance & docu- 
moniatior) of proservlco insp on main loodwalor l-nes roplacod at time oi Insp 
KERCHHW CARRASCO J.E , OUVERI.M A Region 1. Ole of the Oiiector. 90/01/ 
12. 7pp 62555:258 52555-264. 

9001230126 NRC Info Notice 00-005. "inte/ Sysiom Discharge of Reactor Coolani." 
Sve list end. 

ROSSi.C.E. Division ot Operational Events Assessment (Post 870411). 00/01/20. 
Conso'IOatod Edison Co. ot New Yoi(>, Inc. tOfpp 52535:125-62535.227. 

9001230175 NRC Into NoLco 90-006, "Potential for Loss of Shutdown Cool r^) While at 
Low Reactor Coolant Levels." Sve list end. 

HOSSl.CE. Division o( Operational Events Assessment (Post 870411). 00/01/20. 
ConsoLdated Edison Co. of New York, inc. lOIpp. 52535.025-52635 124. 

9001240190 NRC Info Notice 90-007, "New Info ro Insu’aiion Mall Portoimance & 
Dobrts Blockage of PWR Contelnmeni Sumps." Sve list end 

ROSSI.C.E. Division of Operational Events Aasossmani (Post 870411). 00/01/30. 
Consolidated Edison Co. of Now York, inc. 90pp 52535 220-52535:320. 

9002120308 Forwards response to NRC Bullei.n 89 003. "Potential Loss ot Poquitod 
Shutdown Margin Curing Refueling Opoialiona." Rofuoling procedures for pCeni wA be 
revised prior to next refueling outage. 

SlEBERJO Ouquosne Light Co 90/01/30. Document Control Branch (Oocumoni 
Control Desk). Spp 52607 008-52607:012. 

9001260020 SuppI 2 to NRC Info Notice 86-023. "Potentlel for Gas Ondmg ol HPSi 
Pumps During LOCA " Svc list onci 

ROSSi.CE. DNision Ol Operational Events Assessment (Post 670411). 90/01/31 
Conso'idaled Edison Co of New York, inc. 95pp. 52533 329-52534 002 

9002070362 Forwards (^mblnod Insp Repts 50-334/90'05 & SO 412/90-04 on 900120 
& notice of violation. 

OELLAMY.n.R. Region i. Ole ot iha Olioclor 90/0i/3f. SIEBER.JO Ouquosno Ughi 
Co. 3pp. 52687:252-62S67;257. 

-9002Q7Q367 Notice Of vlolaHon (rom msp on 900i29.vioia(ion noted. Iicenseo shippod 
SeaVan containing contaminated scaffolding to Oak Ridgo.TN w/two hmes in stdes 
created during transit due to load shifting within van. 

* Region t. Ole of the Director. 90/01/31 tp 62607:235-6258/ 255 

-9002070386 Combined insp Repts SO-334/OOOS & 60'4i2/00-04 on 900129. vioia- 
lions noted Major areas inspecled review ol circumstances sunoundmo snipmorti ol 
ecaiiolding to Quadrex Recycle Cir.Oak Ridgo.TN on 900iiO. 

FIIRIA,J., BORES.R. Region 1, Ole of the Director. 00/01/30. 2pp. 52S87:2S0> 
62687:267. 

9001260198 NRC Inlo Notice 90-006, "Kr-05 Haterds From Oocoyod Euei." Svc Osi 
end. 

ROSSI.C.E Division ol Oporeiionel Events Assossment (Post 07O4U) OO/02/Oi 
Consolidated Edison Co. of New York, inc. 77pp. 52503.100.52683 256 

9001290102 Soppl 1 to NRC Inlo Notico 00-030, "Teroei Rock Two-Stogo Seioty/Rolol 
Valve Setpoint Drffi Updale." Svc lisi encl. 

ROSSI, Cb. Division ol Operational Events Assossment (Post 870411). 90/02/02 
Consol dated Edison Co. of New York, Inc. 76pp. 52656:238-52650 317. 

9001300424 NRC Inlo Notice 90 009, "Extended Inlorlm Storage ot Low Levoi Red 
waste by Fuel Cycle & Metis Licensees." Svc list end. 

CUNNINGHAM, R.E. Division ot Industrial & Medical Nuclosr Safety (Post 970729). 
90/02/05. Consolidated Edison Co. ol New York, Inc lOOpp 62583 257-52504-004. 

9002150239 Forwards followup rept (or NRC Oul'olin 60. 008, "TlHumai Strosses in 
Piping Connected to RCS." Rept provides results of octlons taken dicing seventh le- 
(ue1lt\g outage. 

SIEQEft,J.O. Ouquosne Light Co 90/02/07. Document Conirol Brandi (Document 
Confrol Desk). 4pp. 52676:167-S2e76:(60. 

9002180181 Forwards Salely Insp Ropls 50-334/go Ot & 60-412/8001 on 000108- 
12. No violations noted. 

OURR..J.P. Region I, Otc of the Director. 60/02/07. SIEBER.J.O. Ouquosne Light Co. 
2pp. 62670:087-62670.096- 

-9002180186 Insp Ropls 50-334/00-01 & 50-412/00-01 on 000l08't2.No vtolalions 
noted. Major areas ln8peclod:flre proloctlon/ prevention pioprem, including program 
adm'nisiratlon.fire brigade iralning.OA audits & surveillance lests. 

LAflA,j., ANDERSON, C.J. Region 1, Ole of tho Director. 00/02/01. 8 m> 62670.080- 
52670:096. 


R. Periodic operating repoMs 5 related correspondence 


8002080157 Forwards "NPDES D schargo Momioririg Rept" lor Dec 1869 & 900126 re- 
mrtabla occurrence rept lor EPA Permit PA00256I5 

OULtCKAM Ouquosne Light Co. 60/01/25 Document Control Branch (Document 
Control Desk] Spp 52506.319 52606 344. 

—9002080231 "NPDES Dscharge Mor.iior'ng Rept" lor Dec 1969. 

OUlICK.AM. Ouquesne Light Co. 60/12/31. 18pp. 52606 322-52606:342. 

-9003080233 NPDES noncompliance notification Discharge i03 oxcoeded monthly av- 
erage spec re total suspenrfed aoi ds lnvest>gaiion provod that entiro surface of basin 
(roze.Removal of s'udge from bas.n began on 000102. 

OUUCK.AM Duquesno Light Co. 00/01/25. 2pp 52608 34a-62608-344. 


8. Reporlabls occurrences, LERs & related correspondence 


9001300387 LER 60-017-01. on 09l2tB,feedwaior isolation ESF actuation, caused by 
Swell phenomena experienced alter opening of "C" MSIV. Feedwater isolation signal 
reset a roatorod to pieloodwator Iselatfon conditions.W/OOOl 16 Itr. 

NOONAN.r.P. Ouquesne Ughl Co. 90/01/23. 4pp. 52494:117-52494:120. 

9001300393 LER 60 019 00 on 691227, discovsrod that manual reactor trip operating 
sutvoiiiaflce lest not performed with'n requited frequency prior to previous reactor 
siart-up on 091224. Caused by Inadequate aian-up procedures W/gaoi23 Itr. 
NOOMAN.T.P. Duquesno Ughl Co 90/01/23. Spp. 52494:121-52494:125. 

9001300444 LER 09OI4-Ol;on 091 tOl.ioutins radiation barrier check idontll.ed faulty 
door locking mechanism Caused by wold latching mechanism plate Intertoring w/lock- 
ing action ot door Mechanism modiliod & latch romovod.w/900123 lir. 

NOONAN.T.P. Duquesne Light Co. 90/01/23. Spp 52502 137 52502 141. 

9002080157 Forwards "NPDES Discharge Monitoring Rept" lor Dec 1969 & 000126 re- 
portnblo occurrence ropt lor EPA Porm't PA0025615 

DULiCK.AM Ouquosne Light Co. 90/01/25. Document Control Branch (Oocumont 
Conirol Desk) 3pp 52608.319-52608 344. 

-9002900233 NPDES noncomplianco noHficaiton Ofscharge 103 oxcoeded monthly av- 
erage spoc 10 loiai suspended eoiids investigation proved that oniire auilaco of basin 
frozeRoniovai of s'udge from bas'n began on 900102. 

OUUCKA M. Duquesno Light Co. 90/01/25. 2pp. 52608 343-52606 344 

M02020077 LER 00 016-01 on 091227,roaclor trip occurred (o'.lowing Initial aterlup (rom 
reivokng oulogo. Caused by trip of 400 volt ac raoder breaker to tod drivo motor gerv 
eteior sole ihsiarod si>aie broskoi iosicd.W/900t26 itr. 

NOONAN.T.P. Ouquosne Light Co. 00/01/26. 5pp 62550:005-52550.009. 

9002220371 Port 2i lopi te msmi of Automatic Valve Corp MSIV (L/or main aloem rollol 
valve using spahnor wrench m order lo avoid solenoid valve slam damage, por 1904- 
6$ change in doslgn Maml insinrciions onef. 

huTChins.T. Automoiic Valve Corp 00/02/02. NRC - No Oeia.led Atliiiailon Given. 
3dp|) 52730 066 52736:105 

9003230047 LER 00-001-00 On OOOiOO.reoctor cooisht leakage in excess ol Tech Spoc 
Nn-i ol I opm discovqied on seal inlecilon lino in roacior coolant pump A 
cutHCfe Causod by we’d crack ( caking wold isotaied 6 will bo ropaired.Mr/800207 itr. 
NOONAN.T.P. Ouquosne Light Co. 90/02/07. Spp 527l3:0Sl-527l3:0S5. 

9002230028 LER 90'003-00:on 0001 tO, determined mat recirculation epray HX river 
water radlaiton monitor earnpla linos lacked eutomaiic.romoia manual or locked shut 
Isolation valve. Exomphon request from QDC 57 lnlt.eled.W/000209 Itr. 

NOONAN.TP. Duquosno Liglil Co. 00/02/09. Spp. 627t3:tSe-S27t3:t60. 


V. Operator Examinstlons 

9902140149 Forwards revised NRC Forms 368 S 390 re poisonet qual-ricatlons stale- 
moot & ceittttcBilon ot medical exam by lacilily licensee, rospoctively.All applications 
ler l-cenoes lobe aubm.ileJ on rev.sod forms by 000201. 

OALLO.RM Region I, Ole ot the Director. 90/01/05. SIEBER.J.O. Ouquesne Light 
Co. Opp. 52653 320 52653:327 

9002090173 fnforms of license withdrawals for (wo Individuals assigned lo Iscility.Based 
on present (ob assIgnmontB Individuals do not require NRC licensee. 

SlEBER,JO Ouquosne Light Co 00/01/30. Document Control Branch (Document 
Conirol Desk). Ip 62614:030-52614 030 


DOCKET 60-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency 8> lire protection plena 


9002230446 Forwards Safety Insp Repts 60-334/09.26 & 60-412/09 23 on 681204-08 
0> noL'ce ol deviation. 

HODQES.M.W. Region 1, Ofc of the Director. 90/02/07. SIEBER.J.O. Ouquesne Light 
Co. 2pp. 52702.016-62702:032. 

-9002230449 Notice ot deviation from Insp on 691204-08. Deviation noted: insialled In- 
strumsniallon lor Unit I sisam generator Isvol wide range has no Isofaliorr device be- 
tween instnimont loops & Unit 3 stated recorders not seismlcally quaUied. 

• Region I.OIoof the Director. 90/02/07. 2pp. 62702:016-527(32.019. 

-9002230451 Insp Repts 50-334/69-25 & 50-412/89-23 on 891204-06. Oevlaaons 
noted.Ma|or areas [nspected.llconsee implementation of Reg Ouldo 1.97.Rov 3 for 

K -accident monitoring instrumentation. 

LINO.R.J., ANDERSON, C.J. Region 1, Ole ol the Director. 90/02/07. 13pp. 
62702,020-52702.032. 


9002060088 Forwards rosponse to Generic Itr 80-13, "Svc Weler Sys Problems Atlecl- 
Ing Salety-Ralaled Equipment." Review to assure adequacy ol maint 
pracbces oporating & emorgency procedures wi'i be completed prior to end ol Fall 
1991. 

GOLDBERQ,J.H. Florida Power & Light Co. 90/01/25. Document Control Branch 
(Document Control Desk) 6pp. 62542.557-52642:360. 

9002010266 Revised EPlPs,lncludlng Rev 17 to 3100022E,nev 43 lo 3l0ClO23E,Rov 12 
lo 3t00025E & Rev 13 lo 3100026E.W/S00126 Itr. 

SAQER.D.A. Florida Power & Ught Co. 00/01/26. 68pp. 52505:099-62605:165. 

9002160186 Rev 13 to EPIP 3100033F., "Olfsile Dose Celculetlons." W/ 000206 Ur. 
SCHMIDT A.O., SAGER.O.A. Florida Power & Ught Co. 90/02/08. 31pp. 62656:266- 
62656:298. 


t ^ o’.a IV o^Lir wv*>U wn»o i'i*wu oi p«aiiL9 iv 

ca^on psriod (0 t)s oxiended lo 5 yrs.Rev <o mscv.ce in&p p’ogtams wi.ll rKiutfe cse 
of podo caso 

ACOSfA.HJ r’onda Power & Undi Co 90/01/24. DocuTieni Conlicl Brarch (Docu- 
mpnl Control DosK) Ip 52S42 00V52S42 001 

9002050086 Fcnva-ds (osponso lo Gencnc LI.' 89-13, "Svc v/ater Sys Protloms Affect* 
ing Salety Re^atod Eqj pir,a.'-.i " fleviow to aasore ad^-a'ry of rrant 
prnc. cos.opoiaiing & omorcencv procedj'os wt i bo corrp.’aied pr> 0 ( to end ol Fa^ 
1991. 

GOlOBEnG.JH Fi'cnda Power 5 Ug*!! Co 90/01/25 Oocumeot ConlfCl Branch 
(OcCLiTO.-l Conlrol Uosli) Spp 52542.357-52542 360. 

6002120004 Forwards 10CFR50 62 I.Tp'omentaiori status for plant ATWS moda.per 
Q30301 fr.eeiing -wiNRC Pioduc'.cn ol 8j>.iar/ laedwavef acluaiion sya mam* le'ay 
cards by C-E coxple'o & cards dei./erod to p'ar.i s^ie 

SAGERD.A Florida Power S Ochi Co 90/01/27 Docurrient Control Bra-ich (Oocu* 
men Ccntrcl Oes^l 3pp 52617 304-52617.306. 

8001290051 Go.ie.'ic Lir 90-02 lo a I LWR l.censeas & a^i cans re aiiernai-ve lequ're- 
monis for foe: sssemblos .n design leaiures sec'-on ol Tech Specs Svc i si end 
P7\RTLCW,JG Associaio D.'ocior lot Pro, eels (Post 870411) 90/02/01 Conso'HJal- 
ed FdsonCo cl New York, inc 39?p 52637 055 52637.093. 

9002090263 Appicaiion lot amerri lo Licd-ises OPR 67 8 NPF i6.rev.sn9 gonoial 
siaiemo'ii n Tech Spec 6 5 2 2, del n.rg teqj.siie 'evel of eirperiiso lor iremiM'S-t^ on 
compariy nuclear review board. 

GOlCOERG.JH. Florida Power & Ughl Co 90/02/01 Oocurroni Control Branch 
lOoCurre.-il CcnifCl Dosk) 3p? 52614 301-52614 306 

-9002090206 Proposed Tocb Spec 6 5 2 2,raviSi.''.g recuisiie la/ct cl expert.se lor mem- 
betsFip or> ccm 3 a(\y njcloar review board 
• Ficr da Power a Light Co 90/02/01. 3po. 52614 304 52614 306. 

8002180179 Responds lo NRC 691 1 1S Hr to poiennaiiy icvald leak detection rests used 
as cUcrnalive 10 A5UE Code 

SAGER. 0 A. F'cnda Power a Light Co 90/02/C6 Document Control Gtanch (Ooew- 
ir,enl Control Desk) 4pp 62677 009-52677 012. 


Q. Inspecllon repons, IE BuHsIlns 6 correepondance 

9001300498 Advises that draft tinal ropi for closeout ol IE Buioi-n 79-23 found 
accopiab Q Lead ongheors for IE Qui'otlns 84 02.80-06 a 87-002 rsasvgnod as hsiod 
BERIINGCH.CH Generic Corrmunlcaiicna Bianch NRC 05 85-167. 90/01/17. 
LOFY.RA PARAMETEfl, Inc 3;p 52513 258-52513.259. 

9Q013004SQ Flospords to NRC Buls'.n 89-003 la poisnt.al loss ol roqured shjidown 
ira'cn dj'it>g tsfos'-'rg cpaia'onsneatiot aisH which assists in ovo.'sso.n9 lotutf-k-io 
opsin' on iiai''0d on rsqu rs.ronie ol fuel bad ng procedves. 

GOLOOGRG.JH Florida Power a Light 90/01/23 Oocurrsnl Conlicl Branch 
(OoCLmoni Coniiol Desk) 3pp 52490299-52490301 

9001310081 Fo*wards Insp Ropis SC-33S/89 24 a 50-389/89-24 cn 691002- O6.16- 
20,1030-1 103 a 29 a noico of v-oiai on F.nd ngs show ihai 1 csnseo developed oMd 
moi.ii Pfogram w/good inifismeniaiionvjnrsso'vod item noted. 

GIBSON, A F. flog on 2, Ob of the Qi-eetor. 90/01/23 GOLOOEflG.JH. Flor-da Power 
& Light Co 4pp 52503 004 52503 092 

'•9001310083 Notice ol vo'aion liom ir'!ip on 691002-1 i29.V>o'eii9ns notoden 
aoilOS.activilies olieciing quai-ty not acconio/snad w/procoduios whch lesuiied m 
inoomo'eio a illogibid records of eciivii.es. 

G'SS0N,AF fleg on 2, Ole of me a'ecior 90/01/23. 2pp 52503.CI08'52$03009. 

-9001310087 Insp flepis 50-335/69-24 6 50-369/69 24 on 691002-06.16-20. 1036- 
u03 & 29Vioie'-ons noied.l/e,qr areas mspaciad maini tuoaem & 

Impio-'rentoion Overeii program [udgeo to Be good w/good impiemsntei'onOi'.e urvo- 
eolvaJ Item identified. 

CROVVLEy.B.fl . BlAKE.JJ Region 2. O'c of the Oi.'OCtoi 6O/OI/1O 93pp 
62503010-62503.092. 

9001310260 Forwards rnsp Repis 50 335/89*29 a 50-389/69-20 on 891127-1201 6 
nw.to ofvloiaicn 

JOLIAN.CA. Rog.0.-) 2. Ofc of iho Di/oclor. 10/01/23 GOLOOERG.dH Rcrlds Power 
aLigmCo. 3pp 52511164-52511:166 

-9001310263 Notice of violation from msp on 89tl27*I20i.Vio!eton noted UrvI 2 Llrh - 
torque octualcrs fsl'ed lo oporsie ns designed on 693923,foi:owing menuei reocior 

itp 

JULIAN.C A. Region 2, 01c ot the Director. gO/Ol/23 2pp. 52511 167-5?511;I68 

-9001310268 insp Repis 50 335/89-29 & 50-389/89 29 on 891127*1201. Vio'eibn 
rio'.Gd Maiot areas inspociod I'censee progrem lor ccnltactot o-r8r8.3ht.vet«Jw lethnr 
cal manuals a ficensso respo.nsc lo failure of Unit 2 vslvos on 690923. 
GLASMAN.WM., BLAKE. jj. Region 2, Ofc of Ihe O-rector 90/01/17. 7nn 
62511:160 52511175. 

9002010302 Acfi rocoipl ol 900105 Hr Informing NRC cl steps inkon to correct vrofeiione 
ncied in Insp Repis S0'33S/89*27 & 50-389/89. 27.lmpiemonialion of corrective ac- 
tions v/ill bo svemined during lutuie maps. 

S'NKULE.MV. Reg on 2. OIC ol Iho Oi.-eclor 90/01/23 GOLOBERGJH Florida 
Power 6 UghI Co 2pp. 52505 001-52505.092. 

9001230126 Nile inlo Notice 90-006, "fnler-Syslem Diecha'ge ol fleector Coolani" 
Svc I15I end 

ROSSl.CE. Oiv-sion ol Opereiiona! Events Assessmsm (Post 870411) 90/01/20 
Conso'idaied Edison Co of New York, Inc. lOipp 52535 125*52536 227. 

9001230176 NRC Inlo Noiice 60*006, ‘’Poiontiel for Loss of Shutdown COoLng Whlo ai 
Low Reactor Coq'am Love's " Svc list etwa 

ROSSI, C.E. Oivison of Oporalonal Events Assessmeni (Post B70411) 90/01/29 
ConsQ'idaled Ed.son Co of Now York, Inc. tOipp. 52535 025-52635:124. 

6001240190 MRC Inlo Notice 90-007, "New Irfo re Insulation .Mall Performance 6 
Debris Blockage of PWR Coma nmeni Surrpe." Svc lisl end. 
nOSSl.CE. Division of Opereliocal Events Assessmeni (Post 67C*:il) 60/01/30 
Consokda'.efl Ed SonCo. of Now York, Inc. 99pp. 5253S 228 52535 329 


BbgniCo 3pp 528)7.319-52817.322 

—0002120067 Co’reclod Page 2 >0 notice of violation fro.m insp.incibd ng disc.-ssion d 
Seventy Level IV violation 10 woin ktoii sw.ich pn'on drive geai o vatva MV-C9 •& 
JULIAN.C A. Rpg on 2, Ofc of Ihe D recior. 90/01/23. ip. 52617 322-52617322. 

900I2S0020 Suppf 2 to NRC Info Not co 08-023. "Polonlial for Gas Brid.-vi 0 ' HTSI 
^rrps During LOCA " Svc 'i91 oncl. 

flOSSl.CE. Oiv.sicn of Operational Events Assossmem (Post 870411) jorOl/Jl 
Consolfdalsd Edison Co. of New York. Inc gspp 52533 329-52534.062 

9M1260198 NRC Info Notice 90-006. "Kr SS Ha/ards From Oocayod Foe"' S-rc lyi 
end 

ROSSt.ee O.vision of OpetaMonol Events Assossmonl (Post 070411) 60/t'2.‘3l 
Conso'idaied Ed son Co of New York. Inc 77pp. 52583:180-52563 256 

9001299102 3oppi 1 to NRC Info Notico 68 030, "Target flock Two-Stega Sa'oTj/fliAef 
Vatvo Seipoini Dnfi Update." Svc list end. 

flOSSi.CE Division of OpersHonal Evoms Assessment (Post 870411) 00/02.02 
Consol-daled Ed-son Co o' Now York. Inc 78pp 52556 238 52556.317 

9002130372 Ack receipt o' 9001 15 Hr inloiming NRC Of steps Inkon lo correci v«5 siors 
noted in Insp Ropts 50-335/80-27 & 50-369/69-27. NRC understands ihai coneclNe 
actions re step documentation wV-l bo completed by OOiOOl. 

GIBSON.A F. flegion 2, Cic of Ihe Director. 90/02/02 GOLDBERG.J H Flonda Powrf 
& Ughl Co 4(^ 52648:192-52648 195 

9001300424 NflC Info Notice 90 009, "Extended Interim Storage ol Low LavN RaJ. 
waste by Fuol Cycle & Metis Licensees." Svc list end 

Ci/NN'NGHAM.fl E. Division of Industrial & Medical Nuclear Safety (Post 5707791 
90/02/05 Conso'idaied Edison Co. of Now York, inc lOQpp. 52503 257-52564 OCm 

0002150179 flespor'-ds to NRC 691 115 Hr re poleniialiy invalid leak deiec'jcn los'i usoJ 
as ailetnafwe to ASME Cods 

SAGER.OA FloAda Power & Lighi Co. 90/02/08 Oocumeni Control B-anch (Doev 
moni Conircl Dosk) 4pp 52677:009-52677012 


R. Periodic operating raporta 0 related correapondenee 

9002020192 "Manno Turtle Removals St Lucio Plani Inlako Canal. Oct-Oec 1039. ' W 
000123 Hr. 

SAGEftO A Fjor.da Power & Ughl Co. BOr 12/31- 4pp. 52540.1 15-52540 116 


S. fiaportabla occurrencos, LERs & related corraspondence 

0002070001 iCn 69 008-00 on 60 <229, discovered that source 29 not on hoo‘ihp''A<s 
flsi of scafsd aocfcoa & had missed two loak lesia. Caused by porsonne.' error lesii 
tost paiiormod per Procedure HP-43 & audii ol seurcos compioied w/000129 i/ 
HCLIFIEIO.C.O.. SAGER.D.A Florida Powor & Lighi Co. 90/01/26. 4pp. 52690.09^ 
52590.003 

9002220371 Part 21 ropi ro mcinl of Auiomsuc Volvo Corp MSIV &/01 main stoom roi-ai 
valve usirtg spanner wrench h order lo avoid solenoid valve slam dsmeoo,por 1964 
65 changp in doign. Mslrit insiiuct'ons oncl. 

huTChiNS.T. Auiomaiie Veivo Corp. eo/02/02. NRC • No Doiaiied AHiiation Overt 
38pp 52738068-52738:105 


V. Operator Examlnatloha 

9002160212 Advises Ihai fbonsod operalcr reiako roqua'ilicaiion exams sciie'IvCd far 
wk of 000402.0sy8h'ii lime on facl'ity simulator dovico must bo a'locaiod lor both do 
veiopnient & admimstraiion poriods. 

PEEBLES.! A. Regron 2, Ole o' the DHoclor. 00/02/05. GOLDBERG.J.H Florida 
Power S ll^l Co. 3pp 52658:109-52856:191. 


DOCKET 50*336 MILLSTONE NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, emergency A lira protection plana 

0001300293 Forwards Satety Insp Repla 60 245/89*25 6 60-336/Q9-23 on e3't21* 
1204 Plans & Bchodules re Improvemenis of check valve performance roquostec rt 
response to events Irtvofving check valve lailuros m safoly-rolalod applications 
WeNZINGER,E.C, Reglori 1, Ofc of the Director. 90/01/19. MROCZKA.E J Norhoasi 
N'uclear Energy Co (subs, ol Northeasi Uillitles). 2pp. 62471:046-52471:114. 

-9001300298 tnsp flopis 50-245/86-25 & 50-336/e9-23 on 091021*1204.1/8,01 a-ess 
Inspected plant operations. surveHlanca.malnl, previously Idenilfied Homs.eng'noorlng' 
iechniCiU aupport, committee eciivHias.socunty & allegeilons 
HAVERKAmP.D.R. Regon 1, Ofc of the Director. 90/01/18. 65pp. 62471050* 
52471;1U 

9001200212 Rev 12 lo EPlP*42)i, "Or> Call Procoduro." 

SCACE.S Northeast Nuclear Energy Co. (subs, of Norttmsi UtKltlasl 90/Q1/22 
I8pp. S2467:123-52467:140 

9002020056 Forwards response lo recommended actions In Generic Ltr 69-13, 'Svc 
Water Sys Problems Affoding Ssfety-fleiaied Equ'pmont " Rocommonded ha'thva'o 
mods 10 be included as ISAP 1 . 1 20. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, ot Northeast Uillitios). 00/61/<5. 
RUSSEIL,W.T. Region 1. Ole ol Iho Director. 5lpp. 52526.008*62626:146 

9002070416 Advises that util 090314 submittal ol Rev 6 10 physical security plan re 
waste disposal bldg & boron racovery bldg, incorrectly doslgtvated in fig-jies as vf*: 
areas Rovluw ol areas confirmed that no equipment exists In sub] bldgs. 
MflOCZKA.EJ. Northeast Nuclear Energy Co. (subs, ol Norihaasl L-'t<tiosi 
MROCZKA.E J. Nonheaat Ulinties. 90/01/20. Document Control Branch (Documeri 
Control Desk). 2pp. 52593.020-52593.021. 


DOCKETED ITEMS 


H. Oensral correspondence 

9(H)20e0209 Corr.meni oppos'f'Q proposed rule l0CrRt70, "Bev of FYOO Foo 
Schedules Red'Olsotopo Uconses & Topical Repi." 

MROCZKA.E J Connecticut Yankee Atomic Power Co. 90/Qt/3i. Oocketirtg & Serv* 
Ices Branch. 3pp S25e?:i3l-525d?:i33. 

9002060232 Comment opposng proposed rule lOCFRZ re mod to enlotcomeni polcy 
el owing esceCatlon in civil penalties (or violations ol NRC roqu remertta whoto tool 
cause bnvoives programmatic maint-rolated impllcaticna. 

MR<XZKA.E.J. Connecticut Yankee Atomic Power Co. 80/02/05. Oockoting & Sen/- 
ices Branch. 3pp. 62667:10l-52567;103. 

6002160161 Advises o( changes to util dlairiQutlon Meta (or corrosponder.ca from NRC 
due 10 organ zaiionel title changes. Revs to distiibuilon Hat end. 

MROCZI^.E.J. Northeast Nuclear Energy Co (euba. ot Northeast UtJilies). 
MROCZKA.E J. (^nnecticut Yankee Atomic Power Co. MORCZKA.E.J. Nonheaat Uir.- 
ities. 60/02/08. Document Control Branch (Oocumenl Control Ooak). 9pp 52677.066- 
52677:077. 

6002220016 Comment opposing rev to propoaed rule 10CFR71 tc coirpaiitkiliy of Pu ai' 
transport regulations w/IAEA aids. Low apecllic activity packogea ahou'd bo exeirptocl 
from proposed IAEA Safety Series e.as revised in 1 086 changes. 

MROCZKA.E J. Northeast Nuclear Energy Co. (eubs. ol Northeast Utiknes). 90/02/06. 
Docketing & Sen/.ces Branch. 11pp. 62856.34 t-S2656 35 1 


P. Operating license alage documents 6 correapondence 

6002020243 Submits revised schedule to resolve USI A-46 ro gononc impiomonutiion 
procedures developed by Seismic OualKicatlon Util Group i( Tinat NRC SCR lasu^ 
dunng Fl.'St Quarter t960 vraikdowns could be done during second celuo'jng ouiago 
MROCZKA.E J, ConnccNcut Yankee Atomic ^wer Co. MftOCZKA.F.j Northaast Nu- 
ciesr Energy Co. (subs ol Northeast Uiilitlos). MROCZKA.E J Nodhoasi unsiios 60/ 
01/22. Document Control Branch (Document Control Desk). 3pp 62S30 266- 
52539:260. 

6002020036 Po/wardS response to recommended actons in Gonoric lit 69-l3. "Svc 
Water Sys Problems Alleciing Sarety-Roiatod Eguipmont" Recommontfod hardware 
mods (0 bo induded as rSAP I. (20 

MROCZKA.E.J. Northeast Nudear Energy Co. (luba. ol Nonhoasi uuniosl. 
MROCZKA.E J. Connecticul Yankee Atomic f’ower Co. MROCZKA,e j. Notiheest uw- 
lllos, 80/01/28, RUSSELL.W.T. Region 1, 0(C 0( the Oitoclor Stw 52626:096- 
62626:146. 

9002060246 Informs ol plans lo rasoWo problems oxporloncod during test two sutnmera 
w/higti eve waior temps a'igniiy above 80 F. Proposed iiconse amend rotiuosie w-ii bo 
submiRod limiting UHs temps (or Msddam Nock « Maistono Una 2. 

MROCZKA.E J. Nonhoast Nuclear Energy Co. (subs, ol Noitneast Uiiknos) 

MROC2KA.E.J Connocticut Yenkao Atomic power Co. MROCZKA.E J Northeast Unl- 
iilea 60/01/26. Document Control Branch (Documoni Control Oosk) 2pp. 62599003- 
52588:064. 

9602080199 Takes issue w/NRC oos tlon, contained in 800014 lir.tnat leak laio losiinu 
ol containment eir recirculation (an cooler inlet & outlet velvos in roaclor bldg doaoo 
cool ng water sys must be performed. Clarillcat on requested. 

MROCZKA.E J. Nonheaat Nuclear Energy Co. (auhs ol Norttroast Utiiates) 

MROCZKA.E J Northeast utilities. 00/0t/3i. Document Control Branch (Document 
Control Desk). 3pp. 62693;172-525e3.174. 

66012900S1 Gononc Ltr 80-02 to all LWR I censoos & appileanta ro oUemetive roqmto 
tnonla lor fuel assemblies In design loaiuros section of Tech Spoca.Svc lisi end 
PART lOW.J.Q. /tssodato Director (or Projocis (Post 0704 1 1). 60/02/01 Cot>soi dat- 
ed Edison Co. of Now York. Inc 38pp. 52e37;055-52637.003. 

9002090067 NotKIcailon ol Slgnillcant Llconseo Meeting 00-13 on 9002G6 W/iktonsoo *> 
Region I ole to discuss nuciaar salety concorns program onfierjcortionts 
HAVERKAMP.D.R. Region i, Ole ol Iho Director. 90/02/01. Reg on I. Ole ol the Di- 
rector. 2pp. 626O7;O09-526O7;O7O 

9002150226 Forwards corrected Amends 35 & 144 to Licenses OPR-21 6 DPR- 
eSprespeclr/ely Changes Issued In Amonris 34 & 143 not roflocted In Amonde 35 6 
144. 

STOLZ.J.F. Pfolect Olredorale 1-4. 90/02/0t. MROCZKA.GJ. ConnocUcol Yankee 
Atomic Power Co. 3pp. 62650;O7 1-52666:076. 

-9002150228 Corroded Amends 35 & 144 to Licenses DPR ^I & OPn-65. rospeewdy 
ro admlnlslrallvo controls. 

* NRC • No Detailed Aflillatlon Given. 60/02/01. 3pp. 52666.074-52656076. 


Q. Impaction reports, lE Bulielina & correspondence 

9001300486 Advises that dralt final tepl lor closeoul ol IE Burotin 70-23 found 
eccepiable.Lead ongineors (or IE Bulletma 64-02.80 06 & 67-002 reassigned as Ssied 
BERLlNQER.C.H. Generic Communlcallons Bronch. NRC-05 65 157. 90/01/17. 
LOFY.RA. parameter, Inc. 3pp. 525I3:2S8-52BI3:SS8. 

9001300263 Forwards Safety Insp Repts 50-245/69-25 & 50-336/80-23 on B01021- 
1204.Plan& & schedules re Improvements of check valve performance requested ui 
response to events Involving chock valve failures m safety-related applications. 
WENZINQER.E.C. Region 1. Ofc of the Director. 00/01/19. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, ot Northeast UtiMlos). 2pp. 6347 1 ;048-5247t:i 14. 

-9001308298 Insp Repts 50-246/69-25 & 60-336/69-23 on e9t02l-l204.Ma[or areas 
Inspected'piant operations, survelliance.malnl, prev.ously Identified itomB.enQ|nooflng/ 
technical support, committee actlvltles.socunty & a'legationa. 

HAVERKAMP.D.R. Region t, Ole ol the Director. 90/01/18. 65pp. 52471.050- 


9002020056 Forwards response to recommended actions In Generic Ltr 89-13. "Sve 
Wate.' Sys Problems Affect ng Selety-Relsted Equipment." Recommended hardware 
mods lobs Included es ISAP 1.120. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Ut.llties). 90/01/26. 
RUSSELL.W.T. Reg on i, Ole ol the Oiredor. 5lpp. 52526 006-S252e;l4e. 


9001230126 NRC Info Notice 00-005, "Inter-System Discharge ol Reactor Coolant." 
Sve I St end 

ROSSl.C.E Division ol Operational Events Assessment (Post 670411). 90/01/29. 
ConsoLdatod Edison Co. ol New York. Inc tOtpp. 62535:126-62635:227. 


9001230176 NRC Inlo Nonce 90-006, "Poienllsl (or Lose ol Shutdown Cool ng While at 
Low Rriacior Coo'ani Levels " Sve I'St end 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 90/01/29. 
Conso'Jdaied Edison Co. of New Yoik. tnc. 101pp. 62535:025-52636:124. 


9002140107 Discusses updated impternonieilon schedu'e re dedication ol commercial- 
grade Itoma.per Insp Repts SO-246/89-BO. 50-336/69-60 & 60-423/69 60 on 690430- 
06i6£orro-i4 

MROCZKA.E J. Northeast Nuclear Energy Co (subs, ol Northeast Util. ties). 
MROCZKA.E.J. Northeast Ull'itiss. 00/01/29. Document Control Branch (Oocumenl 
Control Desk). 2pp 526S0'266'52650 267 


9001240190 NRC Inlo Notice 90-007, "New Inlo re Insulation Metl Porlormanco & 
Debris Blockage ol PWR Contahmont Surnps " Sve I si enci 
noSSi.CE O.vision pi Operat-onat Events Assessment (Post 870411). 90/01/30. 
ConsoLdeiod Edison Co o/ New York, Inc. 69pp. 62535:226-52535 329. 


9001250020 Supd 2 to NRC Inlo Notice 66-023. ' Potential lor Gas Binding ol HPSI 
Pumps Ouring uOCA " Svc I st oncl. 

ROSSl.C.E. Division of OpereMpnal Events Assessment (Post 670411). 60/01/31. 
CorwWaied Edison Co of Wow York, inc 93pp 62633.32e-6?5.T4 062. 


9002070466 Responds to NRC 800(03 ltr re vio'atlon noted In Insp Repis 50’246/e9'23 
& 50-336/80-22 on 000805-i020.Coirodivo adlon9:SP-4l2L sstisiadoniy peiiormed 
S ind^ndoni chock periodically perioimod by QC personnel. 

MROCZKA.E J. NonKoosi Nudos.' Energy Co. (subs. ol Nonhoast Utilities). 
MROeZKAE J. Noniieosi ui'imes 80/0i/3i RUSSELL.W.T. Region i. Ole oi the Di- 
rector Spp 52593:155 52593 159 

9001260165 NRC Inlo Nohco 90-005. '‘Kr-85 Horards From Oocayod Fuel." Svc list 
end 

ROSSi.CE Division d Operational Events Assessment (Post 070411). 90/02/01. 
Consiyidaied EO-Son Co ol Now York, inc. 77pp 62583:l60-S2663:256. 

9001290102 Suppi I to NRC Inlo Notice 60 030, "Targot Rock Two-Stage Solety/Raiiel 
VeNe ^tpoini Diiit Updolo." Svc list end. 

ROSSi.Cc. Division ol Operational Events Asanssmont (Post 670411). 00/02/02. 
CoruiOTdeiod Ed-son Co. ol Now Yoik, inc 76pp. S2556 236-52656 317. 

9002150385 Comments on insp Repts 60-246/69-20,60-336/69-18 & 50 423/69-20 
issunu ort 091026 Cioiilles events surrounding inopoiable d.esol generators. 
MROCZKA.E J. Connecticut Yaokoo Atom c Power Co. MROCZKA.E.J. Northeast Nu 
doer Ertorgy Co (subs, of Nonhoast UU-tios). MROCZKA,E.J. Northeast UHilos 60/ 
02/02. Oocumenl ^ntrol Branch (Oocumenl Control Desk). 3pp. 52677:001- 
52677003. 

M01300424 NRC Info Not.ee 90 008, "Extended Interim Stoiego of Low Level Rad- 
wasto by Fuel Cycle & Mails Licensees." Svc list oncl. 

CUNNINGHAM. n E. Division of Indjstnal & Medical Nuclear Salety (Post 070729) 
60/02/05. Consol dated Edison Co. ol Now York. Inc. tOOpp. 52503 257-52584:004. 

9002230474 Forwords Insp RopIS 50-245/90-03,60-336/90-04 & 50 423/90-03 on 
0001 iO-20.Entorcemeni conlorence scheduled on 900131 to discuss violation re sh-p- 
moni urKlorwaler ahearor/compactor in excess ol atloweblo radiation level. 
KNAPP.M.R Region 1. Ole of the Drodor. 90/02/05. MROCZKA.E.J. Nonheast Nu- 
clear Energy Co. (subs, ol Nonheast Utlililes). 3pp. 52702:350-52702:354. 

-9002230477 Insp Repts 60-245/90-03.50-336/90-04 & 60-423/90-03 on 900119- 
29.VK)!a(fort nolod.Mejor areas inspected, circumstances surrounding 9001 >7 shp- 
meni of underwater aheeier/cornpacior equipment to Duane Arnold Energy Ctr. 
FUflIAJ,. KUTTAN.J.. BORES.R. Reg'on 1. Olc of the Oirodor. 90/02/01. 2pp. 
52702:353-58702.354 


W)02140221 Partial response lo FOIA request (or documonis.App Q documents 
enci App □ & 5 documents available In PDR App R documents lolatly withhold (rel 
FOIA Exemption 

QRIMSLEY.O.H. Division ol Freedom ol Information & Publications Services (Post 
890205). 90/02/09. PEPPERMAN.O. Blocher & Collins. t5pp. &263t:235-52632.013. 

-9002140232 Informs of need to retain all breakers Identillod as unacceptable lor use 
during teabng & review roqu rod by NRC Bullotin 66-010 In order to support NRC 
leview of Issue. 

lOWE.W.F. Region 1, Olc ol the Oiredor. 69/01/10. MROCZKA.E J, Northeast Nude- 
es Er^rgy Co. (subs ol Northeast Uii'ities). tp 62631:261-62631:273. 

9002160063 Notification ot 900222 meotinn w/utll in Rockville, MD to discuss results ol 
recent steam generator tube insp at Unit 2. 

VISSiNO.G.S Prded Directorate 1-4 60/02/09. STOLZ.J.F. Pro;ect Directorate 1-4. 
3pp. 62666:356-52666:361. 


n. Periodic operating reports & related correapondenoe 


UUUKblbU llbMb 


0002070122 Special roplon 9CK>l02.radiation monior romovod f^om svc & 7-da/ time 
allowed oxcaedod djnng cst-brneplacemeni doiocic' on order smeo Nov 1989 & will 
bo iqp'aced & (oca br 

5CAuE.SE. Northeast Nucloar Enorgy Co {subs ot Northeast Uti.ii'es) SCACE.S.E. 
Noftbeesi Ut-Wies 90/0t/23- Oocurt\ent Corvol Brenoh {Ood.rr.e'tt Control Oesw). 
2pp. 62604 290-52604 201. 

9002140090 Spoclai 30-day lopion 691102 6 OO.ptanl-relaled 2n65 concoairailons in 
oys'ors oxeneded reporting level enteda Caused by opo/airon ol ?nc ln|eciion eya & 
diiim^i^Q shell side HX waier into redwasie t-ADTAP cede wi'i be revised. 
MFlC^?KA.EJ Nartneesi Nuclear £no(gy Co (subs ol Nonhoost UiiiHaal 
MROCZKA.EJ Northeast UNites. 90701/30. Oocu'f.ent Control 0'a'‘c*i (Oocunwri 
Control Desk) 6pp. 52655 1 10 52655 1 17 

9002220706 LEF) 90-001 '00o'> 9001 lO.d.scoverod that surveii'ances in Tocb Specs lor 
now smoko detociors & suppression sys noi pertormedCausod by personnel 
enor Fbepio'.eciion seettw^a of loch Specs upda'.Of5Vr/900209 J'.i. 

BATES.R w , SCACE.5.E Northoasi Nuclear Energy Co (subs ol Nonheasi UM.tles). 
SCACE.Se. NOfineasi Ul. -ties. 90/02/09 4pp 62712.2S8 52712 261. 


V. Operator Examtnatlona 

90021S0230 Forwards revised NRC Forms 396 & 396 re pe'sor-Qi quaHicalIcns state- 
msni-i.eo'isee & corii'.caHon of men cal exam by lacl.ity 
iicensae/Qspoc'.iva'y Applicat'ar.s tor licenses should bo si.ibrrltted on revised lotms 
by 900201. 

GALLO, n W. negion 1, Ofc of the D rector 00/01/05 MROCZkA.E J. Nodhoasi Nu- 
e'ear Energy Co (subs ol Northeast ui'iiiios). 9pp 52656:297-52656:304. 


9002080166 ApplicaHcn lor amends lo Licenses NPF-4 & NPF-7.replaclng liyfi^ierideir 
operational event review group w/mgt safety reviow comm.ttea as orQa.'.iration 
spons'ble for ollsUe review lunciipn 

STEWART.WL. Virginia Power (Virginia Electric & Power Co.). 90/02/01. Oc-currea 
Conypl Branch (Oocutr.ertt Coniiol CSesk). 3pp. 52609 211-52609 240. 

-9002080169 Proposed Tech Specs replacing Indopendent/operatlonei even' '«vi»« 
group w/mgi safely review comm ties as orpanlranon responsible fo' olls'ts 
lunciion. 

• Virginia Power (Virginia Electric 6 Power Co). 90/02/01. 27oa 526092it 
62609 240. 

9002140131 Forwetds Amends 125 S 109 lo Licenses NPF-4 & NPF-7, respecLVe*! I 
safety evaluation Amends rov-se Tech Spec definition of ESF slave relay test 
ENGLE, LB. Projoci Directorate 11-2 90/02/02 STEWART.WL. Vi/gina Power f/r^ 
laElectrici Power Co) 3pp 62661 326-52651:346. 

-9002140133 Amends i25 & 109 to Licenses NPF-4 & NPF-7, raspoctivoly. re,iirg 
Tech Spec dol'niiton ol ESF slave lotay lost 

SERKOW.H.N, Prelect Oirocloraie 11-2 90/02/02 14pp, 62651:329-52651-342 

-9002140136 Safety ovafuaiion supporting Amanda 125 & 109 to llconsos WPF-4 8 
NPF-7, respectively. 

’ Office of Nuclear Roactoi Regulation, Director (Post 870411). 00/02/02 4x 
52651:343-52651 348 ^ 


Q. inepeetton reporte, lE Bulletins 8> corteepondence 


9002140116 Advises lhai adniirvlsuaiton ol garenc tundameri'sts exam sedton pi vml- 
ton operator ficens'ng exam wii conlorm to i steJ rogiatration 6 exam process guide* 
l<nos which wj.l be included m ne>i rev of NUREG-i02t.per Generic Ltr 89-17 
GALLO.n.M. RMlan 1, Olc of Iho Director. 90/01/24 MROCZKA.EJ ConnecTcut 
Yankoo Atomic Powo' Co Bpp 52655 344-62655 351 

9002060120 Acivisos that need no longer exists to manlain senior OL ol i-'stod 
peteont^el,ef(ocLvo 691231 

SCACE.S E. Northeast Nudoar Energy Co. (subs, ol Nonheasi Ut.l.tios). SCACE.S E. 
NofineasI Unilifos. 90/01/26 Document Control Drench (nocumenl Control Desk), ip 
52$94:026 52594 026. 

9093239510 Advises ihsi evaluation p] requaUicaiipn program & t.censod personnel at 
laci'VschodjIod lot wk of 9006te Enciraf rnatls roquosted by 000427 
eSELQROTH.P.W Reg on 1, Cic 0( the Oitociw. eo/02/14 MROCZKA.E.J Nonh- 
oasl Nuclear Ene.*oy Co. (subs, of Northeast Lfii'it'es) 8pp. 52709.269-52709 276 


DOCKET so-asa NORTH ANNA POWER STATION, UNIT I 


P. Security, mtdleal, emergenoy & lire protection plans 


9001290001 Forwa.'da "North Anna Power Station Emergency Plan Tab'o S.l, 'M'n 
Staffing naquiremonts (or Emergenciea'" A "Surry.. Table 5.1, 'Min Siafling Ror.ul'o- 
rnonta..'." for approve', por lOCftlSO 54{(il,NUREQ-0654 S NUREQ-0737,S'jppl 1. 
STEWART, W L Vitg'nia Power (Vi/g me Electric & Power Co.). 90/01/17, bocumonl 
Control B.'aneh (Oocumorit Control Desk). Pnp. 52469 060-62409 070 

-0001290003 Draft "Su,Ty Power Station Bmeraency Plan Tob'o 8,1, 'Mm SlolfinQ Re- 
qulre/nents for Emergencies " 

• Vitgirt'a Powo.' (Virginia Eleeinc & Power Co), 90/01/17. lOpp, 52469:067- 
62409076. 


9002160273 Forwards Summary of 9001 16 meai'ng w/u!ii It Region II olc ra sialirs rept 
o-n e.morgency prepar&dnesa upgrade program 

STOhR,JP. Reg'On 2, Olc ol the Oirecior. 90/01/31. STEWART.W L. Virg'n'a Power 
(Virgin a Electric A Power Co.) 5pp 62677.004-52677 000 


H. General coneepondenco 


9001300498 Advises thsi dtsd imel rapt lor closeoul ol lE Bultshn 79 23 Wd 
accoplablo Lead ong^^noers for IE Bullolins 84-02.00-06 & 67-002 raasslgnod askslad 
DERLINOER.CH. Generic Communications Branch NflC-05 85-167 Qii(i3vt» 
LOFY.RA. PARAMETER, Inc. 3pp. 62513 256-52513.268. 

9001310S88 Rosp^onds 10 NRC QuiieTm 89 003. "Polonilal Loss ol Requ.rod Snu'jrwn 
Margin Ounng natuoimg Operations." flolueiing procedures lo be rovisad & 'arr.iA'- 
liaiion sessions will be conducled phot to each roluotlng outage. 

STEWART.WL. Virginia Power (Vlrgmlo Electric & Power Co). 90/01/26. OocuisSi-l 
Control Branch (Document Control Desk). 3pp. 62504 153-52504:165 

9001230126 NRC InlQ Noi'Ce OO OOS. "Inier-Sy8lem Discharge ol Reactor Coolari' 
Svc LSI end. 

noSSi.C.E. Owlsion of Operational Events Aasossmant (Posi 670411) 90/0‘>2i 
Cor.eohdaied Edison Co. ot New Vorh, Inc. lOlpp. 52335.125-52535 227. 

9001230178 NRC Into Nol'ce 00-006, "Potential (or Lose of Shutdown Codwio 'A>69 st 
Low ReacKir Coolani Lovola." Sve Hat onci. 

ROSSi.C.E. Division ol Operational Evonia Aaaaaamonl (Poal 670411) GO/01/29 
Conaohdatod Ediaon Co. ol Now York, Inc. lOtpp. 52635 025-52535-124. 

9001240)90 NRC imp Notice 60<007, "New info re Insulation Mail Perfor-na^ee & 
Debris Blockage of PWR Cenlainment Sumps " Svc list end. 

ROSSl,CE. OMalon ot Oneiat'onal Events Assessment (Post 070411). BOIO'iM. 
ConaoHdaled EdiSon Co. of New York, Inc. 90pp. 52635:226-52535.329. 

9001260020 Suppi 2 to NRC Info Notice 66-023. "Potential for Oaa Blndna ci nPSl 
Pumps During LOCA." Sve list end. 

noSSl.C.E. Division ol Operational Events Aeaeesmont (Post 070411) 00/01/3'. 
Conaoiidetod Edison Co. ol New York, Inc. 65pp 52533:329-52534:062. 

9001260196 NRC Info Noilco 90-008, "Kt-OS Haferds Prom Decayed Fuel." Sue kii 
end. 

ROSSI, C.E. Division ol Operational Evonia Assessment (Post 670411) 90/02/31. 
Consolidated Edison Co. of New York, inc. 77pp. 52503:180-52563:266. 

9001290102 Suppi f lo NRC Info Notice 00-030. "Target Rock Two-Siage SafoyRs'd 
Valve Seipolnl Drift Update." Svc Hat end. 

ROSSI, C.E. Diwis'on of Operational Events Assessmonl (PosI 870411). 90/02/02 
Consdidaied Edison Co. of New York, (nc 78pp. 62556;230-6256eGl7 


9001300323 ftaauasia lhat future conespondence from NRC re ISFSI be addieasetl to 
eulhof at I'stod address a that listed individuals be included in carbon copy cflslnbu- 
lion. 


STEWART.W L Virginia Power (Virginia Eleclfl: 6 Power Co.) 90/01/23 Oocumonl 
Control Branch (Document Control Oesk). 2pp S24fl0.0?0-52490.07l. 


P. Operating llcenee stags documsnts & corrsspondsnea 


9001290054 Application for amends to Licenses NPF-4 & NPF-7 to euppen planned (ot 
design chango Iroin Wesllnahouso low parasitic 17xl7 (LOPAR) lueiassembly to no 
f 7x17 assembly w/VANTAuE 6H fuel assembly design features 
SitWART.W.b. Virgin's Power (Virgin's Electric & Power Co ). 90/01/16. Documer 
Control Branch (Document Conirof Desk). .3pp. 62468' 1 18-624 66- 148 


-9001290056 Proposed Tech Specs te llm’tmg cortdition for oporal'on & survsilJance re- 
quiroments for rod drop time, reactor coolant loops & reacivity control sys 
4M ’"''s 80/01/15. 26pp 52460 121- 


OM2O7O306 Forwards response lo Generic Lu 09 13, "Svc Water Sys Problems Alfect- 
Ing Safety- Rofaied Equ'pment" Bol'of in apptopilatenfiss lo address Generic Ur B9-13 
wncerns iMthIn context ol esiabliat-.ed probrarnmatic improvements noted 
STEWART.W.C Wrginla Power (Virginia Electric 8 Power Co ). 90/01/29. Document 
Control Branch (Oocumem Control Desk). 10pp. 52604:267.52604 276. 

9002130283 Concurs In revised imptemortadon schedule re control room habHabll-tv 
8y3.in8lrument air sys, MIDAS software 8 hardware 8 InservIce testing flow insirumen- 
letion revised commiimonia for design mods.per 061221 submMal 
EBNETER.SO. Region 2 Ofc of the Ojrecior. 90/01/30. STEWART.W.L. Vtrginia 
Power (Virg'n'a Electric 8 Power Co). 3pp. 52646 227-52646:220. 

90OI2M0S1 Genoric Ltr 90-02 to all LWR I censeea & applicants re altefnative roqulre- 
S «■? ^ we' aesethbi'es In design loaiures seeVon ol Tech Specs Svc list enct 

Assoc^aio Direclof for Projects (Post 870411), 90/02/01 Consol-dat- 
ad Edison Co. ol New York. inc. 39pp. 62837,055-62637093 


9001300424 NRC Info Notice 90-009, "Extenrfed Interim Storage ol Low Level Psd- 
wasle by Fuel Cycle 8 Matts Licensees." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial 8 Medical Nuclear Safety (Posi 670729) 
90/02/05. Conaolidated Ediaon Co. ol New York. inc. 106pp. 52583.257 -52584 604 

9002130194 Partial response to FQIA requastApp N 8 O documents evsilebe In 
PDR.^p O documonia one! App P documents withhold (ref FOIA Exemption 6). 
QHIMSLEY.D.H. O.VIslon of Freedom ol Information 8 Publicaiions Sonnees (Post 
890205). 00/02/08. PEPPERMAN.D.fl. Blocher 8 CoHms. 0pp. 62695:166-52605239. 

-6807270182 Requests lhat appiophale proloct manager contact Idoni-Red olu 8 po 
vide Info re purchase ol circull breakers from suspect companies 
MAntiEWS.O.B. Ptolecl D'teciotale il-3. 66/07/10. BUTLER, W.R. Ptdact Oltocic«s'.e 
1-2. 65pp. 62695:316-52695:344. 


B- Reportable occurrences, LERs & relaiad correspondence 

9001300354 LER 89-Ol9-OO.on 89 1220, discovered thal outer door of conlan.-rerl 
equipment escapa air look was drawing In air 8 Inner door noted as not be'ng In lutrr 
closed position. Causa undetermined. Sys enhancements being evaluatad.W/dOOlls 
Ur. 

KANE.G E. Virginia Power (Virginia Electric 8 Power Co). 90/01/19. 6pp 62494;i04- 
52494:108. 

9002140269 Suppis raaponse lo 69121 1 8 22 special repta re Inoperab'o Kamsn proc- 
ess vent radiation monitors R1-GW'17& 8 R1-VO-l79.Monilor Rl'OW-176 lalled to 
pass poal-maint calibr for sample flow 8 will r<ot be returned to svc by 900131. 
STEWART.W.L. Virginia Power (Virginia Ctodric & Power Co). 90/01/31. Oocct-b'.! 
Control Branch (Document Conirol LJesk). 2pp. 62653:216-52653:217. 

9002120065 Part 21 ropi re two ol three PC cards in QE Type SLV11A1 over/undanrb'- 
lags relays falling to produce oulput.Short between loac/^s would result In damaga ic 
component 1C6. Sketch of threshold deiection board end. 

TEAGUE, J.E. Generaf Electric Co. 90/02/02. MURLEY.T.E. Office ol Nuclear Reactw 
Regulation. (Oirector (Post 870411). 3pp. 52607:055-82607:057. 


S00i}3002i iER 90 OQ2 00.or> BOOt2?.luol bldg mint lafan eys not Qfignarf to tfscharga 
liuobgh aiii I ary bMg HEPA trier & cbercoal Qdsorboi nssumbfy during fuel 
movomcnl Caused by po.'sonnoi error Discipl nary ad on ta'(0n.W/9O!>2O5 lit 
KANE.G.E Virginia Power (Viro'nla Eleclric H PowO' Co.) 00/02/05 5pp. 52713161- 
62713 165. 

91)02320365 LER 60 001 00 on 900123, roedor trip occurred on aloam teo<)*at6r t.'ow 
m's/pa'ch Caused by leMod circu i driver card on foodwaior roguieiirtg veivo Foedrvaie.* 
roguiaiing valve driver card replaced W/000206 ic 

KANE.Q.E. Vrginia Power (Virgnia Eleclnc & Power Co) 00/02/08 7cp 52B5BOOO- 
52656 006 


DOCKET 6CI-330 NORTH ANNA POWER STATION. UNIT 3 


r Security, medical, emergency A fire protection plana 

9001290001 Fonverda "Norih Anna Power Siaio.n Ernoigoncy Plan Table 5.1. ’Min 
Siailiig neqjiromonis (or Emeroenc os'" S "Surry. Table 5. 1. 'M.n Stalhrg Roqato- 
fr.eds lor approval per 10CFR50 54(q).t,JflGG 0054 & NUREG-0737.Suppl 1 
STEWART.WL urgin.ia Power (Virginia Gleciiic & Power Co.). 60/01/17 OwumonI 
Coni'ol Branch (Doccmenl Control Oesk). 2pp 52460.060 5246!) 076 

-9001290003 Orafi "Suny Power Siailon Emorgoncy Plan Table 5 1. ‘Me Stalling Re- 
cur, 'aments lor Emergencies 

• V.rginla Power (Virnnla Elactrc S Pownr Co) 90/01/17 I0x> 5246OO07- 
62469.076. 

9002160273 Forwards summary ot 0001 16 rr.oei ng w/uiii in Region |i olc ro ataius topi 
on amorgoncy preparedness upgrade program 

SrOHB„JP. Resion 2, otc ot Iho Oroctor. 90/01/31 STEWART Wl V.rania Power 
(Virgin s Electric & Powe.' Co ) 5pp. 62677.004-52677 OOQ 


H. General correspondence 

9001300323 Roquesia iliai luluro correspondence from NRC re i&FSi be addressed to 
author at (isieu address & ibai l,sled indiv.duals hu included in caibon copy tlainbu- 
tion 

STEWAnT,W.L. Virginia Power (Viiginia Electric & Power Co) 00/01/23 Oocumnni 
Conirol Branch (Oocamont Conirol Desk) 2pp. 62400 1)70-5249007) 


P. Operating license eloge documents & correspondence 


900i3l038S Responds to NRC B-oiloi.n 80-003, "Poieni'al Loss of Required Shutdown 
Margin During Reluoliiig Opeiai ons " Rntuoling procedures lo be revised & tomlhar- 
r/abon sessions w,ii bn cond.icled pr or lo each t6fu0li''g outage 
STEWART.WL. Virginia Power (Vfflina Elociric & Power Co) 90/01/26 Document 
Control Brancti (Docu-nent (Control Desk) 3pp. 52504:153-52504 155. 

9001230130 NRC Into Notice 90-005, "Inier-Syeiem Dscbaroo ol Roacior Coo’ani" 
Svc list end. 

nOSSl.CE Division of Operalionai Eve.nis Assossmeni (Post 670411) 90/01/20 
Cnn3a'.datod td sen Co oi Hew Yo-k, inc i0lpp. 62535.125 52535-227. 

0001230176 NRC Info Notice OO'OOe, "Poionual for Loss of Shutdown Cooiinq wn la ai 
l ow Reactor Coolant Lovais ' Svc list end 

nOSSi.C.E 0.v.3lon ol Operalionai Events Assossmeni (Post 870411) 90/01/29 
Conscldaled Ed son Co of Now Yo'k, inc lOipp. 62535025 52535:124. 

0001240160 NRC Info NoLco 90 007, "New inlo re Insulation Mail Performance & 
Oetris OlocMge ot PWR Coniainmoni Sumps " Svc l<si end 

HOSSl.CE Civison of Opoietionai Eve.nis Assessment (Post 870411) 90/01/30 
Censo'Maied Edison Co. Of New YO'k, l.ic 99pp 52535 228-52535.329 

0001350030 Siipt^ 2 10 NRC Inlo Noiico 88 023, "Potonhal for Gas Bndino of HPSI 
Pumps CiirtnoLOCA " Svc list n.'cl 

HOSSl.CE. Divf9:on ol Operational Events Assessrnont (Posi 870411) 00/01/31 
(3or,30('dal(Hl Edison Co of Nnw York, inc 05pp 52533 329 52534 062 

9001360196 NRC Info Notico 00-000, "Kr-85 Harards From Decayed Fuel" Svc list 
oncl. 

ROSSi.CE O.vislon ol Oporatisnai Evema Assessmani (Post 870411) 90/02/01 
C^onsdidatod Ed son Co of Now York, inc 77pp. 52563 180 52583 256 

600>290f02 Supp' f lo NRC in'o Not co 00-030. "Torgoi Rock Two-Siago Satety/Roiioi 
Valvo Se^ni Drill Update." Svc list end. 

ROSSI.CE Otvision of Operaionai Events Assossmeni (Posi 070411) 90/02/02 
Consoiklalod EdiSo.n Co of fJow Ynrk, in:. TOpp 52556 230'52656 317. 

9001306424 NRC Mo Nefreo 00 009, "Exiondod (niorim Slorage Of Low Level Red 
wasio by Fuel <^c'o & Malls L'consoos " Svc l.si one! 

CUNNiNGHAM.n E D.vislon of indusirie'. & Mod:coi Nuclear Safety (Posi 870729) 
00/02/05 Cotisoiidaiod Edison Co of Now York, inc. lOOpp. 62583 257-52504 004. 


9003130194 Pe/r-al >09ponao lo FOIA rnguoslApp N i O dneoments evaffedfe (n 
POR Aop O Oacumonls unci App P donumenis wnwioid (rol FQIA Exerrplion 5) 
GniMSiEY.OH. Diviscn ol ('reodom ol Information & PubLcoirons Services (Post 
690205) 90/02/08 PEPPERMAN.O R. BlOCher & C-OHns. 0pp 62805- 156 52505 830 


W)012000S4 Appllcetlpn for amends lo Hcensos fJPF-4 8 NPF-7 lo SuPPCrt planntx) M 
des an chsngo dom Westingbouso low parasitic 1 7x 1 7 (t QPAR) luol assombiy to now 
1 7x17 assembly w/vanTAQE 6H fuel 888orr,biy design inoluros 
STEWART.WL Virginia Power {VirgnIa Eioclnc 4 fnswor Co). 00/01/15 Document 
Comroi Branch (Oocument Control Onsk). 3po 52460 i lO 52480 . mo. 

-90012900SS Proposod Tech Spocs ro Umillng condiiion (or ai>eroltcn 4 survo llecco in- 
quircmenis lor rod drop llmo.roacior cnoinni loops 4 reactivity conuoi sys. 

■ Viinlnlo Power (Virgnia Electric 4 Power Co) 00/0t/«5 2ftpp. 524fl6.i2l- 


9062070306 Forwerde response lo Generic lu 00-13, ' Svc water Sys Problems Alioci- 
rng Ssloiy-Reieiod Equipmanl." Bollof in aDpropnoiaunss lu address Oonoric Lit 00-13 
concerns wiihin coniexl of esiabiishod prcgrammaiic improvornonia noivd 
STEWART.W.L. Virginia Power (Virgnia Enecinc 4 Powoi Co.). 90/01/29. Oocument 
Control Branch (Document Conirol Desk). lOpp 52604:267-52604:2/6. 

9002130393 Concure In revised Implenioninilon schodulo ro ronirol ioo-*n liobiiobiiy 
sys.lnstrument air Sys, MIDAS software 4 hardwa'o 4 inservtco tOSl-r.g flow msitumerv 
letion revised commiimonia for design mods. per 091221 submittal 
EBNETER.S.D Region 2, Olc ol iho Diioctor. 90/01/30. STEWART.W.L. Viigifrfo 
Power (VnrgWa Elsciric 4 Power Co.). 3pp 520-18 227-526-«8 22$. 

9001290QS1 Generic LIr 90-02 to all LWR liconsoos 4 eppi-cems ro altornabvo io<)ul'o- 
monts lor fuel assembl.os In doslgn (naluros sochon of Tech Specs Svc bsi onci 
PARTLOW.J.G Associate DIrocior lor PfO|oci8 (Post 6704 1 1 ). 00/02/01 Consolklsl- 
ed Ed son Co of Now York, Inp gppp 62637.055-52637 093. 

9002080166 Application (or amends (o Licenses NrF-4 A NPF-7,rupl8dng Indopondeni/ 
operalionai ovonl review group w/mgf safely rovlow roir.mitloo as organ’raUon ro- 
aponsiblo lor ollsne review function. 

Si EWART ,W L. Virginia Power (Virg nia Eloclflc 4 Power Co ) 00/02/01 Document 
Control Branch (Oocumont Control tuosk). 3p|». 52600 211-52600 240 

-9003060169 Proposod Tech Specs replacing Indopniiduni/oporot-oniil ovoni tev.ew 

B w/mgt safety review commllloo as organization responsitito tor olfaio roview 
3n. 

' Wrglnla Power (Virginia Eloclflc 4 Power Co) 00/02/01 27p3 52609’214- 
62609-240. 


-6607270182 Roouo&ls Hiftl nppipprlsle projeci rnanoger conioct ic/onhf-otl util 4 pro- 
v.flo into ro pufcnaso ol cirnu’i brosko-'s irem suspocl coippanioa. 

MATiiiEWS.DO. Pioieci Dirocto'oin 11.3 66/07/ to, GUTLEn.wfl. Preloci Oirecioieie 
1-2 55pp 62505 316 52595 344 


8. Reportable occurrences, LERs 4 related corrospondonco 

9002140360 Suppis raypenso lo 00121 1 4 22 epocial repis ro inoperable Kamnn proc- 
ess voni tadiairon moniois Ri-GW-t76 4 ni-VG-179.Monltoi Rl-GW-176 lei'od to 
pass post mniiti ce'iM lei serrpie iiew 4 wii noi boreianod lo svc by 000131. 
STEWART.W.L. Virginia Power (Virginia ElOClnc 4 Powot Cd ), 90/01/31. Documoni 
Control Brooch (Oocurnent Control Desk). 2pp. 5205'J'216-S2053'217 

0002120060 Perl 21 repi re two ol three PC cards In GE Typo SLV1 1AI over/undervol- 
■ego ro’ays tniii-vg 10 prod-uco ouiput.Siiori boiwoon loatis wou'd rosuil in damago lo 
componer^i 1C5 ^otch 01 ihroshoiJ doiect on boaril end 
TEaGUE.J.E. Gunotal Electric Co. 90/02/02. MURlEY.T.E Olllce ot Nuclear Reader 
RrrguloUon. Otocior (Post 0704 1 1) 3pp. 62607 055-52607 057 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


E- NRC Saloly Evaiuallon Report (8ER), aupple & correspondence 

9001290111 Forwards saloty ovaluaiion concluding ihai Uconse Cnndiiion 2C (4) re in- 
plant snioty follol valvo uischargo losls ol consorvelism ol ce/tam loads oppiied in 
eneiyeis ol Me* I coniainmoni met per SSER 5 (NunEG-0700) 

STanG.J.F Pfolact Oroctoralo IH-I. 90/01/18. SYLVIA.B.R. Deirol Ed.son Co 3pp 
62454 087-52454 093 

-9001290113 Saloty evaluation concluding ihat ull satisfied License Cond-tion 2C(4) 
ro poflorm'ng in-plani lost for cohll-m ng that eafoiy rol-ol valvo discharge loads con- 
servative & safety maigin adoquaio. 

• Ofllr-n of Nuclear Roacior Ronuleiion, Director (Post 670411). 90/01/18. 4pd 
524S4 090-S24S4 003. 


9002140131 Forwards Amends 125 4 109 to Licenses NPF-4 4 NPF-7, respcclrvo’-y 4 
saloty evaluation. Amends revise Tech Spec dolinition of ESF slave le'ay lost 
t'NGLE.L.B. Profoct OirecWrale (1-2. 00/02/02. STEWART.W.L. Virglnie Powex |V.rgln- 
la Elecific 4 Power Co ). 3pp. 62651:326-52651.346 

-9002140133 Amends 126 4 109 to Licenses NPr-4 4 NPF-7, respecllvoly. revising 
Tech Spec dofinltion ol ESF slave relay tost 

BEnKLJW.HN. Projecl Ofrecforale IF2. 90/02/02. Mpp, 52651 326-52«5(..?42. 

-9002140136 Safety evaluation supporting Amends 125 4 109 lo Uconsos NPF-4 & 
NPF-7,respectively. 

• Olfice of Nucloar Reactor Rogulaiion. Director (Post 870411), 90/02/02. 4pp 


O. Inspection reports, IE Bulletins 4 correspondence 


f. Security, medlcol, emergency 4 fire protection plans 

9001290036 Rov 12 lo Rad olog-cal ERPiP EP-290. "Emergency Noiificeilons ’’ 

• Ootrolt Edteon Co 00/01/12. 20p? 52453:307-52453 326 

9002050266 Rov 2 to radiological emergency response plan 

• Detroit Edison Co. 0O/O1/17. 253pp 52640.O0i-52549.263. 

8002010010 Rov 5 10 RERP Plan Implomeniing Procedure EP-206-01 "Security Force " 

• Detroit Edison Co. 90/01/22. Mpp 52531:213.62531 226. 

9001310245 Forwards Ma^rit Toam Insp flopt 60-341/69-24 on 691030-1103 4 1 113-17 
4 noace of violailon Strongihs & weaknesses noted In implementaiion ol maint 4 on- 

B neerlng programs 

IIUERKJ. floglon 3, Otc ol the Orecloi. 90/01/24. SYLVIA.B.R. Ootroii Edison Co 
5pp. 52514:236-52614 297. 


9001300498 Advisos Ihsi drafi final ropt for ckisoout of IE Bul'elln 70-23 fowl 
ecceeiable.Lead engineers for lE Bu'lollns 84-02,00-06 4 07-002 roasstgned as llsioi 
BERLINGER.CH. Gonerlc Communications Branch. NRC-0505-I67. 00/01/T 
LOFY,R.A. PARAMETER. Inc. 3pp. 52513.266-52613:268 


-600t3f024e Nolfce Of molatWri Item insp on 69l030-tl03 4 1fl3-f7. Vio'atlons 
noiod approved iranslcnl combustib'o review worksheet not obialned for 16 barrels of 
lubrlcabrn oJ per Procedure NPP-FPl-01, "Fire Proioctlon," Rev 2 
MILLER.H.J- Region 3, Ofc ot the Direcior. OO/Ot/24. 3pp 52514:242-52514 244 


DOCKETED ITEMS 


6002160075 Rev 3 lo ladlologca) e.Te/gency response plann'ng tniplerr^nLr.g proca- 
Cures .nde* lor Btxiks 1 & 2 ^ ^ 

MULVEHILL.J W. Detrol Edson Co. 60/01/25 I6p? S2o76 £99-52676 316 


9002120272 Rev;sed rado’oacai en’eroency response p'ari Implerreniing 
procod'jres incluU.ng Ro/ 5 lo ^-201-03 S Rov 2 lo 6P 220. 

VANCEPUTTE.U Oeiro^l Ed.son Co 50/01/31 4epp 52631 120-52631 177. 


9002130299 Ack receipi ol 891106 resporsa 10 Qenenc llr e9 07,Suppt 1. “Powet Re- 
actor Sa'eguards Contingency Planning lor Surface Vehicle Borr.bs." NRC under- 
stands that plant safeguards contingency plan revised to inc'ude shorf-ietm ecbona 
ENGP.L Proocl D'recioraie iil-t. 90/02/06. SYLVIA, BR. OeVoil Edson Co. 3pp. 
5264? 358 52647 360 


9002220248 Ec.-wards FEMA jo.ni eiO'cise rapt ol 650518 ,oni Oils t« emergency p/e- 
pareCnsss e<6tcise idoniif.ed deficiencies were corrected & deT.onsL'aled (hjCng 
631 103 temed.a! exercise 

GREGERLR flegdn 3, Ole ol the Director. 90/02/06 SVLViA.BR. Oetioii Ed40n 
Co 2co. 52674 239-52e74 323 

6002220295 Forwards Rev 3 10 racdog cal emergency resporse p’an. irccrporaHr.g 
changes 13 initaiing ccnditions lor net 'caiiort ol tnjsuai event orrwrgency elasarfica- 
ton 

SYLVIA. B 0 Oetro 1 Ed.son Co 90/02/09 Documeni Control Branch (Oocumoni Con- 
irclOesk) 20pp 52689051-52689 105. 

-9002220311 Proposed rev 10 Section Q to radoiogical omergency response p'an 
• Deiro i Ed son Co 90/02/09 35pp 526a9.07l-52689 105. 


9002140179 Forwards response to violavcns noted n Insp Repl 50-341/69-31 re rre'nt 
suppori lor secur.ty equ.pme.nl Addi .nsirumentaticn & cantrol repe tiren h'ledEitcl 
Withheld (tel lOCFR73Sl). 

ORSERWS Detroii Edisen Co 90/02/12 Documeni Control Branch (Oocu-neni 
Control Desk) 2pp S2650 271-52650272 


K. Ulillty Final Safety Analysis Report (FSAR) & amends 


9002020289 Forwa/ds response to Generic Lli 69-13. "Sve Wale.' Sys Protlema Aflpcl- 
ing Saloty-Relaied Equ'pmenl." Mon 'o'i'ig & ireaimont p-ograma lo reduce Incido-iia 
orflowb'ockago duo to blofou'ir'o w-li be impiemonied during oa.'ly I99i 
SYLVIA.B.R. oatro l Ed sen Co. 90/01/26 Document Control Drench (Docutr.en Con- 
trol Oesk) 8pp 52S2gi33S'52&26i343 

9002080248 Application lor amend to L cenao NPF-43, changing Tech Soeca 3/4.4 7 3/ 
4.63 3/4 6.4 2 & Dofin, Con 1.29 re coniainmoni iso'aiion vaivea 
SYLVIA.B.R. Detro l Edison Co 90/01/26 Cocum.ent Control Drench (Documert Cen- 
HolOeak}. lOpp. 52604 167-52604 20? 

-0002080261 Proposed Tech Specs 3/4.4 7,3/4 6 3,3/4 6.4 2 a Oetmiiion i.29 re rrart 
eieam ladeton vB'.vea.prlmary comenrn.eni Isoleton valves. reactor bldg to suppres- 
sion chamber vacuum breakers & p.-'mety conte nno.ni Integrity, respeci-ve'y 
* OetroHEdsonCo. 90/01/26. 6pp 52604:197-52604 202. 

0002080338 AppUcallon lo/ amend to License NPF-no, adding now Tech Spec 3/4 7 10 
lor nanL'ilorreplibla control air sys to prevent unnecessary p'ani shutdowns n event el 
control aL' con^rassor laJure which requ res extons ve repa is. 

SYLVIA.B.R. Oetro I Ed son Co. 90/01/26. Document Conircl Drench (Oocuma.V Coi- 
IrolOask). ISfip S2S55 146-52555 t67 


-M02060330 Proposed new Spec 3/4 7.10 lo iim.ilng condiion lor operat>on a s-^'.-ot- 
lence requ'remonts lor nonlnierruptidia control eu sys 
* OeiroiiEdSOnCo. 90/01/26 7pp 52555 161-52555 107. 

9002020081 Advises lhat request lo' withdrowol ol preposod emend re ECCS eclua'.iyi 
cianied 

ENG.PL Piojacl Directorale lli-i go/Oi/30. SYLVIA, B R. Dotroit Edson Co 3pp 
52530.260-52639261. 

9002020176 Advises that roquosi lor amond to Liconso NPF -43 lo modify Tech Spots 
re control of suppression chsmoor-io drywo.: vacuum broakors cor.sdo‘<^ 
wiihrliewn UU datoim ned amend po lonnur roQu roil. 

ENO.PL. Project Olrocloraio 111-1. 93/01/30 SYLVIA, 0 R. Detroit Edison Co 3pp 
52529 320-52520 322 


90Q206Q234 Fermi 2 updated FSAR Changes 68-121 & 89 114 ro adtilron ol Swan 
Creek Subslat cn cn 120 veil kV Ine to Brewnstown ine a stei-cn ae 
compressor.aliercoeior & rece.ver dra n$ modi' ed lo improvo e.r iomoveL>6$i>ocir/eiy. 
* Detroit Edison Co 89/09/19 24pp 52569.215-52569 236 


P. Operating license siege dooumenia & correspondence 

9001310405 Usens-ng Change Request 89-2i3'UFS to updated FSAR for Fermi 2. 

‘ Detroit Ed son Co 69/11/01. 3Spp 52514 173 52514 207. 

9002160014 Forwards Amend 46 to License NPP-43 5 saieiy evaiuai.on Arr^ivj iev.ses 
Tech Spec to roiioci deiebon of speoai icsi exceptions • oxygen co'ceniteiron 
STANQ.jP. Piojoci O.iecioraie iii-i. 69/11/28 Sylvia.Q.R. Ooi/on Edson Co 4pp. 
52668 324-52666 343 

-9002160016 Arr.end 46 10 (ucense NPf -43,revis.ng Tecfi Specs to reilect detenon oi 
specai test exceptions • oxygen concentration. 

TMOUA.JO Pioleci Dirocioraio III 1 89/11/28 13pp 52668 326-52868 340 

-90021800)9 Sa/ety evskietic.'i Ame/Kl 48 lo LKef>s$ NPf -43 

' Otiice ol Nuclear Reactor Regulation. D-recior (Post 8704ii). 69/11/28. spn. 
52668 341-52868 343 


9002050276 Gianie request lor w-thdrswol ul 080629 ap|)'lcellori for amund lo License 
NPf-43jnod.ly<h9 Toch Specs /o p-'ev sions 10 resol msirumoni charnoie 8/or iiip sys 
& 10 remove roq'Jromenie 10 place channels in ir-ppcd condit-on 
ENG.PL Project atecio/aio lii-i 60/01/30. 5 vlvia.br. Uoiroli Edison Co Opp 
$2547 317-52647 310 


9001200051 Oenon: Lu 90-02 to p’l LVVR 'iconsooa & appiicanls ro n iomaiive loiimo- 
menis lor lueiessemb/es in design loeiuroH eocilon 0/ rnch SpocsSuc isl end 
PartlOW.J.G. Aksociaio Director lo- Pio.ecis (Post 8704i 1) 00/02/01 Co'no del- 
ed Edison Co. ol New York. Inc. 30pp. 52637.055-52837.003 

9002070011 Forwaids salpty oveiuenon epprov.hg uiii 090928 luqiiusi let tol.ul Ire 11 Lv 
eorvKO losiing piooram Ipi pumps & valves, pot ASME Codu Sociion Xl.Parnuiaph 
IWV-3S22 ior Check valves E 1 1-F408 & E 1 1-r409. 

STANO.JP Project D-iocloiato III-I. 90/02/01 SYLVIA.B.R. Dolio I Edison Co 3pp 
62612280 52612-285 

-9002070012 Saioty ovp'uaiipn appioving um 800026 roqiiosi lot relol item insorvreo 
i^it^^ograrTi tor pumps & vaivos roquiromonts in ASME Dorlo.Sociion Xi.Paiag'spli 

• Ofiico ol Nucieei Roaciot Reou'eton, Direcio.- (Post «704ii) 90/02/01. 3pp. 
6281226352812285 


9001300145 Licensing Change requests lor upoaiod FSAR mc'udme e9 027-UFS69- 
024-UFS.89-02l-UFS.e9 019 UFd & e9-001-UFS. 

' Devon Edison Co 89/12/20. ISOpp 52495 162 52495 352. 


9001300197 "Fermi 2 Updated FSAR Change Requests Updated FSAR Vol XI " 
' Dovon Edison Co. 60/01/12 2pp 52490 264 52490 265. 


9002060222 Rev 0 10 licensing change request (LCR) for updsicd FSAR induduHi 
LCR9,89 O32 UFS,09 164 UFS,89 221UFS,89 225 UFS, 89-231-UFS.89 232-UFS69- 
S34-UFS.69-235 UFS.89-S36 UFS. Bg-23B-UFS & M 233 UFS 
MURPHY, T. Detroit Edison Co. 90/01/12. 58pp. 52569 251-52569.308. 


9002130291 Forwards SBlety eva'uaiion granting roiiol fium ASmE Insorv.co tost ng pio- 

S iam lor punw8& valves, per ut.l 801206 request 
rANG,J.F. Project Diiodoialo lll-l 00/02/00 SYLVIA.U R DoUo t fdiscn Co 4pp 
52647 306-52047 315 


-9002130298 Safety evaluation groniing roiiel Iro'n lequ lonioriis to perform Categoiy A 
coniainmoni Isolation oY lo-.kage tost on each valvo individually.por util 0Q120B 10- 
ouest 

* once of Nuclear Reactor Reguiaton, Dirpciw (Pd.si 070411) 90/02/00. foc. 
52047i3IQ 52647:315. 


9001290131 Adrfses that individual plant exa.m approach & methodology, desenberi In 
891025 iir.per Ger.er.c Lv 88'20.accepi8ble Schedule changes should bo reported lo 
NRC 

f2^5^4°l'« 52454^3?'^^'^'°^^'^ "" SYLVIA, 0.R. Detroit Edison Co. 3pp. 


9002220394 Forwards notice ol considoraiion ol issuance ol amond to Liconso NPF -43 
4 projxised NSHC deiermlnaiion & opponunity lor huoring on 000927 appl canon 'or 
amend to iconse. 

STANGJ.F. Prdoct Directorate lil-l. 90/02/14. SYLVIA, D.R Oolroil Edson Co. 3 pd 
52672 179-52872;108 


9001300033 Forwards Amend 49 Id License NPF 43 8 safely evaiuai.on Amond revises 
Tech Spec prov.s.ons to allow pnmary & secondary conialnmeni peneUatfons be veri- 
fied closed each cold shuidown reihei man every 3i days 
ST''NGj F_Pio,oci Dirocioraio 111-1. 60/01/18 SYLVIA, BR. Deiroli Edieoo Co. Spp. 


—9002220399 Notice ol considoraiion ol Issuaoco ol amend to License NPF 43 & p'O- 
Posed NSHC detorminallon & opooriunity for lioating Arr-oi-.d revises Tech Specs lo 
add remola-manual primary containment Isoiai.on velve lo Irtstrumeniaiion 
ENG.P. Prefect Direclorale lll-l. 90/02/00. 7pp 52672.I02-52672 108 


-900t3(W036 Amend 49 10 License NPF-43, revising Tech Spec provis'ons to alow pri- 
mary 8 secondary contanmoni penetrations bo verified closed each coW shutdown 
rather than every 31 days. 

THOMA,JO. Project Directorate IIM. 90/01/18. I4pp 52496:274-52496:287. 


9002230094 Forwards order modifying Lconso NPF-43 Issuod lo iiconseo on &30212 
for Iranemiilal lo Ole ol FR for puo'icaiion.w/o oncl. 

UEBERMAN.J. Olc ol Enfotcemont (Post 670413). 00/02/ 15. LESAR.M.T Rouu’aipry 
lAibiXialfone Branch, ip. 52702:280-52702 280 


-900^00037 Safety evalua'jjn simportmg Ame.nd 49 to Ucenso NPF-43 
52«6^2M°52496 291 (PoU 870411). 90/01/18. 4pp 

'01 updated FSAR, including log count rate: 
68 047-UFS & LCR 86-O45 UFS.W/on0 oveislzo encJ 
Oelroil Edison Co. 60/01/19. eOpp. 62590 214-52590.318. 

9002020206 Responds to 1^FR28 ro litness-for-duty pioQtams.Utii conducing lestmi 


9002230467 Forwards Amend 61 to Liconso NPF-43 & safety evaluation Amc-id 
Changes Tech Spec 3/4. 7. 1.5 lor UHS to bettor lolioct as-buit cond llons ol p a'‘i & 
design basis. 

STAflG.J.F. Projoci Directorate lli-l. 90/02/20. SYLVIA, D.R Dotroit Edison Co 4pp 
52714;2I6-52714:234. 


-9002230472 Amend 61 10 License NPF 43,fov.sing Tech Spec 3/4 7 15 lor UHS to 
bolter relied es-buill conditions ol plant & design basis 
THOMAJ.O. Project Directorate lll-l. 90/02/20. 11pp. 52714:210-52714:229 

^02230476 Safety evaluation airport ng Amond 51 10 Liconso NPF-43 

Office of Nuclear Reactor Regu'euon, Director (Post 6704111. 90/02/20. 6po 
527l4-230-52714:234. 
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O. inapsctlon reports, IE Bulletins & correspondence 

6001300498 Advises mat drali final rcpt for ciosoout of lE Quiotirt 7&-23 found 
acceptable Lead engir'.oeis lor IE Buiioiins 84-02, 60'06 & 87 002 reassigned as liSiod. 
BEfiLiNGER.CH Generic Commjn cations Orar.ch, NRC-0b-65-l5/. 90/01/17 
LOFY.HA PARAMETER. Inc. 3pp 52513.256 82513 250. 

60013 10140 Forwards Salety Insp Repl 50-34 1 /SO- 17 on 690530 1 1018 notice Ol vio- 
iai on 8 requests ihal uM respond to v olation by clescnb.ng specific acnon to bo lekon 
to sireng’hen 8 irrprovo 10CFB50 59 review process 

GR£ENMAN,E.Q Region 3. Oic oi ihe Oirector 90/01/23. SYLVIA.BR Oauoii 
Eelson Co. 2pp. 52497.033-52497 062. 

-9001310143 Notice of viu aiion from insp on 090530-1 101. Violation noted feJuro to 
Ideniily ur.iercewod safety question 8 taiijro to ovolualo change to laeJity as da- 
scribed in SAR. 

GREENMAN.E.G Region 3. Ofc of tha Orecior 90/01/23 4pp. 52497:035- 
52467 033. 

-9001310144 Insp Repl 50-341/89-17 on 660530-1101 Violations noted Maior a’oaa 
Inspected. safety reviews roqu red u.ndor iQCFRSO.SQ. 

DEFAYETTE.R. Bogpn 3, Olc Of Ihe Oirocior. 90/01/10 24pp. 62497.039 S2497.0e2 

9001310245 Forwards Maim Team insp Ropt SO 341/09-24 on 891030-1103 8 1113-17 
8 notice of violation Strengths 8 weaknesses nolod In Implcmonletlon ol maim 8 en- 
gfneonng programs 

MiLLERXj Henlon 3, Olc of the Oitecior 90/01/24. SYLVIA, 0 R Deito-i Ed aon Co 
6pp 52514 236-52514:297. 

-9001310248 Notice ot vio'aiion from insp on 691030-1103 8 1113-17. Vlolailons 
nolod:approved trens'onl corr.busi bte reviow worksheol not obta'ned lor I9 barrels ot 
lubncaiing oil per Procedure NPP-FPl Oi, "Fire Proloction," flow 2. 

MILLER.HJ Region 3. Olc of Ihe Q.roctor. 00/01/24. 3pp 52514 242-52514:244. 

-9001310261 Insp Repl 50-341/69-24 on 691030-1103 8 tll3-17Violel.ons 
noied.Major areas inspected mami.eng noenng.lnservlco testing. support of maim 8 ro- 
tated mgl ectiv.tioa. 

JABLQNSKI.F.J., BURGESS, S.O., CHOULES.N.C. Region 3. Olc of mo Wrecior. 00/ 
01/22. Sipp 52514:245-52514 297. 

9002020294 Responds to NRC Bulletin 00002. "Stress Corros-on Cracking of Hgh 
Hardness Typo 4I0 Stain'ese Steel intornoi Prcioaded BoH-ng m Anctror Oaiimg 
Model $3S0W Swing Chock Valves or Valves of Simi'ar Uosign." Sub) valvos not used 
by ull 

SVlVIA.B.R Oeiroll EdiSon Co. 60/01/26. Document Control Qrensb (OocumonlCcm- 
trot Desk] 3pp 62540.132-52540:134. 

9001330126 NRC Info NoLco 00 005. "Intor-Syslqm Oischorgo of Reactor Coolani." 
Svo 1 9l end. 

noSSi.C.E. Division of Opereiioiial Evonis Assussmem (Pom 67041 1 ). 90/01/29. 
Consoiidsiad Edison Co. of Now York, Inc. lOipp. 62535 125-52535227. 

9001230176 NRC Info Notice 90-aoi'. "Poinniiai for Loss of Shuidowrt Cooing wniio ai 
Low Reactor Coolani Lovois." Sve list end. 

ROSSI, CE. Division ol Oporatlonal Evonis Assossmont (Post 6704il) 00/01/20 
Conso'ldslod Edison of Now Voik, me lOIpp 62535025-52535:124. 

0001240100 NRC Inid Noilco 00-007, "Now Info ro Insu'ation Moll Porlotmanco & 
Dobns QlockMO of PWR Coniainmoni Sumps " Sve list oncl. 

ROSSi.CE Division of Oporationai Events Assossmonl (Post 070411). 00/01/30. 
Consol-dated £d>son (^. of Now York. Inc 09pp. 52535:320-52535.320 

9001260020 Suppi 2 to NRC Info Noixo 00-023, "Polnntial lor Gas Q-nding of HPSi 
Pumps Dkil.'ig LOCA " Svc list oncl. 

ROSSI.CE. uivislon of Oporafional Evonis Assessmnnl (Post 6/0411). 00/01/31 
Consolldalod Edison Co. of New York, Inc. 95pp 525J3 329-52534 002. 

9001260198 NRC Info Noilco 00-008. "Kr-OO Harards From Decayed Fuel." Svc i-al 
end. 

ROSSI.CE. Division ol Operaionni Evonis Aasossmont (Post 670411) 90/02/01. 
(Consolidated Edison Co of Now York, Inc. 77pp 62593 160-52503:256 

9002120387 Responds lo NRC 900102 lir ro vlolailons notod In fnsp Repl 50-341/09- 
SO.Correctivo actions storage aroa In mach:r.o shop closod-oul 8 QAi rrtail roiurnod 
to warehouse where positive controls in effoci 8 shill lurnovor procedure rovisod. 
SYLVIA, B.R Ootroll Edison Co 90/02/01. Document Control Branch (Oocumonl Con- 
trol Desk). 7pp. 52617:246 62617:252. 

9002130376 Forwards Insp Ropt 50 341/09-30 on 09l2t3-28 8 noiico ol 
violallon Decision to issuo v.otatlons at Sovorlcy Level IV based on ava-lablliiy ol re- 
dundant signals to actuate elfectod salety sys. 

GREENMAN.E.G. Region 3. Olc of the D.rocior. 90/02/01. SYLVIA.B.R. Detroit 
Edison Co. 2pp. 52647:137-62647:151. 

-9002130379 Notice of violation from Insp on 891213-28 Violations noted: on 091030 8 
1206, reactor vessel water lavol Isolation actuation Instrumontotion.Channels C 8 
D.both Inoperable as rnsull ol Improper Inslallellon.ln violation ol Tech Specs. 
GREENMAN.E.G. Region 0. Olc of Ihe D.roctor. 90/03/01. 3pp 62647;»39- 
62647:148. 

-9002130381 Insp Repl 60-341/69 36 on 09t2l3-20.Vlolatlon8 noted.Mafor areas 
Inspecied.c.rcumstancos surrounding improper Installation nl wide rengo reactor water 
level Iransmilter B2IN081C. 

AXELSON.W.L. Region 3, Ofc of the Dlroctor. 00/02/01. 1 1pp. 62047:t4t-52847;161- 

9001200102 Soppi I to NRC Info Notice 80 030, 'Target Rock Two-Slago Safaly/noHef 
Valve Setpoint Drift Update." Svc list encl 

RO&Sl.C.E. Division of Operational Evonia Assessment (Post 870411). 90/02/02. 
Consolidated Edison Co. of New York, Inc. 70pp. 5?556:230-62S56:3l7. 

9002130386 Forwards Salety Insp Ropl 50-341/69-33 on 691228-000108. Violabons 
noted. Ulil wl'.l be notified by separate correspondanco ol NRC docis'on re enforce- 
ment action for issues. 

GREENMAN.E.G. Region 3, Ofc of the Director. 90/02/02. SYLVIA.B.R Detron 
Edison Co. 2pp. 52647.028-52647:037. 

-9002130386 Salety Insp Rapt 60-341/89-33 on B6l228-900i0e.Vlo'aiion3 noted.Malor 


0001300424 NRC tnlo Not CO 00-009. "Exio-hded Iniotim Storage ol Low Level Rad- 
wasto by Fuel Cycle 8 Mails L.censoes" Svc list enci. 

CUNNiNGifAM.R E. Division of industrial 8 Medical Nuclear Safety (Post 870729). 
90/02/05. conso'idated Edison Co ot Now York, Inc. 108pp 52503.257-.52584.OO4. 

9002130194 PaniQl response to FOIA request App N 8 O documents available In 
POR.^p O riocumoms encl App P dOcumonlB w.lhheld (rot FOIA Exemption 5). 
GRIM^EY.O.H. D.vislon of Fteodorn cl Information 8 Publications Sorvices (Post 
800205) 90/02/08 PEPPERMAN.O.R Blechor 8 Col'ins. Opp 52595:1£6-5259S:239. 

—8007270182 Raouests that app-'oprtaie project manager ccntact Idoniifled util 8 pro- 
vKfa irrfo re purenasa ol clxuil breakers from suspect companies. 

MATTHEws.OB. Project O.rcctorato 11-3. 88/07/18. BUTLER.W.R Project Diroctoreto 
1-2 SSpp 52505:316-52595344 

9IM2 140179 Forwards losppnsa to violations noted in insp Rept 50-341/69-31 re maint 
aiipp.i/t fry sacuniy eoupmeniAMi hisiruvoniiioc 8 conf/oi ropaumpn hired. Encl 
wiihhetd fref IOCFR73 2iL 

ORSER.wS Oatroii Edson Co 90/02/12 Documont Control Branch (Document 
ConuolOesk) 2pp 52650:271-52650 272 

9002160143 EN OO-Ot 7.on 900200.NRC approved issuance of order mod lying l.conse 8 
issuarKo of noilco of violoiion on 000212 ro violations Involving doliborate mail false 
staleriMnis & lai'ure to ovstualo const delicioncos from 1984 to 1986. 

LUEIIMAN.J.. LIEBERMAN.J. Ofc of Enlorcameni (Post 870413). 90/02/12. Ip. 
52656:204-52656 204 


8. Repo/iable occurrences, LERe & related correspondence 

0001300245 LER 89-038 OO.on SDlSi/t.eorri'Ol room operator Inadve/fanily depressed 
closed PUSH buttons on inboard MSlVs A.B 8 C 8 toacior scram tesuiiod Caused by 
opoiaior otror .Operator involvod was lomovod from llconsod dutios.W/000l17 Hr. 
PENDERGAST.J.. ORSER.WS Oelrei Edison Co 90/01/17, 5pp. 62494;095- 
62404 099 

9002020205 LER 89-030-C8:on 691226,Div I emorqpncy aoulpmonl cool-ng water 8 svc 
wairy sys aoiomaiicaiiy siaitod due to psniai load etiod of bus 72E.Causod by parson- 
nol otror. Accounlebity meolinn hold on 0001 1 7.W/900125 Hr. 

PENOERGAST.J. OHSER.W.5. Doiroit Edison Co. 90/01/25. 4pp. 5253e:027' 
52536030 

0002080297 LER 69 028 01 on 00i026.o:ghi saioty relief vsives fallod setpfossuro lol- 
orence test Cause ur^dcr ruviow by ui.i 8 gcnerlcai’y by BWR Owners Group safety 
rolof valvo sol point dnii committoe.Velvos romovod & cfoanod.W/900131 Hr. 
PENO£RGASr.J.. ORS£R,W.S. Detroit Edison Co. 90/01/31. 6pp. 52590001- 
S2S90005 

0002130321 LER 90 OOl-OU.on 000t08,annunclolor 205 a'srmod lor Olv II E(^8 losia- 
bikiy logic/powur leUre Ceusod by blown luso. Fuse Insie'lod during course ol trou- 
bfoshooi ng w/no subsoquent oroblems noiod.W/900207 Hr 
PENOEROAST.J.. CHSER.W.S. Detro-l Edison Co. 00/02/07. 8pp. 62637.024- 
52637:029 


V. Operator Exemlnatlons 


9001310131 Advises that uvaluoilon visit to examine roque'illcation progiom 8 licensed 
porsonrxil scheduled lof wk ol 900526 Ot facility. Rol mail.l.slod on encl, should be pro- 
v-tfed at looet 60 days prior to oxem dele 

WHlOHT.O.C Region 3, Olc of the D rector. 90/01/09. SYLVIA.B.R. Detroit Edison 
Co epp 52603 205 52603:272 


DOCKET 50-344 TR03AN NUCLEAR PLANT 


F- Securfly. medical, emergency 8 fire protection plans 


9002060026 Advises that 801020 Amend 10 to radiological omergoncy plan conslslenl 
w/proviaions of lOCFRSO. 47(b) 8 acceptable. 

YUHAS.G.P. Renon 5. Olc ol lha D-recior. 00/01/23. C(DCKFlELD,D.W. Portland 
General Eloctnc Co 2pp. 62558 063 52568 064 

9002220166 Provides rosulls ol muHlpia high impedance fault onalysis completed lor 
(edkty.UUl ovaluating desirability ol reducing conservatism In enatysls to reduce 
nurnbor of menual operator actions roqu-red. 

COCKFIELO.D.W. Pacific Gas 8 Electric Co. 90/01/31. MARTIN.J.B. Region 6. Ofc of 
the Orecior. 2pp 62670:311-52676 312 


P. Opereling license stage documents & correspondence 

9001290220 Requests sddi Info In response to complaint (.led by JH Dally w/Oept ol 
Lslior dieging ihei coniteci w/util prematuroly lermlnetod due to raising safoty con- 
cerns whde perform ng duties el facility. 

MARTIN.J.B. Region S. Ofc of the b.reclor. 00/0l/t0. COCKFIELO.D.W. Portland 
General Eloctric Co. 3pp. 524S4 073 52454:076. 

9001290039 Rosponds to Horn 1 of Generic Ltr 69-10, "Selety-Releiod Motor-Operatod 
Valvo Testing 8 Surveillance." Util will review 8 document design basis for operation 
of aafety-ralQled valves in piping sys. 

COCKFIELO.D.W. Portland General Electric Co 90/01/19. Document Control Branch 
(Document Control Desk). tOpp. 52466:094-52468:103. 

9{K)1300376 Forwards responses to questions re Porlland General Electric 881024 rept, 
"Trojan Nuclear Plant Roector Vessel Supports, Design Basis 8 Evaluation Summa- 
rv." raised during G90022 mealing w/NRC re resolution of Generic Salety Issue 15. 



9001310416 Responds 10 Genenc Li' 69-13 re sve watof sys problo'ns ellochng saloty- 
(oiated equ pmon! Macro biolou'ing program bong peilocted lo preclude flow biocK- 
age duo lo bioloul no m sue water sys. Status repi will be prov.dod in Sopi 1990. 
COCKFiElDO.W. I^rtiand General Eloctnc Co 90/01/25 MARTiN.j.B. Region 5, 
Ofc o1 Ihe 0 recio.- 3pp 52504 002-52504 004 

9001310432 Forwards eppi cation lor amend lo Liconse NPF-l.cons'.slino of License 
Chanoe Appicatipn tOO.dolelmg Table 36-1 "Conieinmeni isoiai.pn Valves," iron 
pfani lecti specs 

COCKFiELD.DW. Pori’and General Electric Co 90/01/25. Document Control erarch 
<DocumomCcnirolDosk). ip. 52503.232-52503 254. 

-9001310436 Appicaton for emend to Liconse NPF-l.cons-stmg of Liconse Change 
Appl.cation iSO.daiQiing Table 3 6-1, "Conia'nmoni isoiai on Valves,” from p'ant Tech 
Specs 

COCKFIELD,O.W. Portland General Electnc Co. 90/01/25 7pp. 52503 233- 
52503 239. 

-9001310442 Proposed Tech Specs,de'eiing Table 36-i. "Conta.nmom Isolation 
Valves" & rois to table. 

• Podland Genera' Electric Co 90/01/25 I5pp. 52503 240-52503 254. 

9002020092 Redviosts ihai end prepnetarv Top cal Repi BAW-2094P.Rev i, "Recircu'a- 
I on Sioam Generators Kinet c Sleeve Dual t-cation for 7/8-;,nch CO Tubes" be with- 
hold (rot 10CFR2 790), per 691 130 I cense Change appTcal.on. 

COCKFIELD.O.W, Portland General Electric (3o 90/01/25. Document Control Branch 
(Oocurreni Control Desk), ip. 52539 225 52539 225 

900202C39T Advises that individual plant oxem approach, meinddology <5 
schedLlo,do$cnbed in 891027 lit, per Generic Lir 68-20, accopieb'e Schedule changes 
shculd ho reported lo NRC 

DEVAN.R Proioci O.reciorato V. 90/01/30. COCKFIELD.O.W Podland General Elec- 
tric Co 3pp 52539313 52539 315. 

9002120234 PRELIMINARY STRUCTURAL EVALUATION OF TROJAN RCL SUBJECT 
TO POSTULATED RPV SUPPORT FAILURE. 

LU,S C. Levrtonee Livermore National Labora'ory FiN B 6021. NUREG/CR-5506 90/ 
01/31 Divison o1 Enginee-ing (Post 870413). 35pp 5261 1.224-5261 1.262. 

9002120294 Forwards Rev 1 lo nuclear div improvement planRov provides status of 
recently hiiiaiod & ongoing activitios.Spccilic measures estabi.shod to address area ol 
work coniro", corroct.ve eclion program & procedure & docurent control. 
COCKFIELD.O.W. Portland General Electr.c Co. 90/01/31. Document ConUol Branch 
(Oocumenl Control Desk). 28pp. 52617:155-S26l7:ie2. 

9001290051 Generic Ltr 90-02 lo all LWR licensees & appiicanis te aliorneilve regui'e- 
meniB foi fuel assembres in design featuros seclion ol Tech Specs Sve list end. 
PAnTLOWJQ. Assoclafo Oirectoi (or Projecis Posi 070411). 90/02/01. Consolidat- 
ed Edison Co. of New York. Inc 39pp 52637 055-52637.093. 


Q. Inspection reports, lE Bulletins & correspondence 

9001300496 Adv,ses ihet draft final repi (or closeout ol lE Bulletin 76-23 found 
eecepteblo Lead engineers (or lE Bulletins B4-O2.60'0d & 87-002 reaseig^nod ea listed 
eERLiNQER.CH Genetic Commun cations Branch. NRC-OS-OS-IE?. 90/01/17. 
LOFY.R.A. PARAMETER, Inc. 3pp. 525t3'256-525l3:25e. 

9002070437 Fonwatde Insp Rept 50-344/69 30 on 891216-22 6 notlcos of vto'elion & 
dovial'on.NRC intereeteo in seeing uM analysis of causative laciors for violoi one aim- 
lat 10 Item A & etolenaiion of how lo improve plan or preclude recurrence. 
SCARANO.R-A. rfeglon 5. Ole ol the D.recior. 90/01/19. COCKFIELD.O.W. Port’and 
General Electric Co. 3pp. 52566 212-52586.239 

-9002070445 Notice ol violaiion from Insp on 89l216-22.Vio'8i:on9 noted melni woikor 
Inslaliod lerr-porary mod lO Train 8 of hydrogen veni sys but signed lor insfaiTng lo 
Tra-n A.fall rig (o slop woik & obtain direction when d'reclion haddquste. 
SCARANO,ITA. Region 5, Ole ol the Dirsdor. 90/01/19. 3op. 52588:215-52566 217. 

-9002070447 No tree or deviation from Insp on 69l2t6-22.0evlailon noted, ptiyslcal con- 
flgurat'ion of Temporal Mod 89-072.lnslsiled to PRM-t sampling syS on 690713 did 
not moot cnleria per ANSI N1 3. 1-1969. 

SCARANO.R A. Region 5, Ole ol the Dnector. 90/01/19. 4pp. 6?686 218-52586:221. 

-9002070449 Insp Ropl 50-344/89-30 on 69i2i0-22.Vio1ations 6 deviations 
noted Ma'or areas Inspected mole review ol written repis ol nonrouiine 
ovonts.lollowvp Of open 6 unresolved rtems. fo'lowup ol items ol noncompi ance 6 
rddwds^o sys 

RUSSELL, J.,' WENSLAWSKI.F. Region 6, Ofc of the Drector. 00/01/18. 17pp. 
52566.222-52566 233. 

9001300067 Responds to NRC BuTeiin 89-002, "Stress Corrosion Cracking of High 
Hardness Type 410 Stainless Steel Internal Pteloaded Bo'tmg In Anchor 
Darling.. Swing Check Valves ..." No sub] swing check valves Insiai'ed et facility. 
COCKFIELD.O.W. Portland Goneial Electric Co. 90/01/22. Document Control Branch 
(Document Control Desk). Ip. 52469:135-52480:135. 

9602160007 Forwards Insp Root 50-344/89-33 on 891126-1231. No violaCons or devi- 
ations noted Current Insp findings reenlorce need for conlnued strong mgt ettenilon 
to violations re ell-r.oimal events & Icllowup of LERs. 

RICHARDS.S.A. Region 5, Ofc of the Direcior. 00/01/22. COCKFiELOOW. Portland 
General Electric Co. 2pp. 52676-230-62676 262 

-9002150006 Insp Repi 50-344/89-33 on 891 126-1231.No violations or deviations 
noted.Uajor areas inspected operational safety venf cation, maint.surveillanco.evenl 
fo'lowup, sys engineering & open iiom loilowup. 

M£NOONCA,MM. Region 6. Otc of the Director. 90/01/22. 2tpp. 52676.232- 
52676:252. 

9002030t37 Partial response to FOIA req-uesi for documents.App C & 0 into available In 
POR.^p 0 records also end. 

GRIMSLEY.D.H. Division ol Freedom ol Information & Publications Services (Post 
890205). 90/01/25. WILLIAMS, 0. JRA Associates. 6pp. 62499. 195-52501;084, 

-9002020172 Lists questions raised dunng 880808-12 commercial grade procurement 
insp at p'enl concerning compliance w/NRC requirements for safety-related 
struclures.con^nenls or eys Agency position re sub| questions requested 
KIHSCH.OF. Flegon 6. Ofc otlhe Drector. 88/09/14. KNIQHTON.G. PrOlocI Direcioi- 
aieV. tp. 52601.036-52501:042, 


9001310405 Responds to NRC BuTet n 09-003, "Potential Loss of Required Snu'.do-.v'i 
Margin Dunng fleiue'ing Operations " Fuel Handling Procedure FHP 5-i3 ro fi.e. shy 
lle 6 position veriLcabon will be revised lo include rosulis ol scoping stud os 
COCKFIELD.DW. Portland General Electric Co 90/01/26 Documom Convoi B.-s-vth 
(Document Control Desk). 4pp. 52503 276-52503 279 

9001230126 NRC Info Notice 90-005, "Intor-System Discharge of Roacici Ckwisr-/ 
Sve list end. 

ROSSl.CE Division of Opofahonal Events Assessmont (Post 870411). 00/01/23 
Consol dated Edison Co. 01 Now York, Inc lOipp 52535:12S.5?535227 

9001230175 NRC Into Nollco 00-008, "Poienlial for Loss ol Shutdown Coo'mg Whiio 3; 
Low Reactor Coolant Levels " Sve list onci. 

ROSSl.CE. Division of Oporeiional Events Assossmoni (Post 070411). 99/01/2S 
Consolidated Ed.son Co of Now York, me. lOlpp 52535:035-5253S.124. 

9001240190 NRC Info Notice 90 007, "Now Info re Insulation Mail Petlorma'co i 
Debris Olockaco or PWR Conio nmeni Sumps ” Sve l-sl onci 

ROSSl.C E. Div,sion ol Operational Events Assessment (Post 870411). 60/O1/3O, 
Conso'idaiod Edison Co of Now Yoik. Inc. 99pp. 52535 228-52535 329. 

9002070301 Forwards request for addi Info ro ulU 881223 a-jbmittal of WCAP-12024 ri 
response lo NRC Qu'leiin 80-002, "Rapidly Propagaiing Fetiguo Cracks in Steam Geiv 
eraior Tubes." lor responso w.lh.n 45 days of rocoipt of lit. 

SEVAN. fl. Pro, eel Orectorate V 90/01/30 COCKFIELD.DW. Portland Gono'ei E'» 
trie Co. 4pp. 52598:105-62598:198 

00020704 14 Forwards request lor addl Into in orilor lo compioie rov/ow of plant second 
10-yr mtorvel Insonrico insp program. Response expoctod within 45 days of (oceipi ol 
Hr. 

BEVAN.R. Project Diroctoreie V. 00/01/30. COCKFIELD.D W Portland Gonorai Eiec- 
incCo. 6pp. 52687 339-52687:344. 

0001250020 Suppi 2 to NRC Info Nonco 80-023. "Potential (or Gas Binding o‘ ll-’S 
Pumps During LOCA " Svc list end 

ROSSl.CE. O.vislon ol Operational Events Assossmoni (Post 870411). 90'ai/3i 
Consolidaied Edison (3o of New York, Inc. 95pp. 52533:329-52534:082. 

9001260196 NRC Info Noiico 90 008, "Kr-65 Hazards From Oocayod Fuel" Svc liil 
end. 

ROSSl.CE. Division of Oporat-onal Events Assessment (Post 870411). 90r02/0i. 
Consolidated Ed, son Co, of New York, Inc, 77pp. 525O3-10O-52SO3 266. 

9001290102 Suppt 1 lo NRC Info Nonce 60-030. "Tergoi Rock Two Stage Sa‘oly/Rc!i:f 
Valve Sotpoint DnU Update." Svc list onci. 

ROSSI, C.E. Division of Operational Evonis Assoaamoni (Post 070411) 00/02/02. 
Consoldaiod Edison Co ol New York, Inc. 7flpp. 52550:230-52556:317. 

9001300424 NRC Info Notice 00-006, "Extondod Iniorim Storoge ol Low Lovoi llad- 
woile by Fuel Cyc'o & Malls Lleonsoos." Svc I si and. 

CUNNINGHAM, R E. Division ol indusiiial & Modical Nuclear Saloty (Post 070726) 
90/02/05. Conso'idaiod Edison Co. ol Now Yoik, Inc. tOOpp. 62583 257'S2864.(M 


R. Psriodio eperallne reports & related oorreepondence 

9002020010 NPOES noncomp'lanco notilicatlon on 801201 & 02,blocMem'cai owo-hi 
demand In sewage irealmont plant ollluoni oxcoodod limit Caused by stall, p d r-tw 
sewage ireaiment plant at laelMy.Oxyaon demand camo within apoc by 69i2()3 
COCKPlF.LO,D.V/. Portland Qonoral Electric Co. OO/Ot/26 MARTIN.J.B. Rogen 5, 
Ofc ol the Director. 2pp. 6252e.t49-S252G.t6l. 

-9002020054 NPDES dischargo monitoring rept lor Doc 1009. 

HESS.R.J. Portland QonoiarElecIrlc Co. 66/12/31. Itpp. 52528:1S1-52S26 161. 

9002130114 Forwards annual ropl of ECCS modol & applicnilon changes for 19!iD.siJ-v 
marlzlng effects of model changes, errors & plant changes on poak dadoing torrp oi 
limliingjerge & small break LOCAs. 

COCKFIELD.O.W. Portland Gonorai Eioclrlc Co. 00/02/02. Oocumoni Conlroi Dra-xh 
(Document Control Desk). 3pp. 52646 040-52046:042. 


S. Reportable occurrences, LERs & related correspondence 


9001310357 Informs that addl time noeded to prepare LER 00-30.Rov l .Rov will bo sub- 
mittod by 900209. 

YUNDT.C.P. Portland Gonorai Electric Co 00/01/36. Ooerrmont Control Branch {D>c- 
umeni Control Desk). Ip. 52503.001-52503:001. 

9002020010 NPOES noncomplianco notification on 891201 & O2.blochomlcal oxygor 
demand In sewogo Iroalmonl p'ant etiluont oxcoodod limit. Caused by siaMup of new 
sewage iroaimenl plant at facliity.Oxyaon demand came within apoc by 891203 
COCKFIELD.DW. Portland Genoral tloclric Co. 00/01/26. MARTIN.J.B. Rogon 1. 
Ole ol the DiieclOf. 2pp. 62526:140-52528:181. 

-9002020054 NPDES discharge monitoring rept for Doc 1980. 

HESS.RJ. Portland GenorafElactrfc Co. 69/12/31. Ilpp. 52520:f51-5252(T:t6t. 

9002230425 NPOES noncompliance noiiflcaiiomon 801201 & O2.di8chargo Im - 1 iy bio- 
chemical oxyo^ri domand (BOD) oxceedod.Slelo of OR waived enlorcemoni ec'jon 
during first 2 wks of sowage plant atartup.BOD was within spec by 891203. 
COCKFIELD.O.W. Pacific Gas & Elecirio Co. 90/01/26. MARTIN.J.B. Region 5. 0'cof 
the Drector. 2pp. 52702:232-52702:244. 

9002070346 LER 09-O27-O1;on 891 108, containment vonliiaiion Isolation skyw. 
occurred, causing hydrogen vent exhaust Isolation valves to closo Caused by spuncx-s 
Gtocironic ^ike on process radiation monitor.Connoclor cloanod.W/GOOlOO In. 
HOW2E.S.S., YUNDT.C.P. Port'and General Eleclric Co. 90/01/30. 6pp. 52600.076- 
52590:083. 

0002120134 Special rept.on O9l23l.Fli0 Door 73, located in control bldg et OO-T 
elevailon, Inoperable due lo faJure In door latch mochenism. Parts will bo r.sialled 
when recelved local smoke doioctora checked & fire watch patrol established 
YUNDT.C.P. Portland General Electric Co. 00/01/30. Document ConUol Branch (Doc- 
ument Control Desk). Ip. 52016 086-52615:086. 



9002230037 LER 90-00l-00.on 900i08.doierminsct lhat local loak rate (osi’ng not per- 
on inboard containmoni personnel er lock door oquaivirtg velvosCn 
691226 oxcessivo leakage noted at valvo.Malni procedure revised. W/900&7 Ur. 
HOW2ESS, YUNOT.CP Porlland General Eloclrlc Co. 90/02/07. 4pp 82713047- 
52713050. 

9002220716 LER-OO 002-00. on 000209, dolotminod ihai low lomu ove/piossuto ptolec- 
ton sys evaluation limn may not hove boon mei during plom heatups & 
cooldowns Caused by procedural Inadequacy Precautions dQvoiopQd.W/80020& Ur. 
HOWZe.S.S. YUNDT.C.P. Poniand General Electric Co 00/02/08. tpp. 52712.302- 
52712306. 

9002220699 LER 89 030 Oi:on 0912l2.boih trains ol Chlorine dotectora declared In^ 
eiabie when chlorine detecier response t me oxceodod time in toxic gas analysis On 
S0l2i9.control switch found in open position. New detectors ln9tallod.W/900209 Ur. 
GUGERSKi.J.O., YUNOT.CP. Portland General Electric Co. 00/02/OB. Opp 
52712309-52712 314. 


DOCKET 60-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

9002l30t8t Rev 3 lo EPIP IIS EP'02630, "Preparation & Ttonsporl of Contamir^aied 
Injured Personnel-" 

• Toledo Edison Co 00/01/18. I7pp. 52640 l42-5264U:lsa 

9002120091 Rev 3 lo oll-normel occurrence procedure manual table el contenia. 

• Toledo Edison Co. 90/01/22. 2pp. 52027 076-52627 076. 

9002010167 Fonvards Salety Insp Ropt SO-346/eO-2e on 091 107-900IC2 & nonce ol 
veiat on.Aiiachmerti to repi withheld (ref I0CPR73 2i) 

KNOP.RC. Region 3. Ole ol the Diroclor. 00/01/23 SHELTON.DC Toledo Edison 
Co. 2pp. 52523 240-52523 241. 

-9002010192 Partially withhold Safety Insp Ropt 5O-34O/09'26 on 69ti07-900iO2 (ref 
lOCFR73.2l(c)(2)i.vlo!ation9 noted Major areas Inspoclod.LERs.p'ani 
operaliQn.omorgancy proparodness, security S onnlnonrlng & lochrdcal suM>ort. 
JACKIW.I N. Region 3, Ole of Iho Diroclor. 90/01/23. lOpp 62523 243.52523.20i 

90(^2130169 Rev 1 to Emergency Plan Qll-Normal Procodure.tlS EP02(XK> "Modical 
Emergencies." 

• Toledo Edison Co. 90/01/26. I4pp. 62647;123-S26'17:136 

9002160191 Summary of 000109 5 10 meolings w/util In RockvIllo.MO lO encl drell 
selety ovaiuQilon of lira protection program at (acility.Progrem conforma w/guKioiinoa 
Of Ape A lo branch technical position S App R to locrneo. 

WAMBACH.TV. Project Oirociorato lll-S, 00/02/02 Proiocl Olroctoroie m-O. AOpp. 
62666.242-52666:290. 


K. Utility Pinal Salety Analyais Report (PSAR) 8 arnanefs 

0002020168 Forwards Rov 10 to updalod SAH lor Oavis-Rosso.Unll 1. 

SHELTON, O.C. Toledo Edison (Do. 60/01/20 Oocumont Control CSiatKh (Oocumoni 
Conirol Desk). 6pp. 62539 206-52536:309. 

-9002020214 Rov 10 10 updated SAR for Oovis-Bossu Nuclear Power Siation. Unii i. 
* To'odo Edison Co. 90/01/31. I7pn. 52S30'293.52S30.309. 


P. Operating license atage documents & cotreapondence 

9001300278 Forwards orrala lo Rov 3 lo OAW-1643, Tables 3-20 & E-l ol "Masior into- 
grated Reader Vessel StrrvetNsnce Program" roflecii/rg chengos in inaonion scheduio 
lor AS capsule lor Davis-Bosso & Cryaial Rivor. 

HOWELL, D.L. Babcock & Wilcox Operating Plants Ownore Group OO/Ol/iO 
ELLIOT, O.J. NRC . No Oelollod AIMIallon GIvnn. 2pp. 62400.321-62400- 325. 

-9001300284 Errala lo Rov 3 lo □AW-1543. "Maalor Inlogralod Reactor Vossol Surveil- 
lance Program" conslslmg of revised Tables 3-20 A E-1. 

• 0WR Ownors Group. 8AW-1543 ERR R03. 90/01/10. 3pp. 52400.323-52400325 

9002010362 Forwards environ assossmont & finding ol no significant Impact to 871 120 
request lor exempilon from App J lo lOCFRSO for third lost to moasuro primacy roac- 
lor conieinmeni overall Integratod loakago ralo during shuldown. 

WAMBACh.T.V. Project Dlrectotalo 111-3. 90/01/17. SHELTON.D.C Toledo Edison 
C^. 2pp. 62516:108-52515:204. 

-9002010386 Environ essessmont & finding of no aign'ilcani Impact ro 671 120 reejuost 
lor oxempilon from App J lo 10CFR50,Socilan lll.O.l.(a) which roiailros lhai ihhd tost 
lo measure conieinmeni leakage rale bo conduclod during shutdown. 

HANNON, J.N. Project Direcloralo 111-3. 90/01/17. 6pp. 62515:200-62515:204. 

9001290162 Forwards safely evaluation supporting 831 107 & 0216 rosponses lo Got>er- 
!c Ltr 83-20, Horn 4.5.3 re reactor trip sys reliability for all domostic c^ratlrig reacuvs. 
WAMBACM.T.V. Project Diroctoraio 111-3. 90/01/10. SHELTON.D.C. Toledo Edrson 
Co. 2pp. 52467:141-52467:170. 

-9001290164 Safety evn'uetlon re Generic Lit 63-38, Hem 4 53 concorning roacior trip 
sys rellabil w lor all domesilo operating reeciors. 

* Office Or Nuclear Reactor Regulation. Director (Posi 070411). 90/01/19. 2pp. 
52467:143-52467:170. 

9002050001 Roqueste closure of outstanding action Horn 87-0108 re request for Tecti 
Spec Interprataiion re lacll-.ty MS1V oporobllity.Stroke times same In all locailons within 
Tech Specs. 

WRIGHT.G.C. Region 3, Ofoot tho Olroctor. 90/01/19. MARTIN.T.O. Region 3. Ole o» 
Iho Director, 1p. 62548:202-52548:202. 

9002160318 Recmesls onforcemoni discretion from NRC ro Tach Spec 3.3.1. 1. "Reao 
tor Proleciion Sys Instrumenletlon" & advises that olloctivoness ol enforcemonl dls- 
croHon would be limited In duration until next plant shuldown. 

SHELTON.D.C. Commonwealth Edison Co. 90/01/10. OAVIS.A.B Rogton 3, Ole ol 
tho Oirecior. Bpp. 62675.216.52675-219. 


0001310157 Grams dlscreiionery enforcement lor Tech Spec 3. 3.1.1 ro plant oporoHon 
w/one or tour fiux-deiio ilux-Mow instrumonis in Channel 2 ol roacior proleciion sys 
dodarori inoperable Discretion rn ofloci unill 900201. 

OAVIS.AB Region 3, Ole of ihe Diroclor. 90/01/24. SHELTON, D. To'etfo Edson Co. 
2pp 52514 059-52514:065 

-6001310163 Roouasis onlotcomeni d'scrotion for Tech Spec 3.3 1.1 lo roquito that in- 
opotabla liux-delia flux-flow inslrumeni channol In roacior protoction ays be placed In 
tripped condiHon wiH.in 1 h Channol will bo reset not tripped. 

SHELTON.DC. Toledo Edison Ck>. 90/01/19. DAVIS, A. B. Rogion 3. Ole of the Direc- 
tor Spp. S2S14 061-53514 085 

9002010041 Forwards Amertd 145 lo License NPF-3 & safety ovaiuailon. Amend 
changes Tech Spec & Bases Section 4.0.3, per Generic Lir 87-09 to permit 24 h io 
complelo inodvertoniiy missed surve:rance before applicable acion roquiremente 
apply 

WAmB/LCH.T.V. Pfojoci Oiroctorate ill-3. 90/01/25 SHELTON.DC. Toledo Edison 
Co. Spp 52S31:005-53S3I:090 

-9002010044 Amend I4S to License NPF-3. changng Toch Specs 8 Bases Section 
4.0 G.per Gerwric Lit 87-09, lo pcrrrlt 24 h lo comproie Inadverleniiy missed surveil- 
lance before prov.sions o< applicable action requ.romonis apply. 

HANNON.J.N Projoct Dirociorato III-3. 90/01/^5. 8pp 52531:066-52531.096. 

—9002810040 Safoly evaluation simporting Amend 145 lo Ucenso NPF-3. 

* Olfco of Nticioat Rascior Rogulalion, Director (Post 870411) 90/01/25. 2pp. 
S2S3I 097 52531 008 

9002020160 NoiiHcation ol 000207 quarterly mgt meet ng w/util In Rockvii'e.MD.Agenda 
end 

WAMBACH.T V. PfOieci Diroeiotaia IlM. 90/01/29. HANNON.J.N. Project Dlrocloraie 
111-3 5pp 52540 110 52540 114 

9002020105 forwards oxem.piion from lOCFRSO, App J, Section Hl.D.l(A] lo permit Type 
A tosts to conlinuo lo bn conducted at 40.monlh. + or - lO-month inierval but not in 
conjuncikm w/tO-yr Inservico Insp. 

WAMBAOU V. P/ojoct Di'octoraio 111-3. 00/01/20 SHELTON.D.C. To'edo Edison 
Co 2pp 62524:127-52524:133 

-9002020189 Exempt en from tOCFRSO.App J.SecIlon III.D 1(A] to poimit Typo A tests 
10 cominue lo be conducted at 40 monlh, f or - I0-monih interval but no longer ra- 
uio dial third test bo conducted during 10-yr insorvico insp refuoling oulago. 
WOllNSKf.J.A. Oiv)S'Pr> ol RpBClpr Prcjecis • ID.iV.V 8 Special P/iijocis (Posi 
070411) 90/01/29. Tclodo Edison Co 5pp 52524:129-52524:133 

9002180004 Forwards Amend 148 lo License NPF-3 & seloty evaluation Amend ro- 
moves toquiromont in Spec 4 6. 12. a ro third lost of each set ol Ihreo Typo A tests. 
WAM8ACI1.T.V. Ptojoci Oirociotale 111-3. 00/01/31. SHELTON.D.C. Toledo Edison 
Co. 2pp 62689 020-52689 031. 

~M02 180006 Amond M6 lo Llconso NPF-S.tcmovlng roquromont In Spoc 4 6.1. 2.e lhal 
Hard lesi ol oech set ol three Typo A losis bo conduclod during samo shuldown when 
10-yr plani msorvico map being conducted. 

IIANNIDN.JN Piojoci Dirociorolo IH-3 60/01/31. 7pp. 62e69.022-626e9 026 

-9002160008 Safety ovsluohon si^ponmg Amend 148 lo Llconso NPF-3. 

* CKi-co of Nucioor Roacior negu'sHon, Director (Post 070411). 00/01/31. Spp. 
62869029-52660 031 

9001200061 Oonotic Lir 00 02 10 011 LWR licensees & app'icanis re ellornativo require- 
moms for fuel essombi-us in dosign laaiures section of Tech Specs. Sve list end. 
PARTlOW.jO. Assodaie Dnocior tor Projocls (Post 070411). 90/02/01. Consolidal- 
od Ellison Co ol Now York. inc. 39pp 52637:055-62637.093. 

9002130382 Forwards proposed tov to Tech Spoc Doses Section 3/4.1.2, "Boraiion 
Sys" 10 si^port llconso amund requosi to delete rol lo Survoi'-tance Roquiroment 4.0 6 
from bor>c add punip Tech Specs. 

SHELTON.DC To’odo Eilson Co. 90/02/01. Documont Control Branch (Documoni 
Control Desk) 2pp 52647:188-52647:192. 

-9002180100 Proposed Tech Specs re bases tor boraiion sys, including boric acid 
pumps 6 boric acid storage lanks. 

' Toledo Edison Co 00/02/01. 3pp 52647:190 62647:102. 

9002130366 Forwards application lor amend lo License NPF S, revising accoplance crl- 
torio for absolute & roloiivo position Indicator channels & correcting adminlsirative 
errore 

SHELTON.D.C. Toledo Ed-son Co. 90/02/01. Documenl Control Branch (Document 
Ckinlfol Desk) 2pp 52647:078-62647:095 

-9002130368 Application (or amend lo License NPF-3.revislng accepianco criteria lor 
ebsoluio & rolBlivo posIHori indicalor channels & correcting aomlnlsiretive errors. 
SMELTON.O.C Toledo Edison Co. 90/02/01. epp. 62647:060-52647:087. 

-9002130369 Proposed Toch Specs re acceptance criteria lor absolute & relative posi- 
tion indicatoi chennois 

* Toledo Edison Co. 90/02/01. 6pp. 52647.080-52047 095. 

9002130376 Application lor emend to License NPF-S.revising survellanco Inierval lor 
Insp & (U’draollity tesiing of reactor vessel Internal vent valves from at least once per 
18 monUis io dunng shutdown for refueling. 

SHELTON.D.C Toledo Edison (^. 90/02/01. Documont Control Branch (Document 
Centred Oe^). 2pp 62634:263-52834:265 

-9002130378 Proposed Toch Specs re survelilanco/lnsp intervals for R{^ Internal vent 
valves. 

* Toledo Edison Co. 00/02/01. Ip. 62634:285-52634:285. 

9002130197 Forwards safety evaluation accepling licensee 810505 responses Io Gener- 
ic Lli 81-21 ra natural circulation cooldown.por Multi-Plant Action 0-68. 
WAW.9ACH.T.V. Project Direcloralo 111-3. 00/02/02. SHELTON.D.C. Toledo Edison 
Co- 2pp 52634-272-52634:278. 

-9002130200 SER suoporting ulil responses lo Generic Lir 81-21 re naiurel clrculalion 
coddown.based on msle'lalion of continuous reactor venl head. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/02/02. Spp. 
62634:274-52634:276 



lo/.sod reo:icr cessu'e wiiriarawai « inseiion scneauie 

WAMGACH.T.V. Pfoleci O:rectoraie 111-3 00/02/02. Toledo eoscn Co. 2pp. 
52653 328-52653 331. 

-0002140028 Solely ovaluai-on supportino uUI 000115 request lor NHC spprov&l of re- 
vised cepBu'e Vi’iind.'Bwai schocfule lor G8W masier i/tieg'alod survei'ianco prooram 
■ CH;co of Nuclear Roacior Rogu'alion, O.rector {Post 970411). go/02/02. 2pp- 
52653 330-52653 331. 

9002220743 Application lor amend to License NPF -3 revising Tech Spec Bases Sec- 
tions 2.1. 1,2.1 2,2 2.1.3/4.2,3/4 2.5 S 3/4.4.I to relloci Cycle 7 core reload B&W Fuel 
Co Rept eAW-2Oa0 & Documoni 86- 1 1 77306-00 end 

SHELTON.OC. Toledo Edison Co. 90/02/05. Docureni Control Branch (Oocunent 
Control Desk), epp. 52883:171-52683:276 

-0002220745 Proposed Tech Specs Bases Sections 2.1.1.2.1.2,2 2 1.3/4.2. 3/4 2.5.3/ 
4 4 1, revised to reilect Cycle 7 Coro Reload 
• To'odo Ed-son Co 90/02/05. Itpp. 52683:177-52683 188. 

-9002220748 "Davls-Besss Nuclear Power Station Unit l.Cyda 7 - Reload Rept " 
•BfiWFuelCo BAW-2096 09/11/30. 67pp 52883.169-52603 257. 

-0002220747 "Toledo Edison Co Mark QZ Fuel Assembly Selsrric & LOCA Analysis." 
SHAH.SJ, MASSENPFLUG.H. 04W Fuel Co 06-1177306-00 90/01/11- 19pp- 
52683 258-52683 276 

9002160071 Ad V. SOS iha> NRC audit ol util boric add prevenbon progrem rasuiied In ac- 
cepieble Imd-ng 9 now consider issue to be closod.per 890911-13 site visitTrip tepi 
end. 

WAMGACH.T.V. Projeci Directorate 111-3. 90/02/08. SHELTaN.O.C. Toledo Edson 
Co. lipp 52669 050 52689 060 


O. Inepecllon reports, IE Bullellns & correspondence 

9001300498 Advises thei diail linai ropi lor Closeout ol IE BuHetn 70-23 lound 
accoptebie Loed e.'ig neers for lE Bu leims 84-02,80-06 & 87-002 reassigned as I«ie4 
GERLlNGER-CH Genetic CoTimun'catons Branch NRC-0586-157. OO/Oi/W. 
LOFY.R A. PARAMETER, Inc. 3p0. 52513 256-52513.258. 

9002050174 Forwards Exem Repl 50-346/01-69-02 ol exati edm'rCsterod during wk ol 
891212. 

WRIGHT.QC. Region 3. Ole ol the 0-roelor. 90/01/18 SMELTON.O Toledo Edson 
Co. 2pp 52548 203-52548 210 

-9002050177 Exam Rept S0-346/QL-e9-02 on 891218-22 Exam rosu'iaall reacior 6 
senior reactor qperaiota passed exam. 

CARRICK-S . 6HEPAR0.0 , REIQINGER.T.O. Gaiioiio Memonai insMuio. Pacilic 
Northwest Laboratory. 90/01/16. 6pp 52546.205-52548 210. 

0001300280 Ack receipt ol 891214 1'r inlurming NRC ol steps lakon tocorreci noncom- 
piience noiod in insp Rapt 80-340/89 23. Jusiif'Catien oi request lor consoiideiion oi 
two violaions not lound 

NORELlUS.C E. Region 3, Ole Ol ihe Director. 90/01/20 SHELTON.O Toledo Edison 
Co. ip 82469:096-52466:103. 

9001310470 Responds to vIoIsLOns noted In Insp Ropi 80-346/89-22. Conoclive 
actions door 212 closed slier idenn'ication by resident inspector & evahiauon subso- 
Quently peiformad 

SHELTON, O.C. Toledo Edison Co. 90/01/22 Document Conuol Branch (Oocutnom 
Control Desk) 3pp. 82497.030-52497:032. 

9002010187 Forwards Safety Insp Rapt 50 346/69 26 on 891 107-900102 S nonce ol 
vioi8iion.Aitacnmani to rept wtnneid (rof iOCffl73.2i). 

KNOP.R.C. Region 3, Ole ol me O.rector. 90/01/23. SHELTON.O.C. Toledo Edson 
Co. 2pp. 82823.240-52523:241. 

-9003010199 PariiaTy winneid notice Ol Vtoiaion from insp on 891107-900102 (tol 
10CFR73.21 |c){2)).Violatlon8 noied.lrom 690924-2S.p'ani operated w/Channel 2 llux- 
delta llux-llow insirumeniation Inoperable w/o Inoperabio channel tripped. 

KNOP.R.C. Region 3. Ole ol me Director. 90/01/23 ip S2523.242-52823.242 

-9003010192 Partially withheld Safety insp Rept 50-346/89-26 on 891107-900102 (rel 
lOCFB732l(c)(2)).Vlol8Uons noled.Majo' areas inspected lERs.pi8nl 
operation, emergency preparedness, secunty & englneehna 8 lechnfcal support 
JACKIW,I.N. Regions, Ofc Ol IT.e DfoclOr. 90/01/23, 19pp. 62523-243-52623.261. 

9001330126 NRC Info Nol-ce 90 008, "Inter-System Discharge ol Roacior Coc/ant" 
Sve list end. 

ROSSI.CE. Division ol Opereilona] Events Assessment (Post 870411). 00/01/29 
Consolidated Edison Co 0< New York, Inc. 101pp. 62835:126-52535.227. 

9001330178 NRC Info Notice 90-008, "Potential lor Loss ot Shutdown Cooing Wirio ei 
Low Reactor Coolant Levels " Sve list end. 

ROSSl.CE. Division of Operslional Events Assessment (Post 870411). 00/01/29. 
Conso'ldaied Edison Co. ol Now York. Ino lOipp. 82635.025-52535'l24. 

9002020185 Forwards exemption from iOCFR80.App j.Sectlon lll.0.1{A) to permit Type 
A tests to continue to be conducted at 40'month. + or - I0-monih interval but not in 
conlunction w/IO^r InservIce insp 

WAMGACH.T.V. Proleci Oirectoraie 111-3. 90/01/29. SHELTON.OC Toledo Edison 
Co. ?pp. 52624:127-52624:133. 

-9002020199 Exemption from lOCFRSO.App J.Secii'on fll.0.t(A) lo permit Type A fosia 
to continue to be conducted el 40 month, -f or - lO-monih Interval but no longer re- 
quire that th'rd test be conducted during lO-yr InservIce Insp relueling outage 
^OLINSKLJ A. Division ol Reactor Projects - ill.lv.V 8 Special Profecia (Post 
970411). 90/01/29. Toledo Edison Co. 8pp. 52824:129-52524:133. 

9001240190 NRC Inlo Notice 90-007, "New Info re Insulation Mall Performance & 
Debris Biockape of PWH Coflialnjieni Suntps ” Sre Itsf end. 

ROSSl.C E. Division of Operational Events Assessment (Post 870411). 00/01/30 
Consolidated Edison Co. of New York, Inc. 99pp. 52535:229-82535:320. 

9001280020 Suppi 2 lo NRC Info Notice 88-023, "Potential for Gas Binrtng of HPSI 
Pumps During LOCA." Sve l.sl end. 

ROSSl.C E. Division of OperailQnal Events Assasstr.enl (Post 870411). 90/01/31 
Consolidated Edison Co ol New York, inc. 96pp 62533.329-52534 082 


moves reuuiruiiiuiii in apuu ea lu iimu lusi ui oocii eu< ui iiiiee lypo A 'ests 
WAV8ACH.T.V. Pioject Directorate III-3. 90/01/31. SHELTON.OC Toledo Edisen 
Co 2pp. 52669 020 52669 031. 

-C002160009 Amend 146 to License NPF-S.romovlng roqulremonl In Spec 4 6.1 2 s 'As! 
iMrd lest ol each set ol throe Type A lasts be conducted during same shutdown 
lO yr plan! inservice insp being conducted. 

HANNONJN. Project Directorate III-3. 90/01/31. 7pp 62669.022-52669:020. 

-9002190008 Safety evaluation si^pohlng Amend 146 to License NPF-3 

* Office ol Nuclear Reactor Regu’atlon, Diroctor (Post 870411), 90/01/3' Ssa 
52669.020-52669.031 

0001260199 NRC Info Notice 90 008, "Kr-65 Hazards From Decayed Fue' " S>c 1st 
encL 

ROSSl.CE. Division ol Operalionel Events Assessment (Post 670411). eo/C2'0> 
Consol dated Edison Co ol New York. inc. 77pp. 62563.180-53583:266. 

900213037S App'icatlon for amend to Llcenso NPF-3, revising sunre:llance interval Ist 
Insp & ^oraoility tasting ol reactor vessel iniornal vont valves from al least once per 
18 momhs to during shutdown lor relueling. 

SHELTON,O.C Tofedo Edison Co. 90/02/01. Document Control Branch (Oocurvr' 
ConVot OosK). 2pp 62634 283-52634:205. 

-9002130379 Proposod Tech Specs re survoillance/insp Intervals (or RCS intomai ver- 
vatves. 

* Tdodo Edison Co. 90/02/01. Ip. 62634:205-52634'2B5. 

9001290102 Suppi 1 to NRC Inlo Notice 68-030. "Target Rock Two-Stage Sefaynel«i 
Vehre Seipr^nt Drift Updalo." Svc l.sl encl. 

ROSSl.CE. Otylson ol Operalionel Events Assessment (Post 670411). 00/02/C2 
Consol dated Edison Co. ol Now York, tnc. 70pp. 52556:238-52656 317. 

9001300424 NRC Inlo Notice 90 009, "Extended Interim Storage ol Low Level Rsd- 
wdsfo by Fuel CVcle & Marie Llcenseoe." Svc Ksl encl. 

CUNNINGHAM.R.E. Division ol Indusirial & Medical Nuclear Solely (Post 870727) 
90/02/05 Consolidated Ed.son Co ol New York, Inc. lOBpp 62503:257-52584.3i>4 

9002230020 Responds lo violations noted In Insp Repl 50-346/80-21. Util den ci alc-jod 
vioiauon.Tast proroquis'les mot, adequate & properly calibr test instmmon'.ele'- rv 
siailed & tests performed under suitable environ tesi conditions. 

SHELTON.O.C Toledo Edisofi Co. 80/02/00. Owument Conirol Branc/i (Oocurvvl 
Control Oesh] 5pp. 62714:167-52714 191. 

9002330034 Responds to NRC 601102 Hr re validity ol Inslrumented Insp iccf.'i^ 
tests p^oimed as aitarnalive lo ASME Section Xl hydrostatic ldsts.Uti: roasscssM 
losiinn 9l dolormlned lhal tosling remains valid. Tost summary oncl. 

SHEltON.O.C. Toledo Edison Co. 90/02/06. DocumanI Conirol 6ro.uli ((3ocuir«< 
Control Deslr}. 1 7pp. 52701. I77.5270);1£I7. 

90032)0227 Responds to NRC Ouiiolin 00-003 ro potential loss ol roqurod ehuidenn 
margin during rotusling operabons. Procedure DB-PF -00100, "Fuel Handing Adiririv 
itaiion" (ovNod io slate listed inlo under "CAUTION." 

SHELTON.O.C Toledo Edison Co. 90/02/13. Documoni Control Qranch (Oocuimn 
C otttrolOesk) 4PP 62714:291-82714:264. 

9002230433 Forwards Safety Insp Rept 60-348/89-27 on D00I0B-12NO viOlSWI 
noted. 

COOP£fl.R.W- Renion 3, 0(c ol the Direcior. 00/02/13. SHELTON.O Toledo Edicn 
Co 2pp. 52702-24^2702 262 

-9002230434 Selety Insp Ropi 80-346/80-27 on 900l0B-12.NO violalions or d0vi0‘.>0ra 
noted Ma)^ aross inspecied.inssivice losHng ol pumps & velvoa,includ ng rovKin ol 
ednvmsirairvo procedures & performance ol loeting & recording ol tionds. 
HUeER.M.P.. SmiTH.j.f., DANIELSOn.O.H. Region 3, Ofc ol the D.rocior OO/OZiO 
epp. 62702:247 62702:262. 

9002220277 Forwards requesl lor addi Into ro 690602 response to NRC DuHotin 88411 
on pressurizer surge lino suaiilicBlion. Response should be submliiod wiin n 34 days 
el recepi ol lit. 

WAMbACH.T.V. Proleci Direclorato III-3. 00/02/14, SHELTON.O.C. Tolodo Edison 
Co. epp. 52696.036-52698.041. 


R- Periodic operating reports & related correapondence 

9003220226 Monthly operBling rept for Jan 1090 lor Davis Besse Nuclear Power Siabon 
Unrt 1.W/9002l2lu. 

SARSOUR.9.. STORZ.L.F. Toledo Edison Co. 90/01/31, 6pp. 52871.094-52071 099. 


S- Rspodable occurrencea, LERs & related correspondence 

9002090316 LER 86-032-01 wt 060802, fnadverfe/K siart of rt/gft pressure tnjoction (vip 
1-2 occivred.Ceused by open relay coll. Palled relay replaced & procedure chaico 
Haled vy/600130 Hr. 

STOTZ.J.C.. STORZ.L.F. Toledo Ed.son Co. 00/01/30. 4pp. 52598:074-526980/7 


V. Operator Examlnaiions 


9002060174 Forwards Exam Rept 60-346/OL-69 02 ol exam administered durnavACii 
891212 

WROfT.O-C. Region 3. Ole of the Oireclor. 00/01/ia. SHELTON D Tolodo ESson 
Co. 2pp. 62548:203-52546:210. 

-9002060177 Exam Repl 60-34S/OL-69-02 on 69l216-22.Exam rQsuits:all rooctsr 8 
senior reactor operators passed exam. 

CARHICK.S., SHEPARD.O., RElDINGER.T.D. Baltelle Memorial InsiiiUo, PaoV 
Nmhwesi LabOrelOry. 90/01/18. 6pp. 52648:205-62548:210. 

9002120179 Forwards notiticatlon ol change In licensed operator sOius. per 
10CFn80.74. 

SHELTON, D.C. Toledo Edison Co. 90/01/20. Document Control Branch |Dc<u~i6vl 
Conirol Desk). 4pp. 620I5;I8I-526I6;I04. 


hUDSPETH.J.B Alobama Power Co. 90/01/17. 11pp. 52451 338-52451:348. 

9002010190 Rev 26 to RPIP FNP-O-EIP-16, ■’Emorgoncy Equiprr.ont & Supples." W/ 
S00I24 Hr 

hr'JDSPETH.J B Alabama Power Co. 00/01/24 109pp 52512.243-52512:351 

9002090023 Advises that 091018 Rov 17 lo err.ergoncy plan cons'sieni w/ 
tOCFflSO 54(0) & acceptable 

COLLINS O.M. Region 2, Ofc Ol me Director. 90/01/25. HAIRSTON.W.Q. Alabama 
Power Co 2pp 52599 180 52599:181. 

9002130265 Forwards Insp Repis 50-346/69 34 & 60-364/&9-34 on 691211- 
9001 lO.Vio'aiicins noted but not cited. 

VcRRELLt.OU Region 2. Ofc ol the Director. 90/01/30. HAIHSTON.W.G Alabama 
Powo.' Co. 3pp. 52646 342-52646:359. 

-9002130286 Insp RepIS 50-348/69-34 & 50 364/69-34 on 691211-000110 Violainna 
noted. Ua.or areas inspoctod:operai'Onai saloty vorilicallon.monlhty su'voi'larKe 
obsenrat.on.monthly malni obsorvaiion.cold weather preparai:ona & ematgoncy oxe.'- 
c-sos. 

WA>W£LL,G.F , MILLER, W.H.. CHRISTENSEN, C. Reg on 2. Olc Ol the D.ieciOf. 00/ 
01/30. 15pp. 52646:345-52646:359. 

9002130306 Ailechmenis A & B to FNP-O-EIP-B re on-call schedule & wooKly duly 
roslo.-.W/900l30 Hr. 

’ Alabama Power Co. 90/01/30. 9pp. 52646.143-52640:161. 

9002130030 Fornerila Insp Repis 50-346/09-32 & 50-384/00-32 art e0»2l2-l5^ 4 
29 No violations or doviations noted. Four excrciso woeknessus In need ol corrocuvo 
aci-on Identified Corrective actions discusaod during 891229 tolcon 
STO>in.J.P. Region 2. Olc ol the Director. 90/02/01. HAIHSTON.WQ. Alabama 
Power Co 3pp. 52647.001-52647:025. 

-9002130044 Insp Repis 50-346/69-32 4 50-364/09-32 on 091212-15.20 4 20. NovU- 
'aliens or doviatio.ns noted Mejor eroaa Inspoctod- annual omoigorwy response 
exorciso.exercise ob|ocilves & acanario deial's. 

KREH.J.L., RANKIN.W.H. Region 2. Olc of Iho Dlroclor. 00/01/18. 22pp. 52647.004- 
52647 025 

9002130162 Forwards safety evaluation discussing programmatic Imnrovamonis which 
w ,i enhance uM ability lo develop & me'-ntaln consleienUy high gjality omorgohcy op- 
oral ng procodurea. 

REEVtS.E.A. Pioiect D-roctorato ll-t. 90/02/05. HAIRSTON.W G Alobamo I’owoi Co. 
2pp. 52646:153-52646:161. 

-9002130167 Seleiy Qve'uatlon re procedures ganerailan peckogo lor plant Package 
submitted In u>l 630729 & 070512 lira should uo reviewed to address ptoorarpjnahc 
improvcmenla outlined in Section 2 of evaluation. 

' Oflico ol Nuclear Reactor Regulation. Diroctor (Post 670411). 00/02/OS. 7pp. 
52640 156-52646:161. 

9002230139 Rovisad AUechmonis A.B & C lo EPiP FNP-O-EiP-8. "On Cali Schod/o." 
W/ 80020 e Hr. 

MOREY.D.N.. HUDSPETH, J.B. Alabama Power Co. 00/02/06 tOpp. 52697:346- 
52697:357. 


H. Qeneral oorreapondenee 

9002150164 Commont on proposed rulo 10CFR71 ro comoatibiiiiy ol Pu Qv transport 
raguladone w/iAEA aids.Suppoda EEi-uwaSTE/numARC commonta to bo provided 
loT^nC by 900209. 

HAIRSTON.W.Q. Alabama Power Co. 90/02/05. Chilk.S j. OHice ol mo Soctoiary ol 
tp.a Comtniaslon. tp. 5263S'3t2-S263S:3l2. 


P. Operating llcenaa stage documenis 4 correepondanca 

9001300471 Forwards response to Generic Ltr 00-I3 re sve water ays prot/oms alloci- 
ng aalety-ia'aiad oquipment.UiH has program to perlorm visual maps 4 ciooninga ol 
plant SVC water intake structure by means ol scuba divers 

HAIRSTON.W.Q. Alabama Power Co. 00/01/23. Document Control Branch (Oocu- 
moni Control Desk). I3pp. 62496.223-52496 235. 

9001290051 Generic Ltr 90 02 to all LWR llconsoos & applicants ro sitomativo require- 
manis lot fuel assemblies in design lenturea section of Tech Specs.Svc Hsi end. 
PARTLOW.JQ, Associate Dlroclor lor Pro|ocls (Post 070411). 90/02/01 ConaoHdat- 
od Edison Co. ol Now York, Inc. 39pp. 52637.055-52637:003. 

9002130182 Forwards safety ovaluallon discussing programmellc Improvemonts which 
wll enhanco uiil ability to develop & maintain consislontly higli guelity emergency op- 
orsiing procedures. 

REEVTS.E.A. Project O.recloraie ll-t. 90/02/05. HAIRSTON.W.Q. Alabama Power Co. 
2pp. 62646:153-52646:161. 

-9002130167 Safety ovaluallon re procedures generation package lor plani.Packege 
aubmilted In util 830729 & 670512 lira should oe reviewed lo address programmatic 
fmpiovomonta outlined In Section 2 of evaluation. 

• ClUe ol Nuclear Reaclor Rogulallon, O-rector (Post 670411). 00/02/06. 7pp. 
82646.165-62646:161. 


0. tnapecllon reports, IE Bulletins & correspondence 

9001300496 Advises that draft final repl for closeout of lE Bulletin 79-23 found 
acceptable Lead engineers for IE Bulletins 64-02.60-06 & 87-002 reassigned as listed. 
BERLISQER.CH. Generic Communications Branch. NRC-05-85-16y 60/01/17. 
LOFY.R.A. PARAMETER, Inc. 3pp. 62Bia:2B6-62613:260. 

9001310119 Ack racalpl of 691222 Hr intorm'ng NRC of elops taken to correct violelicns 
noted In Insp Ropls 60-346/69-26 4 60-364/89-26. 

JULIAN.C.A. Region 2, Ofo Of the Director. 00/01/23. HAIRSTON.W.Q. Alebama 
Power Co. 2pp. 62503:285-62603:286. 


Low Reactor Coolant Levels." Sve I si end. 

nOSSt.CE. Division ol Operaiional Evonis Assossmenl (Post 870411). 90/01/29 
ConsoMalod Edison Co of Now York. Inc lOipp 52535025-52536.124. 

9001240190 NRC Info Notice 90 007. "New Info ro Insulation Mail Pe.dormanco 4 
Debris Blockage ol PWR Conia r'.meni Su.T.ps." Sve lisi oncl. 

ROSSI.C.E Division ol Cparai onal Evonis Assessment (Post 870411). 90/01/30. 
Consolidated Edison Co ol Now York, Inc 09pp. 52535:226 52535 329 

9602130285 Forwards Insp Ropls 50-348/69-34 & 50-304/69-34 on 691211- 
SOOHOVlolailDns noted but not citod. 

VEHRELLI,DM. Reg on 2. Olc Of the D.tocior. 90/01/30 HAIRSTON.W G A'aboma 
Power Co. 3pp 52646 342-62646 359 

-M)02l302e6 Insp Ropls 50-340/69-34 & 50-364/89-34 on 891211-900110 Vlolailons 
noied.Major areas inspociodoparaiional saloty votificaiion.mor.ihly survei lanco 
obsorvatlon.mDhiniy memi obs''rvaiion.ccld weather preparations & emergency uxet- 
cisos. 

MAXWEllG-F., MILLER.W.H. CHRISTENSEN.C. Reg on 2, Olc ol iho O.recior. 90/ 
01/30 ISpp 62646 345-52646:359 

9001260020 SuppI 2 to NRC Info NoHco 88-023. "Potential lot Gas Blrdl.ng ol HPSI 
Pumps Ourlno LOCA " SvC lisi end. 

ROSSl.CE Division ol Operational Events Assessment (Post 670411). 00/01/31 
ConsoHdalod F.dison Co of Now York, Inc. gSpp. 52533.323-52534.C62 

9002120271 Rosponds to NRC Dul'eth 69 003 ro poioniiai loss ol roqjred shutdown 
ma^n dunng rolueling operations. Retuolingprocedu'os wi'.l bo rovlsed lo incorpo.'Sie 

B j wnco that will prociuoo Inadvoitanl loss ol shutdown. 

AIRSTON.W.Q. Alabama Powor Co. 00/01/31. Document Control Branch (Oocu- 
mom Control Desk) 2pp 52631:180 52631 101. 

9001260196 NRC Info Noilco 00 006, "Kr-OS Hazards From Dacayod Fuel" Svc list 
ortcl. 

ROSSl.CE 0)Vi8‘on ol Oporallonal Events Assossmenl (Post 870411). go/02/Oi 
Consoiidatod Edison Co. Ot Now York, Inc. 77pp. 52563:100 52563:256 

9002130039 Forwards Insp Repis 50-346/69-32 & 50-364/09-32 on 691212-15.20 & 
2d.No vioiaHons or deviations notod.Fou.' exorcise weaknesses in need ol correctivo 
action idontihod Corroctivo act-ons discussed during 89 1 229 lelcon. 

STOHR.jp. Region 2, Olc ol Iho Oireclor. 90/02/01. HAIRSTON.W.Q. Alabama 
Power Co 3pp. 62647:001-62047 026. 

-0002I3M)44 Ropls 60-340/09-32 4 60-304/08-32 on 091212- 16,20 & 29. No vio- 
■aliens or doviatioris noted Uajof areas inspoctod: annual emorgoncy response 
OKorciso.oxorcise objociives & scenario dotalis 

KHEM.j I . RANKIN.W.H. Region 2. Olc ol me D.rsctor 90/01/10 22pp 62647:004- 
52647:026 


9001290102 Supp1 1 to NRC inlo Noiico 06 030, "Toiget Rock Two-Stage Safoty/Roliol 
Valve Seipo'-ni Drill updeio " Svc iisi oncl. 

ROSSi.Ct Division ol Oporoionei Events Assessmoni (Post 070411). 90/02/02. 
Ccnsoiidaiod Edison Co. of New York. lr.c. 7epp. 52556:230-52556 317. 

OIK) 1300424 NRC Info Notice 90 009. "Exiondod Inieilm Sioiago of Low Lovol Rad- 
waste by F««oi Cycle & Msiis Licensees " Svc i si oncl. 

CUNNINGHAM,R.E. D.vlsipn o' Industrial & Modicat Nuclear Saloty (Post 870720). 
90/02/05. Consotidoiod Edison Co. ol New York, me I08pp. 52503 257-S2SB4.004. 


S. Reportable occurrences. LERe & releled correapondenco 

9002060182 ROon 900125, Uo prolbcllon water atorago tanks decroesod below re- 
qu rod m>n level caused by crack in lire pioiection sys yanl. Crack was isoiotod & lOvoi 
rostored to above m n within two hours. 

HAIRSTON.WO. Aisbama Power Co 00/01/26. Documohi Conlrql Qianch (Oocu- 
mom Comtol Desk) tp. 52557.007 52557.007 

9<K>2060166 Special Ropt 90-002 on 600125, water level in both lire protociion waior 
atorsgo tanka loss ihon Tech Spec limits Pipe will bo evaluated to delerrr.ine cause of 
(allure & oHocied aoclion will be replaced. 

HAIRSTON.W.Q. Alabama Power Co 90/02/01 Document Control Brancti (Oocu- 
morn Control Desk). 2pp. 62609.243-62609:244. 


DOCKET 60-362 LIMERICK QENERATINQ STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9002060017 Forwards radiological & meteorological monitoring ays instructions for 
remote Interrogation capability lor meteorologlcaf meesuremoni ays. 

MCCORMICK.MJ. Philadelphia Electric Co. 90/01/26. Documoni Control Branch 
(Document Control Desk). 2epp. 62542:124-62542:140. 

9002060363 Forwards Safety Insp Rept 60-352/90-04 on 900105-17. Violations noted. 
HOOQES.M.W. Region I. Olo ol Iho O.rector 90/01/26. MCNEILL, C.A. Philadelphia 
Eieoldo Co. 2pp. 62541:321-52641:327. 

-90020603B9 Insp Rept 60-362/90-04 on 60010&-17. VioiaHons noted. Major areas 
lr^>ecled:Bnnouncad Insp lo review potential violations identified during Insp 60-352/ 
88-12 m 890728 ra App R aafe shutdown capability of plant in event of firs. 
MATHEW.R.K., ANOERSON.C.J. Region 1, Ofo of the Director. 90/01/26. 5pp. 
62541;323-62641:327. 


9002120270 Prou.dos inlo re emergency response orgenizAt'Cn exercisos Iw 
planis.Exerclsos & cal'ouis wou'd necessiiaio ecuaiion ol comb:ned emergertcy ope.'* 
etlorbs fac lity opptox e ght limes per yr.w/scma being performed oil-itows ft u'an- 
nouncod 

HUNGf.n.GA. Priladelphia EiocUpC Co. 90/01/26. Oocumeni CorMiol Bianch {Oocu- 
mont Conlrol DosM 2pp. 52627.192-52627 193 


H Qoneral correspondence 

9(H)2130133 Corrrroni on ptciposod ale l0CrR2 re po'cy & procodufOS for on'orce- 
men! aci ons.po'icy staiomori.ijtii unconein as to wbotber chances nocosaary. 
HUNGEfl.GA Fhlodoiphia Eieciric Co 90/02/08. CHILK.S J QK.ce o« the Seerela-y 
Ol the Commission 2pp 52617 355*52817 356. 


?. Operating license stage documents & correspondence 

90020S01B2 Nolificalon ol 900208 demcnsitaiion by uiii in RoctnrCo.MO re i.se of 
NUPRA PRA PC-basod work siai on as p'am mgl tool 

L03EL.R.M. Tochn cal Speclhcalons Branch 90/01/25. CALVO.J A Tochracol Sped- 
l.cai.ona Rrar.ch 2pp. 52547 347-52547 a<ie 

9002080228 Notifies inat on e9i22e.Commonweaiih of PA approved changes lo 
NPOES Permit PA 0051926 Changos perrru use ol boddas 'n omergency eve walo' 
sys ft RHR svc water sys to prevent bdlcui ng & possbie corrosnro attack 
HUNGER.G A. Phliadeiph a Electric Co 90/01/29 Oocumeni Cortvoi Branch (Oocu- 
mom Control Desk) 3pp 52609.208 52809 210 

9002080367 Responds to Generic LU 89*13, "Svc We'er Sys Problems AKecing Salety- 
Related Equ pmeni " Piania have ealeb'isbod preventive malr.t pog'am lot iniako 
structure & routine trentmoni of svc water sys w/biocide to control biotoukrtg. 
HELWiG.OR. Phi'odelphia Electric Co 90/01/29. Oocumeni Control Bianch (Oocu- 
mani Control Desk) I3pp. 52SB8 188-52588 200. 

9002080236 Provides cenilicaticn re irrp'o-menia! on ol f tress lor duly program per 
10CFR26 ai plants 

HELWiG.O.n. Pr’iiado'pha Elociric Co 90/01/31 Oocumeni Control BteiKh (Docu- 
ment Coi.trol Desk] 2pp 52500 165-52588166 

9001290051 Co.nortc Ltr 00-02 to all LWR 'icensees & appllcema to anornainre requite- 
mania (or fuel assomb'ies in design loaiures sect on ol Teen Specs Svcdsi onci. 
PARTLOW.JG Associolo C rector lor Prolocts (Post 8704H» 90/02/01. ConsoHdal- 
Qd Edison Co of New York. Inc 39pp 52637 0S5-S2637 033. 


Q. Inapoctlori reports, IE Bulletins ft correspondsnee 

9001300468 Advises that diaft final ropi for c'oieoui of lE BuCotm 79-23 found 
accopieble Lead enairoors for IF. Bu'ietins 64-02,80 06 ft 87-002 reassigned as i«ied. 
BEhCiNQEH.CH, Generic Commur-icsfons Oranch. NnC0885-l57. 00/01/17. 
LOFY,n.A. PARAMETER. Inc. 3pp 52513 250-52513 258 

8002080386 Forwards Safety Insp Ropts 50-352/69 21 ft 60353/8930 on 69l0il 
it20NovioisiiOAs nofod. 

SWETLAN0,P,D Region 1. Ofc of me O.reciot 90/01/24. mcnEiLL.CA Phiiedo-ph e 
ElecmeCo 2dP- 62559.274-52559 29? 

>9002060370 Insp Repts 60*352/86-21 ft 50-353/89-30 cn 89101 1- 1 l20.No vWanons 
roied Major eress irspaciedp'ani fours, observaiions of maim ft su.nreriance 
tosl'nd,rav!aw of LERs, periodic repts, opeisi onai ovems ft sys wakdowns. 
OOERPLElN.L.T. Region 1, Ole of mo Orocior 60/01/24. 22pp. 52559276- 
62559 297. 

90020S03B3 Pcnvards Safety Insp RopI 50-352/90-04 on 090105*17. violalons noted 
HOOGES.MW. Roglon 1, Ole ol the Oireeior. 90/01/28 MCNEllL.C.A. PhladofpNo 
Elecirid Co 2pp. 62641.321-52541 327. 

-0002050369 Insp RepI 50-352/9004 on 600t05*17.Vioiaijans nolcdMa|or areas 
Inspoctadanno-jncod Insp co roview poio.'iiial v-oiai.ons idoniifled during insp SO 352/ 
89-12 on 090720 ro App R sa'e shjidown capabl'ity of plant h evom ot tire 
MATHEW.flK., ANOE/lSON.C.j Region 1, Ole ol the Orroewt 90/01/26. 5pp 
5254t:323-6254l-327. 

9001230128 NRC Inlo Noiice 90-005. ' inier-Sysiem Olschargo o( Roncior Coolant" 
Svc list end 

ROSSi.C.E. Division ol Operational Events Assessment (Post 070411). 90/01/29 
Consolidated Edison Co. of New York, Inc. lOipp. 52535.125-52635 227. 

9001230176 NRC Into Notice 90-006. "Polen’-al lor Loss ol Shutdown Cookng While al 
Low Reactor Coolant Leva's." Svc llsi end. 

ROSSI.C.E. Division ol Opoialo.nal Events Assessment (Post 870411) 90/01/29. 
Consolidated Edison Co of New York, Inc. 101pp. 52935.025*52535:124. 

9001240190 NRC Inlo Notice 90 007, "New Inlo re Insulation Mail Performaitce ft 
Debris 8’ockage of PWR Conlam.'nent Sumps “ Svc I st oncI 
ROSSl.C.E. Division of Opersbonal Events Assessment (Post 670411) 90/01/30. 
Consol.daied Edison Co. oi New York, Inc. 69pp. 52535:226-52535:328. 

9001260020 Suppi 2 (0 NRC Inlo Nonce 86*023, "Polonlisl lor Gas Binding of HPSI 
Pumps During LOCA." SvC list ond. 

ROSSI.C.E. OMslcn ol Oporeiional Events Assessment (Post 670411). 90/01/31. 
(jonso'ldated Edison Co. of New Yoik. Inc. 05pp. 52533 329 52934.062 

9001260196 NRC Info Notice 90-008, "Kr-SS Hazards From Decayed Fuel." Svc Isl 
end. 

ROSSI.C.E. OMalcn ol Operational Evema Assassmont (Post 070411). 00/02/01. 
Conso'idaied Edison Co. ot New York, Inc 77pp. 52563:160-52583:256. 

9001290102 Suppi 1 to NRC Inlo Noilce 68 030, "Target Rock Two-Stage Sslety/Rekel 
VaNe Setpo'nl Onit Update." Svc i.si end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 00/02/02. 
Consolidated Ed son Co of New York, Inc. 7epp 52558:236-52556:317. 

9001300424 NRC Inlo Noiice 90-009, "Extended Interim Storage of Low l evel Rad- 
waale by Fuel Cycle ft Mails Licensees." Svc list end. 

CUNNINGHAM.R.E. Oivtsian ol Industrial & Medical Nuclear Salety (Poal 070720). 
90/02/05. Consolidated Edison Co ol New York, Inc. I08pp. 52583:257*52504:004. 


9002140221 Partial response to FOIA request lor documents App Q docur-«-'j 
end App O ft S documo.nts avai'ablo in pDR App R documents loiaiiy wini-.e'-j 
FOfA ExerTiPtlon 5). 

GRIMSLEYOH Division ol Freodom of Inlormalion ft Publications Servees iPeu 
800205) 90/02/09. PEPPERM-\N,D Blocher ft Co'lins. I5pp 62631:235*52632 0 3 

-8605190270 Forwards Insp Rept 60001054 tor ASCO Electric Ptod-jcls.inc ro la'uri 
ol molded case circuit breakera In leector proiod on sys momloring panels W/o c-ra 
2ECHOG Vendor Program Or.D.v Ot OA, Vendor & Tochnied Training Cei'v 
ProgramsiE. 86/05/13. STAROSTECKI.R Hog'on 1, Ole Ol ihe Direcler ■; 
52632150 52832 181 

9002220221 Forwards Salety Insp Rnpts 50-352/89 23 ft 50-363/89-31 on 69ii2l 
i23l.No vicleticns noted 

BLCUOHAfl. Roglon 1, Ofc Cl the Director 60/02/09. MCNEILL.CA Ph;ia1e''-rM 
Electric Co. 2pp 52701:043-52701 082 

-9002220227 Insp Repts 50-352/89-23 ft 60-353/89-31 on 891121*1231 No vfadsixvs 
noted Major etoas inspected plant lours, obsorvotions of maim ft survet’s'M 
lesUrig/eviow of LERs ft parlod c repie ft ravlow of operational events 
OOERFLEIN.L T. Regon 1, Olc Of Ihe Direclor. 90/02/09. lOpp 52 70t.C45 
52701 082 


n. Periodic operallng reports ft lelsied corteapondence 

9002060098 " 1689 Annual Rept of All Cbailongos lo Safeiy/Roliot Valves Uni's 1 ft ?.* 
Repts S ft I lor Units 1 ft 2. respectively 

LEITCH.GM Pr.l’adelphia Electric Co 90/01/24. Document Control Branch (0:<u 
ffloni Control Desk) 3pp. 62560 151*52560:153. 


S. Reportable occurrences, LERs ft related correspondence 

9001300063 Updated Final Significant Doliciency Rapt 107 ro dolsct.ve Agasta' 0? 
nUays Inriially reported on 831 i29.Use ol au^ relays does not reptosen safety con. 
cam ft not reportable as operational concern. Tost program dovolepad. 

HurrCER.OA PNisdalpnia Electric Co OO/Ol/lO. Document Control Branch (Dov 
menl Conliol Desk) epp 52476 001*52475.008. 

0002220371 Part 21 repl ro mamt of Aulomsilc Valve Corp MSIV ft/or main steam raV 
valve using manner wrench In order to avoid solenoid valvo slem dsmsgo pci I9 b 4 
65 Change in design. Maim instruct ons enci. 

HUTCHINS. T. Aulematic Valve Corp. 90/02/02. NRC • No Doia-lod AIIHa'.lOh Qhsn 
3epp 52736088 52738:105. 

0002180164 PNO'i 900105 ol 14 operators tailed roquoiificaiion exam por'arma: 
during wk ol 900120 0202, including adni staff operator used on^ Ir 
simuiaior indcviduais removed Horn licensed duiios Conlirmniory action itr lasuM 
900202 

FLOREK.O. CONTE.R. Region 1, Olc ol the Oltociot. 90/02/08. Ip. 52866 it? 
52866 307 

9002230116 LER OO-OOi-OOon 900l22.discovoiod (hat momhiy instrument ehavei 
lanci^nal test tor RCiC Steam supply pressure low imlssod Caused by deflelercy ; 
computer program usod to schpduio tosis Computer program rowsod.W/900209 iv. 
MA()SEN.GJ.. MCCORMICK.M.J. Philadolpli'a ElQCirIc Co. 90/02/CO epp 
52712353*62712350 


V. Operator Exemlnatlons 


W>02 140298 Forwards revised NRC Fetms 398 ft 308 re poraonal qua'iicaions t'Ais 
meni ilconsoo ft certilicaiion ol modical exam by lactO 
■censee.roN^ocHveiy Appi cations lor licenses should be aubmiiied on and 'oimtbi 
800201 

QALLO.R.M. Reg.on 1, Olc of Iho Director. 90/01/05. MCNEILL.CA Ph/adophi 
Electric Co Bpp. 52655:132*52855:130 

9001310239 Roquosta lhal listed operator licenses bo disconilnuod. 

LEITCH.G M. Phi'adelphia Electric Co. 90/01/08. Documont Control B’anch (Oc<u 
menI Conuol Desk) 2pp 62503 002-52603.003. 

9002140113 Advisos that edm-nialratlon ol generic lundamonlals oxam socllon ol w 
Ion operator aconsing oxam will conform to l.stod rogistration ft exam p.'ocoss g-^de- 
llnos which will be Included In next rev ol NUREG*l02l,per Generic Ltr 80*17. 
QALIO.R.M. Ro^n I. Ofc ol the Director. 90/01/24. MCNEILL.CA PhladepNi 
Electric Co app 62055'352*526S5:359 

9002140145 Oocumenls ulil BBsessmenl of adequacy ol i.eonsod opereior roquaHici* 
t on program ft serves as util iustificalion lor continued operailon. Concludes trial I* 
censed personnel on shllt properly trained ft quaMlod lo operate plant safely. 
LEITCH.Q.M. Philadelphia Electric Co. 90/02/07. RUSSELL.W.T. Region i, Ofc ol iN 
Oirector. 3pp. 62653:332*52653 334. 


DOCKET 60*363 LIMERICK GENERATING STATION, UNIT 2 


F. Security, medical, emergency ft fire protection plana 

9002050017 Forwards radiological ft meieorolog'cel monitoring sys Insirucliont 'cr 
remote Inlerrogeilon capability for metoorologlcar measurement sys 
MCCORMICK.M.J. Phllade'pnia Electric Co 90/01/26. DocumenI Coniroi Brivri 
(Oocumeni Control Desk), aepp 62542:124*52342.149. 

M02120279 Provides inlo re emergency response organization exercises lx 
plants.Exercises ft callouts wou'd nocessMaie activallon ol combined emergorcy oper- 
atone (acmiy approx elghl limes per yr.w/some being performod oti-houra ft uu> 
nounetti. 

HUNQER.G.A. Philadelphia Electric Co. 90/01/26. Documont Control Branch (!>9ci> 
nwitCkmirol Desk). 2pp. 62627:192-62627:193. 



H. Q«n»r«l correipondence 

9<H>2 130133 Comment on proposed role tOCFR3 re polcy A procedures tor enforco- 
rreni ections:poiicy siaiernoni Ui'i oncnnein es to whoihor cliangas nocessery 
HJNGEn.G.A Ph!lede>ph a Electric Co. 90/02/0B CHii.K.SJ Ollice ol iho Socretery 
01 iho Commiss on 2pp. 62617.355 6261 7 356 


P. Operating llcenaa stags documents A correspondence 

9002050182 Noiihcation oi 900206 damonsirehort by uiii In Rockvitln.MO re uso of 
NUPRA PRA PC based work station as plant mat tool 

L03F.L.fl M- Techn'cal Spocllicalions Branch 90/01/25. CALVO.J.A Tochrical Sped- 
iications Branch. 2pp 52547 3‘i7-525‘S7 346. 

9002080229 Noiilios that on 89l220.Comrr.anweaiih of PA approved changes to 
NPDE3 Perrr.lt PA 0051926 Changes pormii usQ o1 bloc dos In emergency svc water 
sya A RKR svc watoi ays to prevent blofoui ng A possible corrosivo ailack 
HUNQER.G A Ph.ladelphia Eioctnc Co 90/0 1/29. Oocumonl Coriirol Branch (Docu- 
moni Ccnirol Dssk). 3pp. 52609 209-52609 '’10 

9002090387 Responds to Generic Lir 69-13, ' Svc Water Sya Problems Atleciing Satoty- 
Related Fquipment." Plants have esiebishod prevoniivu mnlni progiatn lor lirtairo 
sinictura A routine treatment ol svc water sya w/blocide to control Dio^lng. 
HELWIQ.OR. Phllade'pha Elocirlc Co 90/01/20. Uocumanl Conlrnl Orartch (Oocu- 
mont Control Desk). I3pp 52566 186 62660 200 

90021 S0277 Appi cation lor amend to License NPF-95, consisting of Tech ^ac Chango 
Request 80-02 Amend eiiovrs required sourco range men tor count rate to be reduced 
while ensuring that design level ol couniing certainty rnainlained.GE ta|>i also anct. 
HUNGER, G A. Philadelpha Eiecinc Co QQf0U2Q. Oocumonl Control Branch (Docu- 
ment Control Desk). 10pp 52656.300-52656 327. 

-9002160279 Proposed Toch Spoca,ellQM.ng source range moniior count rare to be to- 
duced whie ensuring ihai design levol ol counting certainty molnta'nedQE lopi with- 
hold. 

' Ph:iadolph:a Elecldc Co. 90/01/29. 9pp. 52656 310-52650.327. 

9002090235 Provides certification ro impiemeniailon of fitnosa lor duly program per 
10CFR20 at plants 

MELWiQ.on Phllade'pha Eiociric Co 90/0i/3t Oocumnni Control Branch (Oocu 
mont CohtiOl Desk) 2pp. 52560 ie6-52580.16Q. 

9001290061 Qenoric Ltr 90 02 10 a'l LWFI llcensaos A a(^licania ro olternniivA toquire- 
moots lor luol assomb'ies in dos'gn loaturos soction ol TocH Specs Svc list enci 
partlO'W.J.G. Associate Director lor Projects (Pom 070'iii| 90/02/01. Consoiidai- 
ed Edison Co. Ol Now York. Inc 39pp 52637:055-52637:093. 


Q- Inspection reports, IE Dullellns A correspondence 

900(300408 Advises that drsii Imai rept tO' closeout ol lE Bu'fein 79 23 lound 
accepleblaload enginoors for lE Bulletins 64-02.60-00 A 07 002 reaasigrtod as isiod. 
BERLINQER.C.H. Generic Communications Branch NRC05-60-157. 00/01/17. 
LOFY,R.A. PARAMETER, Inc. 3pp. 52513 256-52513:250. 

9008080366 Forwards Saloty Insp Moiiie 503S2/Q9 2I A 60 353/80-30 on QOIOli- 
1 t20.No violations noied 

SWETLXNO.PO Regon t. Ole ol Ihe Oirocior. 00/01/24 MCNEILL.CA Pirladolphia 
Eiecirle Co. 2pp. 62550 274-52556:207. 

-9003060370 Insp RepIS 50 352/00-21 A 50 353/90-30 on OOlCi 1-1120 No violeilons 
notod.Maior areas inspected plant lours, obsorvai-ons ol rnoini A eurve nance 
lesiingudvlaw ol LERs, period c repis, operational ovents A eya wa>kdowii$. 
OOERrLEIN.L.T. Rogion 1, Ole of Iho 0-racior. 00/01/24. 22pp. 52550270- 
62559 297. 

9001230129 NRC Info Notice 90-005. "ininr-SySlom Oischargo ol Reactor Cootani." 
Svc i-et end 

ROSSI.CE Division ol Oneraional Events Assessment (Post 870411). 00/01/29 
Consolidated Ed son Co of New York. Inc lOIpp. 52S35-126'62535’227. 

9001230175 NRC Info Notice 00-009, "Polencinl lot Loss of Sliuldown CooSng wiu'e ai 
Lo'w Reactor Coolant Levels." Svc list end. 

ROSSl.C.E. Division of Operational Events Assossmoni (Post 070411). 90/01/20 
Consolldaloci Edison Co. of New York, Inc. lOlpp. 62635:025 52535:124. 

9001240190 NRC Into Notice 90 007, "New Into re Insulation Mail Perlormanco A 
Oebha O'oekago ol PWR Conlo'nmeni Sumps." Svc list end. 

ROSSl.C.E. Division of Opaiaiional Events Assessment (Post 87Q4ii). 90/01/30. 
Consol-daied Edison Co. ol New York, Inc. 09pp. 62635 228-52535:329. 

9001260420 Suppi 2 to NRC Info Notice 00-023, "Potential lor Gas D’nding of HPSI 
Pumps During LOCA." Svc liSt end. 

ROSSI.CE. Division ol Operational Events Assessmont (Post 670411). 00/01/31. 
Consolidated Edison Co. of Now York, Inc. 95pp. 62633:320-52534 062. 

90420e0l>l)3 Forwards Insp Rept 60-363/69 32 on 691211-16 A notreo ol violation UUI 
requested lo review recommendations in oncl root A respond within 60 days of dote 
of lir on actions taken or planned to corroci violations. 

BEllamy.RR. Rog'on 1, Ole of the Oirocior. 00/01/31. MCNEILL.C.A Phllacfelph-a 
Electric Co. 3pp. 62594:626-52504:052. 

-9002080005 NeUco of vIo'aLoft from Insp on 89121 l^^5.Vtalalian noted, fa^wro to 
record or rept dunking chambers contain ng approx 5 g U-23S to NRC on nuclear maU 
transport rept A mall balance rapt. 

’ Region t. Ole of the Director. OO/Ot/24. ip. 52504:032-52594:032. 

-9002090006 Insp Rapt 50-353/69-32 on 89121 t-i5.Vloleilons notod.Malot areas 
Inspacied post-accident sampling ol reactor coo'ani A containment elrboNiuore.posl- 
eccldant alfluenl monitoring A conlainmoni high rango radiation monitoring. 
DRAG0UN,T.. KOTTAN.j., hull.A. Rogion 1, Ofc ol the Director. 00/01/24. 20pp. 
62594:033-52594:052. 

9001280198 NRC Info Notice 90-008, "Kr-OS Hazards From Decayed Fuel'' Svc list 
end. 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411). BO/02/01 
Consolidated Edison Co ol New York, Inc. 77pp, 52603:I80-626B3:256 


908I290ID2 Suppi 1 lo NRC Info Notice 88 030, "Target Rock Two-Stage Saloty/Reiiol 
Valve Seudnt Dnft Update." Svc Hat onci 

ROSSl.Ck Division ol Operational Events Assossmoni (Post 870411) 90/02/02 
Consolidated Edison Co of New York, Inc 7epp 62558230-62556317. 

9001300424 NRC Into Noi.ee 00 009, ' Exiendod interim Storage of Low Levol Rod- 
waste by Fuel Cycle A Mails Liconseus " Svc I si end. 

CUNNiNGHAU.R E Div.slon of Industrial A Medical Nuclear Safety (Post 870720) 
00/02/05 Consolidated Ed son Co. ol Now York, Inc lOBpp 52563 257.62504. 004. 

0002140221 Partial response lo FOIA request for documents App 0 documents 
ertd Aep O A S docume.nts ave.lebio in POR.App R documents toiai'y wihhold (ret 
FOIA Exemption 5). 

GRIMSlEV.DH Div.sio.”! ol Freedom ol information A Pob'icaiions Services (Post 
600205) 90/02/08. PEPr'»ERMAN,D. Blocher A Col ins 15pp. 52631.235.52632.013. 

'-9905190270 Fotwa.'ds Insp Hepi 99901054 for ASCO Electric Products, Inc re failures 
of moidod case circuit breakers in reactor pioiociion sys monitoring panels.W/o end. 
ZECH.OG Vor\dor Program Br,Div ol QA, Vendor A Technical Training Cenier 
P(O0>ama,lE 66/06/13 STARDSIECKi.R Region 1, Olc Of Itie Of'scior Ip 
52632 150-52632 161 

0002220221 Forwards Saloty insp Ropts 50 352/69-23 A 50 353/69 31 on 891121- 
1231 No violations noted 

BLOUQII.A.R Region t, Olc of ihe Orocior. 90/02/09. MCNEILL C A Philadelphia 
ElecincCo 2pp 62701043 52701062 

-9002220227 Insp Repts 50 352/09 23 A 50-353/60-31 on C91121-1231.No violations 
nolod Major areas mspaclsd ploni tours, observations ol mami A survoll'ance 
lasting.rovlow of LERs A periorJic ropts A review ol operational events. 

OOCHFlEIN.L r R«gon 1, OfC Of the Director. 00/02/09. lOpp 52701 045- 
52701002 


n. Pariodio operating reports A related correspondence 

9002060086 "1900 Annual Rapt Ol All Unal'anges lo Safoly/Reliet Valves Units 1 A 2," 
Ropia 5 A 1 tor Units 1 A 2.raspoctiviily 

lElTCH.G.M PtYinrfeipha Electric Co 90/01/24. Document Control Drench (Docu- 
moni Control Desk) 3pp 52500 151-52500:153 


S Reportable occurrancos, LERs A related correspondence 

9001300063 Updeiod Final Sigdlcnni Oeficoncy Rept 107 ro defoctivo Agostat GP 
fdaya In-tiotty lopon&d on 63i 129 Use oi sud reloye does not represent salaly con- 
corn A not toportabio os operational concern. Tosi program daveioped. 

HUlTGEn.GA Phlodelphio Electric Co. 90/01/19. Document Control Branch (Docu- 
mom Control Desk) Spp 52476.001-62475006. 

9041300417 L£n 40 0l5'00or> 69122.1 A 24.probl0m w/rencior proieclion sya (RPSj/ 
un-mortupiabio power supply sieiic inverter caused loss of power to RPS 

K inci.Causod by iBi'ura el geie drive boost card. isolations r<‘soi.W/900l 19 ltr. 
AOSCN.Q.J. MCCONMiCk.m J. Ph’iado’phla Electric Co. 00/01/19 6pp. 

52494 139-52404:144 

9002220371 Part 21 rept ro mnlni ol Automatic Volvo Corp MSlV A/or main stoam rollol 
vaivo using aponnor wlor^c1l In order to avoid solenoid valve slem damago.por 1004- 
85 clianno in design Melnt msiiuctlens onci. 

hutChinS.T. Auiomatc vnivo Corp 90/02/02. NRC - No Deioiiad All lotion Qivon 
'J6pf> 52730 060 62736 105. 

9002130391 LEH OO OOt-OOon 900106, Tech Spoc violation A reactor onci voniiladon 
■soiaiion occutrod.Causeri by poraonnet error. Chief oporaior counseled on imponence 
ol communlcoilng an poiiinoni lnlo.W/080207 Hr. 

MAOSEN.OJ.. MCCORMlCK,M.J. Ph'lQdolphla Eloctr.c Co. 90/02/07. 7pp. 

52670001-52678007 

9002180154 PND 1-00 010:5 ol 14 oporolorB foiled roqua'lficoilon oxem pertormod 
during wk ol 000120 0202.lnc1udng add! aiall operator used only In 
aimuiaiorJrMlividuQis removud Irom licensed duties. Contirmaiory acton Hr Issued on 
000202 

FLOREK.O.. CONTE.R Region 1. Olc ol ihe Director. 00/02/09. ip 62680:307- 
52600307 

9002220716 LER Q0 003-00 on 9001 12, primary conloinmani A reactor vessel Isolation 
control sya Isolation s gnaia Iniilatod. Cosing In.boartl A outboard iso'aiion valvos lor 
RWCU.Csuaod by IHihg lo'lel valvo.Open ng i.me r0sol.W/9OO2OO Ur. 

MAOSEN.G J., MCXORMICK.M.J. Phredelphio Elocirlc Co. 00/02/06. epp. 
527I2262-52712267. 


V. Opernlor Exemlnallona 

9002140296 Forwards revised NRC Forms 300 A 398 ro personal qualifications siaio- 
monl • licensee A cerillicotion ol modical oxam by facility 
llconaoo.rospoctlvely Appllcaiions lor liconsos should be submillod on onci forms by 
900201 

GALLO.R.M. Region i. Olc ol tho Director. 90/01/05. MCNEILL.C.A Phllode'phia 
Electric Co. epp 52655 :132-52655:130 

90013 >0239 Roquosta ihat llstod operaipr Ocensos bo drsconifnued. 

LElTCH.G.M. Phllode'phia Elocirlc Co. 90/01/08. Document Control Branch (Docu- 
moni Ctmtrol Desk). 2pp. 62603:002-52503 003. 

9002140113 Atlvises ihat administration ol gonerlc fundamonlals oxem soction ol writ- 
ton oporaior liconsing exam will conform to tislod registration A oxam pro.oss gu'da- 
linos which will bo Included in next rev ol NUREG-t02i,por Gonerlc Ltr 69-1 7. 
GALLO.R.M. Remoh 1. Olc of tho Oiroctor. 90/01/24. MCNEILL.CA. Philadelphia 
EloctftcCo. Bpp 52655:352-52655:350. 

9002140146 Documents util assessment ol adequacy of licensed operator lequaUflca- 
Uort program A servos as util [usllflcat-on for conllnuod operatioh.Concludes that li- 
conaod porsonnel on sh.fl properly trained A qualified to operato plant salaly. 
LEITCH.G.M. Philadelphia Electric Co. 90/02/07. RUSSELL.W.T. Region 1. Olc ol the 
Director. 3pp 52663 332-62653 334 



DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT t 


F. Securliy, medical, emergency & lire protection plans 

9001300230 Forwards resporse to NRC 891220 Itr re violabona noted In plant 
.nspS-Rosponse wiihhe’d (rel I0CFR23 21) 

LABRUNA.S. Put>l c Service Elecwc & Gas Co ol New Jersey. 90/01/10. Document 
Ccnirci Branch (Document Control OesM 2pp 5247i:i07-5242i:'8fl 

9001310021 Forwards Salety insp Rept 50-354/89-20 on 891107-900105 No vto’auons 

SW^LAND.P-D. Reg on i. Oic ol the Director. 90/01/22 MILTENBERGER.S. Pii)l.c 
Service Electric & Gas Co ol New Jersey 2pp. 52503:038-52503 tt3. 

-900l3t0022 Salety Insp Repi 50-354/89-20 on 691107-900105 No volalions 
noted.MaJor areas inspeciedoporstio-ns.reclioiogrcai control* E aurveianos 
lostirig emergency prepar^ness.secur.ty, eng neer.ng/iecnnical support & salety as- 
sessmeni 

KENNY.T J. Region 1. Olc ol ihe OireciOf. 90/01/18 Mpp. 52503100-52503113 

9002000018 Forwards progress repi on project to upgrade nuclear site physical security 
leaiutes End withheld {rel 10CFH73 21) 

M'LTENBERGER.S. PuOi c Service Electric & Gas Co. ol New Jersey. 90/01/26. Doc- 
ument Control Branch (Document Control Desk) 2pp 52560046-52560.047. 

9002220021 Forwards Revs 1 to secunty plan 6 secunty iraid.ng & quaiilicaKon plan & 
Rev 2 lo security coningency plan. Sa'em switchyard project delayed Rave wiihheid 
(tel i0CFfl73 21 

LABRUNA.S. Publ.c Service Electric & Gas Co ol New Jersey 00/02/12. Oocumerti 
Cont/ol Branch (Document Control Desk). 2pp. 52667 010-52667.020 


P. Operaling license stage documents & correspondence 

9002050029 Appiicaiion lor amend lo License NPr-57,cona.atlr>o ol Charme RoQuesi 
69-15.rsvis>nQ radiation protoclon & radiological environ moniionng Tech specs to te- 
tiect changes m organizeiion. 

MILTENBERGER.S. Public Service Electric 8 Gas Co. ol New Jersey 00/01/24. Ooc- 
umonl Control Branch (Document Control Desk). 1 lpp. 52546 1 19-52548 165 

-9002050038 Proposed Tech Specs re rediaiion ptoiecion 8 rsdioiogicel environ mon- 
loring 

' Pub'ic Service Electric 8 Qsa Co. ol New Jersey. 90/01/24 38pp. 62546:130- 
52548.165 

9002020314 Advises ihst lea not reguired re 69i227 appi ca'-/on lor approval oi use ol 
ASME Seciion XI Code Cese N-460 Pee wtii Be reia.ned By NRC 8 cred-ted when in- 
voice issued lor review. 

WElSS.O License Fee 8 Debt Collection Branch (Pest 890827) 00/01/29. 
MILTENBERGER.S. PuBiic Service Eiecinc 8 Gas Co. oi New Jersey, ip. 62939:213- 
92639213. 

9009130058 Forwards response lo Genenc LV 69-13. "Svc Water Problems Aneciing 
Safety-Related Eguipment " Aggressive program ol moniionng.tnsp 8 man tepiace- 
ment initiated In advance el Genenc Ltr 89-13 issuance. 

LABRUNA.S Public Service Electric 8 Gas Co. oi New Jersey. 90/01/26. Document 
Control Branch (OocumeniConuol Desk) I9pp 5284$:3ti-52d4S:329 


9002010363 Responds to NRC Bu'let.n 89 002 fo Anchor Oaring Model S350w 
check va'ves w/Typo 4io stanless stoel Intornal bollingNo Subj Ancmv n!!i''^ 
valves insial'ed ol facility. Valves of siTlior aos gn installed at tacll >y 
LABRUNA.S Pubic Service Eiecinc 8 Gas Co of New Jersey. 90/01/19 rw 
Control Branch (Document Ckjnirol Dosk). 2pp. 52522 028-52522.029 

9001310021 Fonvards Saloty Insp Repi 50 354/89-20 on 09li07-900i05Novf>.->, 

noted 

SWfTLANO.P.O Region 1, Olc of Ihe Oiroclor. 90/01/22. MILTENBERGERrt a.. 
Sennce E»octfc 8 Gas Co. ot New Jersey. 2pp. 52503. 098-52503.1 13, 

-M0t3t0022 Sslely Insp Repi 50-354/80-20 on 891107-900105 
naied.M8iO( areas inspectedcpe.-aiions, radiological contro's 4 surve'r^ 
lesing.emotgoncy preparodn.ess.secunty. ong-neer.ng/technicai support 4 sav< i! 
sessment 

KENNY.T J. Beg on 1. Olc ol the 0:rcciOf. 00/01/18. 14pp 82503. tOO-52503 H3 

W21300SS Forwards response to Generic Llr 89-13, "Svc Wale.- Problems APfcrr 
Saloty-Related Equipment " Aggressive p.'ogram ol monitoring ir,$p 4 n-.a-i tuii^ 
ment i-'Jiiated in advance at Genenc Ltr 89-13 issuance. ' ^ ^ 

IABRUNA.S PuWx Service Eiecinc & Gas Co ol Now Jersey. 90/01/26 Doc..-.« 
Control Branch (Oocumeni Conirol Desk). I9pp 52645:311-52645 329 

9001230126 NRC Into Noiice 00-005. "Intor-Systom Discharge ot ReacKy Cooii-i- 
Svc I St end 

ROSSi.C.E O.vision ol Operational Events Assessment (Post 870411) oo/r-i;/. 
Censot dated Edison Co. 01 Now Votk, Inc 101pp. 52535 125-52535227 

OOOI330t7S NRC Inlo Notice 90 006, "Poinniiol lor Loss ol Shutdown CkKMmg'AS.e.- 
Low Reactor Coolant Levels." Svc I st onci 

ROSSl.CE. Division ol Opciationel Evonts Assessment (Posi 8 7 0411) 90/3i.'x 
(kinsolaialed Edison Co. ot Now York, Inc. lOipp 52535.025-52535 t24. 

9001240190 NRC Info Nonce 90-007. "Now Inlo ro Insuislion Mali Perfoi-ianc« s 
Oobns Oiockago cf Pwr 1 Conta ninoni Sumps " Svc list oncl. 

ROSSI.C.E Dtviscn ol Oporai-cnal Evonis Assossmont (Post 870411) 90/0‘>'3C 
Consoiidatod Edison Co of New Ycrk, Inc. 09pp. 52535 220-52535:329. 

0001280020 SuppI 2 10 NRC Inlo Nolico 08-023. "Poiontial lor Qes Binding ol 47^ 
Pu-npe During LOCA ’’ Svc list oncI 

ROSSl.CE. Diviscm of Oporahonal Events Assossmont (Post 870411), eO'Ci/Ji 
Censolidalod Edison Co. of Now York. Inc 05pp. 52533:329-52534.062. 

0001360198 NRC Inlo Notice 90-008. "Kr-OS Muo'ds From Docayod Fuel" Si: In 
end 

ROSSl.CE. SXvison of Oporaiional Events Assossmont (Post 870411). 90/92-7 
Consolidated Edison Co of New York, Inc. 77pp 52503:180 52563 256. 

9001290102 Suppi 1 to NRC Info NoUCO 60-030. "Targoi Rock Two-StSgO Sslsty/Pikr 
Valve SeiMJii Onli Updato " Svc iisi onci. 

ROSSi.C.E Division ol Opersiionsi Evonts Assossmont (Post 970411). 90/02--(2 
Consolldsiod £0 son Co. of New York, Inc. 70pp. 52566 238-52658:317. 

9001300424 NRC Into Noiico 00-000. "Extondocl intorim Stoiago of Low Level P.» 
waste by Fuel Cycio & Mens L.consoos " Svc hsi onci. 

CUNNiNQHAM.n.E. Division ol indusitial 8 Medcol Nuclear Sefsty (Poet 8/0/7!' 
90/02/05. Consolidated Ed son Co. ol New York, Inc. lOOpp 52503 257-52584/01 


9002020296 Advises lhai mstaiiaion ol hardened wetwe'i veni ei fecTity.doscribed in 
891030 I'j.accepieblo per Generic Ltr 69-te Use oi indtviduai plant exams to develop 
suppiomenieo criteria for vent mod des-gn sccep'aB'o 

StllRAKl.C.Y. Project Directorate 1-2. 90/01/29. MILTENBERGER.S. Pub'ic Servico 
Etecuic 8 Gas Co. ol New Jersey. 2pp S2539.2l4-S253d.2t6. 

9002090028 Application for amend lo License NPF-S7, consisting of License Change Re- 
quest 90-i)l.removing 3.25 limit on exiondmg surveillance intervals m Tech spec 
4. 1 .2, per Generic Llr 89-1 4. 

LABRUNA.S Public Service Eloc'Jic 8 Gas Co qi New Jersey 90/0t/3t Oocurtteni 
Control Branch (Oocumeni Convol Desk). 7pp. 52599.288-52599.298. 

-900209003 1 Proposed Tech Specs re requirements lev su/yei.-la/Ka interve'a 
' Public Service Eiecinc 8 Gas Co. of New Jersey. 90/0t/3f. 4pp. 52590:295- 
52599.296. 

9001290051 Generic Llr 90-02 lo all LWR licensees 8 epplcania re aiiernattvo requYo- 
tnonis (or fuol assemblies In design (eeiures section of Tech Specs.Svc l«l end 
PARTLOW.J.Q. Associate Director lor Projects (Post 67041 1). 90/02/01- Conso-'idai- 
od Edison Co. ol New York, Inc. 39pp. 52637:055-52837:093. 

9002160225 Forwards Amend 36 lo License NPF-S7 8 safety evalueilon. /Unend revises 
Tech Specs to avert currently roqu'red plant shutdown In even! position indtcahon In- 
strvmentsl'On for pnmary conianment Isolaton valve declared Inoperable 
SHIRAKI.C. Project Oireciorale 1-2. 90/02/01. MILTENBERGER.S. PuKIc Service 
Electric 8 Gas Co. ol New Jersey. 3pp. 52670.067-52670.077. 

-9002160228 Amend 38 to License NPF-57,revl9hg Tech Specs lo avert currently re- 
qu'/ed plant shutdown In eveni that pos lion Ind cation ins'Aimentaiion tor prYnary con- 
lainmeni iaolaiion valve.in Isolai-on penetration, declared Inoperable. 

BUTLER, W.R, Project Directorate 1-2. 90/02/01. 8pp. 62670.070-52670.076. 

-9002180227 Salety evaluation syjporting Amend 30 to License NPF-67. 

• Office ol Nuclear Reactor flegulatfon, Director (Post 870411). 60/02/01 2do 
62670:076-62870.077- ' 


0. Inapeotlon reports, l£ Bulletins & correspondence 

9001300496 Advises that dralt final repi lor closeout of IE Bu'leiln 79-23 toun 
engineers for IE BulleUns 84-02,60-06 8 87-002 resssigned as I'aler 
Communicaloas Branch. NRC-06-85-16V 80/01/11 
LOFY.R.A. PARAMETER. Inc. 3pp. 82613:266-52613:260. 


9002220216 forwe'da Malnt Toam map Ropi 50-354/6B-80 on 891002-13 & noxsrf 
vioieiion.Toam concluded inai util iniplemoniina gonoraiiy etlecive hix 
progtem-im^ovemenis needed to rocluco backlog oT overdue mafni procedds > 
views 

HODGES.M.W. Rog on 1. Olc ol Iho Diroclor. 00/02/07. MILTENBERGER.S Pik 
Service Eiectiic 8 Gas Co. ol Now Jorsey. 2pp. 62706:I32-62708;I83. 

-W02220217 Nonce Ol violation from insp on DOI002-l3Violations nolM cn 
69l004.in$pecior idonllliod dismantled scotfolding components leaning agai'ti 
pdse lY^es ol selety-rolaiod msuumenls In Sioiane Area 22. 

' Rog-on I. Olc Ol the Diroclor. 90/02/07. 3pp. 62700:134-52706:136. 

-9002220222 Meini Team insp Ropi 5O-3&4/B0-6O on 89l002-i3.Violations roiedMa^ 
areas insiMcted maint program, including review ol malnt documame 8 obsorvaiionsd 
rttami work In progress. 

CHEUNG.L.. liuRR.J.P. Region 1. Olc of the Droctor. 00/01/31. 47pp. 52/06 D’ 
62706 163. 


8. Reporieble occurrencee, LERs 8 related correspondence 

9002080103 LEfi 69 086 00;on 891230, turbine trip occurred during performance oIca'’ 
turbine itausi boaring woer detector survoil'ance Caused by malluncton ol im 
switcKOoslgn changoimpiomontod lor keylock bypass 8wltch.W/900l29 lit. 
COWLES.R B . HAGAN, Jj. Publ-0 Service Electric 8 Gas Co. ol New Jersey. 9C -i •' 

29. Opp 58590.055-52560 063 

9008070207 LER 69-020-00;on 801231, leak from wold on reactor recircolaiio.'i 5)S^ 
Yonsmitler Instrument line joint discovered Cause not atatod. instrument I ne cu'. oi.' 1 
rep’aced w/new section of p'ptng.W/900130 fir. 

COWLES.R.B., HAGAN, J.J. Pubic Service Electric 8 Qaa Co. ol New Jersey Ki; - 

30. 2pp. 68689:001-62669 002 

M02130341 LER OO-OOl-OO on 600i0B.turbine trip on moisture separator hlghlevdt 
suited Yi reactor scram. Caueed by combination of equipment failure 8 COfiOiM P^r 
sonn^ errors. Moisture aepareior qraln conirol Instrumentation luned.W/OOOzOSlij 
COWLES.R.B., HA0AN,J.J. Public Service Electric 8 Qaa Co. ol New Jersey W-'f 
05. 9pp 68637:030-52837:030. 


V. Operator Examlnallont 


9001300230 Forwards response to NRC 691220 Itr re violations noted Yi plant 
inaps Response withheld (rel lOCFfl73.2i). ^ 

UBRUNA,S- Public Service Electrlo 8 Qaa Co. ol New Jersey. 90/01/19. Document 
Conuol Branch (Document Cont/ol Desk). 2pp. 62471:187-62471:180. 


9002140872 Forwards revised NRC Forma 398 8 SOe.pereonal qual.licai ens siais"*"' 
8 »rtjflMllon ot medical exam by llcenaoe. respectively. 

QAUD.R.M. Region 1, Olc ol the Director. 90/01/05. MILTENBERQER.^ ^ 
Service Electric 8 Gas Co. ol New Jersey. 8pp. 68e56:240-62656.247. 



900^140074 Informs that goner, c lunOamemals oxam section wi'i conform lo listed reg- 
isiraiicn 6 exam process gudelmos wh.ch wil be included In next rev le NUREu* 
1021 n response to feedback received Sampl ng plan end. 

GAILO.RM. Roclon 1, Ofc of ihe Dreclor 90/01/24, MILTENBERGEH.S. Public 
Service Electric & Gas Co Ol Now Jersey Qpp 52650 I69-S2GS0. 166 


DOCKET 50-361 SAN ONOFHE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & lire protecllon plane 

9002130314 Rev 3 to emergency plan, •'Table ol Contonia," •'List ol Figuios" A "Llsl of 
Apps •' 

• SCttbarn Ca'ilcrnia Ed son Co 89/11/03 epp 52047.113 52647.116 

9002060104 Forwards Rev B 10 socurdy force training & qua'il cation plan W/o enci 
KREGER.R.W. Southern CaUcrna Edison Co. 69/12/21. Oocumoiil Civilrol Branch 
fDocument Control Desk). Ip. 52559.002-62559.002 

9001310427 Rev 2 02 to ' San Onolre Nuclear Qancraiii',g Siai,on Manuel ol Emoigoncy 
Everiis '■ 

BELLlS.KM. Southern Ca'ilOfna Edison Co. 90/01/04 67pp 52514.105-52514 172 

9001290020 Forwards Rev 26 to physical security plan Kov withheld (rol lOCFn73 2i) 
MORCAN.HE. Southern Caiiorn'a Edison Co SO/Ol/tO. Oocumoni Control Branch 
(DMumeni Control Desk), ip 52454 128-52454 126 

9002020107 Requests exemption from updating requ remonta ol l0CFR50.7l(o) lor Dev 
8 to upidatod fre hazards anaiyS'S & Rev 6 lo updelod FSAR.Cuu to largo numbor ol 
ongoHiQ acnvrtiea.stxbmliia) ol revs delayed unM 900330 

ROSENBlUM,R.M Southern Ca'ilornia Ed,san Co 90/01/26. Oocuntoni Control 
Branch (Document Control OssV] 2pp. 52526:165-52526 16G. 

9002060250 Forwards Safeguards Inso Repts 50-206/00 03.SO'361/00-03 & 53-302/ 
90-03 on 000108-19 & notice of violation. Ootormlnation on 6001 ft that Hern Idonii- 
liod as vital area ouleldo of area noted. Ends withhold (ref 10CFR2 760(d» 

PATE.R.j Region 6. Ofc of me Olroctor. 00/01/20. RAY.H.R. Southern Cel.lorrVo 
Edison Co 3pp. 52560 035-52580 037. 

9002060264 ExpreasQS approcaiion lor participation In Emorgoncy Rosponso Data 
Sya Roquesis that nnef survey & data point library rei file be compfefed lor each uii' 
reactor. 

JOLICOEUR.J.R. incideni Response Branch. 00/01/30. WAl.OO.R. Southern Califor- 
nia Edison Co. 75pp 52569.076-52569:151 

6002220265 Revised EPlRe.Indudlng Revs 4 lo S0123-VIII-0 i & SOf23'Vill-0.30l & 
Change 2-1 10 Rev 2 lo SOl23'Vliro.202. 

PLAPPERT.RO Soulhorn California Edison Co 00/02/07. 02pp. 52666:196- 
52668 287. 

6009830304 Forwards Rev 6 lo "Updaind Piro Hruards Anaiys a.San Onoite Nuclear 
QcnoratinaSiaion." 

RAY.H.Q. Southarn Calilorna Edison Co 90/02/ 1 4 Oocumoni Conf'CH UrarKh (Oocu- 
martl Control Cask]. Ip. 62692.040-69694 106. 

.9003220309 Rev 6 (0 "Updated Fire Ha/ords Aneiysb.San Onoiro Nuclear Gonoratlng 
S1aili3n,Unltsi,2&3.'' 

* Sou'liern Calilornia Edison Cc. 90/02/28. 006pp 52602 04i,52004rl86. 


I. Financial Information 


6002020204 "City Ol RIvorsIde.CA Comprehansivo Annual Financial Repi for FY Ended 
860630" 

* Rrverslda. CA. 86/06/30. 68pp 62540.154-52540 204. 


K. Utility Final Safety Analysla Report (FSAR) & amende 

9002220067 Rev 6 Id updated FSAR lor San Onoiro Nuclear GonuroHng Siehon.Uniia 2 
&3.W/900214llr. 

RAV.H.e. Southern California Edson Co. 90/02/14 t.OflSpp 52700 t84-52709. 19B 


P. Operating licenae stage documents & corraapondence 

9001300394 Fonuatds Amends 83 & 73 to Licenses NPF-iO & NPF-15, tospocUveSy & 
safoty evaluation Amends Incorporate piogrammailc controls lor radiolo^cal elfiuorHs 
& radiological environ monitoring In Tech Specs. 

KOKAJKO.L.E. Project Oireciorato V. 90/01/12. RAY.H.Q Southern Ca^fornie Edison 
Co. COTTON, 0.0. Sen Olego Gas & Electric Co 5pp. 52469:275 52460.044. 

-9001300399 Amends 03 S 73 to Licenses NPF-10 & NPF-15, roapoctivoty. Incorpotal- 
ing programmatic controls lor radiological ellluonts 6 redlological environ mo'ilionnQ in 
ad'n'.nlstratlve controls section of Teen Specs. 

TRAMMELL, C.M. Project Directorate V. 90/01/19. 126pp 52469:200-52490.039 

-9001300402 Safety ovolualion supportng Amends 63 & 73 to Licenses NPF-tO & 
NPF-16,ro8peciivo1y. 

' Office of Nuclear Reactor Regulation, Olroctor (Post 070411). 00/01/12 Spp. 
S2490.040-&2400'.044. 

9001290197 Forwards, "Sys Engnesring," for licenseo porsonnol w/ respons-b'f'ty ra 
listod dockels.Suggesled considerations for program aifnbule dolinlllw A training 
neods for sys ong-noera listed 

KIRSCH.D.F. Region 5, Ofc ol the Director. 90/01/17. Region 6, Ofc ot the OIroclor. 
6pp. 52463:261 •52453:206. 

9009020107 Requests exemption from updating reguiromonis ol l0CrR50.71(o) for Rev 
6 to updated l.re hazards analysis & Rev 6 to updated FSAR. Due to largo number ol 
ongoing activities, submittal of revs delayed until 900330. 

ROSENBLUM.R.M. Southern California Edison Co. 60/01/26. Document Control 
Branch (Document Control Desk). 2pp. 52526:165 52526 166. 


9002090039 Responds to Generic LU 80-13, "Svc Water Sys Problems Aitochnn Safety- 
Relaiod Equ^mont." Utii devo'oping prog'ams to impiemoni rocommondod Actions I 
through V & provid-r^ schedule of plans lo- imp'einontaiion of actions 
ROSENBLUM.R.M Scuthurn Calilornia Edison Co. 90/01/26. MARTIN.J B Region 5. 
Ofc ol mo erector 4pp. 52590 162-53599.185. 

90020S0026 Forwards SER to util 691205 co.-nmllmenis to install divorsu emorgoncy 
feedwater actuators sys (CEFAS) on linit 2 during Cycio 6 toluol ng outago DEFAS 
n^omettfaiion schedu'o as oud.nud n 691305 Hr accnpiabio. 

K0KAJK0.L£ rriJjoci Directorate V OO/Of/.TO. RA'Y.H.O Scuthern Ca'ilorna f-cfison 
Co COrrON.GO. San DogoOas & Elocli cCo. 4pp. 52S-i2 251-52542 264. 

-00020S0020 SER SiippO't,ng util 89I2G5 commltmenls to Install d,voi6a emo.'gnncy 
feedwater actuation sys on Uml 2 during Cycle 6 rofunlmg outage 

• NRC - NoOetallOd Atli'iation Given. 90/01/30 lOp. 52542.255-52542 264 

9001290051 Gotyonc L(' 90 02 lo all LWR hconsees & applicanis re allctnaiivo roquitn- 
tnonls lor fuol assombi os in design loaiuras section of Toch Spec.s.Svc fisi o-nci. 
PARTlOWJG. Assoc'ate D.recior for Proiecis (Post 870411). 90/02/01. ConsoVdat- 
odErlsoftCo ol New York. Ir-.c 39pp 52037 055-5263/093 

0002000221 Summary ol Toch Spec Working Group 5th incoling on 0001 18-19 w/listod 
pariic'panis irclud ng BNL.PG&E & EPRi ro Issues assocatod w/devebpmoni of risk, 
based Tech Specs/ piani coni gutai on control p.iot program LiS' ol attondcus end 
WOML.ML Tochn cel Spoclllcatlons Branch 90/02/02 CALVO.J A Tochricnl SpQCi- 
HcaliOrts Orancti 07pp 52626 040-52626 082 

9002230400 Forwards ovorprossuro & b'owcfown conclusions to ring sotimg mods ol 
mam sioam safely veivos (MSSV).per 860533 commllmeniRing soilings of MSSVs 
set lo gertoric vafuos to actiiovo stamped capacity lilt 

NANOt.F n Soulhorn CaMornia Edison Co. 90/02/09. Docurnoiil Co.nlrof Branch 
(Oocumool Control Dusk) 2pp S271S 337-52715 345 

-0002230417 "Mam Steam Saleiy Valve Ring Selling Mod Icr San Onofru Nuclear Gen- 
otabng Siaiion.Urlfs 2 & 3." 

• Soulhorn CnSforma Edson Co 90/01/25. 7pp 52715 330 52716.345 


O. Inapaction reports, IE Buiieiina & correspondence 


9001300498 AdviSUS that drail l.nai ropl lor ClOSOOul of IE Bu’lolin 70,23 found 
accopiobfo Load onm.nnors lor IE Bulletins 84-02,60 06 & 97-002 reassigned as I stod. 
BERliNGER.CH. Gonuric CommunicoHons Brunch. NRCO5-0S’157 90/01/17. 
lOFY.n.A.P/a3AMETER.Inc 3pp 62513.256-52513 250. 

9002010360 /ick roc^pl cl 900100 Hr inlorrr.ing NRC Of stops lakun lo corioci violailone 
noted in insp Hepie 50’208/b0'25. 50-301/6^28 & 50..362/00-28. 

YUMAS.GP RogiOh 5, Ole of the Director 90/01/2? RAY.H 0. Sojihurn Calilornia 
EdiSOttCo ip 52505029 52505 035 

9901230126 Nf7C info No'co 90 005. "inrer-Syslom Cischsrge of Roacior Coo'arif" 
Svc hsi ond 

nOS8l.CE Olvisloh ol Opoialiona' Events Assossmoni (Post 670411). 90/01/29. 
Consol dated Ed son Co. of Now York, Inc. lOIpp. 52535- 125-52535 227. 

9001230175 NHC Into Notice 90 006, "Poteniai for Loss ol Shutdown Coo'mg While ei 
LOW Rosetor Cooianl Levels." Svc l,st o.ncl. 

nossi.CE. Oivisiun ol Dporaiionai Events Assessment (Post 070411) 90/01/20. 
Consoldaied Edison Co of New York, inc lOlpp. 52S3S'025'52535 124 

9002060250 Forwnrds Solegi'anls insp Repts 50-206/90 03.50-361/90-03 & 50 302/ 
90 03 on 000 >06 1 9 & notice of violat-on Detormlnailon on 900111 ihoi Horn Identi- 
fied as viioi erua outside ol area noted. Ends withhold (rol ioCFn2. 790(d)). 

PATE.Rj. Ronon 5. 0!c of Iho Director. 60/01/29. RAY.H.Q. Southern CoMorr.la 
Edison Co 3pp 52560 035-52560 037 

9001240190 NRC Info Notico 00-007, "New Into lo Insu'albn Mall Performnneo & 
Oobrla Blockage of PWR Conta nmont Sumps." Svc list onci 

ROSSi.C.E Orvfslon ol Oporational Evonis Aasossmoni (Post 070411) 90/01/30. 
Consol dated Edison Co. of Now York, Inc. 09pp. 52535 220 52535.329. 

9001260020 Sup(H 2 to NRC Info Notice 86-023. "Poionilal (or Gas Binding of HPSI 
Pumps During LOCA ' Svc list end 

ROSSl.C.E. Otvtslon ol Oporai.onal Events Assossmoni (Rost 670411). 90/01/31. 
ConsoHdolod Ed.son Co. of Nnw York, Inc 65pp. 52533.329-52534:002. 

9002070476 Responds to NRC Bullelin 89 003, "Potoniisi Loss ot Requirod Shutdown 
Marg-n Refueling Operations." Procodurai changes, personnel Ira'ning & retuoting 
cycle analysis have boon used to ensure achiovomonl ol I"'.l compiionco w/bu'.lot-n 
FWNOY.F.n. Soulhorn Colilornia Edison Co. 00/01/31. Documoni Control Branch 
(OocumonI Control Dosk). 2pp. 52570:090-52570:066. 

9001260198 NRC Into Notico 90 008, "Ki-OS Hazards From Docayed Fuel" Svc list 
end 

ROSSI.CE. Division of Oporational Events Assossmoni (Post 070411). 90/02/01. 
Const^idaied Edison Co. of Now York, Inc. 77pp. 52503 100-52603:256. 

6001298102 Suppi 1 lo NRC Into Notice 88-030, "Targoi Rock Two-Sisgo Saloiy/Rol el 
Valve Selpoint Drift Updeie." Svc I si end. 

ROSSl.C.t Division of Operational Events Asso'.smoni (Post 870411). 90/02/02. 
Const^ldatod Edison Co. ol Now York, Inc. 76pp. 52556 238-52556.317. 

9001300424 NRC Into Nollco 90-009, "Extended Interim Storage ol Low Level Rad- 
waste by Fuel Cycle & Malls Licensees." Svc list end 

CUNNINOHAM,R.E. O.vislon of Industrial & Medical Nuclear Safoty (Post 870729). 
90/02/06. Consol-dated Edison Co. of New York, Inc. 108pp 62583:257-52584;004. 

9002160023 Advises Ihei util 660822.690615 & 000117 responses to NRC Bullolin 60- 
003, "Inadequate Latch Engagement In HFA Typo Latching Relays Mfg by QE," con- 
rdered complete. 

KOKMKO.L E. Projoet Directorate V. 90/02/05. RAY.H. B. Southern Cal forma Edison 
Co. COTTON, G D. San D ogo Gas & Electric Co. 3pp, 62703:171-52/03:173. 



0002130194 Penal response to FOiA reouosiApp N & 0 documonis Bva.iable In 
PDR 0 doci/rnonis end App P documonis wthhold (rol FOlA Exemption 6) 
GRIMSIEY.O.H Division ol Froodom ol Inlormaiion & Publications Services (Post 
eg020S). eO/02/OB PEPPERUAN.OR eiochei & Coims 8pp 52595:1S6 52595 239 

-8007270192 Reouests that appropriate proleci manager contact identified uiii & pro- 
vide Into ro Puicnase of circuit breakers trom suspect companies. 

MATTHEWS.D.B. Proiect Directorate ll 3. 68/07/18 SUTLEFt.w.R. Proiect Directorate 
1-2. &5pp S2505 316-52S95 344 

9002230199 Forwards safety evaluation & description ol pressurcer auxiliary spray iina 
design change, por requosl.Cl'ango will be Imp'ementod during Unit 3 Cycle 5 rofuallng 
outage scheduled to begin In Apr 1990 

NANiJY.F.R. Southern Cahlornia Edison Co. 90/02/09. Document Control Branch 
(Oocumeni Control Desk), iipp, 62702.184-52702.174. 


R. Periodic operating reports & related correapondence 

9002230284 Monthly opeieting rapts lor Jan 1990 tor San Onofre N'uclear Generalhg 
StsVon Units 2 & 3.W/9002t3 lu. 

SlACOR.E.fl. NANDY.F.fl. Southern California Edison Co 90/01/31. I3pp. 
S2701;339-52701.351. 


8. Reportable occurrartcee, LERt & related correspondence 


9002060250 Forwards Safeguards Insp Ropts 50-206/90-03.50-361/90 03 & 50-387/ 
00-03 on 900108-19 & notice of violation Dotorminaiion on 9001I1 that itorn idar> 
ted as vital aroa outside of area noted. Ends withheld (ref tOCFR2.7O0(d)) 

PATERJ. Region 5, Ole of iho Director. 90/01/29. Ray.h.G. Southern Cal'wrt 
Ed-SOnCo 3pp 52560.035-52560 037. 

9002060264 Expresses approciaiion for participation m Emoigoncy Response Di's 
Sys Roquoals that end survey fi data point i.brary rof liia bo comp'etod For c-a:h I'j 
reactor. 

JOLlCOEUfl J.fl. Incident Response Branch 00/01/30. WALDO, R Sou’hom CaSiv- 
nia Edison Co. 75pp. 6 ? 569 . 07 e- 525 e 9 .l 51 . 

9002220285 Revised EPJPs.jncii/ding Revs 4 10 S0123 VIII O t & SO 123 -V 1 1 0 301 1 
Change 2-1 to Rev 2 to SOt23-Vlir-0.202 

PLAPPERT.R.D. Southern Californ a F.dson Co 90/02/07 92pp 52668 !»■ 
52686 287 

9002220304 Forwards Rev 6 10 "Updaled Fire Hazards Analysis, Son Ono're Koch# 
Generaling Siatlon." 

RAY H B. Southern California Edison Co. fl0/02/t4. Oocumeni Control Branch lOcOr 
moni Control Desk), ip. 62692 O4O-52694;ie0 

-9002220306 Rev 6 to "Updated Fire Hazards Anaiysls.San Onolro Nuclear Gens’a.'g 
Station, Un.is 1,2 & 3" 

• Souihern Caiilornia Edison Co. 90/02/28. 886pp. 62692 041-52694:166 


9001300181 LER 83-O70/O3L-i:on 6307l3.condenseio storage tank 2T-121 water level 
lell below Tech Spoc twice due to water usage by auxi.lory leodwato' ays Caused by 
water demand higner ihan make up to tank T-t2i.w/OOOti2 lir. 

MOROAN,H.E. Southern CaMornia Edison Co 90/01/12. 3pp. 52404:057-52404:059. 

9001300238 Fo'lowup repl:dunng Dec f989.nre doo'S found inoporsbia during ro'jfme 
sun/eliiances.Two latching mechanism failures & one closure (allure lot Un.i 1 & 19 
laiching machanlsrn failures & 14 closure fa'iures lor Units 2 6 3 noted. 

NANDY,F.R. Souihern California Ed.son Co 90/01/16 MARTIN.J.B. Region 5, Ole ol 
the OIroclor. 5pp. 62493:031-52493 035. 

9002050096 Provides lol'owup copt for Tech Spec f.re-raiod assembles found Inopor- 
able during Dec 1 039 routine sun/ei'lances S intorms that Un.l 1 fire doors found inop- 
erable during surve-llances now included in repl fo'lowinn impiomenlailon 
NANOY,F.R, Souihern Calilorn'a Edison Co, 90/01/16. MARTIN, J B. Region 5, Qlc Of 
»h0 Dlieclor. 5pp 52540:171.52548:175, 

9002130218 Special roplon eoi227,prossuri>er base support strong motion acceierom' 
oier 2x7-30290 deeJarod inopa/able lor more than SO days due 10 playback readings 
outeldo lest accaplanca entana Rogal'S planned during next outage, 

NANDY.F.R. Southorn Cal.forna Edison Co. 90/02/01. Document Control Branch 
(Document Control Desk). 2pp. 62647:100 52047:101. 

9003150269 Perl 21 repl ro potential ol ambloni compensaied molded case circuit 
breaker perlormance lo devleie (lom pubished inlo Appropnaie customers inlormod 
of orfg nai poiential eubxanital safely hasard noiiDcaiion & ilsKxl coneciwi. 
J0HN80N,W.J. Westinghouse Electric Corp 60/02/06. MURLEYJ.E. Document Con- 
trol Brancli (Document Control Desk). 2pp 52666:239 52666 240 

9002220116 Explains lata aubir.iita1 ol special 30 day rapt rogulred by Tech Spec 
3.182, Aclon B.1,Per8onnel incorroetly Interpreted Tech Spec requ'romeni to apply 
only II chengo involved new local'on. 

ROSENBIUMR.M. Souihern Caiilornia Edison Co. 60/02/09. Document Control 
Branch (OOCumanl Cotilrol Deak). 2pp. 52678 265-52676 268. 


V. Operator Examination! 

9002189314 Inlornti ol lorminaOon ol RL Sprague er7»)i7yrr.e.n w/ul.J, eWecifue 900)26. 
MOROAN.HE. Souihern Callotnia Edison Co. 90/02/07. Document Control Branch 
(Document Control Desk), tp. S2666’238-52668:236 

9(M21603t9 Advlaos that listed Indwldua's no longer require senior roactor operator 
iconsos.effecUve on eo0ti7. 

MORGAN, HE. Southarn CaHornla Edison Co. 90/02/87. Document (Donirol Branch 
(Oocumeni Control Desk) Ip. 52678 255 52676255. 

9002230454 Inlorms that reactor operator & senior reactor operator exam scheduled lor 
900619-29. 

KIRSCH.D.F. Region 6, Ofe ol the Director. 90/02/14. BRiOENBECKER.R. Southern 
California Ed sort Co. 1 2pp. 52716.030-52716 041. 


DOCKET SO-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & lire protection plans 

9002130314 Rev 3 fo omergertcy plan, "Table of Contonis." "Lisf of Figures" 4 "List of 
Appa." 

• feulhern Cal, forma Edison Co. 69/11/03. epp. 52647:1 13 52647:1 16. 

9002060104 Forwards Rev 6 lo secunty force iralning & qualification plan.W/o end. 
KRIEOER.R.W. Southern Ca'ilornia Edison Co. 89/12/21. Oocumeni Conlrol Drench 
(DocumenI Control Desk), ip. 52559.002-52559.002. 

9001310437 Rov 2.02 to "San Onofre Nuclear Generating Station Manual of Emergency 
Events." 

GELLIS,K.M. Souihern California Edison Co. 90/01/04. 67pp. &25l4:l05-&26t4:l72. 

9001390030 Forwards Rev 26 10 phys-cal security plan Rev withheld (ref 10CPR73.21). 
MOROAN.HE. Souihern California Edison Co 90/01/10. Document (^oirol &ancn 
{Document Control Desk] lp. 52454:126-52454:128. 

9002020107 Requests exemption from lasting requirements of 10CFR&0.7i(e) for Rev 
8 to updated rre hazards analysis 8 Rev 6 to updated FSAR.Oue 10 large number of 
ongoIr'Q activitles.eubmiltal of revs delayed until W0330. 

ROSENBLOm.R.M. Southern Califotnfa Ed,son Co. 90/01/26. DocumenI Conlrol 
Branch (OocOTont Conl/of Desk). 2pp. 62528:I8S-52526:/66. 


I. Financial Information 


9002020204 "City Of Rivorside.CA Comprohonsivo AnnunI Financial Hept lor FY Erdo; 
800630-" 

•Riverside CA. 09/06/30 eBpp 52540:154-52540:264. 


K. Ullllly Final Safety Analyals Report (FSAR) & amends 

9002220067 Rev 6 10 updalod FSAR (01 San Onolro Nucioar Gonerat ng Station Uivi 2 
a 3W/900214 Hr. 

RAY.HB- Southern Cal-forna Edso.n Co. 90/02/14. i,095pp. 627C8 164 62709.'M. 


P. Operating license alago documonis & correspondence 

9001300394 Forwarde Amends 03 & 73 lo Licenses NPF<tO & NPF-lO, toef'OCtNe'ya 
salaty evaiuatlon.AmoniJ3 incorporate prqnrammoKc controls for laclio'oglcal oiOuerlt 
a radiological environ monitoring In Tech Specs. 

KOXAJKOl E. Proleci DItociorelo V. 00/01/12. RAY.H.o. Southorn Ca' fotnia Edtcn 
Co COTTON, 0.0 sen Ologo Qas & Elociric Co. 5pp. 82480:275.52400 044 

-0001300390 Amends 83 & 73 lo LIconsos NPF.10 & NPF.lS.rospoctivdy, lncor^)ta^ 
iiig programmatic oonfrols for radiological offiuenls & radlolog'cal env.rqn monlto-v^ifi 
oam'nisueiivo controls aaciion of Tocn Spocs. 

TRAMMELL,C.M. Pro]ect OIrocloinie V. 00/01/12 120pp. 52489 200-52400 030 

-9001300402 Safely evaluation eupporling Amonda nil & 73 lo Licensee N^F>t0 8 
NPF-I6,re8peclivsly. 

' Ollice ol Nuclear Reactor Rogulelion, Director (Post 070411). go/0l/l2 Spe 
62490:040.52490:044 

9001290197 Forwards, "Sya Engineering," tor liconsoo poraonnol w/ lespncabLiy ri 
listed dockoiB-Suggosiod consitlorationa lor piogram attribulo doliniilcn 5 lia<v>; 
needs lor sya engineers listed. 

KIRSCH.D.F. Region 6. Ole of the Oiroctor. 00/01/17. Rogion 6. Ole ol the Dl-'ocier 
5pp. 524S3Sei-52453:SQ5. 

9002230630 Documents commiimom ro Impact ol outego-rolaiod ovortims. based on 
Interview ai site on 6001 t2.Util will not achodulo lioavy uso of overtime lor du'slon d 
reluellng outage for personnol addressed by Tech Spocs assigned to unit. 

RAY.H.B. Southern CalifQrr»la Edison Co. 00/01/16. ZIMMERMAN.R. Rogicn 5. 0'td 
the Director. 2pp. 62702.358.62702 359. 

9002020107 Requests exemption from (^dating roqulrements of tOCFR50.7 l(o) tty Rer 
6 to updated lire hazards analysis & Flov 6 to updaied FSAR. Duo in tarno nu-'hbC' d 
ongoing activities.submlttal ol revs delayed until 900330. 

HCjSENOLUM.R.M. Souihern California Edison Co. 00/01/26. Document Cortol 
Branch (Oocumeni Control Desk). 2pp. 52620:165-52526:166. 

9002090039 Responds lo Generic Ltr 69-13, "Sve Waloi Sys Problems AMociIng Sa'e^r- 
Relaied Eq^jipmonl." Ut.l developing programs to impiemoni recommended Acoonsi 
through V & providing schedule of plans (or Implomoniation ol actions. 
nOSENBLUM.n.M. Souihern California Edison Co. 90/01/26. MARTiN.J D. Rog«n S, 
Olo of the OIreclor. 4pp. 52509.162-62699:165. 

9002060028 Forwards SER re util 891206 commitmonls 10 install divorso oner^ovxv 
feedwater actuation sya (DEFAS) on Unit 2 during Cycle 6 reluellng oulage.D;FAS 
Implementation schedule as oullmod in 891205 Hr accopleblo 
KOKAJKO.L.E. Proiect Directorate V. 90/01/30. RAY.H.B. Southorn Cali'omla Edvn 
Co. COTTON, Q.O. San Diego Gas S Elociric Co. 4pp. 62542:26l-52542 204. 

-9002050026 SER supporf.ng uftl 691205 commliments 10 inslall d.vorso emerje-vy 
feedwater actuation sys on Unit 2 during Cycle 6 reluoling outage 
* NRC • No Detailed Affiliation Qivon. 90/01/30. lOp. 52542 2^-52542:264. 

9001290061 Generic Ltr 90-02 to all LWR llconseee & applicants 10 a'torneltvo reqAie 
menis for fuel assemblies in design features section ol Yoch Specs Svc I et eno' 
PARTLOW,J.G. Associate Director lor Projecis (Post 67041 1). 90/02/01. CensoftSi:- 
ed Edison Co. ol Now York, Inc. 39pp. 52637.055-52637:093- 

9002090221 Summary of Tech Spec Working Group 6lh meoling on 900110-16 w/Hied 
parllcipanis.induding BNL,PQ&E & EPRi re Issues assoclaleaw/deveiopTon' ofhd- 
based Tech Spocs/plant configuration conlrol pilot program.Llst ol attondoes end. 
WOHL.M.L. Technical Spocilicailons Branch. 00/02/02. CALVO.J.A. TechrJeal $pe> 
ficallone Branch. 37pp. 62626.046-52626.062. 


DOCKETED ITEMS 


9002330409 Fofwards overpressure & blowdown conclusions re ring soibng mods ol 
main steam saloty valves (MSSV).por 690523 commiimont Ring setiir^s ol MSSVs 
sol to generic values to achieve stomped capacity htt 

HANDV.F.R Sovtherr) Cai.'crrVs Edison Co 90/02/09 Oocument Coni/ol Brencft 
(Document Control Desk) 2pp. 52715 337-52715 345 

-9<K)22304I7 "Main Steam Saloty Valvo Ring Selling Moil tor San Orvofio Muclesr Gen- 
oralng Siabon.Unlia 2 & 3 " 

* ^uthern California Ed son Co 90/01/25 7pp. 52715 330-52715345. 

9002220051 Forwards Amond Appl.cation 74 to l.iconso NPr-IS.consfallng oi proposed 
Tech Spec Change NPF'l5-3t7Amer.d exionds suwcii'anco iniorval lo' loluoiing in- 
terval survoillances ^ 1 month. 

FlA'i' H G Southern California Edison Co. 90/02/ 1 2. Oocumont Ccnlrol Qranch (Oocu- 
menf Control Desk). 2pp 52689 236 52669 247. 

-90022200S7 Appl.cation lor err.end in license NPF-is.rovisng aurve/lanca roquro- 
mants of Tech Spec 3/4 8 i t. 

RAY.H.B. Southern California Edison Co. 90/02/12 epp 52609 236-52669 243. 

-9002220062 Proposed Tech Specs oriond.ng survo.'innco iniorvai lor loluoting intotval 
aurvoi'iances to 25 months 

* Soutlterh California Edison Co. 90/Q2/I2. 4pp 52669 244-52669 247. 


O. Inapecllon reports, IE Bullellna & correopondence 

9001300496 Advises that drefi final repi lor closooui of IE Bullotm 79-23 found 
ecceplab'o Lead engineers for lE Gulloi ns 84 02,60 06 & 6/ 002 loasaignad as listed 
OERUNGER.C.H. Genoric Communications Qianch. NRC-05 65-157. 90/01/17 
LOFY,R.A. PARAMETER, Inc. 3pp 52513 256-52513 258 

9001310480 Forwards response to NRC Ru'letiii 66 003, "inndoguato Latch Er,oaM- 
moni In HFA Type Latching Relaying Mfy by GE." Vo'llicatlon test procodure lor g£ 
HFA relays Incoipoiaied. 

ROSENOLUM,R.M Soulhoin Cel forma Edison Co- 90/01/17 MARTiN.JS Rogion 5. 
ore ol tho Oiroctof. 4pp. 62406:134.52496 137. 

9002016389 Ack receipt of 600106 Hr informing NRC Of Slops teken to eottoci violaiions 
noted In Insp Repta 50-206/69-25, 50-361/69 26 & SO 362/69-26. 

YUHAS.Q.P. Region 5, Ofc ol tho Director. OO/Ot/22. RAY.MB Soulhoin Ceiifomia 
Edison Co. Ip 5250S.020-5250S.03S 

9001230126 NRC Info Nolce 00 OOS, "Inter-Syslum Oischorgo of Moacior Coo’anl" 
Sve list end. 

R05Si.es. Division of Oporallonal Events Assossrngni (Post 670411). 00/01/29. 
Consoiidaied Edison Co. ol Now Yotk, inc. iOipp S253S 12S-S2S3S 227. 

9001230176 NRC Into Notice 00 006. ‘’Polontmi (or loss of Simtdowrt Cooing WNio ei 
low Reoctor Coolant Levels.” Sve i si onci 

ROSSI, C.6. Divlaion ol Operational F.vonis Assoasmoni (Post 6704 ii). 00/01/20 
Consolidated Edison Co. ol Now York, Inc. lOipp S253S'02S-S2S35:i24. 

9002060250 Fonvarda Safeguards Ingp Ropte 50-200/00 03.50-301/00 03 & SO-302/ 
90 03 on S00108-t6 6 notice of violation Ueioirninai-on uii 9091 1 1 ihai Hem Identi- 
fied as vital area outsido of area noted. Encia withhold dof iOCFR2.70O(d)). 

PATE.R.J. Region 9. Ole of the Oiroctor. 99/01/29 RAY.MO Soulhoin Ceiilomle 
Edison Co. 3pp. 62560.035 52560.037. 

9001240160 NRC Info Notice 90-007, "Now Info to insulation Men Peitonnance & 
Dohrfs Blocks^ ol PWR Conteinmont Sumps ” Sve i SI ortcl 
ROSSl.C.E. Otvislon of Operational Events Assossmoni (Post 0704ii) 90/01/30. 
Consoiidaied Edison Co. of New Yoik, Inc. 00pp. S253S 226-52535 320 

9001260020 SuppI 2 to NRC Info Notice 68-023. "Paionilnl tor Gas Bnding ol HPSI 
Pumps During LOCA." Sve Iisl end 

ROSSl.C.E. Division ol Operallonol Events Assossmont (Post 070411). 90/01/31 
ConsolldSlod Edison Co. oi Now Yo'k, Inc 95pp 52533.320-52534:062. 

6002070476 Responds to NRC Gulleiln 69 003. "Poioniial Loss of Required Shutdown 
Marg'n Refueling Operations.” Procedural changos. pereonnot ireinng & roiuo'-mg 
cycle analysis have been used lo onsuro achibvomimi of lull compilanco w/bu9oUn. 
NANDY.F.R. Southorn CeUlornla Edison Co 00/01/31. Oocumoni Conirol Orancli 
(Oocument Control Desk). 2pp. 62570.066-02570.069 

6001260198 NRC Info Notice 60-000, "Kr-65 Hazards Piom Docayod Fuol.” Sve bsi 
end 

ROSSl.C.E. Division of Operational Events Aasossmont (Post 870411). 90/02/01. 
Consolidated Edison Co. ol Now York, Inc. 77pp. S2503;160-52563:250. 

9001290102 SuppI 1 to NRC Into Notice 06 030, “Target Rock Two-Stsgo Saloty/Rohof 
Valve Setpoint Drift Updete." Sve list oncl. 

ROSSl.C.E. Division of Oporallonal Events Assossniont (Post 070411). 90/02/02. 
Consol.datod Edison Co. of New York. Inc. 70pp. 52550 238 62556 317. 

9001300424 NRC Info Nonce 00-006, "Extended Interim Storage of Low level Rad- 
waste by Fuel Cycle & Metis Licensees.” Sve list encl. 

CUNNINGHAM, R E. DIvIs'on Of Industrial & Medical Nudoar Safety (Post 070729). 
60/02/05. Consolidated Edison Co. ol New York, Inc. lOOpp S26e3’267-52584:004. 

9002160023 Advises that util 660822.690616 & 000117 responses to NRC Oulietln 66- 
003, "Inadequate Latch Engogomoni In HFA Typo Laiching Relays Mfg by GE.” con- 
sidered complete. 

KOKAJKO.L.E. Projecl Directorolo V. 90/02/06 RAY.H B. Southern California Edison 
Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp 52703:171-52703:173. 

9002130164 Partial responso lo FOlA request App N & O documents avallablo n 
PDR 0 documents encl.App P documonts wiihliold (ref FOIA Exemption 6). 
GRIMSIEY.D.H. Division of rroodom of Inlormetion A Publications sorvicee (Tosi 
690205). 90/02/08. PEPPERMAN.D.R. Blechor & Col ins. 0pp. 52595:166-52595:230. 

-6607270192 Requests that approprialo projeci manager contact Identiflod ul4 8, pro- 
vide Info re purchase ol circuit breakers from suspect companies. 

MATTHEWS.O.B. Proiecl Directorate II 3 68/07/18. DUTLER.W.R. Proioct Dftociorale 
1.2 65on 52Bfl5-nifi.MfiQa-'144 


9002230199 Forwards safety evaluation 6 description ol pressuruor auxiliary spray line 
design change, por request Change w.ll be Implemented during Unit 3 Cycle S refueling 
outage acfteduied to begin in Apr tOQO. 

NANDY.FR. Souihorn Ca'ifornla Ed-son Co. 90/02/09. Documeni Control O/anch 
(Oocument Control Desk). 11pp. 52702:164-52702:174 


R. Parfodle operating reporta & related correapondence 


0(H32230284 Monthly opmaiing repis for Jan 1990 for San Onofro Nuclear Qonoreling 
Siaifon Units 2 & 3 W/900213 Itr 

SrACOn.E.R.. NANDY.F.R. Southern CaTfornra Ed-son (Co. 90/01/31 I3pp 
52701-339-52701:351 


8. fteportsbla occurrences, LERs 8 related correapondence 

9001300238 Followup rent during Dec 1960. fire doors found Inoperable dunng routine 
autveiilances.Two latching mechanism failures & one closure failure for Unit 1 & tO 
latchitg melanism failu-'os & 14 closure fai'urea for Un ts 2 & 3 noted. 

NANDY.F.R Southern Cal fornla Ed.son Co. 60/01/16 MARTIN.J.B. Reg' on 5, Ofc of 
ItieOrocloi Spp 52493 031-52493 035 

9002050096 Providos followup ropi (or Tech Spec fire-rated essemb'ies found Inopei- 
ebfo during Dec 1069 routine surve llanees & informs that Unit i hro doors found inop- 
oiable during survelTances now Included In ropt following Implomontatlon 
NANDY.F.R. Southern Ca'itornia Edison Co. M/0l/ie MARTIN.J.B Rogion 5. Ofc of 
lhoO.(eclor Spp 52546 171-52549 175 

0002160268 Part 21 repi ro potentloi Of ambient componselad molded case circuit 
breaker performenco lo deviate from pubi shed into Appropriate customers Informed 
ol orfgnei poiorMial substantial safety hazard notiTicatlon & listed correction. 
JOHNSON.W j. Wostinehouse Eloclrlc Corp. 00/02/06. MURLEY.T E Documoni Con- 
trol BrarKh (OocumorM Control Desk). 2pp. 62668 239-52668:240. 

0002220116 Explains late submittal d special 30-day ropi roquiroci by Tech Spec 
3.i6 2.AcHon Bl.Poisonnol tneorredV Interpreted Tech Spec roquremont to apply 
only 11 chenao involved new location. 

ROSENOlUM.R M Southern Califom-a Edison Co. 90/02/09 Docum.oni Control 
Branch (Oocumorit Control Desk). 2pp 52678 265-52676:266. 

0003280230 LER 60-006’02 on 690626,o<cessive mechanicot aool foakaga observed & 
on e00630.shuidown iniiiatod to replsco soal. Caused by oJ in contact w/soal O' 
nngOii deiiocioi installed on LPSI & safety loieiod pump9.w/0002l7 in 
MORGAN.H.E. Soulhem California Edison CO- 00/02/17. llpp. 62713: t07'62713'2O7. 


V. Operator Examinations 


0002160314 Informs of lertriinntion of RL Spienua ampioymont w/utll, alleciiva 90012S. 
MORGAN.H.E. Sooihern Caii/orn'S Edison (5>. 90/02/07. Oocumani Conirol Branch 
(Oocumont Control Do$k) Ip 52666 238-52666:230. 

0002160319 Advlgns ihsi isiod individ'jals no longer loqu'ro sonlor reactor operator 
llconaos.oifoctivo on 900117 

MORGAN.iiQ. Southern Cniilornie Edison Co 90/02/07. Documorti Conirol Branch 
(Oocumani Control Desk) Ip. 62676:25S-52676:265 

9002230454 iffloima WBl reacfor oporaior A senior rooclor operolor oxom schadufod for 
000619-29 

KIRSCh.o'f Rogion 5. Otc of tho D-roctor. 90/02/14. DRIDENBECKER.R. Southern 
Ceklomia Edison Co I2pp. 52716 030-52716 041. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLJ1NT. UNIT 2 


F. Secvrlly, medical, emargenoy A lire protection plana 


0001200060 Rqv 6 lo EPIP FNP-O-EIP-M. "Re Entry Piocoduroa.” W/6001 17 Hr. 
HUOSPETH.d.B. Alabama Power Co 90/01/17. llpp. 52451:336-52451:348. 

9002010190 Hov 26 to EPIP FNP-O-ElP-16, "Emergency Equipment & Supplies. " W/ 
900124 Hr. 

HUOSPETH.J.B. Alabama Power Co. 90/01/24. t09pp. 62512.243-62512:351. 

0002090023 Advises lhal 091018 Rev 17 to emergency plan consistoni w/ 
10CFR60 S4(q) & eccopleblo 

COLLINS.O.M. Region 2. Otc of Ihn Director. 90/01/26. HAIRSTON.W.G. Alabama 
Power Co. 2Rp 62599;te0-52&6g:l81. 

9002130285 Forwards Insp Ropts 50-346/69-34 & 50-364/69-34 on 801211- 
0001 lO.VloiQtiona noted but not cited. 

VERRELLLO.M. Region 2. Ofc ol Iho Director. 00/01/30. HAIRSTON.W.G. Alabama 
PoworCo 3pp 52646:342-52646:359. 

-0002130266 Insp Ropis 50-346/09-34 & 50 364/60-34 on 601211-900110. Violations 
notod.Mejor aroas in8pectod:oporatlonal safety vonficallon, monthly aurve'.llanco 
obaervallon, monthly maml obsoivollon.cold weathor prnparotlons & emergency exor- 

MAXWO.L,a.F., CANrnELL,F.S. Region 2, Ofc ol the Oiroclor. 00/01/30. i6pp 
52646345-52646 359 

0002130308 Attachments A & 0 to FNP-O-EIP-6 re on-call schedule & weekly duty 
foster.w/800t30 Itr. 

• Alabama Power Co. 90/01/30. 9pp. 52646:143-52646:161. 

9902130039 Forwards Insp Repts 60-340/69-32 & 50-364/80-32 on 691212-16.20 & 
29.No violations or devlalions noled.Four exercise weaknesses In need ol correcilvo 
action Idontihed. Correctivo actions discussed during 801229 lolcon. 

STOHRJ.P. Region 2. Ofc of the Director. 90/02/01. HAIRSTON.W.G. Alabama 
IViviifurn 3nn fi?fi47-nQ1.S2847-0?5 



-9002130044 !nap HepIS 60-348/69 32 & 50-364/89.32 on 891212-15.20 & 29. Now 
laiions Of devfatons nole<JWa)or areas mspocied annual an-.e.-gency tesponso 

exercise, exercise cbleciives & scenano Ooiai's. 

KREH,JL Region 2. Olc ol Ihe Oteclo'. 90/01/18. 22pp 52647 004.52847.025. 


9002130162 Forwa.'ds safety evaluai-on dscussu-g p/ogtatmaiic imp/twemonis v*h|^ 
will enhance ut.l abi'ity lo develop & mainia.n cons steniiy h g‘i quality o-Tiefoency op- 

filevli^r^Profect O'lecio/aie li-i. 90/02/05. HAiflSTON.WG Aiabarr.a Power Co- 
2pp 62646 1 63-62646.161 


-9002130167 Saioty evaluation le proceda-es generation packege lor plant Package 
subni.ited in uiii 630729 S 870512 itrs shou'dbe rev.owed lo add-ess progtafmna.c 

improvemenie outlined in Section 2 ol evai'jai on 

• Office ol Nuclear Reactor Regulation, Orecior (Post 87G4»i|- 90/02/05. 'PP 
52646 155-52646161. 


9002230139 Revised Attecfiments A,B 4 C lo EPIP FNP-0 EiP.8. "Oft Call Schetkile. 

MOF1Ey!o.N.. HUDSPETH.JB Alaba-na Power Co. 90/02/06. lOpp 52697 348- 
52697;367. 


H. Oeneral correspondence 


9002150164 Comment on proposed rule 10CFR71 re corrpaibiity ol Pu air iransi^ 
reflations w/IAEA stds Supports EEl-UWASTE/NUMAflC commenls to be piovHJod 

MWRSTON^Q° Alabama Power Co 90/02/05 CHILK.SJ. Offce the Secrotary Ol 
Ibo Commission, tp 52635 312-52635:312 


P. Operating license stage documents & correspondence 

9001300471 Forwards rasponse lo Generic Llr 89-13 re sve water sya problems atteci- 
Ing salety-reiaied equipmonLlJil has prog-am lo perform visual inspa & dearyige ol 
plant SVC water intake slruclvro by means ol scuba divers 

HAIRSTON W.G Aiabarr.a Power Co. 90/01/23. Document Control Branch lOOCo- 
menlConvol Desk). t3pp. 52496 223-52496 235 

9001290061 Qonerlc LU 90 02 to all LWR licensees 8 epp icams re alternaLve require- 
ments tor fuel assemblies in design features section o! Tech Spocs.Svc isi e-'Cl 
PAnTLOW.J G Asaodaia Orecior tor Pro.ects (Post 670411). 90/02/01- Conaoiidei- 
ed Ed son Co. ol Now York. Inc. 39pp 52 n7 OSS 52637 093 

0002130162 Forwards ssiety ovaiuaiion erseussmg p-ogrammstic improvoments wMch 
will enhance ulii ability to devoiop 8 ma.niarn conjrsiently high qua'ity emetgoncy op- 
araling procedures .. 

BEBViSEA. Prelect Oireclorale 11-1. 90/02/08 HAiRSTON.w.G A'abama Power Co. 
2pp. 62646.153 52646161. 

-9002130167 Sstoty evaluation re procodures gene-aion peevago tor pianiPackaoe 
submitied In ubl 830729 8 870512 itrs shou'd bo reviewed lo address programmatic 
unprovements ouiimed In Saction 2 ol evaluation. 

• Office of Nuclear Reactor fieguisoon, Oirecior (Post 870411). 90/02/06. 7pp. 
52646:155-52646.161. 


9001280198 NRC inlo Nonco 90-008, "Kr-OS Hazards From Decayed Fuel- j.,. 



9002130039 Forwards Insp Ropts 50-346/60-32 & SO-364/80-32 on 89l2i2.isv, 
29 No violations or deviations notod.Four ©xerciso wenknessos in need ol cors-^ 
action Identit.od Corrsclive actons discussod durng 691226 lo'con. " ’ 

STOHflJ.P. RoQlon 2, Olc of the Dlroclor. 00/02/01 HAlflSTON,W.G Aatj. 
PowOfCo. 3pp 52647:00l-62647.025. ‘ 

-9002130044 Insp RoplS 60.346/09-32 & 50-364/60-32 on 001212.15,20 & a i,,,.. 
la'.ons Of doviatlons nolodMalcr oroas Inspoctod: annual emergency nix/u 
oxerefsa exofciso oblscilvos & scenario detnils 

KHEHJl RANKIN.W.H. Rogon 2. Olc Ol Ihe Dirocior 90/01/16. 22pp 5264?r,, 
52647:025 

9001290102 Suppl 1 to NRC Inlo Notice 00-030, •'Tergoi Rock Two-Siage Sal8:/-Fvj 
Valve Setooim Drill Updalo '' Sve list end 

ROSSl.cl. Division of Operational Events Assessment (Post 870411), M/Oi- ; 
CoftSdfdatod Edison Co of Now York, Inc 7flpp 52556 236-52856 317 

0001300424 NRC Info Notice 90 009. "Exiondod interim Storage cl Low Ler6iF>»v 
waste by Fuol Cydo & k/ails Licunsoos " Sve liSi onci. 

CUNNiNGMAM.R E. Drv.slon of Industrial & Med col Nucioar Salet-/ (Posi 6?*'s 
00/02/05. Consoildatod Edison Co. of Now York, inr. lOOpp. 62583 357.52584'cj 


S. Aaportabla occurrences, LERs & related cotrespondenco 


9MI3I0010 LER 66 016-00 on 601226, discijvorod that rec|uirad serve lance fsip.u( 
vent siad< radioeciiva gas monitor not porloimod.Causod by peisorinei in-p-ooe-. 
eclteduSng survd'lance for lima lator than duo doio.W/OOOi23 llr. 

MOn£YO.N. HAIRSTON, WG. A'aboma Powor Co. 90/01/23. 4pp. Siiinu 
52621.017 

0002080162 ROon 600l25,llro prolocfon walui storage tanks decreased be'M-s 
q(«od min lavol caused by crack in liru proloclion ays yard. Crack was isols'od 5 ee 
restored to above min within two liours 

HAinSTON.W.Q. Alabama Powor Co. 00/01/26. Docuimeni Control BrarKh -Dx/ 
monl Control Desk), ip. 52557:007.52557:007. 

9002120293 SpoclAl RepI 90 00l:on 0001 II, Train Rooclor Vossol A level ir.dc4‘.n(n 

a rable for more ilian 7 da/s.Rep'acomonl of Train A nVLiS scheduler) lo MjV 
inextrotuoilng outage infs'l of 1090. 

HAiflSTW.WG. Alabama Powor Co. 00/01/31. Dociimoni Control Branch (Oxu 
monl Control Oosk) 2pp. 62617:207-52617:260 

9002080166 Special RepI 90.002:Oii 000l25,woloi lovol In both tire proiscion 
eiotaga tarAs loss than Tech Spec limits. P<po will bo ovalualod lo doiermins C4.4t y 
fa Me & affociod sochon wi i bo topiocoO. 

MAiflSTaN.V/.Q. Alabama Powor Co. 00/02/01. Docurnonl Conlrol Bra-ic'i |3 m; 
monl Conird Desk). 2pp. 52609 243-52600.244. 


DOCKET 60-368 EDWIN I. HATCH NUCLEAR PUNT, UNIT 2 


Q. Inipecllon reports, lE Bulletins i correspondence 

9001300498 Advises Ihai draft 6nal repi for doseoui of lE O-ulfei-n 79-23 found 
acceptable Lead engineers for i£ BufeLns 64.02.80-06 3 87 002 reassfo%ed as ■■aiod. 
BEHLlNOER.CH. Genetic Communicaiions Branch NRC-05.8S-t57. 90/01/17. 
tOFY.RA. PARAMETER. Inc 3pp. 52513 256.52613 258. 

9001910119 Ack (ocelpl ol 891222 Ur informing NRC of sieps leken to coneci violal ons 
noted In Insp Repts SO-348/89-26 3 60 364/69-26. 

JULIAN.CA. Region 2. Olc ol Ihe Diiecior. 90/01/23. HA'RSTON.WG Alabama 
Power Co 2pp 52503 265-52503 266 

9001230126 NRC inlq Notice 90-005, "Inior-Sysiem Oschargo of Reactor Coofani" 
Sve list end. 

POSSi.C.E. Dtvision of Operational Events Assessment (Post 870411). 90/01/29. 
Consolidated Edison Co. oi New York, Inc lOipp. 52535 125- 52535 227 

9001230176 NRC Inlo Nonce 90-006. "Potent al for Loss ol Shutdown Cooing WhUe at 
Low Reactor Coolant Leva's " Sve lisi end. 

ROSSl.CE. Division ol Operational Events As8essme.n (Post 870411). 90/01/29. 
Consolidated Edison Co of New York. Inc lOlpp. 52535:026-52535.l24. 

9001340190 NRC Inlo Notice 60-007, "New Inlo re Insulaiion Mail Pertormanco S 
Debris Blockage ol PWR Coniainmem Sumps " Sve list end. 

ROSSl.CE. Division of Operabonel Events Assessment (Posi 670411). 90/01/30. 
Consolidated Edison Co. of New York, Inc 99pp. 52535:226-52535.329. 

9002130285 Forwards Insp Repls 50340/69-34 & 50 364/'9-34 on 691211- 
9001 lO.VIolalions noted but not died. 

VERRELLl.O.M. Region 2, Olc of the Director. 90/01/30. HAIR5TONWG Arabamo 
Power Co. 3pp. 52646 342-52646-359. 

-9002130266 Insp Repts 50-348/69-34 & 50'364/d9-34 on 891211-900110. Vidallons 
noted.MaJor areas inspected operational saioty vor.ficaiion, monthly surveNance 
observation.monthly main! observation, cc'd weather pieparelons & emocgency exer- 
cises. 

MAXWELL, G.F., MtLLEfl.W.H . CHRISTENSEN.C. Reg-on 2, Olc Ol the OlroclOf. 90/ 
01/30. ISpp. 52646345-52646.359. 

9001250020 SuppI 2 lo NRC Info NoUco 66-023, "Poteniial tor Gas Bindmo at HPSI 
Pumps During LOCA " 8vc lisl end. 

ROSSl.CE. Division ol Operslional Events Assessment (Post 870411) 90/01/31 
Consolidated Edison Co. of New York, Inc. 95po. 52633:329-52534,062. 

9002120271 Responds lo NRC Bulletin 89-003 re potential loss ol required shuldown 
margin during reluellng operations, fletue'ing procedures will be revised lo Incorporale 
guidance that will preclude inadvertent loss of shutdown 

HAIRSTON.W.G. Alabama Power Co. 00/01/31. Document Control Branch (Oocu- 
mem Control Desk). 2pp. 52631;180-52631:181. 


F. Security, medical, emergency 8 fire protection plane 

9001310360 Forwards revlsod NRC 691201 llr (orwaidlnQ map Ropis 50-321/89211 
60-366/89'2$.tof:eciino coiioct rapt numbrita. 

CLINE.W.E. Reapn 2. Olc of tho Dlrodoi. 69/12/20. HAlRSTON.W.Q. GeoigiaP5*» 
Co. 3pp. 52514 046 52514 053. 

-900I3I0374 Coneclod lit forwarding Insp Ropts 60-321/69-25 & 50.366<e2-25 y 
691002-09 & noUco ol vio’olion.Notico wiimield (rol 10CFn2.790(d) & 73.211) 

• Rodon 2. Olc ol iho Dlroclor. 60/12/01. HAlRSTON.W.Q. Georgia Power Co 
52514.040-52614:049. 

-9001310366 Forwards Insp Rapis 50-321/80-28 & 60-366/69-28 on 691002 061 
ttoUco of vimaiion. Notice wiihhold (rol 10CFR2. 790(d) & 73.21)). 
aiNE.W.E. Rog’on 2. Ofo of tho Dlroclor. 69/12/01. HAIRSTON.W.G. Georgs r-os 
Co 3pp 52514050-62614:053. 

-9001310392 Pamalty withhold Inap Rome 60-321/69-25 & 50-366/8925 I J 
l0CFfl2.700(d) 4 7j.21).VtolBllon3 notod Malof aroaa inspoctod.mgi suppori.seor. 

^ 801 plans. pioiectod & vital aroa borriora & dotocMon & assossmem aids 

i/P&N.D. Region 2, Olc ol the Direclor. 89/11/20. ip. 52514 053.525 h«j 

9002160343 Advises ihai portions ol lov to 091222 physical security plan ircons-s:^ 
w/prowtions of 10ChR60.54(p).ChDnnos dalinoatod In plan must ‘‘O’ “ 
imp'emeotod Plan should bo moclillod nor oncI comments EncI with eu 
I0CFH7321V 

CLINE.W.E. Region 2. Ofo of Iho Dirocior. 90/02/01. HAIRSTON.W.G. GeoffiaF>» 
Co 3pp 52656.030-52650 040. 


H. Oeneral correspondence 

9002160166 Comment on pioposob rule 10CFH71 re compai'biiity ol Po ar 
regulations w/lAEA Blds.Supports EEI-UWASTE/NUMARC commenls 10 be 
to NRC by 900209. „ 

HAlRSTON.W.Q, Oeofola Power Co 00/02/07. CHILK.S.J. Ofllce of the SecrelaTS' 
Iho Commission. Ip. 62635:308-62636;300. 


P. Operating license stage documents & correspondence 

9(K)1290224 Forwards draft qual-.f.ed master trust agroemonl lor decomm ss 
dear ptanis.lor revlew.Llcensee will make contnbuUons to qualified & nontr 
ifusi as appropriate. „ 

LAMflERskf.X Troutman, Sanders, Lockerman & Ashmore. 90/01/16. nJw 
NRC - No Oeiailod AllillaHon Qlven. 3epp. 62469.012-52469:040. 


9001310171 Grants permlss'on lo use ASUE Code Case N'<]6i during Spflr>g 1990 telu- 
c'ing o'jiage for caiibr blocks, ihickness moasutemonis & weld |o:nt ccnioura & ultra- 
son^ relioctors, per 691016 request. 

CROCKER.LP. Pfo)oct D;rectorate 11-3 60/01/22 HAIRSTON.WQ Georgia Power 
Co. 3pp 5PSI4.OI4-525M 0I6. 

9901310224 Irtforms tbat util 601024 response lo Generic Ur 09-16. ''irtslallaMm ol 
Hardo.ned Wetwell Vents," acceptable. Oackfil analyses wll not bo performod.Mod 
schedu'e should bo reevaluated. 

CROCKER.LP. Project Directorate 11-3. 60/01/22. HAIfiSTON.W.G. GeoiQia Power 
Co. 2pp. 52530.360-52630.361. 

9002050243 Forwards Olrecior's Decision 00-69 09 unrfer 10CFR2.206 (0 QWR design 
probiems Peiiiion of A Hariowo on behalf ol Ecology Cir of Southern CablorniD denied. 
MATTHEWS.D.B. Protect Diroctoralo 11-3. 90/01/22. HAIRSTON, W.Q. Georgia Powo' 
Co. 3pp. 52543.002-52543 098 

9001300446 Responds to Generic Ltr 69-13 re svc water sys problems altoclng salety- 
ee'aled equipment. util plans to augmoni existing programs or implomeni rtew pro- 

K rams to maet intent of generic Hr. 

AiRSTON.W.O. George Power Co. 90/01/23. EQNETER.S.O. Region 2. Otc ol the 
DlrociOf I2pp 52491 253-52491:264. 

9002010006 Advises Ihsi Individual plant exam approach.molhodofqgy & 
scl'.edLle.contalned In 691027 itr.to address Generic Ltr 60-20, acceplablo.NnC wJI 
accept one submittal lor both units at Site provided differences addressed Irt plani 
exams 

MATTHEWSD.8. Project Diiectoiato 11-3. 90/01/24 HAlRSTON.kV.G. Georgia Power 
Co. 4pp. 52531; 110-62631: 113. 

9002050272 Application lor amends lo Licenses OPR-S? & NPF-5. 
respectiveiv.amend'ng Toch Specs to clarity revised method of supptess-ion pool over- 
age lo.mp eeiermlnatipn 

HAiRSTON.wG. Georgia Power Co. Q0/0f/2€ Oocument Control Sroncn (Oocumenl 
Conlrol Desk). 8pp. 62541.337-52641:353. 

-9002050274 Proposed Tech Specs, clarifying rov.scd method of supprossfon pool aver- 
age temp determination. 

* Georgia Power Co. 60/01/26. 9pp. 52641:345-52541;353. 

9002080366 Forwards notice of considerallon of issuance of amend to Ltcortto NPP'6 6 
opportunity lor hoerIng on 661221 request to rep'aco current Tech Specs w/set Ol 
Tech Specs based on BWR Cfwners Group Improved STS. 

CROCKER.LP. PfOloei O'rectoiaie 11-3. 00/01/31. HAIRSTON.W.Q. Georgia Power 
Co. 2pp 52594:016-52584:029. 

-9002080369 No’ ce ol consideration ol issuance of oniond lo Uconao NPF-6 & oppor- 
iknliy for hearing on 091221 request to replace current Tech Specs w/soi o< Tech 
Specs based on^WR Owners Group Improved STS 
UATTHEWS.OG Project Olroctorate 11-3. 00/01/31. 0pp. 62594:Qi8-52604:023. 

9001290051 Generic Ur 90 02 (0 a" LWR licensees 6 a^Micanis re eitemeiivo roquiro- 
monis lor fuel assembLes In design features sociien of Tech Specs Svc fiei ortci. 
PARTLOW.J.Q. Assoclaio Oirocloi lor Projects (Post 07041 1>. OO/02/Ol Consolldot- 
od Edison Co. ol Now York, Inc. 30pp. 52637.055-6263/ 003. 

9002150020 Forwards final technical rept, "Edwin i natch Nudear Plant Ur4i 2 Reactor 
(^nia nroni Bldg 1960 integrated Luakego Rale Test" lor Fail 1069 moini/rolueiing 
outajejier IG Notice 65-071. 

haiRSTOn.W Q. Georgia Power Co 90/02/00. Document Control Branch (Oocumoni 
Control Desk). 2pp. 52677:277-52078:097. 

-9002160061 "Edwin I Hatch Nuclear Plant Unit 2 Reactor Containment eidg 1900 into- 
grated Leakage Rate Tost," finsi rept. 

’ BCP Technical Services, Inc. 89/ll/30. 170pp. 62677:279.52670 007. 


G. Inspection reporte, IE Sulfeifne t correspondence 


9001310271 Forwards Insp Repls 50-321/69-33 & 50-366/69-33 on 691126- 
000105 v<oia>>ons noted but not cited. 

HEROT.Afl Region 2, Ole ol the Drecior. 60/01/19. HAiRSTON.w.G. Georgia 
Power Ca 3pp. 52501:345 52601:361. 

-9001310273 Insp Repls 50-321/89-33 & 50-366/09-33 on 691125-900105. Nonc-tod 
vtolaaons noted. Usjor areas Inspected ppereilonai saloty vanlicolion.malnt 
ob3crvaUan.survei.ianco testing obse.'vatlon.ROs.lilness lor duty & teacior startup. 
MENNIN3J.E . MUSSER.R.A . BROCKMAN.K E Rog'on 2, Olc Of the Director. 90/ 
01/19 14pp 52501:346 52601 361 

9002090201 Ack receipt of 900110 tespense to SALP Repis 50-321/69-22 & 50-366/ 
66-22 for Jul 1968 • Sept 1669 No formal Changes to ln:to1 SALP ropt 
warrenied.Resu'ia ol ropt discussed ai 691213 meeting w/Uoellng summary & slides 
& owate packages. 

E0NETER.S.D. Region 2, Ofc ol ihe Director. 00/01/23. HAIRSTO.N.WG Qoorg'-a 
Power Co. 37pp S2599 134-52599:175. 

-9002090220 Errata to SALP Ropts 50-321/69-22 & 50-366/69-22 lor Jul 1986 - Sepi 
i669.consisting ol now cover sheet to hd-caio repts as I nsl & revised Page 5. 

‘ Region 2. Ofc of tho Direcior. 60/01/23. 2pp 52599.174 52599:175. 

0001230126 NRC Info Noiico 00-005, "Ir'.’or System Dschargo ol Reactor Coolant." 
Svc hs( er>cl 

ROSSi.CE. OMslorr ol Opetai'onBi Events Assessment (Post B704ii) 90/01/29 
Conso-kfaied Ed-son Co of New York, Inc. tOipp. 52535.125-52535.227. 

900f23&>75 NRC Into Not.co 60 006, "Pole.’iUal for Loss of Shutdown Coo'ing Wlile at 
Low Reactor Coolant Levels." Svc list oncl. 

ROSSi.CE. Oiyislon of Oporotionat Events Assessment (Post 670411). 90/01/29. 
Consoildatod Edsott Co of Now York, Ins. lOlpp 52535 025 52535:124 

9001246190 NRC Info Not.co 00-007, "Now Info re Insuleiion Mall Performance & 
OetHis Blockage of PWR Coniainmoni Sumps " Svc iisi oncl. 

ROSSi.CE. Division ol Oporalional Events Assossmenl (Posi B704ii) 90/01/30 
Consoiklelod Edson Co of Now York. Inc. 99pp. 52535.220-52535 329. 

9001250020 Suppi 2 to NRC Info Nohee 86-023. "Potential for Gas BInd.ng ol HPSI 
PuTDOs OuRng LOCA " Svc list end. 

ROSSi.CE. Division of Oporsiional Events Assessment (Post B704U) 90/01/31. 
Consofidolod Edison Co of Now York, inc 95pp 52533:329-52534 062. 

9002090326 Rosponds to NRC 900102 ltr ro violations r.olod In Insp Repls 50-321/69- 
28 & 50-366/89-26 Coirectivo ocilons:dollconcy cord documenting ovoni initiated as 
/oqv'ed ptoni ptocoouies- 

HAIRSTON.WQ. Gociuie Power Co. 90/01/31. Document Control Branch ((Document 
Control Oo$k} epp. 52616 037-52016 042. 

9001260198 NRC Info Notice 90 006, Kr eS Hazards From Docoyod Fuel." Svc list 
end 

nosSf.CE O-visfon of Oporenona' Events Assossmom {Post 67041 1). oo/02/Ol. 
Consol datod Edison Co of Now York, Inc. 77pp. 52663 180-52563 256 

9001290102 Suppi 1 lo NRC Inip NpHco 06 030, "Targol Rock Two-Stage Safety/Roiiof 
Valve Sotpoini Onii update. " Svc i-si onci 

ROSSI.CE Oni^on ol Opereilonal Events Assossmont (Post 870411). 90/02/02. 
Consol doled Edison Co of New York, inc 70pp 625Se.236'S2S5e'317. 

9001300424 NRC Info NoUce 90 009, "Extended miorm Storage of Low Level Rad- 
wASio by Fuel ^do 8 Mails licensees " Svc list end. 

CUNNiNQHAM.RE. Division of indusinai & Modicai Nuclear Sefoly (Post 670729). 
90/02/05 ConsoliUDled Edison Co of New York. Inc. I00pp. 52583'267-S25a4 004. 

9002160020 Forwards Unnl technical lept, "Edwin l Hatch Nuclear Plant Unit 2 Reactor 
Coniainmoni Oidg 1969 integrated Loakago Rato Test" for Fall 1909 maint/refuei ng 
ouiago.per l£ Nol’co 65 071. 

HAiHSiON.W.Q Georgia Power Co. 90/02/06. Document Conlrol Drench (Document 
Conlrol Desk) 2pp. 52677 277-52678 097 


9001310360 Forwards revised NRC 691201 Hr fonvarding Insp Ropts 60-321/80-25 & 
50 '366/69-25.rolleciing correct root numbers 

CLINE.W.E. Region 2, Olc of the glreclor. 00/12/20. HAIRSTON.W.Q- Oeorgie Powor 
Co 3pp. 52S14;04e-62514 053. 

-9001310374 Corroded Hr fonvarding insp Ropts 50-321/89 25 & 60 366/89-25 on 
691002-06 & notice of viplailan.Noilco wlinhold (rof 10CFR2 790(d) & 73.21)). 

• Region 2, Olc ol the Oreclor. 60/12/01. HAIRSTON.W.G. Georgia Power Co. Ip. 
52&14;049-525I4:040. 

-9001310366 Fonvards Insp Repts 50-321/86-28 & 60-366/89-26 on 891002- 06 & 
nohco ol volalion. Notice withhold (ref tOCFn2. 790(d) 8 73.21]). 

CLINE.W.E. Region 2. Ofc of the (Director. 89/12/01. HAIRSTON.W.G. Georgia Power 
Co. 3pp. B2514!050-52514:053. 

-9001310392 Parfle'fy withhold Insp Ropts 50-321/69-26 & 50-360/09-26 (fof 
10CFn2.7go(d) & 73. 21). Violations noted. Major areas Inspodod mgi suppon.socu^ 

f rogrem plans.proloded & vital aroa barriers & dotecHon & assessment aids. 
HOMPSON.D., MCGUlRE.O.R. Region 2, Olc of Ihe Dlredor. 69/11/20. Ip. 
62614:059-625I4;053 

9001360496 Advises that draft final ropl lor closeout of IE Bulfolin 79-23 found 
accepiable.Lead engineers lot IE Bulletins 84-02,60 06 & 87-002 reassigned as laled 
BERLINGSR.C.H. Generic Cornmunicelions Branch. NRC-OS-85-167. 90/01/17. 
LOFY.R A. PARAMETER, Inc. 3pp. 62613:266-52613:268. 

9001290198 Ack receipt of 600102 response to 891201 notice of violsilort ro tnap Repts 
60-321/89-25 & 50-366/69-25. Violations stem from multiple causes. Including failure 
10 follow adequate procedures & to maintain adequate teste. 

CLINE.W.E. Region 2, Olo of Ihe Director. 90/0l7l8. HAIRSTON.W.Q. Georgia Power 
Co. 3pp. 62469:087-62469:069. 

9001300449 Ack receipl of 900>02 Ifr inlorming NRC of siepa taken to correct vkHahona 
noted In Insp Repls 60-321/66-30 & 50-366/86-30. 

PEEBLES.T.A. Region 2, Ofc of the Director. 00/01/19. HAIRSTON.W.Q. Georgia 
Power Co. 2pp. 62476:014-52476:016. 


n. Periodic operating reports & related correspondence 

9002220236 Monthly operating ropts for Jen 1990 lor El Hatch Units t & 2.W/0002I2 
ltr. 

BEARO.R.M.. HAIRSTON.W.G Georgia Power Co 90/01/31. Upp. 62663.006- 
52683:016 


6. Reporteble occuerencee, LERb A refafsd correspondence 

9002160009 LER 60 002-00:on 600114, RWCU experienced high ddlerential 
How.indicaiing possibility of leek In ays Caused by component failure & less than ade- 
quote mounting for relay. Relay replaced w/iime delay rolay.W/000206 Hr. 

TIPPS.SB.. HAIRSTON.W.G. Georgia Power Co. 00/02/00. 7pp. 62654:1 lO- 
52664:116. 


DOCKET 50-369 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & lire protection plans 

9002010120 Rev 0 to Arkansas Nuclear One emergent pian.W/OOOt22 Hr. 

* /Vkanses Power & Light Co. 90/01/01. 436pp. 526(;7:060-52600:13S 

9002010179 Public vers'on of revised EPiPs.consisting of Rev 9 to 1604.002 & Rov 17 
to I904.002.W/900125 release memo. 

* /VVensae Power & Light Co 60/01/02. 8epp. 62622:241-52522:326. 

9002060240 Ack receipt of 691201 Hr advising of requiremenl to extend time to com- 
pfete perimeter secudly improvement project. Extenslor) jusiifiable 8 
acceptable. Implemoniallon wni be reviewed during future Insp. 

(^liNS.S.J. Region 4, Ofe of the Director. 00/02/01. CAMPBELL.G. Arkansas 
Power & Light Co 2pp. 62508:1B4-626O0;1O7. 



H. General correepondence 


90020SOJ42 OofT'ment suppoir.g proposed ru'e lOCFflSO. Sratii ttaboft & 
rahon Pt,onry Ttunleosn-p =rov 5 Sr'S 4 Arixs-I o' Properly 

f ISICARO.J J Arvarsas Po^e' 4 L ghi Co 90'OU15 CM lK.SJ O.hco 0 Iho Secre- 
lary ol Iho (^rpm.S5‘On 6pp 5256? 152-52587 156 

P. Operating license stage documenli & correspondence 

9OO131OO6O D.scussos 'icensoo 690720 req„e9l >0' ir.creasod luel 'od burri^ aTjl.per 

CEN 386P Final saloiy evaijaion *.11 bo issued by 900630 o e 

HEBDONFJ Proioct Oirijctorate iV OO/Oim r.AVtPBELL,^ G AtVar.sas Poxrti 4 
LigblCo rlpp 52<>98 188 52496 101 

9001240149 Submits planhspoc:': conceptual design (or diverse emorgency 
acluascn sys per lOCFRW 62 Requests MfiC approval d design m torm ol SER by 
end ol jjl 1 090 10 support implerroniaiion dunng e gUn rolue'mg outa» 
FIS'.CAROJJ ArVansss Pov.61 4 l-igM Co. 90rQtrt5 Ooctiment Coptel Brench 
(Document Control Desk) 2pp 52558 135 52596 136 

-9003060010 ' Concopiual Dos gn 'or Dverse Errorgency Feecfwatoi Actuation Sys 
• A--van98S Power 4 Light Co 89/12/31 3lpp 52598 137 52598 167. 

9003050293 Forwards response i3 Gonenc Lu 69 i3, "Svc Water Sys Piobta-ns 
ng Safety Re'aied Ecu p.rent • Svc water mieg'ity p.-og-em wti eftSL.to inei tequi 00 

desiqn poflormance Qi svC water S)S maintancd „ . . 

FIS'CAhO.J.J. Arkansas Power 4 Lighi Co. 90/01/26 Oocumeoi ConUd Bronch 
(Document ConOol Desk) 27cp 52547 idl 62547 167 

9001390051 Gonorc Ltr 90-02 to all LWR Icenseea 4 apphcanjs re alternatwe r^jro- 
ments lor fuel assembi ns m design loaiuios section ol ' echi Sp^Svt ivsi enci _ 
PARTLOW.JG Associate Drector (or Pro|cc's (Post 670411) 90/02/01. Corsoidai- 
ed Ed son Co. of New Vork. inc 39pp 52637.055 52637 093 

9003320391 Summariros plant penodc padertpanco meeimg on 900119 at s.te la 8C- 
trviliQS Butnonred by Licenses OFR-Sl 4 NFF-6 Woe'.ng benefciai 4 orovtaod belter 
\,ivlerst6r.<jinn oi o(VMi-\Q organ tat-cnai changes at p'ani w/sut/w^s . 
CO'.LINS.SJ Regan 4. dc o' the Director 80/02/12 CAMPGtLL.G Arkansas 
PowO' 4 Ijght Co 60pp 52674 065'52674. 144 

900333004S Requcsis rdef liom ASME Coda i960 Ed'lton.Winlor 1981 
Addenda.Socton XI IWA 4120 A SocLcn I'l NC-5202 7 requi-o.Tonls ‘or radtog-'apnic 
exam ol v.elded repa r to laci' v 'o'ce no water tank . ^ ^ 

FISICARO.JJ. Arkansas Pewer 4 Lon Co 90/02/12 Doct-ntent Connol O-aneb 
(Oocumeni Con'.'Oi Oask) dpp 52709 277-52709 280. 


0. Inspection reporie. lE Suiielina & correapondence 

9001300498 Advses that draM 'nai root lor closocut Cl 16 SoWn 79-23 tounO 
accoptabia Lead eng noers (or i£ Od etins 84 02,60 06 & 67-002 teassigrtod as fisiod 
BERLINGEnCH Qenenc Commun casens 8rancn NflC 05-8S-157 90/01/17 
LOFY.RA PARAMETER, inc 3PP 52613 256 92613 258 

9001390238 Advisos U‘<ai SC’^ens lakon m response lo NRC Buiein 98-0I0. "Noncon- 
lotirnfig MoldedCase Citui flteakets.' described in 89033i.l03l 4 '228 
lira sccopiabie Records le bu'ietm should be rrsi'ita ned (qr ai loasi $ yre 
POSlusNv.C Ptoieci Oirecioraie IV 90/01/18. CampeeluTO Arnanaea Power 4 
UghiCo 3pp S34&4 070 52454.072 

9003090178 Forwards insp Repts 50-313/69-4 7 A S0<358/e9-47 on 891213-14 4 ttcilco 
elvioiat'On 

COLLiNSSJ Region 4, Ole 01 the Orecio' 90/0i/i9 CAMPBELL.O. Arkansas 
Power4LlgmCo 3pp 53599 306-S2S9d.3ie. 


9081838138 NflC Info Notice 00-005, ''Inlor Syslom Dischargo Ol Reac'cv Oy • 
Swlsiericl. 

noSSiCE 0:vislon of Operational Evonis Assosemeni (Post 8704iti v,r. . 
CoftSor.d8H*d Edison Co of Now York, Inc lOIpp 52535 125-52535227 ^ '' 


M0123017S NflC Into N'ot co 00-006, "Poioniiai for Loss of Shutdown Coo’ nc r 
Low Roecior Coo’am Levels." Svc list end. ‘ ' 

nosSiCE Divison ol Operational Evonts Assossmnni (Posi 6704iii so/r. y 
Ccnsol’idaled £d.SOr> Co. 0/ New York. Inc. I01pp 52535 025-52535:124 '' 


OOO2O8DI6S Responds to NflC Buiiotin 09-003, "Poiontiat Loss ol Roquiroo Eri/jv 
Marcin During floloD'mg Operations " Procodutai tosirlctron added lo talus : m 
djre lor Unii 2 Umt 1 rolual ng piocoduro will be revised. 

FiSCAflOJJ Arkansas Powor 4 Light Co 90/01/29 Document Con-j, e-i- 
(OocomOrM Control Dosk). 5pp. 52594 202-52594 266. 


9001240190 NflC ln(o Nofce 00 007. "Now Into re Insulation Mat. Pe-torfrjft, ■ 
Oebris Btockago of PWfl Containmoni Sumps." Svc list encl. 

HOSSiCE Otvison ol Oporailonal Evertie Assoasmoni (Post B70411| fiO/r- y 
CoW dated Edison Co ol Now York, Inc 90pp. 52535 228-52535 329 


90012S0020 Suppi 2 to NRC Into Ncilce 68 023, ’’Potoniial (or Gas B.nd-woiv^ 
Pumps During LOCA ’’ Svc list end 

ROSSICE Divtslon £>» Oporaiional Evonis Aasossment (Post 0704ii| 90-:- 1- 
ConsoTdaied Edison Go of New York, Inc 95op 52533 329-52534. 062. 


9002130317 Advisos lhai procodura rev Itaa boon delayed duo to i-Tpei-idtc imw. 
meni ol ang'noor'ng A maint personnol Imptomonlation now schedjioa (o' 9WjO 
EWIKG.EC^ Arkansas Power 4 light Co 00/01/31 Docurr.ont Contrcl Branchiate, 
meni Control (^k) Ip 52607 034-52607 034 


0001280196 NflC Info Nollco 90008. "Kr'D5 Hazards From Docayod Fuel’ $.clz 
onci 

flOSSiCE OitHsion of Operaiiona! Evoitla Assessment (Post 670411). Mr::’;- 
Consoltdated Edison Co. of Now York, Inc. 77pp. 52563:100-52593 255 


0002080240 Ack raco'pl Of 001201 Hr advising ol roquiromont lo extend time to xr. 
pleto parlmotor security tmp.'Ovomoni projoci. ExienS'On jist'ZEiia I 
accoptab'o impiemoniaiion will bo roviowod dunng luturo insp 
COLLINS.SJ flcgion 4, 0(c of tho Diroclor. 00/02/01. CAMPBELL.O Wisj! 
Powor&ligMCo 2pp 52500 104-52500:107 

0002130284 Forwards insp flopis 50-313/00-45 & 50-308/09 45 cn 8911161231) 
noiico ol vioiaiion.Concerns laisod re polnni-a) sntoty BignUiconce ol laii ng to rrir’i- 
oculpmoni In nuo'iliod conlipjratlon 

COLLINS.SJ Rogen 4. (5tc of IhO Oirocior. 00/02/01. CAMPBELL.O ASi-Mi 
Power 4 light Co. 3pp 52034:295-52634:317 

-9(KI3130286 NoilCO ol vlolaiion Irom Insp nn 091 1 16- l23I.VIolst-on8 nO'.MD;* 
spices lot loorlwaler containmoni isolnilon valvos lacked Okonils T-95'35iipil 
output leads irom irensmitier tavoisod whan roconneciod 
* fleg-on 4. Oic ol mo Dirocior. 90/02/01 2pp. 52034 290-52634 290 

-9002130290 insp RnpIS 50-313/09 45 & 50-360/06 45 on 091116-1231 V.o'ih’i 
noiec.Molor aioas inspoctod pioni sioius, loliowup ol ovenis, operational salstyiirA 
caiton. lomporary Instruction, ms’ni.survo.iianLo 4 potsphnoi aiiois, 
CHAMOEflUlN.O Region <1, Ole ol tho Diracior. 90/01/30 Iflpp S263/30(- 
62634317 

9001390102 Suppi I to NflC Into Noiico U8-O30. "TaiQoi Rock Two-Sisgs 5elei)rr)t'4 
Volvo Soipoim Drill Update ’’ Svc list onci 

RDSSVCE. 0-vision ol Opomiiohal Evonia Msossmorii iPost 870411). Mi‘.J''-i 
Consokdoiad Edison Co. of Now York. inc. 70pp 52556:230 52550 317. 


-9002090176 Noted ol v.oiabon irom insp on 69l2l3-l4.Vlo'aions noted: taiiuro to por- 
form whole body insk eder mdviduai worked in coniro'ied area around old radwasta 
bldg on 691210. 

* Region 4. Ole ol the C.rocioi. 90/01/19 2pp. 52599309-525993)9. 

-9902090177 Insp Repie 50-313/89-4 7 4 5 0 366/69-47 on 891213-14 VtOlsUons 
noted Ma^or areas inspacled ovenis surrounding release ol radoacLve matt Into un- 
co>'il'o"o<i area 

RiCKETSONLT. MURRAYS Region 4, Die ol ihe Director 90/01/16 6pp 
52599 31 1-52599 3te. 


9003120327 Responds 10 NRC 600104 Hr ro violations noiod in Insp Repts 50 3'1’t' 
22 4 50-368/89 22 CoriecHva ocHons procudurai inadoquac-os coirecied 4 cert<k 
hena'vo pronram implomontod to meot mgl objocilvua. 

EWINO t.C Arkansas Powei & LtoM Co. 90/02/92. Documont Con'.tol Btcnch(07V 
moni Control Dosk) 4pp 52627:052-62027 055 

9001300424 NRC tnlo Notico 90 009, •’Exiuntlod Inlor'm Slorago ol Low Lev^PiS 
waste by Fuel Cyc'o & Malls Llconeoos " Svc llai unci. 

CUNNiNOHAM.R.E. Dvislon ot InduBiriQi S Modical Nuclear Safety (Post 8/0-^; 
00/02/05. Consoltdaied Edison Co. ol No-w Yotk, Inc. I05pp 525B3'257-52i8i'*' 


9001300018 Forwards Insp Repts 50 313/69-39 4 50-366/69-39 an 091016- 20 4 
notice ol violation Two unresolved Hems noted 

COLLINS.SJ. Region 1, Oic 0! the Director 90/01/22. CAMPBELL.O /likensas 
Power A light Co 3pp 62475 033-52475 054. 

-9001300011 Nance oi vtciai-on Irom Insp on 89 1 016-26. Vio'alions noted Ual 1 ineerv- 
Ice Insp program had no rel marking sys A we'ds wiihm Insp prog.'ant not marked w/ 
unique identifiers A liUna cabmeis containing QA records stored Improporly. 

* Region 4, Ole ol me Director. 93/01/22 2pp. 52475 036-52475037. 

-9001300015 Insp RepIs 50-313/69-39 A SO-360/69-39 on 691016-26. Vloleilcns A un- 
resolved Items noiC'd.Malor aioas mspec'.ed nserv.ce insp,eiosk>n/cofrosion.mcKl A 
drawing control programs. 

KERCH, H W., HARRIS, R.H., OLiVEfl'.M A. Region 1. Ole of the Dieclor. 69/12/29. 
17pp 52475.038-52475.054 

9002020168 0 scussos Insp Repts 50-313/69-34 A 50-366/69-34 A forwards noaeo ol 
voia'wn A woposed imposii'on cl ovii penalty in amcunl ot 575000. 

MARTIN, R.b. Rogon 4, Ofc of Ihe Director 90/01/22. CAMPBELLG Arkansas 
Power A Light Co 6pp. 52546 246-52546 253. 

9001310443 Ack receipt ol 891226 ltr in rospenso to 891025 Hr re Ofc of tnvestlgailons 
Rept 4-67-011 Pri^sal to provide addi spoc-fic inlo In response lo 0«gnosnc cvahia- 
ton Team repi A SALP rept acceptable 

COLLINS.SJ Region 4, Ole ol the Oi.-ector 90/01/24. CAMPBELLG Arkansas 
Power A Light Co 2pp. 52408:107 52466.108. 

9002050300 Ack receipt of 900109 Hr informing NRC ol steps taken to correct violaiions 
noted In insps 50-313/89-40 A 50-366/69 40. 

COLLINS.SJ. Region 4, Ofc ol tho D.roclor. 90/01/26 CAMPBELLG Arkansas 
PowetALlgMCo 2pp 52547.262-52547:273. 


9002160202 Oiscussos uHl 801220 rosponso lo vlolahona noted in Insp Repts SWi- 
00-37 A 50-388/80-37.U8O 01 Okonllo T-05 A 35 lopod aplico configuraton lyfC*’ 
A control circulla accopleblo 

COLUNS.SJ Region 4, Oic ol mo D,rocio-'. 90/02/07. CAMPBELL.O AiU-m 
Power ALlQhlO} 2pp. &2856:238 52856 239 

9002130104 Partial responso to FOIA roquoslApp N A O documents avai’sMf 
POfl.top O documeniB oncl.App P documonts withhold (rol FOIA Exemption 5) 
GRIMSLEY.OH. Division ol Freedom ol Informaiion A Publications Sen/WM • 
60020S) 00/02/08. PEPPERMAN.O.R. Qlocher A Coll, ns Qpp 52595 1 58 52595^ 

u‘-i t 

Oieci»T/ 


-0607270102 RoouoBls Ihal opproprlato proloct managor contaci Idoniitled 
vido Inlo ro purenasa o' circuH breakers from suspect companies 
MATTHEWS, D B. ProlOCl Dlrocloraie H-3. 00/07/10. BUTLER.W.R. PfO.eCi 
1-2 SSfV 52695:316-52595 344 


R. Parlodio operating reports A related correspondence 

90D2120297 Forwards revs to semiannual radiological oIHuoni reioaso repls ‘or 

FISICARO.J.J. Arkansas Powor A Light Co. 90/01/29. Documont Control B-’i'v* 
(Document Conliol Desk). 2pp. 62627: 1 33-52627: 14 1 . 

-9002180302 Revised third A fourth qiiartora ot 1087 solid waste roleaserepL 

• Arkansas Power A Ught Co. 87/1^/31. 2pp. 52627.135-52627:136 

-9002120304 Revised 1086 solid waste release repie tor Arkansas Nuclear One 

• Arkansas Power A Light Co. 00/12/31, 2pp. 62627:137-52627:136. 



k/V/V/IXK. I bL/ 




I 


-9042130306 Hevisec) first & second quarters qi 1989 gosoous offiuent & unpiannod 
releases to unresirlcied areas lor ArVansns Nuclear One 
• Art'snsasPowerS Light Co 89/12/31. 3pp. 62827:139 52627:1<11. 


S. Reportable occurrences, LERs & related correspondence 

6001310409 LER 89'025'00.on 861221, two piping peneitailons located In barrtor not 
surveiliod es roqu.rod bv Tech Specs Caused by personnel error Tiro watch posted 
whery necessary per Teen Spec W/000122 itr 

MILLARD. EWING.E.C Arkansas Power & Light Co. 60/Ot/22 4pp 52621010- 
52521 013 

WKH090162 LER 89 02i 00.on 691231.10030 tBrimnal H Inerlwater control sys cablnat 
resj'ied in reactor trip Caused by loose connection on terminal. Loose connocton re- 
terminated properly.W/600i30 Itr 

MILLARD EV/ING.EC. Arkansas Power & UghI Co. 00/01/3Q. Spp 52660050- 
62590 054. 

9003120252 LER 89 0l2-0l:on 66002G.RCS backloakege through safety injection sys 
check valve occurred three times Caused by missing roUplna which cornoci valve rlisc 
to vatvo d.sc shall RoMp ns replaced A valves iea9Sombled.W/600i3l lii 
MILLARD EWING.EC Arkansas Power & Light Co 00/01/31. Opp 62636 200- 
53535208. 


V. Oparalor Examinallons 

900213026S Forwards inlo to genetic lundameniois onam section of opatolor iicorwing 
'iviilien exam to be adm'nistored on 000207 

COLLINSSJ Roglon 4. Ole ol ti.o Dnocinr. OO/Ot/29 CAMPRELL.Q. Arkansas 
Prdwer 8 Light CtD 4pp 52634 291-52634 294 


DOCKET 50-369 WILLIAM B. MCQUIRE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency A fire protection plana 

9003060343 Forwards pubi c voiaion ot Rnv 33 lo Crisis Mgl implemenFng Procodute 
CMiP-1. "Recovery Managtsr i Immadlaia Slatt" S Rov 24 to CMiP 2. "Newa Croup 
Plan." w/000131 release memo. 

TUCKER, H.D. Duke Power Co 90/01/10 Oocumertl Control Drench (Oocumeni Con- 
trol Dash). 20P. 52561:008 52601283. 

-9402060349 Public vors'on ol Rev 33 10 Crisis Mgl Implemonung Procedure CMiP-f, 

■ Recovery Managor & immedato SloH" 4 Rev 24 lo CMiP-2, 'Nows Group Plan. 

' Ouko Power Co. 90/01/10. 273pp. 53501:011-62601.283. 

9001310131 Forwarda interim SALP Doard Repia 60'360/00'34 & 60 370/89-34 lor Aug 
1986 - Oct 1960 & Advises thot comments to evaluation of porformanco ol plant 
should bo submitted with n 30 days loiiowing date of moeimn 
EBNETER.S.D. Roglon 2, Ole of the Director 00/01/19. fuCKER.ii.O Ouko Power 
Co. Spp. 62503:155-52503:184. 

-9001310139 Interim SALP Ooard RopIS 60-389/89 34 4 50-370/89-34 tor Aug lOOO • 
Oct t089 

' Reg'on 2. Olc ol the Orocior. 00/01/19. 27pp. 62603;1S8 62503-184. 

9001310396 Forwards Insp Ropls 60-360/89-30 4 60-370/80 39 on 801206 08 No vlo- 
lationg or deviations noied.Coirective actions ro oxorciso woaknoasos sitou’d bo sub- 
miited within 46 days of Hr date. 

COLLINS.D.M. Roglon 2. Olc of the Director. 90/0t/23. TUCKER.H.O. Duko Power 
Co. 0pp. 52504.051-52504:070. 

-90013 1039B insp Repts 60-389/00 30 4 50-370/89-39 on 091205-00 No vlolol<ons or 
deviations noiod.WcoKnoss noiod le lack of shift supervisor involvemeni In piani 
analysis Major areas Inspected. onnual emergency oxorcise. 

G0ODEN.A , RANKfN.W. Region 2, Ofc of the Ofroclor. 00/01/17. t0pp 52504;O59- 
52504.078. 

6002070335 Ack receipt of 891210 transmittal of Rev 40 lo station phys'cai aecutiiy 
plan Submittal ol corrected plan pages roquesiod In order lo maintain plan conilnuly 
CLINE.W.E. Region 2. Olc ol iho Director. 90/01/26 TUCKER.H.B. Duko Power Co. 
3pp. 62593.031-52593.033. 

9003230069 Forwards public version ol EPIPs, Including Procoduro RP/O/A/6700/04, 
"General Emergency, Rev 19 (o 5<a(on DIrocfrva 3.8. f 4 cornp.'lenca manuaf.Socifon 
13.2.W/900313 reloaso memo. 

TUCKER, H.0. Ouko Power Co. 00/01/26 Documoni Control Branch (Documont Con- 
trol Desk). 2pp. 52889 265-52689:320. 

-9002230072 Public version of EPlPs.includ ng RP/O/A/6700/04, "General Emoigon- 
cy,” Rev 19 to Station 0 roctive 3.8.1 4 compliance manual, Section 13.2. 
MCCONNELL.T.L. Duko Power Co. 90/01/10. 67pp. 62609:257-52669:320. 

9002140222 Responds to violat'ons noted In Insp Repis 60-369/89 30 4 50-370/99- 
38. Corrective ectlonifunctional chock of emergency boat added to PMPT program. 
TUCKER, M.B. Duko Power Co 96/02/00. Documoni Control Branch (Documont Con- 
Uol Desk). 4pp. 52662:358-52652.360. 


P. Operating license stage documents & correspondence 

9002010217 Forwerds safety evaluation concluding lhal proceduros generation package 
for upgradtrtg emergency operating procodures needs to bo Improved (o address pro- 

R rammatic Improvements, pet Generic Ltr 02-33 4 NUREG-0737,Suppl 1 
OOD.D. Project Olrocioraio 11-3. 90/01/19. TUCKER.H.B. Ouko Power Co. lOpp. 
62532 001-52532.010. 

9041290153 Requests that util 890216 request lor roilel from ASME Section XI hydro- 
static testing roqulromenls lor mods on nuclear sve weler aya bo extended to Include 
Mods MQ-12243 4 UQ-22243. Inadequate boundaries make testing impractical. 
TUCKER, H.0. Duke Power Co. 90/01/22. Oocumenl Control Oronch (Document Con- 
trol Desk). 6pp. 52459.I24-52469.I50. 


9001310309 Forwards proprioiary Rev 1 to DPC-NE-2001, "Fuol Mechanical Reload 
Analysis Methodology lor MARK BW Fun'," add'ng section re ECCS analysis Inierfoce 
entona 4 making associated admmisuativo chsngos Rev withhold 
TUCKER.HB. duko Power Co 60/01/22 Document Control Branch (Document Con- 
irolDesk) 3pp 52503 185 52503 186 

0002060098 Forwards safety oveluotion accepting chonges l.n resolution ol human ongl. 
nooring dollcioncss rosuli r.g from DCRDH 

HOOO.O Project Diroctorole 11-3. 90/01/23. TUCKER.H.B Duke Power Co. 2pp. 
52665 (28-52555 133 

-6002060097 Safely evaluation accepting chonges In resolution of humen ongnooring 
doNcfoncies resulting from DCRDR 

* Offica of Nucloar Reactor Rogu'aLon, Director (Post 67041 1) 90/01/23. 4pp. 
52655:130-52555:133 

60020100SB Roqiiosis approval lo use Ai'cy 660 plugs as alierna'ive to mquiromonts ol 
lOCFR55(a},codos 4 aids for plonis prior to 900226. 

TUCKER.H 0 Duke Power Co 90/01/24. Documoni Control Branch (Documoni Con- 
irofOesk) 4pp 52&3l:t25-5253l:128. 

6002060062 Advises mat ut-l 891 lOl rusponso to Generic Ltr 68-20 ro indiv.dual plant 
oxems acceptable Ant-cipaios ihal add analysis or reporting requirennonts will nol 
(lavo advorao effoct on scheduio 

MATTH£WS,O.B. Projocl Droctoroie 11-3 90/01/24 TUCKER.H.B. Duke Power Co. 
app S?550:176-S25Sd 178 

9002070144 Forwards "Nuclear Das'g.n Methodology Usng CASMO-3/ &:mu1ate-3P." 
Rapt prosortis CASMO-3/SlrTvjlolo-jP coda soquanco as reactor model lor use in 
reload dosfgn ceiculaiions 

TifCKER.H.B. Duko Power Co 90/01/24. Document Control Branch (Document Con- 
trol Desk). 32pp 52588243 52587:012 

9002020203 Forwards epp'rcaiion for NPDES permit lor storm water dlschargo at plant. 
TUCKER.HB Duko Power Co 90/01/25. WAKILD.C North Caro'l.na. State of. 6pp. 
52539 270-52536 264 

9003080034 Rosponds to Gonoric Lfr 89-13, "Svc kVafor Sys Problems Affeefing Safety- 
Roieioti Eouipmoni " Progrom to aarnple 4 nnalyzo intake structures to' Aslai c clams 
to bo dovolc^tK). 

lUCKER.H.O Duke Power Co. 60/01/26. Document Comrol Branch (Document Con- 
trol Desk) 2I0P 52556 077-52556.097. 

9002120160 Forwards assignment 4 scheduios lor toso'uLon of R Licclardo concerns re 
(1.iror!ng prof opin’on on (984 proof 4 review version of proposed Tech Specs. 
TIIAOAN1.A.C Otv.S'on el Systems Technology (Post o60827), 90/0l/2(f ROSSI, C.E, 
Orvislon of Ope/eiionei Evonis Assessment (Poet 8704ti). VAnOA,SA. Division ot 
Reactor Pfojoci a - l/ll (Post 870411) 5pp. 52655:078-52655.082. 

9002050362 Forwatds summarios ol latest ECCS ovsiuoiion model changns. 
TUCKER.H.O. Duke Power Co 90/01/29. Document C-onirol Oranch (Document Con- 
trol Desk) 4pp 52547:2S5-52S47;250 

9003120296 Adv-sos 01 EPRi roiosso Ol Mod 2 ol VIPRE-Ol compuiof code which util 
Intends lo use os dosenbod in icpicoi lopis Changes originated Irom commonla ro- 
ceivod from code users 4 ass gnod CH10I-CH177. 

TUCKER.H.B. Duke Power Co. 90/01/29. Document Control Branch (Document Con- 
trol Oosk). Opp S2e20’349 52826:367. 

9602120365 Forwerds proprioiary "Sstoty Anelysia PhyS'ca Parameiers 4 MuHldlmon- 
afonoi Reactor Transients Molhodorogy. Ttrreo repts descnb'ng EPfii computer code 
e'-ao enci Proprielery lopi witlihnid (rot I0CPR2.708] 

TUCKER.)! 0 Duke Power Co. 90/01/29. Documoni Control Branch (Documont Con- 
trol Oosk). Opp. 52844:012-52044:320 

-9002120366 "ARROTTA Va'IOatiOn 4 Venl-cenon - Sid Benchmarks Sot." 

•S- levy. Inc 80/07/31 66pp. 62644:016-52844 074 

-9002120370 "AnROTTA-HERMlTE Codo Comparison," linal repl. 

• Cor»4)OSI)bn Enjjv.ocring, Inc. EPRI NP-fl014 69/12/31. llOpp 62644075- 
52644- >84 

-9002120372 O'oh "AnnOTTA:Arfvancod Rapid Raacior Oporaiional Transient Analy- 
sis CtHnpulor Codo Documanlallon Packago.vol LTiieory 4 Numahcal Analysis." 
eiSENHARr.L.O. S. Levy, Inc. 88/04/30 Tsepp. 52e-M. 185-62644-320. 

9002140192 Advisos lhal 900117 llcenso emend request to remove certain cyclo-apocif- 
ic paramotor limits Irom Toch Specs Inadvertantly ui.lizod outdated Tech Specs 
pages Roquosls that Toch ^ocacnanges mado via Amanda tOt/03 be dololod. 
TIKKGR.H.O. Duko Power Co. 90/01/29. Documont Control Branch (Document Con- 
trol Desk). Spp. 52655:274-52655 278. 

9002120000 Suppis 691000 proposed amend lo Tech Spec 3/4.9. i.e'lowing groaior 
flOMb-My fr) Isofaifng roaclor makeup water supply lo RC& during tolueilng opoiBirons 
to allow makeup to roluel-ng storage lank concurront w/rofualing operations 
TUCKER.H.O. Duko Power Co. 00/01/31. Documont Control Branch (Documont Con- 
trol Oosk). 2pp. 52ei7;307-62ei7:310 

—9002120012 Proposed Tech Specs re Imifing condition for oporaflon & survoillenco ro- 
Q(4remont3 tor boron conconlraiion during refueling operations. 

♦ Ouko Power Co. 90/01/31. 2pp. 52817:309-52617:310. 

90012000S1 Generic Lir 00-02 lo a'l LWR licensees 4 applicants ro eUemativo regulre- 
meots lor fuel assemblies In design features section ol i och Speca.Svc list end. 
PAF1TL0W3.0. Associate Director (or Projects (Post 87041 1). 90/02/01. Consolidat- 
ed Ed-ion Co. ot New York, Inc. 39pp. 52637:055-52637 093. 

0002130031 Summary of 9001 16-17 mlortaco meeting w/uW at site ro licensing 4 regu- 
latory issues.List of eltendeos, handouts 4 agenda end. 

WIENS.L A Project Directorate 11-3. 90/02/02. Project Directorate 11-3. 30pp. 
62848:278-52646 307. 

9(X)2220322 Application tor amends to Licenses DPR-38,OPfl-47,OPR-55. NPF-9.NPF- 
17.NPF-3S 4 NPF-52.Amends involve rolocoting radiological ellluent Tech Specs to 
reraectfve stations selected I censee commitment manuaL 

TUCKER H B Duke Power Co. 90/02/07. Document Control Branch (Oocumohl Con- 
trol Desk). epp. 52667.021-52668.026. 


• Duke Power Co 90/02/07 7?pp 62667.056-52667.132 


• Duke Power Co. 89/11/30. Ip 52‘171:047-52471:0-17. 


O. Inspection reports, IE Bulletins & correspondence 


S. Reportable occurrences, LERs & related correspondence 


9001290378 Forwa'ds assessmont ol ALARA Irprovemems.ln roupnnse to Insp Ropts 
50-369/8928 S 50-370/89-26.Uti: preeenilr osiebHhng cniena Icr hgh dose rate 
Jobe that wJi be reviewed by ALARA corrmiites 

TUCKER H 0. Duke Power Co. 60/01/15 Document Control Braiicn (Oocurrent Con- 
UOl Desk). 9pp. 52454.061-52454 069. 

9001300496 Advises ihal d’ait Ima! rept fo' closeout ol lE Culebn 79-23 found 
accopisble Load engineers lor i£ Bu.iei.ns 64 02.^0 06 & 87-002 reassigned es listed. 
BERUNGER.CH Generic Coir.mun cai.ons Branch NRC-OS 65-157 90/01/17 

LOFY.R.A. PARAMETER. Inc 3pp. 52513 256-52513 258 

9001310121 Forwards Interim SAtP Boa.-d Repis 50-369/69-34 a 50-370/69-34 for Aug 
1966 • Oct 1969 a advises that com, ranis re ovaluai-on of pertcrmenca ol plant 
should be subtnitied w.ir.in 30 days ip'lowing date ol meeting. 

EBNETERS.O. Hegoh 2. 0!c of ihe Director 90/01/19. TUCKER.hB Cuke Power 
Co. 3pp, 52503 155-52503.164 

-9001310129 lnteri.-n SALP Board Repis 50-369/09-34 a 50-370/89-34 for Aug 1968 • 
Oct 1989. 

• Rog on 2, Ofc ol tr.O D.roctor. 90/01/19. 27p0. 52503 158-52503:184. 

9001310295 Forwards Insp Ropis 50 369/86-39 8 50-370/89-39 on 891205-08 Nov 0 - 
latlons or deviations roted.Correclive acMts re oneidio weaknesses sfiould be sub- 
mitted within 45 days ol l>' dale. 

COLLiNSOM. Reg on 2. Olc ol tbo Crecior. 90/01/23. TUCKER.H.B Duke Power 
Co. 3pp. 52504:056 52504 076. 

-9001310296 Inep Repis 50-369/66-39 8 50-370/69-39 on 691205 08 No viO'aMms or 
deviations notnd Weakness noled te lack of shift supervisct irwcivomoni In plant 
enaiysls-Ma'or areas i-nspecied annual er.eigency excrc sa 

GOODEN, A.. RANKIN, W. Region 2. 0!c ol the Diocloi 50/01/17. IBpp 52504059- 
52504.076 

9002060127 Responds lo NRC Bj.letn 69 003, "Poieniial loss ol Roryitod Sh^iidown 
Margin Ounng Retuel-ng Operaticna." Allecied p'ant pioccdure tor core reload ng le- 
visea lo inckKls implemenlailcn ct des go ergir.ee/ ng analtscs 
TUCKER.HB. Duke Power Co. 60/01/26 Document Control Branch (Ooct-mcnt Con- 
trol Desk) Spp. 52594 302-52594:306 

9001230126 NRC inlo Notice 90 005, "imor-Syslam Cseharge Cl Reactor Cociani" 
Sve lisl encl 

nOSSi.CE 0.vision of Opereticnai Events Assessment (Post 8704ii) 90/01/29 
Consol daiod Edison Co of New vptk, Inc lOipp 52535125 52533 227. 

9001230175 NRC mio No'.ce 90-006. "Potential tor Loss of Shutdown Cooing WMe ei 
Low Reactor Cooisni Levels." Sv: i:si onci 

ROSSl.C-G Division ol Operaio.nai Events Assessment (Post 6704ii) 90/01/29. 
Conso'Idaied Bdlscn Co. of Now York, Inc. lOlpp. 52535 025-52535 124. 

9001240190 NRC Inlo NoLco 90-007. "New Inlo re insu'alicn Mail Porlormance 8 
Oeena Blockage ol PWR Comairmant Sumps " Sve list enci. 
n03Si.CE Otvs-on of Operational Events Asacssmom (Pom 8704ii). 90/01/39. 
Consolidated Ed eon Co. ol New York, inc. 99pp 52535 226-52335 329. 

9001860020 SuppI 2 to NRC Info Notice 66 023. "Potential lor Gas Bnong of HPSi 

S * S Ounng LOCA." Svc list encl. 

ii.CE Division ol 0001310.481 Events Assossmeni (Post 0704li). 90/01/31. 
Coraoi'dated Edison Co of New York, inc. 9Spp. 52533 329-52534.062. 

9001260198 NRC Inlo Nouco 60 006. "Kr-65 Ha/arei From Decayed Fuel." Svc 2si 
end 

nOSSi.CE. Division ol Operational Events Assessmoni (Post 0704ii). 90/02/01. 
Conaolidaiad Edison Co. ol New York, inc. 77pp. 52503 I60 52563 256. 

9001290102 SuppI 1 to NRC Inlo Noiice 88-030. ' Target Rock Two-Stage S8rorv/n«<e> 
Valve Seipoini Drift Update." Svc ilsi end. 

ROSSl.CE Division ol Operalicnal Evenis Assessir.oni (Post 070411). 90/02/02. 
Consolidated Ed son Co. ol New York, Inc 78pp. 52556 238-52556 317. 

9002130143 Requests exiens'on lo 900209 for response to vioiabons noled In insp 
Ropts 50-369/^9-38 8 60-370/69-38 

TUCKER.H B Duke Power Co 90/02/02 Document Control B.-anch (Document Can- 
Uol Desk) Ip 52646.162-52646 162. 

9001300424 NRC Info Notice 90 009. "Evto.ided interim Sio.-ege ol low Level Rad- 
waste by Fuel Cycle a Malls (Jeensees." Svc i-sl one' 

CUNNINGHAM, R E. Orvislon of Industrial 8 Medcal Nuclear Safely (Post 870729) 
90/02/05. Consokdaied Ed-son Co. of New York. inc. lOSpp. 52583:257-52584 004. 

9002230377 Ack roceipi ol 9001 IS Mr informi.ng NRC of slops taken lo correct vidallons 
noled in Insp Repis 50-369/89-26 8 50-370/69-26. 

STOhr.J.P. Reg-on 2, Olc ol the Direcior. 80/02/06. TUCK6H.H B Duke Power Co 
2pp. 52716 293-52716 294. 

9002140222 Responds lo violations noted in Insp Repis SO-369/89-38 & 50-370/89- 
38.Corrective aclron.functional check of emergency boat added lo PMPT pro^am 
TUCKER, H 9. Duko Power Co 60/02/08 Docutr.oni Control Branch (Oocumem Coiv 
irol Desk). 4pp. 52652.356-S2652.360 


R. Periodic operating reporta & related corretpondance 


9001300212 Porwaida monthly operating repla lor Dec 1988 for McOu're Nudear Sta- 
tion Unita 18 2 8 monthly operating status repi for Nov 1989 lor McOulie Nuclear 
Station Un'is 1 8 2. 

TUCKER.H.B. Duke Power Co. 90/01/16. Document Control Branch (Oocumenl Con- 
trol Desk). Ip. 52471:036-52471:047. 


>(^1300339 Monthly operating repts for Dec 1966 for McGuire Nudear Station Unlls 1 

WILLIAMS, R.A., MOSER, SW. Duke Power Co. 89/12/31. lOoo 82471-037- 
624)’I-048. 


9001300400 lER 69-028 00:on 66l204.soll-lnitletod lochnical eudil loam porso\-^ 
Identified gap a'Ojnd control room veninatirpn air handling unit access door.(;ausod b< 
possibla const/ isala lat.on def cier^cy.Ooor sys modifiod W/900122 itr 
SIPE.A. MClXiNNELL.T.L. Duke Power Co. 90/01/21. Bpp 52494 131-52494 135. 

9002140046 LER 60 001-00 on 900l06.ioactor iiip occurred due to clogged sl-e-ci or- 
feedwater pump A speed conlroHer.Caused by water m oil sys. Cause Tc ws’ei c-res- 
e-nce in sys unknowtt Sludge minim ration ellompta pursuod.W/000207 iir 
SIPE.A. WCCCWNEU.r.L. Ouko Power Co. 00/02/07. J4pp. 52654 055-52654 


DOCKET 60-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9003060243 Forwa'ds public vorsdn ol Rov 33 10 Crls s Mgt IrTplomenting PrecOfkre 
CMiP-l. "Rocovery Managof 8 Immodiale Slall" 4 Rov 24 to CMiP-2, Nows G-ix.o 
Plan"W/OOOl3l release memo 

TUCKER.H.B. Duke Power Co. 90/01/18. Document Control Branch (Documorn Con- 
VO'Oosk) 2pp 52561 008-52561:283 

-0002080240 Public version ol Rev 33 to Crisis Mgt Implomenting Pioceduro CM F-'. 
"Recovery Manager 8 immodnto Slaff" & Rov 24 lo CMIP-2, '^Nows Group Pan" 

* OiAe Power Co 00/01/18. 273pp. 52561:011-52561:283. 

900I3I012I Forwards Iniarim SALP Board Repis 50-360/80-34 8 50-370/69 3-1 lot Aug 
1068 - Oct 1089 4 advises that comments ro evaluallon ol porforrrance ol p'srri 
shou'd bo 8(45mRed within 30 days following dale ol mooing. 

E8NETER.SO. Region 2. Die of ihe D.roctor. 00/01/10. TUCKER.HB Duke Power 
Co 3pp. 52503 1S5-52503;184. 

-9001318120 inlerm SALP Board Repis 50-309/09-34 4 50-370/69-34 lor Aug 1963 ■ 
Ccl 1989 

* fleg-on 2. Ofc of ins Director. 90/01/10. 27pp 52503:150-52503:164 

9001310295 Forwards insp Repts SO 360/00-39 4 60-370/89-39 on 691205-00 Ne Mo- 
loHons o> devipirons nolod Corrective actions re exercise weaknossos should be strb- 
m lied w.ihin 45 days of Hr dele. 

COLLINS.O.M. Reg-on 2, Ofc of the Director. 60/01/23. TUCKER.H.B. Duke Power 
Co 3|V) 52504066 52504 070. 

-9001310298 Insp Repis 50-300/69-36 4 50-370/89 39 On 001205-06 No v.ola;>cai » 
devieiions noiod.Wosknoss noiod le inck ol shili supervisor involvement m pta'i 
anelysis Mejor areas mspecied ennuai emergency exorcise. 

OOOOEN.A Region 2. Olc el the Duocior. 90/0f/i7. tOpp. 52504'059-5?601 976 

9002070325 Ack leco-pl Of 601216 lionsmiltol of Rov 40 lo elation physcal scciMy 
plan SubrNiial of cpriecied plan pages requested in order to mainta'n plan conilruiv 
CliNE.WE. fieg-on 2, Olc oi me Diiecier. 00/01/28. TUCKER.HB, Duke f’Owoi Co. 
3pp 52593031-62593 033 

9002220069 Forwards public verson of EriPe.includi.ng Procoduio RP/0/A/5700/C4, 
"General Emorgoncy, Rev 19 lo Sioilpn Directive 3.8.4 4 compliance ma'iual.SocSec 
13 2.W/900213 leioaso momc 

TuCKEfi.H 8 Duke Power Co 00/01/26. Document Control Branch (Deeumofii Cw- 
uel desk) 2pp 52600:255-52660:320. 

-9002220072 FUWe vorsi'en of EPiPs.Incfuding RP/O/A/6700/04, "General Emorgoiv 
cy." Rov 19 to Station Dirociivo 3.8 1 4 compliance monuai.Soction 13-2 
MCCONNClL.T.L Duke Power Co. 90/01/19. e7pp. 52809:257-52869:320. 

9002140222 Resporrds to violations nolod in Insp Ropts 60 389/00-38 4 6D-37:.'e3- 
30 Corroctivn eel on tunctional chock of emergency boat added to PMPT progiam 
TUCKER.H.B Duke Power Co. 90/02/08. Document Control Branch (Docutio/-! Cem- 
bol Desk) 4pp 52652:356-62652 360. 


P- {^srallne license stage documenie & correspondence 

90020J6217 Forwards safely ovaluaticn concliHJing that procoduroa goncrelortga-J^ga 
lor upgradng emergency operating procodutos nooo# lo bo Improved to at'ti-osi p-o- 
gtemmal-c Improvomonta.por Generic Lir 82-33 4 NUREG-0737,Suppl l. 
ifOOD.O ProJoci Directorate 11-3. 90/01/10. TUCKER, H.Q. Duke Power Co lOpp. 
5263a«0l-52M2.0l0. 

9001290162 Requests that util 890218 request for loHcf from ASME Socilort Kl f.>Jr> 
sialic testing lOQu'remonls for mods on nuclear svc waior sys bo extended to incude 
Mods MG-1224 3 4 MO-22243 Inadequate boundaries make testing Improcllcal. 
TUCKER.H.B. Duke Power Co. 90/01/22. Document Control Drench (Documor'i Cor- 
uol OoM). epp. 52469:1 24-52469: 1 60. 

9001310209 Forwards proprieiary Rov 1 to DPC-NE-2001, "Fuol Mochar.lcal RoltiJ 
Analysis MoinoOology for MARK-BW Fuel," adding section re ECCS ana'ys 8 Intwlecs 
coleda 4 making associated administrative changos.Rev withheld. 

TUCKEH.H 8. Duke Power Co. 90/01/22. Documeni Control Branch (Oocumo.n Cori- 
IralOeak). 3pp. 52503;186-52603:ie6. 

8002060090 Forwards safety evaluation accepting changes In resolul on ol human ct>g- 
reedng deliciencea resulting from DCROR. 

H000,0. Pfolaci Directorate 11-3. 90/01/23. TUCKER.H.B. Duke Power Co. 2pp 
526M:128-S2655:133. 

-0002060097 Safety evaluation accepting changes in reaolutlon of human e.-igineenro 
dolftiencles resuming from DCROR. 

• Office of Nuclear Reactor flegutallon, Direclo/ (PosI 870411). 90/01/23 app 
52665:130-62655;133. 


DOCKETED ITEMS 115 


9002010056 Requosis approval to uao Alloy 690 plugs as alio.'naiivG to toqoiretnenis gl 
»0CPAl55js),cPt)es & Bids lor pianis pr.or lo 0C02S& 

TUCKER.HB Duke Power Co 90/01/24 Docurr.ent Conlrol Drancrt (DocomgnI Con- 
irclDesk) 4pp 52531rl25-52531:l20 

9002060092 Advises lhal uM 691101 response 10 Gono.'.c Ltr 06-20 to bdvtdual plant 
eirams ecceptable Anil: pates that addi enaiys's or rcport.ng roq.Memonis wl ngi 
iiavo adverse edeci on schodj'e 

VATTHEWS.DQ. Piojoci Dlieclorate 11-3 90/01/24 TUCKEH.HB Du'ro Power Co 
3D3 52569:176 62559 178 

6002070144 Forwards "Nuclear Design Meihodology Using CASMO-3/ Simulato-3P.'‘ 
RopI prosenis CA5MO-3/Si.'nuloto 3P codo soquonco ns roeclor model lor uso in 
reload des gn calculations 

ruCKER.H 0. Ouko Power Co 90/01/24 Oocumoni Conircl Branch (Documeni Con- 
trol Desk) 32pp. 52586 243-52587012 

9002020203 Fo/wards appl-cation for NPOE.5 perrivr lor Storm wnior discharge at plan! 
TUCKER, H B. Duke Power Co. 90/01/25. WAKILO.C North CafoSr>a, Stale ol. 6pp 
52539 279-52539:284. 

9002060038 Responds to Gonoilc Ltr 89- 1 3. "Sve V/aini Sys Prob'ems Allocbnn Salety- 
Related Equ pmont." Program lo sample & analy/o inisko situciuros tor Asiatic clams 
10 be devsiMed. 

TuCKER.KO Duko Power Co 90/01/26. Docuirtonl Control Branch iDocumani Cen- 
Itol Desk). 21P0. 52556.077-52556 097 

9002120160 Forwards ossigntnonl & schodulos lor rcso'uhon ol R Ltccietdo concerns re 
d fleting prof opinion on 1984 prool 8 review voialon ol proposed Tech Spoca. 
ThaOi^i.aC. Division ol Sysloma Technology (Post 090827). 60/01/26 ROSSiCE 
Division ol Oporatlonal Events Asaessrr.cnl (Post 070411] VARQA.SA. Division ol 
Reactor Pro.ocis-l/ll(Poai 870411] spp 52655 070 52655 082. 

9002050362 Forwards summatios ol laiosi ECCS ovniuniion rnodol r.tiangos 
TUCKER, hi B. Duke Power Co. 90/01/29 Document Control Branch (Document Con- 
trol Oosk) 4pp. 62&47.255-S2647.250 

9002120299 Advises o( EPRI release of Mod 2 ol VIPRE-Ol computor coda wNcli uiit 
Inionds to use as described in topical ropis Changes orlg.natad trom commenis te- 
cch/ad rrom code users & sssgnod CHlOl CRt77. 

TUCKER.H.B Duke Power Co. 90/01/20. Oocumohi Cohtrol Branch (Oocumoni Con 
iro'. Desk). 0pp. 52826:349-52026.357. 

9002120365 Forwards proprietary "Baloty Anaiys's Phyaice Paramoiocs 8 Muludimen- 
i onni Reactor Transients Methodology Throo rents describirig EPRi computer codo 
also ortci.Propriaisry rppi Withhold l/oi iCCrn2.700) 

TuCKCn.H B Duke Power Co. UO^Ot/29. Documeni Control Brooch (Documeni Con- 
trol Desk]. 6pp. 52644 012-62844:320. 

9002140102 Advieos itiai 600i 17 ticonsu amond reguosi to romovu conencycio-epecd- 
ic peramater limits from Tocti Specs ‘nndverteniiy utiii2e<l outdated Tocn ^ocs 
pagpa Roguests that Tech Spues charges mado via Amunds I0i/d3 bo doioiod 
TUCKER, H.0 Duka Power Co. 60/01/20. Documoiit Control Branch (Oocumoni Con 
liol Desk). 3pp. 526S5:274-S2655 278. 

9OO31SOO0O Supple 801008 proposed amond lo Toch Spur 3/4.0. l.anowlng groetar 
Ilexibl'iiy In Isolating reactor mekoup water supp'y to RCS during rofuoi-no operations 
lo allow makeup lo rofuoling storage lank concutroni w/roiuonng operations 
ruCKCR.H.S Duke Power Co 90/0t/3i. Oocumoni Control Branch (Oocumoni Con- 
tro' Dask). 2pp. 52817:307-52617.310 

-9002 120012 Prapoaad Tach Spoca ra l.mi(iiig condiTlon lor operation 8 su/veiiianca ta- 
qu romonis lor boron conceniraiian dunng reiuoimg oporationa. 

• Duke Power Co. 90/01/31. 2pp. 526l7.3O0-52er7:5lO. 

9001290051 Generic Ur 90-02 to all LWR iicansuos & apn'icants re ailotnolivo toqu-io- 
monls for luol assomblios in design leniuros soction of Toch Spocs Sve list oncl. 
PARTlOW,J Q. Associsla DIrecioi lor Proiocls (Post 8704 1 1) 90/02/01 Consalklai- 
od Edison Co ol New York, Inc. 39pp. 62037 055 52637 093. 

9002130031 Summary of 900) 16-17 interface muoing w/ulrl al sriu '0 llconBitrg S ivgu 
lalory issues.Llsi ol aliendoos, handouts 8 agenda oncl 

WIENS.UA. Project D.rectoralo 11-3. 90/02/02. Proiecl Direcloreio 11-3. 30pp 
62646 278-52646:307. 

9002220322 Application lor amonds lo Llcunses DPn-30.DPR-47,DPR 55. NPF-O.NPF- 
i7,NPF-35 8 NPF-52.Amond9 involve relocating radlgloO'cal eliluent Tech Spocs to 
rospactive stations selected licensee cemmllnienl manuar 

TUCKER.H.B. Duke Power Co 90/02/07 Oocumurii Control Branch (Oocumoni Con- 
trol Desk). 6pp. 62667:021-52666.020 

•'9002220329 Proposed Toch Spocs.reiocaiing radiological eliluent Tech S(>oc9 to so- 
locted licensee commitment manual 
' Duka Power Co. 90/02/07. 77pp. 62667:056-52607:132 


0. Inapactlon reporTa, IE Sullatfna 8 correapondence 


900131029S Forwards Insp Repls 60-369/89-30 8 50-370/09 39 on 891205-08 No vio- 
laocns or dovieilons ncted.Corrociive acii'ons ro ovorcise weaknesses should be sub- 
naiiad wiih-n 45 days ol Mr date 

COLLINS.DM. Region 2, Ole ot Iho Orecior. 00/01/23. TUCKER.HB. Duke Power 
Co 3pp 52504-058 S250-fd78 

-9001310208 Insp Repts 50-369/69-39 8 60-370/89-39 on 89 1 205-08 No violations or 
devlaiions noled.Weahnoss noted re lack of shrfl supervisor involvomeni In plant 
anoiys's Major areas Inspected annual emergency exorc^o. 

GOOOEN.A , RANKIN,W. Region 2, Olc 01 Iho Director. 90/01/17. I8p0 62604 069. 
52504:076 

9002080127 Responds to NRC Bulletin 00-003, "Polenllai Loss ol Required Shutdown 
MargLn Ounng Relus'ing Oporations " Aflectod plant procedure lor core reloading ra- 
vlsad to induda implomoniation ol design engineering analyses. 

TUCKER.HB Duko Power Co. 00/01/26. Oocumoni Control Branch (Document Con- 
trol Desk) Spp 52594 302-52594:306 

9001230128 NHC Into Notice 90 005, "Inier-Sysleni Discharge ot Reactor Coolant" 
Sve Hsl eric4 

ROSSi.C.E Division ol Oporauonal Evenis Assessment (Post 870411) 90/01/29 
Conso'idaied Edison Co of New York, inc. lOIpp. 52536:126-52535.227. 

9001230(76 NRC Info Not CO 90-008, "Potential lor Loss ol Shutdown Cooling Wh-.le at 
Low Reactor Coolant Levels." Sve list oncl 

ROSSl.CE Division ol Oporationa'. Events Assossmoni (Post 870411) 90/01/20 
Conso'idaied Edison Co. of Nov York, Inc. lOipp. 52535:026-52535:124. 

9001240180 NRC Info NoLce 00-007, "Now Inlo le Insulation Mail Performance 8 
Oebds 6/ock^e of PVVR Coniainmoni Sumps " Sve l:st oncl. 

ROSSI.C.E o-viS'on ol Operational Events Assossmoni (Post 670411) 90/01/30 
Consol-datod Edison Co of New York, Inc. 99pp 52535:226-52535:329. 

0001260020 Suppi 2 lo NRC Inlo Noilce 08-023. "Poienlial lor Gas Binding ol HPSI 
Pumps Oiirmn LOCA " Svc llsi end 

ROSSl.CE. D.vfs'on ol OperaVonel Events Assessment (Post 8704tf). 90/01/31 
Consoivtaiod Edison Co of New York, Inc. 05pp. 52633 320-52534.082. 

9001260198 NRC Info Noilce 90-008. "Kr.85 HazofOs From Decayed Fuel.” SvC llBl 
end 

ROSSl.CE. Division ol Opc'Di-onai Evonia Asaosemeni (Post 870411). G0/02/ot. 
ConsolKlaied EtSspn Co of Now Ve/k, ire. 77pp. 52693: »0O-52583:258. 

0001280102 Suppi I lo NRC Into Not.ee 88-030, "Target Rock Two-Stage Selgly/ReMal 
Volvo Soipomi Drill update." Svc list oncl. 

ROSSl.CE Division of Oporehonai Events Assessment (Poet 870411). 90/02/02 
Consolklaied Ed-$on Co of New York, Inc 70pp 5255e 238-52550:3l7. 

9002130143 Reoueeis eidons.on to 000200 for rosponse to violations noted in inso 
Ropte 60-369/89.38 8 50-370/69-38. 

TUCKER.M.O Duke Powoi Co. 00/02/02. Document Control Branch (Oocumeni Con- 
trol Desk) Ip 52646:162-52640 162 

9001300424 NRC into Noiico 00-009, "Extended Interim Storago ol Low Lovol Rad- 
waste by Fuol Cycle 8 Malle Liconseos." Svc list oncl. 

CUNNiNGHAM.R E 0iv'4ion ol indusinai & Modicel Nuclear Saloty (Posi 870728). 
00/02/05. Consoideiod Edison Co ol Now York. Inc. lOBpp. 62603.257.52584:004. 

9002230377 Ack tecoipi ol 9001 15 Ur inlorm'ng NRC Ol stops taken to corroct violations 
noted In Insp Ropis 60-369/69-28 & 50-370/09-28. 

SXOlin.JP. Region 2. Ofc ol the Oi'roctor. 90/02/06. TUCK£R.M,e, Duke Power Co. 
2pp 02716 203-52716:294. 

9002140222 Responds to violations noted In Inap Repte 60-369/69 30 8 60-370/69- 
36 Corrective action luncilone.1 check ol omergoncy boat added lo PMPT program. 
TUCKER.H.B Duke Powor Co. 00/02/06. Documeni Control Branch (Document Con- 
trol Peak) 4«?. 62052:356-62662.380 


R. Perlodio opereling repoHe 8 related correapondence 


9001300212 Forwords monthly opera! ng repts lor Dec 1989 for McGuire Nuclear Sla- 
ton Unrts 18 2 8 monifity operaling status repi for Nov 1989 lor McGuire Nuclear 
Station Units 1 & 2 

TUCKER.H.B. Duke Power Co 00/01/15. Document Control Branch (Document Con- 
trol Desk). Ip. 6247) 038-S247f.047 


-9001300239 Monthly operating ropis lor Dec 1689 for McOulio Nuclear Station Units 1 

8 2 

MLLIAMS.R.A.. MOSER, S.W. Duke Power Co. 89/12/31. 10pp. 62471:037- 
62471.040. 


-9001300243 Monthly operating status repi lor Nov i960 for McGuire Nuclear Station 
Units 1 8 2. 

• Duko Powor Co 89/11/30 Ip. 52471.047-52471:047. 


9001290278 Forwards assessment ol ALARA Impiove-monte.ln rosponso lo Insp Ropis 
50-369/89-26 8 60'370/e9-26.Lllil prosontly esiab'ishing criteria lor high doso telo 
jobs that will be reviewed by ALARA commilloo. 

TUCKER.H.B. Duke Powor Co. 90/01/16. Documeni Control Branch (Oocumeni Con- 
trol Desk). 9pp. S2464.C6I-52464 069. 

9001300498 Advises that drall l.nal rapl lor closeout ol IE Bulletin 79-23 foietd 
acceplehte.Lead eng'neers lor lE Dullolins 04.O2,GO-O0 & 67-002 reassigned ee listed 
BERLINGER.C.H. Gonenc Communcaiions Branch. NRC-O5-05-157. 90/01/17 
LOPY.R.A. PARAMETER, Inc. 3pp. 52613:256-52513.258. 

9001310121 Forwards Interim SALP Board Repts 50-3e9/09-34 & B0 370/68-34 (or Aug 
1968 - Oct 1989 & advises that comments re ovakiai-on ol perlormance ol plant 
should be submitied wiihln 30 days following date ol mooliri{i 
EBNETGR.S.O. Region 2. Olc of the Director OO/Ot/lO. TUCKER.HB. Duke Potoei 
Co. 3pp. 62503:155-62503:184. 

-9001310120 Inierim SALP Board Ropis 50-369/89-34 & 50-370/89-34 lor Aug 1988 - 
Oct 1989. 

’ Region 2, Olc ol the Direclor. 90/01/19. 27pp 52603:168-52503 184 


8. Reporteble occurrences, LERs & related correspondence 

9002230172 LER B9.0l4-00:on 891216, discovered lhal diesel generator 2A & 20 sump 
punv) discharge valve lo turb-ne bldg sump closed & no tSscYiarge pain 
avanaUe.Ceused by Inappropriate action. Vafvos locked open & procedures 
rovfeod W/900216 ltr. 

SIPE.A, MCCONNELL, TL Duke Power Co. 90/02/1ft 6pp. &2713;O2)-627l3:O20. 


DOCKET 50-373 USALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency 8 lire protection plans 

9002060140 Rev 3 lo EPIP NSEP EOF-l. "Manager ol Emergency Operations " 
CARSW.R.T. Commonwesllh Edison Co. 89/12/10. 23pp. 62669:f63-5P669:)e5. 

9002060186 Rev 2 lo EPIP NSEP-EOF-25, "Protective Measures Dlroctor." 
CAnsON.R. Commonwealth Ed-son Co. 69/12/10. I4pp. 52669 051-62669.064. 



116 DOCKETED ITEMS 


e001290l&3 Fo>v>a'c]s rov;sod page (o Insp Ropls 50 373/69-21 & S0'374/0g'?i,rop:ac- 
!f'S PB-go sent w/ropi l^ol <c^i <ed ptcwcl'on (<cl tOCFfl73 2iVOng'.nai pago should 
bo aastroyocl or roiu/nod to NmC. 

OR6ENWAN.EG. Rog on 3, Otc of iho Dirocior. 90/01 /O^. REED.C Commonwoa'th 
Edison Co. 2pp. 52453 27 l-OSdSO 273 

-9001290210 Rop'ocemoni page to Insp Ropis 50-373/60-21 & 50-374/09-31 re traln- 
'ng & socuniv-No violations or deviations noted 

• Region 3, 0?c ol tbo 0 redo,' 90/01/04. ip. 52453:273 52453 273. 

9001300138 Forwetds Saloguards insp flepls 60-373/89-25 & 50-374/09-24 on 
691204-10 £ allegation review No violaions noted 

GneGER.l.n. Roglon 3, Otc o! iho Oroctor. 90/01/04. REED.C Commonwoallh 
Edison Co 3PP 5247l.341.6247l;344 

-9001300144 Partlo'ly withhold insp Ropis 50'373/d9'35 & SO-374/89-24 on 091204-IB 
Ifol iOCFR73.2l(cH2)).Waaknoss noted Ua.oi areas inspociedmgi support. proieciod 
& vita' area bairlors, accoss control personnel & alarm stations & corr.murlcations 
CHRlSTOFFER.G . CREED.J.R Region 3, Old ol itte Oi.'eciO' 90/01/04 ip. 
52471.344-52471:344. 

9001300104 AdV'SOS Chat Rov 32 to "LaSalle Nuclear Power Staion Security Plan." 
Iransmiitod by 601222 Itr consiatoni w/ provisions ol l0CFFI50 54(p) & accopiab'e 
QflEGi;R.l R Region 3. Ole ol the O.rocior 90/01/04 KOVACH.T.J. Commortwoallh 
Ed'SenCo 2pp 52471;345-52471:346. 

0002010011 Rovlsod ©rrorgency procedutes.conslsimg ol Rev 14 to tZP-mO l.Rov 9 

to LZP-1200-1 & Rov 17 To UP-1310-1 

•Commor.woallh Ed son Co. 90/01/10 03pp 52522:106-62522 190. 

9001300157 Forwarils dole Is ol AMS Allegation Rlll-89'A-0120 ro secunty actlviiies at 
stotion.tor info A legation doos not provide sutficieni bases to indicate poloniiai salety 
concern ovists Enel wlihho’d (tel lOCFn2. 790(8)). 

NORELIUS C E Rop'on 3. Ole ol Iho Di'oclor. 90/01/20 REED.C. Commonwealth 
Edison Co 2pp 62475;012-52475;013. 

9002150069 Revised EPiPs.inciiJding Rov 3 to EQ-10 & Rev 5 to EQ'2.w/$ix oversize 
maps 

• ComTonwoallh Edison Co, 90/02/02 21pp. 52006:051-52666.071. 

9002220264 Fonvartls SalOty Insp ReptS 50 373/69-26 & 60 374/8e-35 on 891208- 
9001 i6.Vioiatlon noiod.but no notice w-ll bo issuod. 

SHAFen.W.O- Ronlon 3, Ole cl Iho Drocior. 00/02/06. REED.C. Commonwealth 
Edison Co. 2PP 52600;026-52e00;040. 

-9002220286 Insp Ropis 60'373/00-2e & 50 374/00'26 on 061208-000116. VIolal on 
nctod.Maior a'oas inspoeiedoporatlonsl sefoly, 8uivol'sr.ce,manl,LER8,ESF sys 
walkdovrn.irelning security, topi rovlew,ontoraoncy proparodnasa & IONS site insp 
RIN0S.JM Regions, Ole or Iho DIreclot. 60/02/06 I9pp 52600 030 82860 040 

9002220300 Forwards PEMA Q0122I lire tronaniitilna r.ndings for olfsio omorgoncy pro- 
parednosa oapocis of 881207 romocllal exorciea 8 880124 unannounced dri'l No now 
doliclencioa noloil.Olfallo lad ologlcal omorgercy croparednoss edoquste 
QREQER.lR. Rouion 3, Ole Ol iho Oiiocipt. dO/02/08 REED.C. Commonwealth 
Edison Co. 2PP 62089 001-52880.012 

9002230460 AdviBoa of NRC concfuaion that (oiluro lo prov.da electrical supervia on (or 
local (ro alarm circuit roma'na m violatlon.por insp Ropla 60-373/06 04 & 60-374/08' 
04. 

MILLER, H.J. Rogion S, Ole ol iho O.rocior. 00/02/14. REED.C. Commonwealth 
Edison Co. Spp 527 16.001-527 16:003 


P. Operating license eiage docurnents & correspondence 

9002160066 Ack rocolpt of ulil 801027 response to Generic Ltr 66 20. "Individual Plant 
Exams.” NRC wJl documoni accepiabl'iiy ol uhl plan & schedu'o in 691201 Itr 
SllEMANSKI.P.C. Project Olroctorato 111-2. 89/11/24. KOVACH.T.J. CommonwoallM 
Edison Cki 6pp. 62660.012-52666.019. 

9001310430 Fotwards Amends 71 & 55 to Lioensoe NPF-tl & NPF-t8, respcctwoN & 
salety evaluation. Amends revise Tech Spec 3/4 4.0 re preasure-iomp I mile ol RCS In 
order lo comply w/ Generic Lit 06-l 1 & Reg Guide 1 99,R0v 2. 

SHEMANSKI.P.C. Project D.roctoraio 1112. 90/01/16. KOVACH.T.J. Commonwealth 
Ed'Son Co. 3pp. 52514 206-52514.235. 

-9001310440 Amends 71 & 65 to Licenses NPF-11 6 NPF-iB.respecilvoly, revising 
Toch Spoc 3/4 4 0 re prossure'lemp limits of RCS In order lo comply w/Genenc Lit 
63- 1 1 & Reg Guide 1 .99. Rev 2. 

CRAIG, J-W- Pro;oci Dirocto/ato III-2. 90/01/16. 20pp. 525l42ii.525l4-230. 

-9001310448 Safety evaluation supporting Amende 7i & 55 to Licenses NPF-it & 
NPF- 1 6,rosp ecilveiy. 

* Oltico ol Nucloar RaaclOf Regulation, Dirocior (Post 670411). 90/01/16. Spp 
52514:231-52514:235. 

0001310510 Forwards SER concluding that SPDS Validyne CV.-240 isolators properly 
lesiod & acceptable for use in SPDS. 

SHEMANSKI.P.C. Proieci Dirocloraie 111-2. 00/01/24. KOVACH.T.J. Commonwealth 
Edison Co. 3pp- 6253(5 34S-62530;349. 

-0002910016 SER conclud no that Validyne CM-249 Isplaion devices In uso at lacil.iiea 
accopiablo (or intorfae ng SPDS w/Class IB safety sys. 

• NRC • No Ootalled AfM.aLon QSren. 90/01/24. 2pp. 52630:348-52630.349. 

9002069369 Forwards le^onso to Generic Ltr 69-13 re assurance that util sve water 
sys in L-orrpllence w/ l0CFR5O.tep A.GOC 44.45 & 46 5 App B.Setiion XI. 

RICHTER, M.H. Commonwealth Edison Co. 90/0 1/29. Document Control Branch (Ooc- 
umeni Control Desk). 55pp. 52555.315-S2556.009 

6061291)051 Generic Ltr 90-02 (0 all LWR licensees & applicants ro alternativo regulro- 
manis for tuel assemblios In design (eaiures section ol tech Specs Sve list enci. 
PARTLOW J.O. Assoclalo Director lor Projects (Post 870411). 90/02/01. Consolidat- 
ed Ed son Co. of New Yo.-k. Inc. 39pp. 52637:055-52637:093. 

9062220170 Advises that 891201 Rev 57 to OA Topical Rapt CE-l-A consistent w/pro- 
vlsions ol lOCFRSO.App B S acceptable 

WRIGHT QC. Reg-on 3. Ofc of the Ouoclor. 90/02/12. REED.C. Commonwealth 
Edison Co. 2pp 52679:210- 52679.211. 


0- Inspecllon reports, IE Buflelfna & correspondence 


9001290193 Forwards revised page to insp Repta 60-373/69 21 & 50'374/89-2i.-ei>.4> 
mg page sent w/rept that requuod protociion (rol iOCFH73.2l)Ongnal page'shoA: 
bo oostroyod or rotuined to NRC 

GREENMAN.E.G. Rogion 3. Ofc of tho Oifoctor 00/01/04. REED.C Commoviwsi-* 
Edison Co 2pp 52453 271-52453273. 

-9001290210 Replacomont page to Insp Ropis 50-373/69-21 & 50-374/69-21 lo 
no 0 secuhly No violaiions or devlaiiotvs nolod. 

• Region 3. 01c of Iho D.roctor. 00/01/04. Ip. 52453.273-62453:2?3. 

9001300138 Forwards Safogjarrta Insp Repis 50-373/8925 A 50-374/89 24 .5- 
601204-16 & el.ogaiion rovlew.No violations noled 

GHEQEfl.L R Region 3, Ofc of ihe D roctor 90/01/04. REED.C Comtiorw^i— 
Edison Co. 3pp 52471341-52471 344 

-9001300144 Pariially withheld Ihsp Repis 50 373/69 25 & 60-374/69 24 on 031704-18 
(rol 10CFR73 21(c)(2)) Weaknoss nolod Ma;0r areas inspected mgi suppoti.picixf-x 
& vital aroa barners. access conirof porsonnol & alarm alations & commj.nca-cns 
CHRlSTOFFER.G., CREED.JR Region 3, Otc of Iho Dl-ocict. 90/01/04 Ip 
52471:344-52471:344. 

9001300496 Advisos that d.-ad final ropi lor closoout of IE Qui'oiin 79-23 l>irc 
accopiablo. Lrtad eng-r.oors (or lE Ouilnt ns 84 02,60-06 & 67 002 roassignod as .jud 
BERLINGER.CH Genonc Communcniions Branch. NRCO5 05-157 B0/0'/i7 
LOFY.B.A. PARAMETER, Inc. 3pp 52613.256 52513:250. 

900123012G NRC Info Notico 90'005, "Inlor-Sysiem Oischarga of Roacior (CK>ari;' 
Sve list oncl. 

nOSSl.CE Division ol Operational Events Assessment (Post 070411) 90/01/29 
Consolidated Edison Co. 0/ Now York, Inc. lOtpp. 62535:125-52535 227. 

9001230176 NRC Into Notice 90 006, ■'Poionilni tor Loss of Shutdown Cooing AMe a- 
Low Roacior Coolant Levels " Sve I st oncl 

ROSSI.C.E Divison ol Oporatonol Events Assoasmoni (Post 670411) 6O;0l/29 
Consol.datod Edison Co ol New York, Inc. lOipp. 52535 025-62535124. 

9001240100 NRC Into Notice 90-007, "Now Info ro insulation Mall Porta/rn3,*rf« 3 
Oobns BiockaoQ ol PWR Conta-nmoni Sumps ” Sve 1 si oncl. 

ROSSI.CE Divialon ol Oporotlonal Events Assossmont (Posi 070411) 90/01/30 
ConsoUdsied Edison Co. 01 New York, Inc. 00pp. 52535 220-52535.329 

900I280C20 Si'ppl 2 10 NRC Inlo Nollco 80-023. 'Tolondol lor Qas Gni/ng cl ll-'S 
Pu/rpa Ourina LOCA.” Sve liei oncl. 

ROSSI.C.E. Division ol Oporalonal Events Assossmoni (Post 070411). OC/OI/j' 
Cunsol dated Ed son Co 01 New York, Inc. 05pp. 52533:320 52534 002. 

9001260108 NRC Inlo Notice 60006, "Kr-OS Hazards From Decayed Fuel' Sve Iv 
oncl. 

ROSSI.C.E. Otvieion of Oporational Evanie Assnsamoni iPost Q704U) oCiiQj/)- 
Consolidoted Edison Co. 01 Now York, Inc 77pp. 52663:180-52503 256. 

9001290102 Svppi 1 to NRC Inlo Noilcs OQ-030. "Targoi Rock Two-Siaga SnlDiy/rero* 
Valve Seipoint Drill Updaie." Sve list oncl. 

ROSSl.C.t O.vislon of Oporatlonal Events Assossmoni (Post 070411) 60/62/37 
Consolldaiod Edison Co. of New York, inc. 70pp. 62556 238-52556:3 17. 

9601300424 NRC Info Noiice 60-000, "EKionded Inietim Sictage ol low Loval Rart- 
waste by Fuel Cycle & Malls Uconsoea.” Sve lisi end 

CUNNINGHAM, R.E Division Of Industrial A Mod cal Nuclear Safety (Post 67072^) 
90/02/05. Consolidated Edison Co. of Now York, Inc l08pp. 63503'25A52W4<XH 

9002220284 Forwards Safety insp Repia 50-373/09-26 & 50-374/6925 01 6GI2C-6- 
9001 16 Violation nolcd.bul no notice will bo Issued. 

SHAFER, WO. Region 3, Ole of Ihe Director. 90/02/06 REED.C. Commo.'inoiTh 
Ed son Co. 2pp. 52600.026-52690 046. 

-9002220289 Insp Repis 60-373/89 26 & 50374/e9-25 on 691208-900116 Voi-ion 
noted. Major areas rnspoctodoperet.onal sefoty, au/volilanco.maint.LERs.ESF sys 
walkdown.training, security, repi rovlew.omorgoncy preparedness A IDNS site insp 
HINDS.J.M. Rogion 3, Olc Ol the Director. 00/02/06. 19pp. 52690.030-02690049 

6002130194 Partial response to FOIA roquosl.App N & O documenls o'/s/stfo n 
PDR App 0 documents encl.App P documents withhold (rol FOlA Exompiio.n 5| 
GRIMSLEY.D.H. Division ot Freedom ol Inlormation & PutiUcallons Services (^osi 
090205). 00/02/08. PEPPERMAN.D R. Bfocher & Collins. 8pp. 52595.168 526-35239. 

-8607270162 Reouosts that appropriate projoct managor contact Ident.liod uM A pro 
vde info re purenaso ol circuit breakers from suspect compan es. 

MATTHEWS.D.B Projoct D.reclorate 11-3. 66/07/18. BUTLER.W.R. Projoct Oltaclova-e 
1-2. 55pp. 82695 316-52595:344. 

9002230460 Advisos ol NRC conctus'on lhai ialturo lo provido oloctrical suporv.siun *« 
local fire alarm circuit remains In vIoleMon.por Insp Ropis 60-373/60-04 A 60-374/65- 
04 

MILLER.H.J. Region 3. Olc of tho Dirocior. 90/02/14. REED.C. Coinrronwejhj 
Ed son Co. 3pp. 52716;001-52716:003- 


R. Periodic operating reports A related correspondence 

9002230092 “Annual Rapt lor 1069.” W/900129 Itr 
DIEDERICH.G.J. Commonwealth Edison Co. 69/12/31. 5pp. 62716:346-52715 350 


8. Reportable occurrences, LERs A related correspondence 

9002230049 LER 89-0t001:on 690303. automalio dopressurizallon sys poirrisyve 
sw/itch found w/soipoln( in excess of reject limit. Caused by sotpomt dull All Siai^-O 
Ring reactor vessel level switches will bo replaced W/900214 Hr. 

JACKLIN.N, DIEDERICH.G.J. CommonweaFlh Edison Co. 90/02/14. 6pp. 627130I> 
52713:015 



90022300S5 LEH 89 00S'01:on 690228. rooclor vessel low water Lovdl 2 switch found 
w/setpolni in excess ol ro]ecl l.mli.Causod by setpoint drift. Channel placed in tripped 
condition a all Slsiic-O-Flinfl ptessuro sw.lctios to bo fop'acod.W/fl002l4 Hr 
jACKtINNW., OIEOERICH.G.J Commonwealth Ed'Son Co. 00/02/14. 6pp 
62713 186 527t3 190. 


DOCKET 60-374 USALLE COUNTY STATION. UNIT 2 


F. Security, medical, emergency & fire protection plana 

9002060149 Rev 3 to EPIP NSEP-EOF-t, "Manager ol Emorgoncy Operations" 
CAFISON.n.T. Commonwealth Edison Co. 89/12/19. 230p. 62569. t63-&26e0: 186 


-M020 10016 SER concluding that Vahdyne CM-249 Isolation devices In use at lacllltles 
accapt^ie for Iniariacing SPOS w/Class IE safo^ sys. 

* NBC ' No Detailed AffJlatlon Given 90/01/24. ?pp. 52530.348 52530:349. 

9002010094 Advises that info provided In util 69121 1 Itr lor NRC approval ol provlously 
submiUod K-inflnity criLcality approach accepleblo Storage of new high enriched fuel 
dosigrts In UrVi 2 fuel racks allowed. 

SlieM/U4SKI,P.G. Prolact Directorate 111-2. 90/01/24. KOVACH, T.J. Commonwealth 
£d«on Co. 3pp 52S32:078-52532:080. 

9002060369 Forwards responao to Generic Lir 8913 re assurance Ihot uU svc wator 
ays In cooHMianca w/i0CFR50,^p A, GDC 44.45 & 46 & App B.SocHon XI 
RICHTER.M.II. Commonwealth Edison Co. 90/01/29 Oocumeni Control Branch (Ooc- 
ument Cr^lrol Desk). 55pp 52555:315-52556:009. 


9002060165 Bov 2 to EPIP NSEP-EOF-25. "Protective Moasufos Dnociot." 

CARSON.R. CommonweaUh Edison Co 09/12/19 Hpp. 5P589:O5t-52589O04. 

9001290193 Forwards revised page to Insp Repis 50-373/89-21 & 50-374/8d-2l.taplac- 
ing page sent w/rept ihal required proieciion (rel lOCFH73.2l).Otlginal page sl^i/d 
be dosiroyed or returned to NRC. 

GBEENMAN E G Region 3, Ole ol the Director. 90/01/04. REED.C. Commonwoalin 
Ed son Co 2pp 52453 271-52453 273. 

-9001290210 Replacement page to Insp Repla 50-373/09-21 & 50'374/e9-2l ro tra'n- 
irg 6 securtfy.No violairons or daviallorts noled. 

* Reg on 3. Ofc of the D.roctor. 90/01/04. tp 52463 273 52453.273. 

9001300139 Forwards Safeguards Insp Repis 50-373/80-25 & 50-374/89-24 on 
891204-18 8 allogaiion revlow.No violations noted 

GREGER.LR Rogon 3. Ole ol the Director 90/01/04 REED.C. CommonweaUh 
Edison Co. 3pp 62471:341-6247t:344. 

-9001300144 Partially withheld map Repis 50-373/89-25 & 50-374/80-24 ort 801204-10 

S ret 10CFR73.21(c)|2))WeaVno8s noted Major areas Inspeciad mgt suppotl.proiociad 
I vital area barriers, access control potaonnoi & alarm ainilona & conunun canons 
CHBISIOFFER.G- Begion 3, Ofc of the Diecior 00/01 /04. Ip. 52471 344-52471:344 

9001300194 Advises mat Rev 32 to "LaSalle Nuclear Power Stal<on Security Plan." 
ttensmiRod by 891222 Hr consistent w/ provisions ot tOCFR60.64(p) & accopiabio 
GREQER L.n Region 3. Ole of the Oreclor 90/01/04 KQVACH.l.J Commonwoaim 
Ed son Co. 2pp. 52471;348-52471;346. 

900201001 1 Revised emergency procoduree.coneieting ol Rov 14 to L2P-i i iO-i.Rev 9 
10 L2P-1200-t & Rov 17 roLZP-13101. 

’ Comimonwoelth EdiSon Co. 90/01/10. 83pp 52522:108 5252? tOO. 

900I300167 Forwards deia'is of AMS Allegation nill-80 A<0120 ro security acUvH'Os at 
eOHon.fcr into Allegation does not provide sufUctoni beans to indicate potential aeioiy 
concern ovate. Encr withhold (ret 10CFR2. 700(0)]. 

NOneLIUS.CE Region 3, Otc ot the Orecior. 90/01/20. REED.C Commonwealth 
Edieon Co. 2pp. 62476.012-52475:013. 

9002160069 Revised EPlRs.lnclucImg Rov 3 lo ECs-iO 8 Rov 0 to EQ-2 W/sIk ovotei/o 
maps 

' Corrmonwoalth Edison Co. 90/02/02 21pp. 62606 001-52666071. 

9002220364 Forwards SalOty map Rapts 50-373/09-20 8 30-374/8025 on 891208- 
9001 tO.Violaiion noied.but no noiico w'-il bo issued. 

SHAFER, W.O. floolon 3, Ofc of Ihd O/rocior. 00/02/06. RCEO.C. Commonwoa'ili 
Edison Co. 2pp. 62690:028-62090 040. 

-9003220289 insp ReolS 60-373/60-26 & 60-374/09-25 on 001208 900116 Violation 
noted.Major ereaa inspoctod:oparflilonal safety, 8urvolllanco.niDlrii.lERs.ESF sye 
welkdown.tralning.security, repl rovlow.omernency proparoilnesa 8 IONS atio msp. 
HtNDSJ.M Region 3. Ofc 01 tho Direciof. 00/02/06 19op 52690 030-52600046 


9001290051 Generic Ltr 90-02 to all LWR licensees & applicants re eltomaiivo requlre- 
menia lor fuel assemblies In design features section of Tech Specs.Svc I st end. 
PARTLOWJ.G. Associate Diroclor lor Projects (Post 870411). 90/02/01. Consolidat- 
ed Edison Co. ol New York, Inc. 39pp. 52637.055-52637.093. 

9002230170 Advises that 091201 Rev 57 to OA Topical Rept CE-t-A consistent w/pro- 
vlsions of lOCFRSO.App B & acceptable. 

WRiOfIT.G.C. Region 3, Ofc ol the Drector. 90/02/12. REED.C. CommonweaUh 
Edison Co 2pp 52879 210-52670 211. 


O. Inspection reports, IE Bulletins & correspondence 


9001290193 Forwards revised page lo Insp Repis 50-373/89-21 & 60-374/69-21, replac- 
ing page sent w/ropt that required prqiocllon (rot lOCFn73 21). Original page should 
be ooslioyed ot rolurnsd to NRC. 

GREENMAN.E.O. Region 3. Ole of lha Diroclor. 90/01/04. REED.C. Commonwealth 
Ed son Co. 2pp 62453 27) . 52453:273 

-9001290210 Repiacomoni pago to Insp Repis 50 373/89-21 & 50 374/89-21 re train- 
ing A socudiy No vio<alions or deviaiions nolod 
* Region 3. Olc of Iho Director. 90/01/04 Ip. 52453 273 52453:273 

9001300139 Forwards Saloguards Insp Ropis 60-373/69-25 & 60-374/89-24 on 
891204-18 & attogolion review No violations noted. 

QREOER.L.R Region 3. Olc ol tho Diroclor. 90/01/04. REED.C. Commonwealth 
Edison Co 3pp 52471:341-62471-344 

-9001300144 Paills'ly withhoiO Insp Rapts 60-373/89-2& & SO 374/80-24 on 091204-10 
rroi iOCFn73.2i(c](2))Wesknoss noted-Major areas inspociadmgi Buppoti.protoclod 
5 viiei eroa batriors. access contio'-porsonnet & alarm sistions & communications. 
CHniSrOFFER.Q . CnEED.Jfl. Ren’on 3, Ofo of Ihe Oirecior. 00/01/04. Ip. 
62471 344-62471 344 


9001300499 Advises that drait imai rept for Closeout of IE Dullatin 70-23 found 
accopiebio.Lead ongineors lo' IE Bulletins 84 02,90-06 & 87-002 reaeslgnod as hslsd. 
OERUNGSn.CH. Genoric Commyn c eDpns Branch. NRC'05-05-167. 00/01/17, 
LOFY.n.A PARAMETER. Inc. 3pp. 62613:266-62613:85D. 

9001230126 NRC Info N'oUce 00 005, "intor-Sysiem Discharge ol Reactor Coolant." 
Sve list end. 

HOSSi.C.E Division ol Oporalionai Evenls Assessment (Post 070411). 00/01/26. 
Coneolldetod Ed.son Co of New Yoik. inc. lOIpp. 62S3S. 125-62635:227. 

9001230176 NRC Info Nbiico 00-006, "Polnniiai for Loss of Shutdown Cooing While al 
low Reacior Coo'ant Lovois." Svc list end. 

ROSSI.C.E. oivtsion of Oporatlonel Events Assessment (Post 870411). 00/01/29. 
Conaokdated Edison Co. of New York, inc. lOipp. 52535025-52535. >24. 


0002220300 Forwards FEMA 801221 llrs Iransmitllng findings lor oflaile omorgotKy pro- 
parodnoss aspects of 681207 remodal oxorciso & 090124 unannounced dnil.No now 
deflclsncioe noied Offsite radiological omargoncy preparednuss adoquaio 
GREOER.LR Pog’on 3, Olc ol Ihe Director. 00/02/06 REED.C Commonwealth 
Edison Co. 2pp. 52680.001-52600.012. 

0002230460 Advises of NRC conclusion that lalluto to provide electrical supeivtaitm lot 
local fire a'arm circuit remains In violation, per Insp Repla 50-373/B6-04 & 60-374/96 
04. 

MiLLER-fl.J. Region 3. Ofc of tho Diroclor. €0/02/14. REED.C Commonwoatth 
Edison Co. 3pp. 52718 001-52716 003. 


P. Operating license stage dooumenls & correspondence 


9001240190 NRC Info Notico 00 007, "Now Info re Insulellon Msil Performance & 
Debris Blockago of PWR Containment Sumps." Svc list end. 

ROSSI.C.E Dlvis'on of Operational Evonla Assessment (Post 87041)). 00/01/30. 
Consotidatod Ed-son Co of New York, Inc. 09pp. 62535:228-52535:320. 

9001250020 Suppt 2 to NRC Info Notice 88-023, ''Potential lor Gaa Binding ol HPSi 
Pumps During LOCA " Svc list end 

noSSLC.E. Division of Operational Events Aasessmonl (Post 870411). 90/01/31. 
Consoldated Edison Co. of New York, Inc. 05pp. 52533 329-52534:062. 

9001200198 NRC Into Notice 00-008. "Kr-65 Hazards Prom Decayed Fuel." Svc list 
end 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 90/02/01. 
Consolidated Edison Co. of Naw York. Inc. 77pp. 62683:180'52&63:256. 


9002160086 Ack rer:elpt ol util 091027 response lo Generic Lir 80-20, "Individual Plant 
Exams." NRC will document acceptobllily ol ulll plan & schedule In 891201 Hr. 
SHEMANSK1,P-C. Project Diroclofate 111-2. 89/11/24. KOVACH.T.J. CommonweaHh 
Ed.son Co. epp. &2e69.0l2'52669:0l0. 

9001310430 Forwards Amanda 7t & 65 lo Licenaoa NPF-II & NPF-io, rospoertvely S 
safevy evaluation Amends revise Tech Sp^oc 3/4 4.6 re prossure-iemp limits ol RCS In 
order to comply w/ Generic Ltr 06-11 & Reg Guido 1.09, Rov 2. 

SHEMANSKliP.C. Project Directorate 111-2. 90/01/16. KOVACH,Tj. Commorwveallh 
Edison Co. 3pp. 52614:208-52514:235. 

-9001310440 Amends 7t & 65 to Licenses NPF-tt & NPF'td.rospectIvely. rovirUng 
Tech Spec 3/4 4.6 re pressure-temp limits ot RCS in order to comply w/Gonerio Lir 
88-1 1 & Reg Guide l.99.Rev 2. 

CRAiGiJ.W. Project Difeciorale tll-2. 90/01/16. 20pp. 62514:211-62514:230- 

-9001310448 Safety evalusifon supporting Amonds 71 i 55 to Licenses NPF-M & 
NPF-i8,i08pectlvoly. 

' Olllce ol Nuclear Reactor Regulation, Director (Post 670411). 00/01/16. Spp. 
52514:231-52514:235. 

9001310510 Forwards SER concluding that SPOS Valldyne CM-249 tsotalors property 
losced & acceptable for use In SPDS. 

SHEMANSKt.P.C. Project Dliectoraie IM-2. 90/01/24. KOVACH.T.J. Commonwealth 
Edison Co. 3pp. 52630:345-52530:349. 


9001290102 Supp1 1 lo NRC Info Notice 86-030, "Target Rock Two-Stage Safoty/Reliol 
VaNo Setpoint Drift Update." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/02/02. 
ConsdKJatod Ed son Co. of Now York, Inc 70pp. 62556:238-52556:317. 

9001300424 NRC Into Notice 90-006, "Extended interim Storage of Low Lovef Rad- 
wa^e by Fuel Cycle & Malta Licensees." Svc list end. 

CUNNINGHAM, fl.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
00/02/05. Consoldated Edison Co. ot New York, Inc. t08pp. 52503:257-52604 004. 

9002220284 Forwards Safely 'nsp Repla 60-373/89-28 & 50-374/60-25 on 89I20S- 
OOOIlO.Vlotation notod.but no notice will bo Issued. 

SHAFER W.D. Region 3. Olc of the Director. 90/02/06. REED.C. Commonwealth 
Ed-son Co. 2pp. 52690:028-62690.048 

-9002220289 Insp Repis 50-373/89-26 & 60-374/89-25 on 801208-600116. Violation 
noted.Major areas Inspectedoporaipnal safoty, surveillance.meInt.LERa.ESF sys 
waikdown tralning.securlty. rept review.emerger'cy pteparadnoas & IONS site Insp. 
HINDS, J.M. Region 3, Ofc of tho Director. 90/02/06. I9pp. 52690:030 52690.048. 

9002130194 Partial response lo FOIA reguostApp N & O documents available in 
POR App O documents end App P documenta withheld (ref FOIA Exemption 6). 
0H1MSL.EY,D.H. Division ol Freedom ol Information & Publications Services (Post 
890205) 90/02/08. PEPPERMAN.O R. Btocher & Collins. 8pp. 52505:166-62695:239. 


-8607270192 Roouosls tlini aupropilaio projoci mansgef ciiniaet Idanblibd uli 8 pro- 
vido Inlo to pufchaso of cltcbii broakurs frofn suspoct companies 
MA77HF.WS,D B Pfoloct Dupctoralo 11-3 00/07/ ie. BUTLER.W R Pfolect 0«'«:iof8te 
1-2. 55pp 52595:3>0'b2505:3'11. 


-0001300021 Nolce d v.oiaiion irom insp on 891201-31 Violabon no’eij » 
89l226.niaint lochnician cnargod MSIV A oporoto: w/ r.iirogcn per Wo-ls Ajiiv>r7a;.)(i 
01051422 w/o Indopondont vorlficabon being performed. 

• Reflion 4. Otc ol Hie Oireciof. 90/01/22. lp 52490.049-52400049. 


9002230460 Adv SOS Of NRC concluaiori ihal fal'ure to provide electrical supervision lor 
local fire a'arm circuit remains In vlolalion.por insp Repts 50 373/66-04 & 50O74/B6- 
04- 

MILL6R.H.J Rogion 3, Olc ol Iho OIroctor. 00/02/14 REEOC Com-nonwOTllh 
EflSO.TCo 3pp. 5?716.0(H-62716:003- 


-0001300023 Insp Ropt 90-362/09'4i on 091201-31 Violation noicdVa^oi a'cu 
Inspected pfani atalus.onsiie loilowup of evonis, monthly mami & surve 'arcs 
obsa'vat'On, operational safety vcnticaiion & fitnoss fot-duty training 
CHAMeERLAIN.O Region 4, Ofc of the Oiroctor. 90/01/19. Opp. 624M0ISA 
52490:067 


R. Periodic operotlnO reports 8 relnted corrospondance 

9002230092 •'Annual Repl for 1080.'‘ W/000120 Ur 
DIEDERICH.G.J. CommortAOoIlh Edison Co. 89/12/31. Spp 52715346-52715:350. 


8 Reportable occurrences, LERs 8 refalod correspondence 

9002230100 LER 89-009 01:00 00Q61O.dlaphtagrn leak discovered In RCIC steam line 
h gh flow isolation Switch. Caused by i & t/2'inch tear indiephragrnPiessu'edilleien- 
V.al switch replaced & callbt nopottad per MRC Builellri66-002.V//9002l4li>. 
TENNYSON.M. OlEDERiCH.O.j. Cornrnonvvoallh Edison Co. 90/02/14. 6pp. 
62713:050-52713060. 

900223016S LER 09-010 01. oP 6907 1& & IT.voltaga esc/lations noted bn Otv D bsiiery 
chargor, resulting In moporabl'ity ol IIPCS sys. Caused by lailuro of charger in high voU- 
age stuidown relay Chargor onorglaed & relay ropiaceaW/9002l5tir. 

VINYARO-KT. OlEDERlCH.G J. Cornmonweallh Edison Co 00/02/16. 6pp 
62713.033-52710036. 


DOCKET 50-382 WATERFORD OENERATINQ STATION, UNIT 3 


F. Security, medical, emergency & IJro protoetlon plana 

9002160263 Oiscussus Invos'igotion Repl 4-a9-O02 & (onwards not'ce ot 
violation. ViclaliOM B re OC Insp ol firo eoal repai/ work rec’asshed as Seventy Level 
IV & no civil penalty proposed 

MARTIN, no Rogion 4, Qfc (if Iho OirocWr. 90/02/08 DEWEASBJG. louis’ene 
Power a Light Co. 4pp. 52050:240-62056:246. 

-9002160250 Notice of violation from Invoallgailon cempieiod in Sept 1 969. Violations 
t^oledMelnl Work Procodu.'O ME-13-100, "Fire Barrier installation i Rework." found 
dollcleni a not prompily corrected. 

■ Region 4, Ole of me Director. 00/02/06. 2pp. 528Se 244-5268$245 


9002090045 EN-S9-065A:on 900203, order Impos'og civil ponalty m amoj.nt o' 660 CCO 
wll be Issued Staff conclusion that violation occunod os staled a that rodiKLon el 
seventy level or mitigation of civil pona'iy inappiopriato noted. 

LUE11MAN,J.. LIEBEflMAN.J OlC of Enforcomen! (Post 8704t3). 90/01/20. 'J 
53590 052 52S99 052 

9001230126 NRC Info Notice 90-005. •Tnlor-Sysiem Discharge of Reactor Cotfar:' 
S^Ustoflcl 

ROSSl.CE. Division of Operaiional Evonis Assessment (Post 870411). 90/c1»79 
Consofdalad Edison Co. of Now York. Inc. lOipp. 52535:125-52535 227. 

9001230178 NRC inlo NotSco 90-006, "Polenlial lor Loss ol Shuidowr* Cooling V.WoU 
Low Reactor Cooloni Levels." Sve list end. 

ROSSl.C.E Division ot Operational Events Assessment (Post 670411). 90/0lr?3 
ConsrMidaled Edison Co. of Now York, Inc lOipp 52535:025-52535:124. 

OIK)2060413 Responds to NRC Bulletin 69-003 re poloniiai toss of required shi.;do«i 
matgn during lofuo'ing operations, insiruciions lor dolormining acceplab'o rc^ekig 
boron concentraiion provided in Procedure RF-005-001. 

BUnSKl.R.F. Loul.siena Power a Light Co. 90/01/29. Document Control Diane-- (Soc- 
umentOlOlrotOesK). Spp. 52558.059-52550:061. 

9901240190 NRC Info Notice 90-007, "Now Inlo re Insulation Man Perlormico 6 
Oebns Blockege ot PWR Containment Sumps " Sve Met end. 

ROSSf.C.E Division of Operaional Evonis Assessmeni (Post B70411). DO/Oi/30 
cionsoidaled Edison Co. ol New York, Inc. 99pp 52535 320-52535 329. 

9002D60417 RoQuosts oxiens-on of comnilimuni dates in response to vlcledons noiodki 
InspRepis 50-362/69-17 a 50 302/09-22 to 000322 a IB.respoctivoly.VIO'aiions co 
eiod use oi duplex slrainors a missing solgmic support lor cabinet 
eURSKI.RF. Louisians Power a LighT<3o. 90/01/30. Documrini Control Branch ipoc- 
umonl Control Desk) Ip. 52550 046-52550:046. 

9001250030 Suppi 2 10 NRC Into Notice 09-023. "Poloniml lor Gas Binding of 
Pumps Ourlng lOCA." Svc Usi encl. 

ROSSl.CE 5rv.$ion of Oporeiionai Evenie Asaoasmoni (PosI 870411) 00/01/31 
Consolidated Eckson Co. of Now York, inc. 95pp- 52533;320-S2534:062. 


P. Oparaiing llcansa sloga documenta 6 corraapondenea 


6003020109 inlorms Ihol photngrnphlc aurvoys drac<iniinuod.por basomat monhonng 

B rontamMonitorinQ program impiomonllA^ procodura w-il be ravisad to lof'oct change. 
URSKl.R.F. Louis ona Power i Lion* Co. ©0/01/26 Document Control Bra.ncn (Ooe- 
umonl Conirol Dosk) ip. S2640.II9'S2540;118. 


9002060409 Farwards rosponso (0 Ooncrlc Itr 69 1 3 re saloty-relaled open $vc water 
aya.insin/rflonis In place on compoRORt cooling water ays/eui-iiary componeni £00*100 
waior sys HXe whicii connect le pfeni mo-nftor cornpuier. 

0uR3i<i,R F. Louisiana Powor a Light Co. 90/01 /29 Oocumem Control Oreoch lOoc- 
uinortt(3onlrol Dosk) lOpp. 526S0 04O-52C5O:OS6. 


9002070307 Adv.ses that Rov 3 to OA program descnpiion.submllted by 691214 
Itr, moot roqulromoflls of lOCFRSO.App B & accepiab'e. - . 

COLLtNSJ.J Rogion 4, Olo ol iho Director. 00/01/29. OEWEASEJ.O Lousiana 
Power a Light Co. 3pp 62507:240-52607:242. 


9001290051 Qonortc Lir OO 02 1o all LWn llconseoe 6 appiicanis re BicernaNve roqu-re- 
monw lot fuel assombl'oa In dosign foaluros acciion of Tech Specs.Svc ksl ertd 
PARTLOWJQ Assoclaio D rocior for Projecla (Post 870411). 90/02/01 Consokdal- 
od Edison Co. ol Now York. Inc. 30pp- 626 3 7:05 5-62637 093- 


9003220667 Roquosts Uial utl rOfGonOrlC Hr 80-13 4 TAC 74081 to 900120 response 
10 flonofic Hr ro Svc water 8y9. . .. „ 

HEODONF.J Prolecl OiroclofolQ IV 90/02/00 DEWEASE.J.Q Louisieno Povrtv a 
UghlCo. Ip 62803:160 52003:166. 


0002220366 Appficailon lor amend to Liconeo NPF-38,consl9ting ol Change Requwi 
NPF-36-l07,fovi8.n9 Tech Spec 4,6 2.« lo refine m-n accflpfanco erticna lor MPSI 

S ump surveillance foquiroments. ^ ^ „ 

EWEASG.J.Q Uulslana Power & Light Co. 00/02/12 Documew Control Branch 
(Docurr.onl Conifol Dosk). 6pp. 52096:221 -52606:233. 


-9002220364 Proposed Tech Spocs.reflnlng min acceptance cniede for HPSI purr>p8w- 
'•Vouislaria'^owTAtlght Co. 00/02/12- 6pP- 62 6 96:229-62696:233. 


9&030S9305 Atkteceipi ol 930117 iti inlorm'ng NRCol steps taken to conoctYdaViora 
noted in insp Ropi 50 302/89-37. 

COLLINSSj. noo'pn 4. Olc ol mo Oirecior. 90/01/31- OEWEASE.JO. Lovisiaia 
Power a LIghI Co. 3PP 52555.271-52555:277. 

9001360196 NRC Inlo Nonce 90 008. "Kr-OG He/ards Fiom Decayod Fuo'." Svc I9 
oncf 

ROSSl.C.E Division ol Operational Evonia Assossmont (Post 070411). GO/03/01 
C^atfidaiod Edison ol Now York, inc. 77pp. &2583:1Q0-S2683.25B. 

9003070496 Ack rocolpl Of 691 120 lir inloimlng NRC ol stops taken 10 correct violeltori 
noted In Insp Repi 50-362/09-20. 

COaiNSSJ- Rogion 4, Olc ol the Director. 90/02/Ov DEWEASE.J.Q. lousiau 
Power A light Co. 3pp 62570.084-52570;087. 

9001390103 Suppi I lo NRC Into Notice 66-030, "Targol Rock Two-Siogo SaMy/Ro al 
Valve Setpoint Drift Update." Svc list encl. 

ROSSl.CE Division ol Operational Events Assessmont (Post 670411). 90/02/02 
ConsoHdaind Edison Co. 01 Now York, Inc. 78pp. 52556:236-52556 317 

9003120056 Responds lo SALP repl (or Aug 1966 • Oct l969.Conirary to info coi.lal-wc 
in SALP repl, civil penalty not assessed by State of NV for radioacllvo mail l-s'-spon 
vtoladons.lssue lasolvod w/5iaie ol NV w/o iesuanco of civil penalty. 

OGW^SEJ.G Louls^orw Powor a Light Co 90/02/02. Docume-il Control BiancJ- 
(Oocumonl Control Desk). 6pp. 62617:005-62617:110. 

9002160131 Forwards ordor Imposing civil penalty in amount ol $50,000 'O 'a-Lio lo 
ies\ plani HPSi pumps in acomdanco vr/ appHceWo roquitomenis.Vto'.a'.'Ott occ'jr-ac 
as stelod in noUce A proposed civil penally anould be imposed by order. 
TH0MP50N.H.L Dep Exec Dir lor Nuc Malls Sefety.Saleguards 6 Operations Sup- 
port (Post 690205). 90/02/02. DEWEASE.J.Q. Louisiana Power & Light Co Spf: 
l2«75-.247-52675:359 

-9002150133 Ordor imposing civil monotary penalty In amount of $50,000 for vINs'Joni 
noted during insp on 6903ljD-09.Evaluatlon9 & concluslone oncl. 

THOMPSON, H.L. Dap Exec Ok lor Nuo Mulls Salety.Safogueids A Opetaltons Sv> 
pod (Post 890205] 90/02/02. Louisiana Power & Light Co 10pp. 62675 353- 
5K76 259. 


Q. InapscUon reports, IE BuHetlna 8 correspondence 


9002140034 Discusses Insp of Ebasco proou/emoni scWities ai faeWy. InvolvM 
Ebasco pereonnol w-ll bo trained on roQuIremonie pnor to Iniiiailon of any new safely- 
leialod purchase oidots as loqu 'Od by manual ooa/'uctu 

HEALY.CR. Ebasco Services. Inc. (subs. <>* BRACH.B.W. 

VOftdOf Insp-eciion Branch 3pp- 62653:230 •62653:241. 

9001390498 Advises Ihal dial! itoal ropl c’oseout ol IE ^23 IwM 

accoplablo Load onolnoore for IE Ou loHne 84-02 60-06 A 87 W2 reasstaned as 
BERLINGEfl.CH. Generic ComniunlcoUon| Branch NflCOS-es-lS?. 90/01/17. 
LOFY,R.A PARAMETER, Inc 3pp. 82513:266-52513.256 


9001300019 Forwards Insp Ropl 60 •382/69-41 on 
COLLlNS,S.J. Reg on <(, Olc of Iho Dlrocior. 
Power 6 LighI Ck). 3pp. 62400.040-52490:057. 


991201-31 A notice of violailon 
90/01/22. DEWEASE,J.G. Loiisiena 


9001300434 NRO Into Notice 90-009, ''Extended Inlorlm Storage ol Low level Rsd- 
wasto by Fuel Cycle A Mails Licenseoa" Svc list oncl. 

CUNNINQHAM.R.E Division ol Industrial A Medical Nuclear Safoty (Posi 670729; 
90/02/05. Consolidated Edison Co, of New York, Inc. lOOpp. 52683 2 57-62584.004 

9002140042 Forwards ordor imposing civil monetary penally issued lo util on 900202 Isr 
iransmiltal to Ofc of FR.W/o encl. 

UEBERMAN.J. Ofc Of Enforcerr.ent (Posi 870413). 90/02/07. LESAR.M.T. Rogualcry 
Publlcailons Branch, lp. 62653.171-52653:171. 

9002150383 Discusses Investigation Rept 4-89-002 A lorwarde notlca c-* 
<^la(ioa Violation B re QC Insp of lire seal repair work reclassified as Sevcniy Lerel 
IV A no civil penalty proposed. 

MARTIN, H.O. Region 4. Olc of the Oiroctor. 00/02/08. DEWEASE.J.Q. Lovisla'-i 
Power A Light Co. 4pp. 52656:240-52656-245. 


DOCKETED ITEMS 


-S0021S02S6 Notice of violatlcn from invesimation cornploiod fn Sopl 1 989 Violations 
noted Mami wo'li Procoduro ME-13-iCO. ' P re Oarr .or 'naia otion & nowo'k." lour'd 
dalicienl & rot piorrptly corrected 

' Reg on a, Otc ol Iho D.rector 00/02/08. 2pp S265624'l-52fi66245- 

9002220584 AcK receipt cl 908110 Hr inlorm i.Q NRC ol Stops takon to coiieci violations 
noted in insp Ropi 50-382/89-30 NRC Inspectors u'inware thol edoi info r.ocossary to 
resolve open item re appiopf'BJo eootprront li'o 

COLLINS, Sj. Heg;on A. 0!c ol me Ci.-ocior. 80/02/12. DEWEASE.JG. Loui&'ana 
POAor & Light Co 3po 52678 269 52678:204. 


S. Reportable occurrences, LERs & related correapondence 

9002060383 PN'0-IV.90.004.on 000123. plartl shut down to Mode 3 cortdilicns to .nvesi - 
gate la tu'e ol control element drive rroior coc'ing (an Motors B & D.P-a'ii starijp 
planned lor 9Q012S. 

CHAMSERLAIN.O Region 4, Olc ol the Di-eclot 00/01/23. ip 52547:188- 
52647:168 


V. Operator Examinations 

9001290196 Advisos ihet sdn-lmsitetlon ol generic fundamentals rtxam section ol writ- 
ten OL oxam will conform to siaiod log'sual-an & oxam process guidoiinos lo be in- 
eluded In next rev of NUREG.|02l, ' NRC Operator Licensing " 

COlLiNS.SJ. Region 4. Ofc ol Iho Oitecior. OO/flf/00 OEWCASE.JG Lotisarwi 
Power & L'ghl Co. 6pp 52473 001-524 73.005 

90013(10077 Forwards list ol individuals that no longer tequitn reectoi operator iiconsos 
at plant 

eLrREKl.RP. Louisiana Power & Light Co oo/Ui/22 MARTIN.HD RogonA.Oicol 
mo Oteclor. 2pn 52489 193-52489.194 

9002130256 Provides Into re generic fund.imonteia exam accliort nl oporolor licnns-ng 
written oxam to bo admlnisloied on 9Q0207 Map of a'oo.iisl of 'odging & ptcilmiWY 
instructions onci 

COLLINS.SJ Region 4. Olc of the DiiOCtor 80/01/29 OP.WEASII.JG LCuls'ana 
Power & Light Co 4pp 52e47.246-S2647'249. 


OOCKST 50-387 SUSQUEHANNA STSAM ELECTRIC STATION, UNIT f 


P. Seoiirllyi medical, emergency A fire protection plana 


9002060005 Poiwards Insp Repis SO-OQ/zOO 35 & 50-388/00-34 on 69l2iO-2l.No v.o 

laiions noiQd 

OURRJP Reg'On t, Ofc ol lf<a Cl-rodor OO/Ot'33. KEiSGIt.HW PnnnsylvanA 
Power & LIghI Co 2pp. 52559 26 1-52559.273 

•'9002090006 Insp Ropis 50-307/89-35 A 50 300/69-34 on 001210-21. Vioiatrons 
noied Major areas irtspacM.rovlow oi iiconsoo act ons irt rosportio lo conimcioi o-v- 

K oyoo al-egalion re nancompi anco w/ponoiraiion lire seal regu-romonis 
ATHEW.fl.K., ANDERSON, CJ Hog'on 1, Olc o( Itio O.roctor. OO/Oi/ift. iipp 
52659 .263-52559.273. 

0002020203 Forwards pro'lmnary scope & SChe(f.i‘o lor security upgrade ptojccl lir-cl 
withhold (rcl IOCPR73.21]. 

KElSER.H.W. Ponnsylvana Power & Lighl Co. 00/01/25. VARGA.SA. O-vialon ol Re- 
actor Prelects • I/It (Post 0704111 Ip. 52550 001-52559.001 

9002120079 Revised EPIPs.Inciudmg Rov 6 lo EP-IP OaO.Rov 5 lo EP-lP-31 A Hov 0 lo 
EP-IP-O33W/0OOI26 Hr. 

KElSER.H.W. Pennsylvania Power & L ghtCo. 00/01/28. 43pp 52617 111-52617 154 

9002090064 Forwards Final SALP Ropis 50-307/80-99 & 50-300/66-99 lor Fol) 1980 - 
Jul 1080 Performance In ong-nooting support in-provod & coniinuod strong podocm- 
anca noted in area of secun^/saloguards 

RUSSELL, W.T. Region 1, Olc of the Oitoctor. 90/01/31. KElSER.H. Pennsylvania 
Power S Light Co. 3pp. 52607. 220-52007 310. 

-9003<I90065 Final SALP Ropts 50 307/00-99 A 50-308/00-09 for Fob 1908 - Jut 
1089. Category 1 assigned In aioos of plant oporalions, mainl/sutvol’Jenco.eniorgency 
preparedness, security/ safeguards & rofucirng & oulago mgt. 

• Rogion 1, Olc ol Iho Droclor. 90/01/31. 30pp. 52607.232-52607.310 


H. General correspondence 


90021S0249 Informs that RQ Oyram promoted lo position of vice piesidont of nuclear 
operac-ons.Byram should be added lo sve list 

KEISER.H w. Pennsylvania Power A light Co. 00/02/07 BUTLGn.W.H. Proieci CMrec- 
toiaio 1-2 ip. 62658:183-52666:183. 

9002190022 Informs of recent organi 2 atlonal changes within ulil. RC Byiam promoled to 
posllion 01 vice piesideni for nucloar operations & HG Slanfey promoloet lo posrt-on of 
si^enntendonl ol plant. 

KEISER,H.W. Ponnsylvana Power & Lighl Co. 00/02/07. RUSSELL.W.T. Regon 1. 
Ofc ol the Diroctoi. 1p. 52679.097-52670 097. 


J. Insurance A Indemnity information 


9002120008 Forwards Endorsement 51 to NELIA Policy NF-262,Endoi8emonl 34 to 
MAELU Pol.cy 107, Endorsements 6 lo NELIA Polcy NW-157 & MAGLU Poacy MW- 
77,EndorBemeni 23 lo NELIA Policy NS-422 & Endorsomant 1 1 to MAELU CerMicalo 
W-04. 

KElSER.H.W. Pennsylvania Power & Light Co. 90/02/01. SALTZMANj. NRC . No 
Oelallod Affiliation Given, ttpp 52617:262-52617-202. 


P. Operating license etago documents A correspondence 


9001300042 Forwards Topical Ropt PL-NF 80-005. "OuaiTcaiion of Transient Analysis 
Motnods for Bwn 063 gn & Analysis.' fo' review & approval Approval needed to sup- 
poll icot-sn erner.d pno’ to Ur.lt 2 Cycle 5 startup scheduled for OtOStO. 

KEISER.HW Ponnsylvan.o Power & Light Co 90/01/22. BIJTLER.W.R. Pro|Oct Olroc- 
torale 1-2. 2pp. 52530 081-52533 276 

-9001300047 "OuaJ-caiion ol Ttansiont Analysis Methods for BWR Design & Analy- 

•iib ■■ 

EMMEl T.J H.. KUL1CK,J M , OODGE.C G Pennsylvania Power & Light Co. PL-NF-09- 
035 RCO fl9/l2/2f f43pp. 52530.033 52S30 276. 

9002010108 f orwards Bpp'icaiion lor Prop^osed Amends 127 & 79 to Licenses NPF-t4 
& NPF-22.riispoci<vcly Amends charge Toch Specs 10 delete isolation function of dif- 
futoniw'. temp sonsi-g sys & cl minate do'ie-T Insirumeniat on. 

KElSEfl.H.W Ponr.sylvaria Powar A Light Co. 90/01/26. BUTLER.W.R. Project Dlroc- 
toraio 1-2. 5pp 52515 205 52515 252 

-9002010172 Appi cation Ipr Proposed Amends t27 6 79 to Licenses NPF-14 A NPF- 
23/espcclively.doloting isolation iunct.cn of d tferential lomp sensing eys A eiim-nating 
co'ia T insitumcniaiion m Toch Specs 

KEISER.HW. Pornsylvaria Powpr A Light Co. 00/01/26 10pp. 52516 211-52516:220. 

-9002010174 Preposod Tech Specs re isolation acluahon Insirumonistlon, Inslrumenia- 
ixin solpoltus & 8‘j'vo:iiance rortui-emenis 

• Pennsylvania Powa.- A L.ghl Co. 90/01/26. 32pp 62515 221-52516.252. 

9001200051 Gonchc Lir 03 02 to aii LWH iconsoos A a^iiicanis re allernaiivo requite- 
monis lor fuel assembi os .n design ioaiures scct.on ol Yoch Sports Sve I si oncl. 
PARTLOW.JG Assonato Dirocior lor Prcjocis fPpsi B704iiy 90/02/01. Consolidat- 
ed Edison Co. of Now '7ork, Inc 30pp 52037 055-52637:063. 

9002120325 Fonvards schadj'.os thai provide details ol tasks requ'rod to complete ac- 
iniiiios to dreso) gonp/oior.s A advises pi piart lo have spare ^ris on sfie in fime'.y 
Hwinner lo scpporl ooch diesol Insp 

KEiSER.il W. Ponnsylvan'a Powpr A Light Co 00/02/02. BUTLER.W.R. Prelect Oirec- 
loroiol-2 lOpp 52024 000-52924 106. 


O. Inepoctlon reports, IE Bulletins A correspondence 


9901300498 Advisos H'oi draH l.r^al repl lor doseoul of IG Bu'lotin 79-33 found 
AcccipiaMe Load oncinoeis for IE Bu'ioH'is 64-02,80 08 & 87-002 loassig^ftad as listed. 
OERLINGER.C.H Qenoilc Communcstlpne Branch NRC-O5-0S-I5/. 90/01/17. 
LCFy.RA PARAMETER. Inc 3pp. 52513 256-52513 290 

9002070123 Rosperds lo violbi-Ons rolpd In Insp Ropis 50-307/69 90 A 50-390/99-60 
A cued m Enioicome-ni Action EA 69-208. Corroctivo actions iiconsod oporaior requali- 
iicoi on proaram tov.$od >o le'r.ovo cporaici following fai'ure lo pass exam. 
KEISGH.HW. Pai'nsylvon-a Power A Lighl Co. 90/01/22. HODGES, M.W. Roglori 1, 
OICol llroOrocwr. 3pp 52570 029-52570.031- 

0002060005 Forwards insp Rupts 50 307/09-35 A 50-3eQ/89-34 on 891218-21 No vlo- 
laiions irotod 

OUKR.J.P. Rogon 1. Cic ol Iho Droctcr. 90/01/23- KEISER.HW. Pennsylvania 
Power A Lighl Co 2pp. 52550 261 52550:273. 

-9002060009 Insp Hopis 50-387/80-35 A 50-399/00-34 on B9t3t6-2l. Violations 
nou'it Maioi oroas inspociod review ot Lconseo actions in rosponso to coniracior em- 
p'oyoe a'JouQbon le noncompiirinco w/ponotralion l.ro seal requirements 
MATHEW.R.K. ANDERSON.C.J Boijron 1. Die ol Ihe Dfrocior. 00/01/19. 11pp. 
52550 293 52550 273 

0002670255 Ferrwards Mgt Mooting Repis 50-387/80-37 A 50-3B8/89-36 on O01219.Util 
pfans lo subm.l formal roof lo NRC by 000106 

buRR.JP Ronion i, Olc ol tho Droclor. 90/01/24. KElSER.H.W. Pennsylvania 
Power A Ught Co 2pp 52570 000-52570 I86 

-8002070259 Mooting Hopis 50-387/00-37 A 50-388/69-36 on S9l2lB.Malor areas 
(Tscussed preliminary root ceuso lind ngs for recent emorgency diesel generator 
cconkcaso explosions ol plant along w/possiblo corrective actions to prevent recur- 
rwico 

WOOOARO.C, ANDERSON.CJ. Regcn ?, Olc ol Ihe Dirocior. 00/01/19. 85pp. 
52570002-52570 186 

900M70220 Confirms dalos of 900205-08 for Reg Guide 1.97 Insp at plant Mgt en- 
(tertco moofing sched-jied on QOOZOS A mgt oxii rr.ecfrng lenlatweiy scheduled for 
800209 

OURR.J P Rogicn 1. Olc of the Dreclor. 80/01/26. KElSER.H.W. Pennsylvania 
Powai A Light Co. 2pp 52604:277-52604.276 

0001230128 NRC Info Notice 00-005. "Intoi-Systom Discharge ol Reactor Coolant." 
Sve list unct. 

ROSSI.C.E O.vls'on ol Operational Events Assessment (Post 670411). 90/01/29. 
Consofidaled Ed-son Co of Now Yorli, Inc lOlpp. 52535:125-52536 227. 

9001230178 NRC Info Notice 90-006, "Potential tor Loss ol Shutdown Cooling While at 
Low Roaclor Coo'ani Levels. " Sve list oncl. 

ROSSI.CE. Division of Oporai.onai Events Assessment (Post 870411). 90/01/29. 
Consobdateri Ed son Co. of Now York. Inc tOipp. 52535 025-52635:124. 

6901240190 NRC Info Notice 00 007. "Now Info ro Insulation Mail Performance A 
Oobris BHK^rego of PWR Containment Sumps." Sve list end. 

ROSSI.CE, Division ol Oporai-onal Events Assessment (Post 070411). 00/01/30. 
Consolidated Edison Co. of New York. Inc. 09pp. 52535:228-62535:329. 

9(K)2120320 Responds to NRC Our.etrn 69-002, "Slress Corrosion Cracking ol H^gh 
Hardnoss Type 410 Stainless Steel Internal Proloaded Bolling In Anchor Darling 
Model 5350W Swing Check Valves or Valves of Sim.ler Design." Valves not In use at 

plani 

kElSEH.H.W Pennsylvania Power A Light Co, 90/01/30. RUSSELL.W.T. Region 1, 
Olc of Ihe Director. 2pp. 52627 107-52627:100. 



9001260020 Supol 2 It) NPIC Into NoiiC© 83-023. ' Polential lO' Gas Si-drg 0« HPSi 
Pumps Dunng LOCA " Svc 'i9l enci 

nOSSi.CE Div8;on o( Operaional Even's Assessment (Post B70411) 90/01/31 
Conscl.daiod Ed son Co of N’ew York, inc 95pp 52533 329 52534 062 

0002090064 Forwards Final SALP Flfipts 50-397/e8-93 S 50.3a8/Q3-99 'O' Fob 1958 • 
Jul 1989 Porfotmanco in engineenng support Imp'ovod 4 continued slrong portorm- 
ance noiod :n area ol secunty/sa'eguaids 

nuSSElL.W.r. Region t. Ole 0l the Director 90/01/31 KElSER.H Pennsy^e'-la 
Powo- & Light Co 3pp 52607.229 52607 310 

-9002090065 Final SALF Ropls 50-367/66 99 S 50 366/66-99 lor Feb >963 • Jul 
1989 Category 1 assigned .n e.'oas of p'ent operaiio-ns, meini/su.'veraneo.o'tisrgo''cy 
proparodness. security/ safeguards & roluelmg 6 ouiege rr.gi 
* Rogon t, Qtcol me OifOClOt. 90/01/31 38pp 52607 232 5260 ? 3«0 

9001260198 NRC Into Nolica 90-000, "Kr.Q5 Hazards From Oocayod Fuol" Svc "H' 
encI 

ROSSi.CE Divislof) ot Operaionai Events Assossmant (Post 8704111 90/02/01. 
Consoldatod EdiSCnCo ot Now York, Inc 77pp 52563 180 52583 256 

6001290102 Suppi i to NRC Into Noice 68 030, ' Targei Rock Two-Stage Sa'eiy/Rei el 
VaNto Selpo nt Ontt Opdeie." Svc 'isl end 

ROSSI.CE. Division ol Opereiional Ever’is Assessfre."! (Post 670411) 90/02/02 
Conso'idalod Ed son Co of New York, inc 78po 52558 233 52556317 

9002 120925 Forwards schedules that prcv.de deiai's ot tasks requ tod lo compieie ac- 
tvlties re dioset goneraio's & advises at plan to have spare parts ort nio in biro’ll 
manner to support each diesel insp 

KEiSEfl.aw. Pennsvivanin Power & Ughi Co 90/02/02 BUTLER.W R. Prcjoci Diroc- 
ioralel'2. t&pp 52624:090 52624:106. 

9001300424 NHC Into Notice 90009, "Eirtended .'r'erm Storage ol low level Rad- 
waste by Fuol Cycle & Mails Licensees " Svc 'isi enci 

CUNNINQHAM.n.E. Dviaion ol Indusvial 4 Medicc' Nuclear Satoty (Post 670729) 
90/02/05. Consol dated Edison Co ot New York, Ir.c. lOepo S2SB3 257-52504 004 

9002100137 Respwas to NRC 000106 lit re violations noted in insp Repw 60 367/69- 
33 4 60-368/89-31 CorrQCl^e actions RHR svc waiei p-jmp 2P50ER remans n mop- 
oreb'o siatua uni I cause ol deviation doto/mincd 4 condifon conocied 
KEISER.HW. Pennsylvania Power 4 Light Co 90/02/05. GALIO.RM Regon 1. 0*0 
ol the O-recior 4pp. 52653 141-52658 144 


R. Periodic aperaling reporta & related correspondence 

9002070166 Forwaids NPOSS d-SCharge monitcnng lepi lor Ooc 1909 4 SietO Ot 
PA.Oept ol Environ Rosourcoa monih'y leciiiy r«p; Po'm (Ol'il?>No.‘'compYan:es tor 
2inc on cool ng lower blowdown on 891228 4 lor missed san^io noted. 

FIELOS.JS. Pennsylvania Powar 4 Light Co 90/01/25. SRcZiNSKi.R Pennsyivena. 
Co/rmonvieaMhol 2pp 52567:049-52567.093. 

-90«a0702«$ "NP0E5 Dtscharge Mwtenng flepi" lor Dec 1969. "Siaie ot PA.Oepi o' 
Environ Resources Monthly Fao ity Rept " end 
’ Pennsylvania Power & Light Co. 89/12/31 I3pp 52587 051-52567 003. 


8. Reportable occurrences, LERi 4 related correapondenee 

9002120242 Fotwarda reauesi tor addi nio re diosoi genereior crenkceso eipiasion 
evente ai plant,pei eoouo ta'con. 

THADANI.M C. P/o;eci Oiredorate 1-2. 90/01/31. KEiSER.H.VV. Pennsyivan a Power 4 
light Co. 4pp. 62627:129 52627:132. 

9002070237 Notification of 600208 mealing w/ull In Rockvi le.MO for briebng ondesel 
generator crankcase e>P'osions. 

THADANI.M.C. Project Dl/edotale l-2 60/02/02. MURLEY.T , GRiVES.O . MCKEE.P 
NRC • No Detailed Alf haVion GNen. 2pp. 62693 029-62&d3.030 

9002220371 Pan 21 rapt re mehi ol Auiomatlc Valve Corp MSlV 4/ct mein steam roaet 
valve using spanner wrench In erder lo avo.d adenoid valve aiem damego.pcr 1984- 
65 change In design. Maini instructions end 

HUTCHINS.T. Automate Valve Corp. 90/02/02. NRC • No Delated AftLalron Ok/on 
38pp. 6273e.068-62736;105. 

9002130055 PNO-l-00-008.dn 600203,los9 ol Shutdown cooil.ng occu'/ed, causng roac- 
lor temp to exceed 200 dogrees F.Cauaed by g-ound faiH on rescior proleciion 
sye.Piess release issued. Commonwealin ol PA noiified 

SWETLAND.P.O. Region I.Otcol the Diroclor. 90/02/05 2pp 52945.333-52645 334 

9002220014 LER 90-001-OO.on 9001 tS.centinuous fire waiches not esishlshed wchln i 
h when power supply/grou.'id lauli circuitry to transponder cards In SNrrplex alarm sys 
iailed. Circu'.irv replaced 4 fira waiches esiebkaned.wr9002i2 it<. 

DAVIS, SE.. STANLEY.H.G. Pennsylvania Power & Light Co 60/02/12- 4pp 
62679 041-52679:044. 


V. Operator Examinations 

9002140284 Forwards revised NRC Forms 398 4 396 re personal qua’iHcaCons state- 
ment 4 certllicailon ol mod cal exam by licensee,tospeciivo'y AH appficabons lor li- 
censes to ba submitted on revised terms by 900201. 

QAlLO,R.M. Region 1, Ole of the Director. 90/01/05. KEISER,H.W. Pennsytvenia 
Power 4 UghI Co. 8pp. 62653-296-52653:303. 

9002070123 Flasponds to vlolatons noted In Insp Repis 50-367/89 60 4 60-360/69-80 
4 cited In Enlorcemeni Action EA-89 208. (3orrociive actians:llcensod operator reciuel - 
ficaUon piOQtsm revised lo remove operaicn loilov/nQ la kite lo pass e«8m 
KEIS6R,H.W. Pennsylvania Power 4 Ughi Co. 90/01/22. HODGES,M.W Reffon 1 
Ofc of tho Director. 3pp. 52570.029-52570 031. 

9002140108 Discusses generic fundarr.enta's exam section ot wnlien operator keens ng 
exam.per Generic Ltr e9-l7.SecUon will consist ot tOO muluple choice questicne w7 
passing score set at S0%.Sample plans 4 reglslrailon lorm enci 
GALlOjRM. Region l, Olo of the Oiroclor. 90/01/24. KEiSER.H.W, Pennsylvei^a 
Power & Ugni Co. 6pp. 52655:185-52655:172. 


DOCKET 60-388 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 2 


f. Securliy, medical, emergency A fire protection plana 

9002060005 Forwards Insp Ropls SO-367/86-35 & 50-368/89 34 cn 80t2te-2l.No v1> 
(aUena rotod 

OJRR.JP Rogcii 1, Ofc ot me Dimeter. 90/01/23. KEISER.HW. Po'insy'vsrid 
Power & Light CO. 2pp 52559 281 52559 273 

>-9002060008 Insp Repts 50-387/89 35 & 50-388/89-34 on 691218 21. V-Cabons 
noted Major areas inspncicd roviow cl iiconsoo actions in rosponso to co.niiadoi env 

e o-yoe arecetot) re r.oncompllance w/ponotrai'on llro seal roqu roments. 

ATHEW.RK Regon I, oic O’ me Diioctor 90/01/10 11pp S25S9 263-52559 ?73 

9002020202 Forwards preliminary scepe & schoduio for eocurity upgrade prolsclErirJ 
wtihheid {rot IOCFR73 2I) 

KEi^n.HW PA-osyivana Powo.' 4 Light Co 90/01/26. VARGA.SA Divls o-i ol Re- 
actor Pro, -eels • l/l’(Post 870411) Ip. 52550 C01-62559 001. 

9002120070 Revised EPIPa, Including Hov 6 lo EP-lP-029,nov 5 to EP-IP-31 4 Rsv 9 lo 
EP IP-033.W/flC(ll26 Hr 

KEISER.H.W Pennsylvania Powo' & Light Co 00/01/26 43pp 52617:ni.62617;-54 

9002090084 Fo.'wards Final SALP Ropis 50-307/88-90 4 SO 388/00-99 10/ Fob 1988 • 
Jjl 1999 Performance n engnoo-rg suppori mprovod & continued strong por'orm- 
ance noiod v) area of seciin^/saleguarda. 

RUSSELL.wr Region I, Oic ol mo D.roclor. 93/01/31 KEiSER.H. Penns/varta 
Pewer & light Co hp 52607:220 5260/ 310 

-9002090065 Final SALP Rspis 50-307/60-99 4 50-368/60-99 lo' Fob 1958 - Ai 
lOdOCatogorv 1 assigned m areas ol plant opoiaticns. maint/aurvoi lance, emo-gcncy 
p/epatodnosk.securiiy/ safeguards & rofuol.ng & oiiiagt) mgi. 

•Rcgian l.oicoflho Di.-oclor 90/01/31. 30pp 52607:232-52607.310. 


H. GeneiBt corresponderice 


0002160249 tntorms that RG Byram promoted to position ol vicO proslilcr'i cl nuc<oa/ 
opO'Sbons eyram sho Jd bo aadeil lo Svc list 

KEISER.H.W Ponrsylvan'a Powo,' A Light Co. 90/02/07 BUTLER.W.R. Pro|oclOii>:. 
to'etol 2 ip. 52096 163-52656 183. 

M02ie9922 Informs ol 'dcuni organ roliur>ot ctianfios within utit. RG Bytam ptcmolad m 
pos-son ol vIco prosideni lor nuclear cpomtinns & HO Slsn’oy promoted to pcsibon of 
Supo'-niondonl ol plant 

KEISER.H.W. Pennsylvania Power 4 Light Co. 90/02/07 RUSSELL, W T. RMten 1. 
Ofc ol n« O-toctor Ip 52679 097-52670 007. 


j. insumnee 4 Indemnity infoimation 


9002129008 Forwards Endorserncni SI to NRLIA Po'icy NF ^BO.ErrlOtse, 11001 34 to 
MAELU PobCy I07.£hd0t80monis 6 to NELIA Policy NW-t67 4 UAELU PcIiCy MW- 
77.Endor$omeni 23 lo NELIA Policy NS'422 & Endorsnmont 1 1 lo MAELU Cei'.'icAiO 
M64 

KEISER.H.W Pennsylvania Pewor 4 Light Cn. 00/02/01, SALT2MAN,J NRC • No 
OetaTod Atlikaiicn GNon iipp 52917262.52617:292. 


P. Operating license alege documents 4 correspondonco 

9001300042 Forwards Topical Ropi PL-NF-09 005, "Oualllicaiion ol Triinsloni 
Methods for 8wn Oes gn & Analysis," for review 4 opprovai Approval noodod lo sup- 
port iconsoamenrt prior to Una 2 Cyclb 5 startup schodutoO lor Bl05l0. 
kEiSEft.H W Pennsylvania Powor 4 Light Co. 60/01/22. DUTLER.W R. Piojoct Dirac- 
lota(el-2 2pp 52530.001-52530 276 

-9001300047 •’Oua'lllcaiion ol Trans eni rinolysls Methods lor BWR Dosgn 4 Anafy 
sis ■■ 

EMMETT.J.H., WlfCK.J.M., DODGE, C.E Pennsylvania Pnwor 4 Light Co PL-.Nr-OO- 
006 ROO. 80/12/21 I43pp 52530 003-52630 276 

9002010186 Forwards application lor Prop^osod Amends 127 4 79 to LIconsos -SPF-h 
& NPF-2?.r8speclivoly.Amr)nds change Tech Spues to doloto Isolation firncl on c' lit- 
feiontal tomp sonsng sys & e'lmhaie della-T insirumontallon. 

KEISER.HW. Pennsylvania Power 4 Light Co 00/01/20. OUTLER.W R. Project Diroc- 
loratel-2 Spp 52515:205-52516:252 

-0002018172 Ajjp'icallon tot Ptopoasd Amanda '27 & 70 to Liconsea NPF-14 & UPF- 
22.(ewectivoty,deleling isoiaTon function ol diltoronbal tomp aonsing sye & ollrr^neting 
dalla-t >nstrumonlation In Toch Specs. 

KEISER.H W. Pennsylvania Powor 4 Light Co. 90/01/26. 10pp. 52515 21 1 62515220 

-9002010174 Proposed Toch Specs ro Isolation actuation Instrumonietlon. InsttumerU- 
Uon solpolnia & survei'lance roquiromonis. 

• PoOTSylvarla Power & Light Co. 90/01/28. 32pp. 52516-221-525t5 252. 

0001200061 Generic Ltr 00-02 lo an LWR llconsees & eppileanis ro altornative roquva- 
monls tor (uol asserr.blios In design fealuros section ol Tech Specs Svc list onci. 
PARTIOW.J.G Associate Director for Projocis (Post 070411). 00/02/01. Consolidat- 
od Edisof* Co. ot New York, Inc 39pp 62637:055-52637:003. 

9002120328 Forwards schedules that provide deiells ol tasks requ rod to cornpiete ac- 
iNriios le diesel gonereiois & advises oi plan to have spare pane on sr.e n L-nety 
ma*'ner to support each diosel insp 

KEISER.H.W, Pennsylvania Powor 4 L.ght Co. 00/02/02. QUTLER.W.B. Pfojoci O-.'oe- 
loraiel-2. 16pp. 52624.090-62624.106. 

9002180132 Forwards "Primary Reactor Containment Integrated Loakago Rato Test 
(ILRT)." hrtal rept.Util concludes that Unit 2 ILRT succosslul. 

KEISEH.H.W. Pennsylvania Powor 4 Light Co 00/02/05. BUTLER.W R. Projoci O.'ec- 
torate 1-2. 2pp 52703 001-52703:170. 



Q. Inspection reports, IE Bullelins & correspondence 

&(H>130049B Adv.ses trial droll linai ropi lor closooul ol IE Qu‘>ldin 79-23 found 
sccopistMol-sad onp>ioer& for IE Bu'iotmo 84-03.R0-06 & 87-002 reassionod as bsiod 
BEflLINGER.CH Gorioric Communications Branch NRC-O5-05-i5>. OOroi/17. 
LOFY.fi A PAfiAMETEfi. Inc. 3pp 52513 256-52513 258. 

9902070123 Responds 10 violations noted m Insp fiopts 50-307/09 QO & S0-3fie709-fl0 
& cited in Enloicement Action EA-8d-200 Corroct-ve actions llconaod opoiaior reqjfUi- 
teat on prooram revised to romovo oporeior toiiowing faliuro lo pass oxam. 
KEISEfi.HW. Pennsylvania Power & LmhI Co. 90/01/22 IIODGES.MW fiOQon 1. 
Otc ol the C.rector 3p0 52570 029 52570.031 

9092060006 Forwards Insp Ropts 50-307/09-35 & 50-308/09-34 on 8912l8-2t.No vio- 
isiions noted 

DunfiJP Rog-on 1, Otc Ot the DIroctot. 90/01/23 KEISEfi.HW Pennsylvania 
Power & ugm Co. 2pp 62559 26t-52559 273 

-90020<()906 insp Repis 50-387/69-35 & 50-300/00-34 on 091210-21. VlolaUcns 
noted Major areas Inspected roviow of Icenseo eci-ons in responso lo conitaciur em- 

B iovee a lagstion ro noncomphanco w/penoireiian iitu soal toqulromonts. 

'ATHEW.R.K, ANDERSON, CJ. Flaglon t, Ole ol Iho Direcinr. 00/01/19 11pp. 
52559 263-52558.273. 

S00207026S Forwards Mgl Meoling Repis 50-307/09-37 & 50-308/RO-36 on &01210.UIJ 

E lans Co submit formal repi to NfiC iry 600100 
UfiRJ.P Region 1. Ole of iho Dltocior. OO/Ql/24. KEiSEM.H.W. Pcrnsylvanla 
Power e Light Co. 2pp 52570.060-52570 186 

-9092070250 Meeting Repis 50-307/00-37 & 60-360/09 36 on 001219 Ma|or eroas 
discussed preliminary toot ceuso tindngs lor rocont omorgency diosol genoraior 
cran<<caso explosions ot plant along w/poss'Uo co/rochve ncHons to prevent i6cu- 
renco. 

WOOOARO.C., ANDEfiSON.CJ fioglon 1, Ole ol the Oirocior 90/01/19 OSpp 
62670 092-52570 166. 

9902070220 Confirms dales ol 900205-00 for Ron Gu'do 1.97 insp at plant Mgl en- 
trance mooting schedu'od on 900205 & mgl exit mnoi.ng loniniive'y senodu'ed lor 
900209 

OURn.J.P fiagion 1, Ole of Iho Oirocior. 90/01/26 KEISEfi.HW Ponnsylvnnia 
Powor & Ugm Co. 2pp. 52604 277-52604:276 

9001230126 NRC Info Nonco 00-003, “Inlor-Systnin Oischntgo Ol fioacto' CooUmt" 
Sve I St oncl. 

ROSSI, CE. Oivis'on ol Oporalional Events Assossment (Poet 6?04U). 00/01/29. 
Consol dated Edison Co ol New York. inc. lOipp 52535:126-52536 227 

9001830176 NRC Info NoUcQ 90'008. "F’oiontlol lor Loss ol Shutdown Cooing WNio at 
Low fieacloi Coo'ant lovo's." Svc list oncl. 

fiOSSl.CE. Division of Oporalional Events Assossmoni (Post 0704ii). 90/01/29. 
Consotlclatod Edison Co- of New York, (no. lOfpp. 32S35 02S 62536.124 

9001S<l0l90 NRC Inlo Notice 0D‘0O7, “Now Into ro Insulation Matt Porlormanco & 
Oobds Btockys of PWR Conlsinmoni Sumps." Svc 1st oncl. 

ROSSl.CE elision of Oporalional Events Assessmoni (Post 8704ii). 90/01/30. 
Consol dated Ed son Co- ol Now York, Inc. OOpp S2635 220-62636:329. 

9003120320 Responds lo NRC Bulletin 00-002. "Siross Coiroslon Crach-ng ol Hign 
Hardness Typo 410 Sisin'ess Stool iniernsl Preioodod Ooitmg In Anchor Oaring 
Modal S36l>w Swing Chech Valves or Veivas ol Shvier OufiigrT." Veivcs not in uso at 
plant 

KElSER.HW. Pennsylvania Power & Light Co. 90/01/30. RUSSELl.W.T. Region i. 
oic of me OrfSCro/. 2pp. 62627:107.62027;I60. 

9001260020 Suppi 2 to NRC Info Notice 00 023, "Poiontlal for Gas Otndng ol HPSI 
Poryia During lOCA " Svc list Oncl. 

ROSSl.CE. Olvlslon ol Oporalional Events Assossmoni (Post 0704it). 00/01/31. 
Consol dated Edison Co. ol Now York, Inc. 65pp 62633 329-62634 062 

9002090064 Fonrrerds Rnal SALP Repis 50-307/6Q-09 & SO-36e/eR-90 lor Fob 1900 - 
3ul 1909.Poi1oimence In snglnosilng support Improved & continued strong poitorm- 
ance noted in area of sacurity/saloguards 

RUSSELL.W.T. Region 1, Ofc of Iho Dltocior. 00/01/31. KF.ISER.H Ponnsyivama 
Power & Light Co. Opp. 62607:229-52607:310. 

-9002090065 Final SALP Repis 50-367/08-99 & 60-308/86-99 for Fob 1908 - -ful 
1969 Category l assigned In aioas of p'anl oporoHons. malnl/survelliance.emetgortcy 
preparedness, security/ safeguards & rofuol-ng & oulago mgl. 

• Region 1, Ole of Ihe Duoctor. 90/01/31. 38pp. 62007:232-52607:3l0. 

9001250198 NRC Into Notice 90-000, "Kr-05 Harards From Oocayod Fuel.*’ Svc fst 
oncl 

ROSSI, C.E. Divisloii of Operollonel Events Assossment (Post 870411). 00/02/01- 
ConsoLdated Edison Co. oi Now York. Inc. 77pp. 52603:180-52583:266. 

9001290102 Suppi I lo NRC Into Notice 08-030, "Target Rock Two-Slego Saloly/Rokol 
Valve Solpolnt Drill UpdaiQ." Svc list oncl. 

ROSSI.C.E. Division of Oporalional Events Assossmoni (Post 67041 f). 90/02/02. 
Consol'datod Edison Co. o< Now York, Inc. 78pp. 62558:238-52560:317. 

9002120325 Forwards schedules Ihal provide dofai's of tasks required to compleie ac- 
Uvlftee le diesel generators & advisos ol glen lo have spare parts on site In lin^ 
manner (o support each diesel insp.W/five oversize ends. 

KEISER.H.W. Penrtsylvartia Power 3. Light Co S0/02/0S. BUTLER.W.n. P/ofocI Oreo- 
loraie 1-2. 16pp. 62624:090-62624: 106. 

9001300424 NRC Into Nolice 90 009, "Extended interim Storage of Low Lsvol Rad- 
waate by Fuel Cydo & Mails Licensees." Svc lisl and. 

CUNN'kNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
00/02/05 Consnildated Edison Co. of New York. inc. tOSpp. 52563. 257-62684;004. 


erabte status unit cause of deviation deiormlnod & condition corrected. 

KEISER.H.W. Pennsylvan a Power & L ght Co 90/02/05. OALLO.R M. Region 1, Ole 
of Ihe D rector. 4gp. 52658.141-62656:144. 

9002220034 Forwards Books i A 2 to, "Limi 2 Th'rd Refueling & insp OutageiOutage 
Summary Repi." 

KErSER,MW Pennsyfvama Powor & Uam Co 90/02/15. BUTLER.W.fl. Proloct Direc- 
torate 1-2 Ip 52860 055-52662 042 

— 9002220036 Boohs f A 2 to “Llnii 2 Third fiofuolng A insp Outage Ouiage Summary 

Root " 

BOnGEn.OS. Ponrisylvoda Power A Light Co. 90/02/06 707pp 52680 056- 
52602042 


R. Periodic oparating roporte A raiated correspondence 

9003070160 Forwards NPDES d<SChargo mon-tonnp ropI fOr Dec 1969 A Staio of 
PA.Oept Ot Covvott Rasou-cos monthly laciltiy ropi Form (OM l2)-Noncompilancos for 
znc on cooling tower b'owdown on 891228 A lor missod son^le notod. 

FIElOSJ S Pennsyivama Powor A Light Co. 90/01/25. BREZlNSKi.R. Pennsylvania, 
Commortwaallh ol 2pp. 52587 O40-62£87 063 

—9003670266 "NPDES Discharge Monitoring Ropt" lor Dec 1989 "Stato of PA.Dept ot 
Environ Resources Monthly Fnci ity Ropi" orrci 

• Ponns/wania Power A Light Co. 09/12/31. t3pp 52587:051-52587:063. 


6. Reportable occurrences, LERs A related correspondence 

9002680168 L6R BO-016 OO on 891220,lro bfl'rior survo.lianco not complolod Wi!h-n al- 
lowances ot Tech Spec 4.0.2 Causod hy error in Proceduio AD-QA-906 Work aulhorl- 
zabon issuod to repair Typo A aoa's A firo watch Bstab‘.ished.w/600129 Hr 
OAViS.SE. STANLEY.HG Ponnsyivania Powor A Light Co. 00/01/29. 4pp 
62596:206-62690:208 

9002120342 Forwarda roqjost for addl hlo re dioaol gonorator crankcase oxplosion 
cvenie at planl.pcr 900 130 tolcon 

THAOANLMC. Piojnct 0 rodorsto 1-2 S0/0l/.3t. KElSER.H.W. Pennsylvania Powor A 
LlghlCo 4pp 62627:129 62627 132 

9002070237 Notlticalion Of 900206 meat ng w/utll In Rockvr.la.MD (or briefing on diesol 

f onotaior ciankcaso explosions 

MAOANI.MC Proieci Olroctoraio 1-2 00/02/02- MlJflLeY,T., GRIMES, B , MCKEE,P. 
NfiC - No Ooimfod (Vlil-Btion Qivon 2pp 52693.029-52593 030. 

9002220371 Part 2f ropi ro mainf of Automatic VaNo Corp MSiV A/or main sioam reiief 
valve using spanner wtonch In order to avoid solenoid veivo atom damago.por 1984- 
05 choniie in dosign Ms nt mairuct-ons oncl 

HUTCHiNS.T Auiomeiic Vaivo Corp 00/02/02 NRC • No Ootaiied Afidial/oh Oh/on. 
30pp 52730 066-52736 105. 


V. Opetstor Exarninallons 

9002140284 Forwards revised NRC Forms 360 A 306 re parsonai qua'ifrcaiions elate- 
moot A cortiiicaiion el rnodcat exetn by licensee, respoctivoly. All applications lor li- 
censos to bo submiilod on rovlsad terms by 000201. 

OALlO.R.M fiogen i, Ofc of the Director. 90/01/05- )(ElSER,HW. Pennsylvania 
Power A Light Co. 8pp. 52663 296-52653 303. 

9002070123 Responds ip vioist-ens noioj in insp Repis 5O-387/e9-A0 A 60-300/80-00 
A cued irt Eniorcemont Aciien EA-00-2O8. Coriociivo Qciions:iicen8od operator requall- 
iicai-on ptogr^ roviaed lo temovo eporaior loiiowlno lal'uto to pass exam. 
KElSen.H.W. Ponnsytvania Power A Uohl Co. 90«l/22. hODOES.M.W Roolon I, 
Cic of Ihe Drecior 3pp 52670 020 62670 031 

OOO2I46I0B Discusses ooneric tundomoniata exam section of wrtUon operator licensing 
exem^xo' Qeouiic Ltr 89-17. Soction wl! conaist ol 100 mulilpio choice quoallona w7 
passing score eel al DOS. Sample plans A leglslraiion form end. 

OALLO.R.M. fiog’on 1, Ofc ol me Director. 00/01/24. KEISER.H.W. Pennsylvania 
Power A UghlCo Bpp. 62055:105-52055:172. 
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F. Security, medfcal, emergency A fire protactfon plans 

9OO2OS(M)06 Forwards rosronse to Qaneric Ltr 09-13. "Svo Water Sys Problems Affect- 
ing SalotV'Rolaied Equipmoni." Review to assuro adequacy of maint 
pracHcos.operaling A omorgency procodurea will bo comploled pnor to end of Fall 

1901. 

OOLOBERQ.J.H. Florida Power A Light Co- 90/01/25. Oocumoni Control Branch 
(Documonl Conlroi Desk] 6pp 62542;357-52S42;360 

90020(0266 Revised EPIPs.includlng Rev 17 to 3l00022£.Rov 43 to 3l00023E.Rev 12 
IO3I00025E& Rev 13 lo 3100026E W/000l2e Hr. 

SAGER.O.A. Florida Power A Light Co. 90/01/26. eSpp. 62505:009-62605:165. 

99021601BB Roy 13 to EPIP 3100033E. “OffaHo Ooso Calculations." W/ 600206 Hr. 
SCHMIOT.A.O., 5A0F.R,D.A Florida Power A Light Co. 90/02/08. 31pp. 52656:268- 
52658268. 


P. Operaling license siege docunienls A correspondence 

9062050077 informs ot plans to apply A8ME Code Caso N-356 ai p'ants lo allow conili- 
ceUon period to bo extended to 5 yrs.Rev lo insorvice insp programs w,ii include use 
of code coae. 

ACOSTA.RJ. Florida Power A Light Co 90/01/24. Document Conlroi Branch (Docu- 
mom Control Dash). Ip. 52542:001-52542.001. 



122 DOCKETED ITEMS 


9002050088 Fortvards response to Generic Lo 69- 13, "Sve Waiet Sys 
^ Setefy.ReiaioO ^upn-.enf Review o 
;«ci.t6S,Dpeiabno 8, emet^etv:^ ptQceOjrea wi bo completed prfor io erd ol Fa 

GOL06EflG.JH Florida Power & Light Co 90/01/25 Document Control Brancli 
(Document Control Desk) 5pp 525^2.3S7-52542.360. 

9002UOJM Forwards C€N 396(U P. "VenficaLon ol Acceptab l^ of V^"* 
of 60 MWO/Kg tor Si Lucie Ur.it 2 ’ & effidavt refluestitg 

SAGER DA Rorida Power & Light Co. 90/01/25 Document Control Branch (Oocu- 
meni Cort/ol Desk) 8pp 52627.112 52627.119 

9002120004 Forwards tOCFRSOea impie'nentai.o.i saus lor plant 
890301 meetng w/NRC Production of auwary feetfwafer ectuatJon ays maim relay 
ca-ds bv C-E complete A cards delivered to plant sue _ « . .rx. 

SAGERO A. Florida Power & Ughl Co. 90/01/27. Document CoMiQl Branch (Docu 
meni Control Desk) 3pp 52817304-52617306. 

9001290051 Generic Ltr 90-02 10 all LWR iicersees & app' cania re atter^tiv® leqate- 
menis tor fuel assembi es m dosgn foaturea section of Te^ 

PARTiDrt.JG Assot.ate Diiectot lor Pioiecia tPost 67Q4U) 90/02/01. Consoiidai- 
ed Edson Co. ot New York, me. 39oo 52637 C55-62637 093 

9002090283 App'ication for amend to UcO'isos OPfl-67 A NPF-l6.reviSin9 general 
staie-nent m Tech Spec 6 5 2 2,defn;ng lequ site level d expertise lot ineir*erdiip on 

G0L?)*3?RGJ^H Ro^a*^owef A Ughi Co 90/02/01. Oocumeni Cemaol Branch 
(Documer.i Control Desk) 3pp 52614 301-52614. 306 


0002010302 Ack receipt of 900105 iir Inform ng NRC of slops taken to coneo ,,;v 
noiod in Insp Repts 60-335/89-27 A 60-389/09-27 impiom.eniation of correc-s*” 
Bora kv.il bo oxaminod during future msps a 

SINKULE.M.V. RogiOh 2, Ofc ol mo Oiroctor 90/0t/23. QOLOBERGjk r„, 
Pnwar A Linhl Co 2pp 62505 091-62605 002. 


9001230126 NRC Info Notice 90 005, '•Inter-System Discharge o! Reaciji Cct.^ . 

3vC l*st 

ROSSICE 0.vslon ot Otwraiional Events Assessment (Post e704it\ -rf.,.,, 
Conso'idaled Ed.scn Co of Now York, Inc. 101pp. 52535:t25-5253S227. ^ 


«(»1230176 NRC Info Nonca 90-006, ••Poloriiiat lor Loss of Shutdown Coo.nattv.,. 
Low Reactor Coo'ant Love's." Sve "si onci *• 

flOSStCE Oivison ot Operational Events Aasessmont (Post a7Q4tt\ ^.r-.. 
Consoitdaled Edison Co of Now York, Inc lOipp 52535.025-52535 124 ’ 


0001240190 NRC Into Notice 60-007, "Nt/w Info to insu'aton Mail Pertorma.'ti i 
Oobrts eiockago of PWR Come nmeni Sumps." Sve list end 
ROSStCE OMston of OpoioHontil Events Assessment (Post 870411) 
Consol'daiad Edison Co of New York, Inc 99pp. 52535:228 52535 329 


0002128063 Forwards corrected Pago 2 to noitc-e ol vlolaiion itom insp Repts 5M)' 
69-29 A M-38fl/eD-29,adding severity level. 

JULIANCA flagen2 Ole ol ms Director 00/01/30 GOLDBERG.) H. F;of»i(ifi'„ 
ALighlCo 3 pp 52617:319 52617:322 

-90021200S7 (Oracled Page 2 lo r.oi co pl vWailbn item irisp.inctuo-ng dscwvor j 
Savarity Level IV v.ofation re worn limit sw.ich pin on drive gea.' .n vaNe 
JULIAM.CA Rogon2, OICDl the Diioctor. 90/01/23. tp. 626T7:322-526l732r. ' 


-9002090286 Pioposed Tech Spec 6 5 2 2, revising lequis-te leva! of enpertiso for mem- 
baish'P bn company rvjclear leview boasri 
• Florida Power A Ught Co 90/02/QI. 3pp 52614 304-526t4:j06 


9002150293 Appi cation tor arnend to License NPF-i8.iitcorpor8tng rovisee pressure/ 
temp 11.11 !s A /esu'18 ot rav.sed tow lerrp overpreasure prcieci-on artaiysis mio Tech 
Soacs to* o'ahl EFPY. . 

GOL0SERG.J H Florida Power A Light Co. 90/02/07. Oocumani Ckmtrol Branch 
tOocuma.'ii Coniioi Desk). 3op 82677:104-52677:184 


9001260020 StflJpl 2 lo NRC Into Nonco 08 023, "PolDniiol for Gas Blnc .-g cfiw 
Pumps Dunne LOCA ' Sve ilsl end 

ftOSSi.CE Division ol Operational Events Assossmoni (Post 870411) kc'’' 
Consoiidaied Edison Co. of Now Yo'k, Inc 95pp 52533. 320-52534 O62. 

9001260198 NRC Into Noilce 90 000. ’’Kr-85 Hazards From Decayed fuel." Sr: ty 
and 

ROSSi.CE O.vision of OpeioHonoi Evonis Assossmoni (Post 870411) 
Consekdaied Ed son Co el New York, inc 77pp. 62603:100-52583-256 


-9002150285 Proposed Tech Spees.meorporaLng levuad prassuie/iorrp imns A re- 
su'is ol tevised tp-w temp pvatpiessjta pto'.ac'ion analysis for plant £FPy 

• Florida Power A Light Co. 90/02/07. 23pp. S2677.l07-52677.t2d. 

-90021S0297 "Pressure-Temp Limits A Low Temp Overpressure Proiaci.on tor St Lode 
Unn 2 lor IS EFPY " 

• ftooda Power A UgM Co 90/02/07.5500 52677.130-82677.164 


9002160179 Responds lo NflC 89i 1 1 5 hr re poientaiv ir.vaW leak detocuen teats used 
as aiiemauve to ASME Cede 

SAGEfl.O A. Fionds Power A Ufiht Co. 90/02/06 Oocernent Conaei Branch (Oocu- 
mem OwUOt Desk) 4oo 52677 OQ9-52677 012 


9002230494 Grenls 900125 request to withhold CEN 396{L)-P. "Verrficeiion ol Accopl- 
abiUN of i-Pn Burnup luthi ol 60MWD/Kg For St Lucie Vtn.t 2." 

NORRISJA. Project Oirecioreie ll-2. 90/02/16. SCHERER.A.E CombuShon Engi- 
noenng, W 3pp $2702013-92702015. 


0. tnapeoilon reports, IE Bulletins A correspondence 


9001290102 Suppi 1 10 NFTC Info Noiico 08-030. "Target Rock Two-Siage Ss'at/'Rtiy 
Valve Soipotnt Dull Update ’’ Sve hsi eiici 

ROSSl.CE Dnr-sron ot OporaHonal Events Assosemnnl (Post 870411} 90.'C2"i 
ConeotidaioO Edison Co ol Now York, inc 76pp. 526S6:238'52556317. 


9002130372 Ack fcce pi Ol 9001 15 lit irilormitig NRC ol stops taken lo correct vte'tkri 
noted In tnsp Roots 335/89-27 A 50 3B9/00-27.MRC undorsiands Ui&t oorwra 
actions re slop documeniet on wil be compieiod by 001001 
CiieSON.A.F. Region 2. Olc ol ihu Oi/ocior. 00/02/02. GOLDGERQ.J H, Porids ??.» 
ALteniCo 4pp. 52640.192-52640:105. 


9091300424 NRC Into Notice 00 003, "F.xienducl Intettnt Stdrego ol Low L«v«iRt1 
waste tw Fuel Cyc'e A Minis Liconaoos " Sve 'ist end. 

CUNNINGHAM, R E. Division ol indusuioi A MeJicoi Nuclear Saloly (Post BIClTi 
90/02/05 ^msoLdotod Edson Co. ol Now Yatk, inc. I06pp. 52503 257-525 N'/m 


9002160179 Responds lo NRC 09U15 Ut (a potoiUially invalid leak detect on lBilui«! 
as aiicrnaiivo lo ASME Codo . 

SAGGR.OA flonde Power A Liuhi Co. 00/02/06. Documoni Contiol Brar,ch|3De/ 
rreni Cmuol Oosk) 4pp. 52077.000-52677 012 


9001300498 Advises that diatl {-nat lepi for dosooul ol lE Buttedry 79-23 lor-md 
acceptable Lead engir.eeis let lE Bulletins 64-02.80 06 A 87-002 reassigned es nsied 
BEnUNGEf1.CH Genrnc Comrrun-caLons Branch. NHOO5-05-I57 90/01/17. 
LOFY,H.A PARAMETER. Inc. 3pp. 52513 256-52513 259. 

9001300460 Responds to NRC Buiieun 69-003 re potenVat loss ol tequited ahutdo-wn 
margin dun-g refueling operaiions.Reactor staff which assists in overseeing relueLng 
operation trained on requlremcnis ol fuel load ng procedures 
G0L08ERQ.JH Florida Power A Light Co. 90/01/23- Document Control Branch 
(Oocuinem (jonlrol Desk). 3pp. $2490 299-52490 301. 

90013t008t Forwards Insp Repts 60-335/89-24 A S0-369/e9'?4 on 891002- 06.16- 
20,1030-1 103 A 29 A notice of violation.Findings show that licensee devefoped good 
maini progiam w/good Impiomeniaiion UnresoNod item no'cd 
GIBSON.AF Regon2. Olc ol me Drecior. 90/01/23 GOlOBERGJ.H. Fionda Power 
A Ijght Co 4pp 52503.004-52503-092. 

-900t3f0063 Notice ol violsilon liom Insp on 69t002-it29.VKi’ations noiedon 
891 103,acinnties adecting gua'ity not eecomp'ished w/procedu/ee which resulted In 
incompiofe A lileg-ble records of activi'jos. 

GIBSON.AF Region 2, Olc of the Director 90/01/23 2pp 52603008-52503009. 

->9001310087 Insp Repis 50-335/89 24 A 50 389/69-24 on 891002-06.16-20. 1030- 
1103 A 29.Viofations noted Maloi areas inspected ma'ni program A 
implemeniaiion.Ove/8'l progra.m judged lo be good w/good ImprementailoaOne laite- 
aolvod Hem Identified 

CROWLEY.BR.. BLAKE.JJ. Reg, on 2. Olc of the O.recfor. 90/01/t0. OOpp. 
62503.010-52503 092. 

9001310260 Forwards Insp Repts 60-335/69-29 A 50-3R9/e9-29 on 691127.1201 A 
notice ol violation. 

JULIAN.CA. Region 2. <3fc of the Director. 90/01/23. GOLOBERG.J.Hf. Flonda Power 
ALJghtCo.3pp 62511:164-52511:168 


R. PeHpdlc operaling repprie A related correapondenca 

9002020192 "Maiino Turilo Romovais Si Lucia Plant Iniako Canal.Oci-Oec 1981 A 
900123 Kr 

SAGER.DA Flonda Powoi A LigMCo. &y/12/31. 4pp. 52540.115-52640.113. 


S. Reportable occurrencee, LERs A related correapondence 


9002220371 Part 21 ropt re main! of Automatic Valve Corp MSIV A/or mam 
va’ve using spanner wrench l.n order to avoid sofonoid valvo atom da.Tiage.pei '»/- 
65 change tn deaion. Malnl insirvcltoha enc' . 

HUTCHINS.T. Automatic Valve Corp 90/02/02. NRC • No Dola.Ied Alliliation W- 
sapp. S2738 06B-S2730 105. 


0002230298 LER 90 00l-00 on 9001 H.atoam gonorator lood pump 28 low ^ 

K jeure taaim tecetvod.condensBie pump 2A woutd not start A pump 8 ^ 

suction pressuia.Causod by personnel error. Pump governor oil d/ained.w/yu-r i 

WEEKS.J.vy., SAGER.DA. Florifla Powoi A Light Co. 60/02/13. 4pp 527t3W 
52713008 


V. Operator Examinations 


9002160212 Advises that licensed opontlor retake roqualilicailon exams 
wk ol 9O04O2.Day stiitt Hmo on tocitiiy slmu'olor device must bo aitocaieo 'W w- 
veliwmoni A admlmsiraiion pciiods c..„.u 

KEBLES.T.A. Region 2, Olc ot the D.ieclor. 00/02/05. GOLO0ERG.J.H. r-o™ 
Power A Ught Co. 3pp. 52650:189-52658 191. 


-9001310263 Notice of violation from Insp on 8911 27-1201. Violsl on noted UrBi 2 UnS- 
lorgue acluaiors failed lo operate as designed on e90923.faliowlng manual reactor 
(dp. 

JULIAN.CA. Region 2, Olc Of the Director. 90/01/23. 2pp. 5251 1:167.52511:166. 

-9001310268 Insp Repts 50.335/89-29 A 60-389/89-29 on 891127-1201. VIoiaLoo 
noted.Ma.or areas Inspecied konsee program lor contractoi oversighl.vetidor techrs- 
cal manuals A l4;ensee response to failure of Unit 2 valves on 800923. 
GLASMAN.M.M.. BLAKE.JJ. Reg'-on 2, Olc ot the Direciof. W/01/17 Zoo 
52511.169 52511.175. ' 
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A. Apptlcailon/conslructlon stage documents A correspondence 

9002050413 Summary ol 9001 1 1 meeiing w/utll in Rockville, MO to discuss .!ij 
wgtauon ot engineentig sisavitance mio Nucleet QA gioup Ust of attendee 
handouts end. „ ,, jm. 

GEARS.O.E. TVA Proiocts Dvislon 00/01/19. TVA Projects Oivlscn. rw 
5254a;2?0-5254B;311. 



-9002060007 Roviuw o> Irtog-ai'on uf Enginoorng As^'..ratvce Fbochons ln!o Nuclear 
OA Nuclear Encineerng S Nuclear Liconsina & Roguiaiory Atlaire.Paft I " 

MJLLEE.gr Tennessee valley Autl'O-ity R 89 0'1-NPS 09/IO/.11 l3pp. 52S48 269- 
S2&4S3I1 

9001310109 Ae</.S03 cl signiticsni Jovialion to ccrrocl.vo acllon p>on <or Corteclivo 
Acibn Tracking Oocurr.ont 30I00NPS0I lo establish mervt stiocieTsi pos.lion to 
har>n 0 & leio.ve diosoi yonoraicir ccrcerns & upgiaJo maint piouiam 
RAYMJ Tennessee Vaioy Authority 90/01/24 Oocumeni Ccrilroi QtaiKh (Oocu- 
mer,‘ Corircl Cesk) 3pp 52503.282-52503 284 

9002060210 Responds to Generic LIr 89-13 re svC wain* sys piohloms aflocHng saloly- 
relatod eQi.ipment Program to perform pariaOic msps of Miake siructuro nJl ba 
developed Browns Terry lesponso oiiendod 30 days. pm discussion w/6 Goa's 
RAYNfj Tennessee Valny Authority 90/01/28 Document Comicl Ora'Kh (Oocu- 
merit Ccrt/ol Desk) 20pp. 62504 282-62584.300 

9002050159 Forwards olii response 10 Conor C Lir 89-1.3 to svC wdlor syfl pioiAorna el- 
lecLrg salety-rolated equipment ipr .Soquoyan & Watts Rar Nuclear Piartis Response 
lor Browns Terry eiiondod 30 days List ol ccmm tmenia also onci 
RAY.M.l. Ter.r.esseo Valley Auinoriiy. 00/01/20. Documonl Control Dtanch (Oocu- 
meni Control Desk) 20pp 52594:226-52584 245 

9002060119 Ack recept ol 9001Q3 Hr cerlllying im|ilQmonlatlon ol (itrioss-lot-duty pro- 
gram meeing l0CFR2e reg-i'emonte. Reevoiuelion of handling of proHmruiry positive 
test losi results requested 

0LACK.se AseiSlanl Directcr for Pto|otls. 00/01/29. KINGSIEY.O.D ferinosseo 
Valley Aulhonly 4pp 52559 257-52650 260 

9002070162 Not-licatian cl 000207 meotnu w/util In RockviHe.MO lo dscuss status & 
schedule o! various licensing issues & TSAR lovluw. 

AULUCKR TVA Prc|ecift D.viS'On. 00/01/31 Rl.ACK.S Ass'-Sfanl Dliocioi tor 
Prolecis 3pp 52612.276-52612.276. 

9001290051 Generic Lit 00-02 10 a'l LWR ixonsocs & eppiicanis ro aiiotnauvo roqu-ro 
ments tor luel Qsscrr.bllos in design leoiurqs section ol Tech Spocs.Svc Msi ercl. 
PARTLOWJG Associate Director tot Prelects (Post 670411) 00/02/01 Consoirdei- 
OdEdiSonCo. OiNev/Yoik, me 39pp 62837.055-52037 003. 

9002070102 Notilicallon ol 000215 mooting w/utll m Spring CrIy.TN lo d.scuss ossess- 
monl ol ui I evaluation ol cebio den. ago issue. 

AUUUCK.R. TVA Pro.octs Division 90/02/01 SIACK.S. Asstsinni Oifoclor lOf 
Pr0.e:la. spp. 52302 172.32592:174 

9002220352 Forwards WCAP-12300, "Addi Inlo In Svippoil Of Eirrmoiing Largn PrlmeiY 
Loop Pipe Rupture as Stiucturai Design Basis tot Watts Oar UmUt i & 2." in ruaponso 
to NRC 891213 loguost 

RAY.M.j. Tenneasee VaToy Authority. 0'3/U?/i4 Decumnni Comroi Otanch (Oocu- 
monl Control Desk) 2 pp. S^7l.075 S287i.C03 

-9002220337 "AddI Info In Support ol El mmatlng Largo Ptirnery Loop P-pe Rupluro 08 
Sirtclutoi Ooslnn OaS'B lor Wolls Gar Units i & 2 " 

Win.P.J, SCHMERT2,JC, SWAMY.S.A Wosllnghouso Electric Corp. WCAP.12500. 
90/OV31. lOpp S267I.077-3287I:D8S. 


P. 6»euriiy, medical, emergency s lire protection plena 

908205407S FOAvards Insp Rcpfs 50 390/60-24 & 5»-30t/8O-22 on 09if2M2>9.No 
violai one or deviations noiod.One unrasolvod ilum iclonnliod & w/l bo pursued during 
future hsps 

WiLSON.Q.A. Aasisleni Oi'oclor tot inspection Programs 00/0t/i7. KINGSLEY.OO 
Tennessee Valley Authority. 2pp. 52547.171 -52347.182 

-9002030079 Insp Reels 50-399/80-24 & 50 301/00 22 on OOl 121-1210 No viplaiions 
or doviaiicns noiod.One ut^rosolved Horn notod. Mujoi areus mspociedmonihiy eu- 
vol.lsnce obsotvallons, monihly tnainl obsorvai-ons & review of aocurily issues. 
BURRIS, SP., HUWPHHEY.PQ , l.ONG.AR. Rogon 2, Ofc Of die Oireclor. 90/01/17. 
lOpp 52547:173 62647-ie2 

9002090148 Responds lo guostlans aekerj in Dec 1089 telcon re hce brigade lralnit >9 
dn.is.Fito brigade training progrom shouid meet Section C 3 d of Branch focii Posiiion 
CWEQ0.5-1,per SRP 9.5.1. 

BLACK, S.C Assisieni Dfocior loi Pio.ocis 90/02/08 KINGSlEV.O.D. Tonnosseo 
Valley Authonty. 3pp 52613:359-52613:381. 


H. General correspondence 

9002010197 Requosis NRC approval lo dlscanilnuo Inrmal noliticallon ol purmarwrit 
changes lo orgamyet on & poimanent roplacomnni ol senior inanagu'S 
RAY.M.J. Tennossco Valley Authonty. 90/01/24. Document Control BrarKh (Oocu- 
rront Conltol Desk). 2pp 62541.203 52541:204. 


M. Antitrust correspondence 

9002160116 Forwards FR notico of receipt ol ulli 891205 submittal of updalod aniitrual 
Info to be /evlownd as ponion of OL Bppi.caion.poi Reg Guide 9 3. 

MCKENNA.E.M. Policy Oevoiopmont & Technical Support Branch (Post 670411). 00/ 
02/01. KINGSLEY.OO Tennessee Vatoy Authotily. Gpp 52656 104-52656.166. 


Q. Inspection reports, IE Bulletins A correspondence 

9001300498 Advises that draft Inal rept for closeout ol IE OuV.olin 79-23 found 
acceptable. Load engineers for IE Bu'iet.ns 84-02,60-06 & 07-002 roassignod os ■•stod 
BERLINGER.C.H Genonc Communicaiions Branch. NRC-06 65-157. 90/01/17. 
LOFY.RA. PARAMETER, Inc. 3pp. 625l3.266-52513.258. 

0002080075 Forwards Insp Repis 50-390/80-24 & 50-361/60-22 on 001121-1210.No 
vio'atlons or deviations noted.One unresolved Hem idontiliod & will be pursued durtng 
luluie Insps. 

WiLSON.b.A Ass'-slant Director for Inspection Programs 90/01/17. KINGSLEY.OO. 
Tennossae Valley Aulhority. 2pp. 52547:171-52547 102. 


-9002050076 Insp RepiS 60 300/89-24 a 50 391/86-22 on 691121-l219No violations 
cr doviaSons noted Cno unreso'-vod Hem noted Major areas inspected monthly sur- 
vo'llanco obsen/ations, mo-nihiy malm cbservaiions & rev.ow of secunty issues. 
0URHIS.SP.. HUMPHREY.PG , LONG A R Regton 2, 01c of tho Diioctor. 00/01/17. 
10pp. 52547 1 73-5254 7 182 

90020SOI63 Informs ol 600212-16 indepundent learn insp Ol imptomenietion of heal 
code itacoab/ity program ai plant. 

QLACK.se Assistant Director tor Picjecis 90/01/25. KINGSLEY, O.D Tennoseeo 
Va'toy Authonty 3p0. 62648 264-52546 266. 

9002060210 Responds to Generic Ltr 89 1 3 re sve waloi sys problems allechng safety- 
rolaiod 0(T.BpmBni Program to podorm per odic insps of intake structure will be 
dove'opud Browns Forty response exiondod 30 days.per discussion w/G Gears 
RAYMJ. Tennessee VaHoy Aulhority. 00/01/26 Documant Control Branch (Docu- 
ment Control Desk). 2npp 52594 262-52584 .300 

9001230120 NRC Info Notice 00 005. "Intei-Sysiem Discharge ol Ronctor Coolant." 
Sve 191 enci 

ROSSl.CE Orvrs'on ol Operaiicnai Evonis Assessment (Post 870411). 60/01/29. 
Conso'rdaied Edison Co. of New York, Inc. 101pp. 52535:125-52535.227. 

9001330175 NRC Into Noiico 90-008, "Poientiai for Loss ol Sliutrlown Cooling Wh le at 
Low Roacior CotHani Levels. " Sve list end 

ROSSl.CE. Oivlsion ol Opoialional Evonis AssossmonI (Post 870411). 90/01/29. 
Consol dated Ed son Co of Now York, inc lOIpp. 52535.025-52535 124 

9001240190 NRC Inlo No'.ce 00 007, "New Inlo ro Insulation Mall Performanco 6 
Oebris Blockdne ol PWR Conlalnmont Sumps." Sve list encl. 

ROSSl.CE. Owision ol Oporatlonnl Evonis Assessment (Post 870411). 90/01/30. 
Con^idaiod Edison Co. of Now York, inc. OOpp S2S35 226-52535 329. 

9001250020 Suppi 2 to NRC Inlo Nohce 08-023. "Poieniial tor Gas Bind.ng of HPSi 
^imps Ou-'ino i OCA " Sve lisl onci 

nO^i.C.E Diyis.'on of Cporaionel Evonis Assossmoni (Post 670411). 90/01/31. 
Consoirdalud Edison Co. of Now York, inc. D5pp 52533:326-52534.062 

9001260168 NRC Info Notr.e 60 000. "Kr 65 Hatards From Decayed Fuel." Svc list 
onci 

ROSSi.C.E Ovistor' Of OpuisHonal Events Assossm-onl (Posi 670411). 60/02/01. 
Consoldaicd Gd-son (5o of Now York, Inc. 77pp. 52583.180 52563:250. 

9002090165 Forwanls nonce of vIclBHon irem NRC Irivosligaiion Rept 86 0l5 lO accura- 
cy & comptoionoas ol slaiomonis made by senior TVA executives si 66031 1 Conim's- 
Jon mooi-no.CivJ penalty iioi proposed Since TVA has imptemeniod piMrems 
CRuTChFielO.O. Associeto D-rccio' tor Special Projecis (Poat eoOKfl) 90/02/01. 
RUNyON.M Tonnessoe Valley Aiitlicriiy.4pp 52628 038-52626 042 

••9002090171 Nonce ol vdsi-on liom Insp on 660420-O0l8.Violailans noiod.lai'-uro lo 
iniotni Comnvs<>«n mat Depi ol Leber (DDL) invosiigators biased against TVA & all 
OOl decisions shouiil bo sppnaied as maifor of pol.cy 

cnuCTHFiELO.O. O'visipr) p) npsctor Prpjecis • lli,iv,v A Special Projecis (Post 
070411). 90/02/01 -Tpp 52626 040 52520 042 

0002120101 Corieclorf Hr d-scussing NRC Invostigaiion Rept 06-015 6 lorwordlng notice 
ol viotouon ro uiii hand'ing of chsrgos of haressmonl & Intimidation of four 
errrpieyoee Wwe nS Sonne/ sr ii uii' employoe.NDC would co/ieide/ add) acllona. 
CRutchttClO.O AssociQio Director tor Spooai Ptoecis (Post 800i0i). eo/02/Ot. 
RUNYON.M. Tormossuo Valley Authority. 4pp. 52615:186-52615:195. 

-9002120115 Notice Ol vioiaion horn invesilgaiion on 6604200016. Violations 
noted (atiurp of US Sanger (uM general counsel) to infer/n NRC itiot util concluded 
ihui Oepi of Lobor invost gators biased sga nsi ut-i 

CnuTOlFlELO.D. Assocraio Oiiector lor Special Projecis (Post 890101). 90/02/01. 
3pp. 62616 192-52615 105. 

9001290102 Suppi 1 10 NRC Into Not.ce 80-030, ‘Tarflet Rock Two-Siaga Salety/Roliol 
Valve Sotpolni Orrft Updaio ’’ Svc list end. 

ROSSl.CE. Orvis.on Ol Oporalional Evonie Assossmant (Post 070411). 90/02/02. 
ConsoHdaieO Edison Co. of Now York. Inc. 70pp. 62556:230-52656'317. 

9001300424 NRC toto NoHce 90 006, "Extended iniorim Sloraga ol Low Level Rad- 
waste by Tuol Cycle & Mails Liconseou " Svc llsi encl 

CUNNINGHAM. R E. 0-vislon ol Indusirial & M-odical Nuclear Satoty (Post 670729). 
90/02/05. Consolldaiod Ed son Co. ol Nsw York, Ir.c. 108pp. 52503:257-52584:004. 

9002130070 Rosponds to flams defB’fad m summary of (n$p Repts SO-36J/09- 12 S SO 
391/69-12 on design basolmo voiilicanon program corrocllvo action program 

K * rt Catoulalion lypu Tieving repeated & elgnllicent doliclonclee will bo examined. 

Y.M J Tunnossao Valley Aulhoniy. 80/02/05. Oocumom Control Branch (Oocu- 
moni Control Desk) Opp 52648.170 52646.178. 

9002140220 Responds to NRC Hr re v.olat-ons notod in Insp Repts 50-390/09-20 & 50- 
39l/09-20Coriociive acitons:foroiori mall wi'l bo removed from inside uncovered 
cable irays. 

MEOFOhO.M.O. Tonnossoe Vellay Authority. 90/02/07. Document Ctonlrol Branch 
(Oocumeni Control Desk). 7pp. 52d5t:279-52B5l:2Q5. 

9(K)2220567 tnlorms thal Indepondoni team Insp of piani will bo performed on 890226- 
030l.lnsp obloclivo.insp tasks & participating Inspectors Identified In encLExli mealing 
w.ll boc<»iduclod on 960301. 

etACKSC. Assistant Oireclor tor Pro/ects. 00/02/08. KINGSLEY.OO. Tennessee 
Valley Authority. 4pp 52696 272-52696:275. 


8. Reportable occurrences, LERs & related correspondence 

6911270024 Deficiency & Pad 21 r^i ro motor shell pinion koy fai'uro. koyway dofor- 
itiBllon & Shalt cracking problems. Third extension of rept schedule noted sinco actua- 
tor losbng Inconclusive. Next rept wHi be submitted on or about 000402. 

RAY.M.J. Tennessee Valley Authority. 00/11/16. Document Control Branch (Docu- 
ment Control Desk). 3pp. 51846 055.51840:057. 


RAY.Ml Tennessee Val'oy Aulhonry. uocu-neni o«oi«.n \ukkm- 

mom Control Desk), iipp 52409 13i'52469 134 


9002220371 Pan 21 repl re rr.a nt cl Auiomaic Va^e Cotp WSlV &/ot man steam 
valve us;ng spanner wierKh in order to a/o.d soieno d vai/a stem darragepe-' 1904- 

95 thanoo in des'Qt\ M.aiiM ••nsimcucns end . ^ 

HUTCHINS T Automatic Valve Corp 90/02/02 NRC • No Data led AfSTaLon Gven 
3epp 52738.060'52738.t05 


a'coplable Load erginoers lot ic biuiioi ns ot u^'.ou uo a b/ 002 leassigneoa*,::- 
BCftLINGER CH Gononc Comrr.L'nlcfil ons Granch NGC-OS 05-157 on-nTi 
LOPy.RA PAnAMEIER.'nc 3r.p 52513.256-52513259 ^ 

9003050075 Fc<v»aiil9 Insp FloplS 50-390/09 24 A 50-391/89-22 on 89ll2l-i?'ji 
vta'aiions u e«vrta'-on« no'nd Onn unioAoivod nem laontitiod puisued 

fulure maps ^ ^ 

WiLSONBA Ass Siam Cirnctoi far inspection Programs. 90/01/17 Kii.GSiFvnr 
TonnessoeVallOYAulfictify 2pp 52547.1/1-52547.102. ’ 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT. UNIT 2 


A. Appiicallon/conatfocUon tlage documenta A cofioapondence 


90020504 13 Summary Ol 9001 1 1 meeting w/util m Rockv. le.MD to diSCuSs SialuS ot n- 
legraiion ol engineering assurance into N-jc'ear OA group List ol anec-Ceea S util 
handouts onci .. 

GEAPSGE TVA Pio;ecl8 Ov.a.on. 90/01/19. TVA Protada Cv*KKi- «9pp 
52540 27O- 52546 311. 


“9001060007 ’ Rev-.evr ot Ir’eg'auon cl Engneenng Assurance Funciiona Into Noc.ear 
QA Nuclear Eng noenng & Nuclear Licensing g fleguiaiory Alla rs.Pan i " , . ^ 

MULLEEGR Tennessee Val'ey Aulhonty ft-09'04 NPS 89/10/31. 13pp 52548 299- 
52548 311 


9001310189 Advises ol sigiiCcant deviation to ccnecuva aciicm p'an lor Conoctiva 
Action Track ng Document 30100 NPS-01 to estahish mamt specialsi pos’.cn to 
handle g resoWe *esel geneiaior ctmcwna g upgiatJo trainv program 
RAY.WJ Tennessee va:icy AuthonN 90/01/24 OocumenI Co'.tiol Branch jDoco- 
meni Control Desk) 3pp 52503 262-52503 264 


-9002050079 Irssp Ropis 60 3D0/n9 24 g 50-391/09 22 on 091 121.1219^5 
or dcviaimns noted One umesaivod iiom noted. Mfi)or nrees hspectod mon-v, J 
voi lance observavona, mo.nihly mnini ohsorvat ons & review ol secumy issues 
BUnmSSP HUMPHREV.P.G , LONG.A R nogon 2. Ole Ol tno Director 90/Ci'ii 
lOpp 52547 173 52547 102 

9002060210 flownds '0 Gonenc Lit 69-13 ro svc wnior sye problems a‘tecl'lg5a■^^ 
retaiod equipmonl PtoGinm IP perform ponoclic Insps ot iniako SLoiCturo vi iL 
dovciiopud Browns Fenv tospcinsa o*iondod 30 rlays.pof discuss-on w/Q Caj-s 
RAY.MJ Tonnasseo VoMoy Authority 90/01/28 Document Ccnitol Branch lOa-., 
mem Cdnircl Desk) 20pp 52584 262-52584 300. 

9001230128 NRC Info NoMcn 00-005, •’liitnr SyHinm Dischaige ol Reactor Cooiar 
Svc I SI end 

nOSSl.CE Oivison 0* Cporntcnal Events Assossmont (Post 870411) 9C/:i;x 
CortSd'Klaied Edison Co ol New Yoik, Inc 101pp. 52535 125-52535 227, 

9001230175 NRC in'o Notice 90 000, •'PoionMnl tor Loss ol ShuKfown Cooling w«i- 
LOW Roacior Coolant Luvols " Svc l.sl oncl. 

ROSSi.CE. Civisijn o* Oporationai Events Assessmeni (Post 670411), M-Oiijs 
Consotidafod Edison Co of New York, Inc lOlpp. 52S3S 026 52535 124 


9002060210 Responds 10 Generic Lir 89-13 re svc waier sys prob'ems eHeci.ng saieiv- 
related eguipmant Program 10 portoim penod.c insps ol iniako siruciuio wil bo 
dove'oped Biowns Ferry response eniended 30 days,eer d.scussion w/6 Gears 
nAY,M J. Tennessee Va'iey Aulhonty. 90/01/26 Oocumer.i Coniroi Branch lOocu- 
moni Control Desk) ?0pp S2564 262-52584 300 

9002080159 Forwards ulil response lo Ger.onc Lh 63-13 te Svc wa*w syS prodems «• 
locti.nfl aalaty-rc-iaied oqu pmert for Sequoyah g Walls Bar Nuclear Plants Respo-so 
lor Btowtis Fe-'ry extended 30 days Lfsl ol corrm.imenia a'so end 
RAYMJ Tennessee Valley Authority. 90/01/26 Oocurre-ii Conirol Branch (Oocu- 
mer.i Cortrol Desk), 20pp. 52594 228-52594 245 

9002060119 Ack receipt Ol 900103 Hr ceft-fyng iTpiementaion of Mress-ior-duV P-'o- 
g/am meeting iOCFn26 lequi.'emenia Reovaluai-on ot nanoiingof prei m raiy po* rrve 
lest last lesuiis requested. 

0LACK.se Assistant Oitecior lor Projects. 90/01/29 KINQSLEy.OO. Tonnossoe 
VeKey Aulhqrdy 4pp 52553 257-52559.260. 

9OO12900S1 Gonenc Lit 60-02 to all LWR licensees g aopKanis re sHernoiive tequ'e- 
moots lor fuel asserrb'ies m des-gn loaiures sect. on of Tech Specs Svc i-si end 
PARTLOW.J.fl Assodelo Oirecior for Ptojecis (Posi 6704ti). 00/02/01. Co'soKfai- 
ed Edison Co of New York. Inc 39pp. 52637.05S'5263r.093 

9002120318 AdY.ses of error In 890320 Hr re commiimeci lor suPm/tung schedu'e for 
eddressiitg Items on leciLiy operation no new comiritments idenbiieo. 
nAY,M.J Tennessee Valey Auihomy. 90/02/02 Oocumom Control Branch (Oocu- 
mem Conttd Desk) 2pp 52617.203-62617-204. 


9001240190 NRC lolo Notice 90 007, "Now Inlo rn Insulallo.n Watt Per/ormanca J 
OeSds Qlockego ol PWR Cento nnmm Sumps." Svc I st oncl. 

ROSSI.CE Cviaion o' OperiHidnni Events Assossmoni (Post 670411) M/Ot/j; 
Ccnsoldalotl Eoson Co of Now York, Inr. OOpp 52535:228 52535:320 

9001250020 Suppt 2 lo NRC Ir'o Not CO 06-023, "Potential for Qas Gmdmg ol H79 
Pumps During LOCA " Svc Hat oncl 

ROSSI.CE D-vision ol Operational Evonis Assessmoni (Post 870411) eo/Ol/ji 
Conscldelod Edscii CO oiNowYoik, Ire. D5 pp 52533.320 52534.062 

9001260106 NRC Info Notice 00 008. "Kr-OS Ha/mds From Decayed Fuel’ Si: Is 
enci 

ROSSI.CE O-v-sto-i ol OpoTAiiqiai Evonie Aeaoeemeni (Post 670411), 30iC«/5' 
CenscLdelod Edson ('.d. of Now Voik, Ini: 77pp 52503. IO0-52S03 256. 

9002090165 forwards noUco ol violation f'om NRC (nvosUgation Rept 60-015 le sxas 
cy g co-mp'oienoss o< sintoiT,onis modo by eo'ilni TVA oxocuHves ol 66031 1 Coom 
rJu.-y meoiing C v I ponany rot pmposocJ since TVA has imp'oiner.'ed p/og/ams 
CfiUTCHFlELO.O Associate Duodor Icr Special PrOjacis (Post 690101) 6fl/0?/C-' 
Rir.NYON.M Tennossoe Valluy Aulhciily 4pp. 52626 036 52626.042. 

-6002990171 Noiicn ol vololion Horn msp on 060420-0!) lOViolalons noted lai’jil U 
niorm Corrmss on iiioi Dopt Ol L nbor (DDL) invosiigfUoia biased ega nsi TVA ) 1 ) 
DOl doc-sions should bo oppoaiod ns manor of pni cy 
CRuCTHFiELDU. O/v.sloh ol Ronctci Projucie - ifl.iv.v g Special Projecil (Fod 
670411). 60/02/01. 3RP. 52G2G.040 52626.042 


9002220382 FoAvardS WCAP-t2500, "Addi info In Suppoil of El-mrnanng large Primary 
Loop Pipe Rupture as Structural Design Basis for Wens Bar Umts 1 g 2." m response 
10 NRC 801213 request 

RAY.MJ. Tennessee Vaioy Aulhoniy 90/02/14 Oocumeni Conuei Branch (Oocu- 
mem ConVol Desk). 2pp 52671 075-52871 08$. 


9002120101 Conuclod Ur discussiho NRC InviialigatiOn Ropi 66 015 g forwa.-ding nota 
qi voiat-qn re uW handing q( thniguft of tratasaniofit g imifp.ida'iQn d 'w 
emptoyoos Woio H5 Sango-' sii'i urn onip"oyoo,NRC would consider eddi ac'Jons 
CRUTChFielD.D. assocToio DHocter lor spcc-ai Prolocis (Post 690101). 80/0 </j 1 
RUNYON.M Tenrrossui) Valley Authurity 4pp 52616.100-52615:105. 


-9002220357 'Addi Into in Support Of Ekminalno Largo Pr.mary Loop Ppo Rupvre as 
S'.'ucturai Design Basis for Walls Ba/ Uniis 1 gl " 

WrTT.f.J, SCHMERTZ,J.C, SWAMY.SA Wesv.twhouse Elecufc Coip iNCAP-12500 
90/01/31. lOpp 52671.077-52671.085. 


F. Security, medical, emergency & fire protection plans 

900205907S Forwards msp RepU S0-3g0/0g‘24 g 50-391/89-22 on e9U2(-t2IO.M3 
violations or devfaUons noted One urjesolved Hem ldeni'5ed g vnii be pursued (luring 
future lisps 

WiL^N.BA. Assistant Director lor Inspection Programs. 90/01/17 KINGSLEYOD 
Tennessee Valley Authority. 2pp. b2547:l7t-S2547:i82. 

-9002050079 Insp Repts 50-390/89-24 g 50-391/89-22 on 891 12M210 No vJofaUons 
(H devis'oons hdied.One umesofrod item noied Me.or areas Inspected ir>onih'.y su-r- 
ve.llance observaUons, monthly malnl observations g review of security Issvee. 
BUBRIS.SP , BARR.KP. flegon 2, Ofe of the Dnoctor. 90/01/t7. lOpp 52547.173- 


9002090148 Responds 10 ques'.dns asked in Dec 1999 leicon re fu-o brigade Irainbig 
dm s Fire brigade training program should meet Section C 3 d of Branch Tech Pos t on 
CMEB 9.S-1,p0r SRP 9.5.1. 

BLACK.S.C. Assislani Director for Proiecis. 90/02/06. KINQSLEY.O.D. Torrressee 
Valley Aulhonty. 3pp. 52613 359-52613.361. 


H. General correspondence 


9002010197 Requests NRC approval lo discontinue (ormal roiiflcation ot ponroneni 
chanoes to organisation g permaneni replacement ol senior managers 
RAY.MJ. Tennessee Valley Aulhonty. 90/01/24. Document ConUoi Branch (Docu- 
ment Control Desk). 2pp. 52541.203-52541 204 


-9002120115 NoNco of violnilon from invoslignilon on 660428-0916. VujIb^ 
noiod taii..re ot MS Banner (uHl general counBol) 10 Irifotm NRC that uti co-ojk 
met Oepi ol leoni invoatinniors bmsod ogn nsi uHl 

CflUTCHiFlELO.U. Assocraio Dirndcr lot Spoc'nl Prcjocls (Post 690101) 00.-02')1 
3pp 52616 192 52615:195 


9001290102 1 lo NRC Inlo Noiico 08 030. •’Tornoi Rock Two-Si«90 Sa'ofy/Pf^''^' 

Valve Setpoint Onli Update ’’ Svc list oncl. 

ROSSl.G.t OSvrsion ot Operational Evorxis Assossmont (Post 070411). 9l)(Cr'i)t 
Consol deled Edison Co. of Now York, Inc. 7Bpp 52656.236-52556 317. 

9001300424 NRC Infp Noleo 00 000. "EvlrinOOrl Interim Slorege Of Low Level 
waeto by Fuel Cycio g Mails Liconsooa ’’ Svc list oncl. 

CUNNINOHAM.n E. Division ot Industrial g Modlcal Nucloar Saleiy (Post 8'0'«f 
00/02/05 Consolldatod Edison Co ot Now York, Inc I08pp 62563 257-S253H/M 


9002130070 Responds lo Hems dofollod In summery ol Insp Ropis 50-390/69-12 S W 
391/6^12 on design baso'Ino vonticai'on program corrective action PJ®!'* 

K 'an CaloAation typo nsvmg ropoaiod g signllicani rioticloncles w.il bo axam w 
AY.Mj- Tennessee Valley Authority 00/02/05. Oocirmonl Control Brarch Iww 
momCo-ntrol Desk). 6pp 52646:170-52646 176 


9002140226 Responds to NRC Hi ro violoiions noted in Insp Ropis 50-390/60-^ ^ 
30l/89-20Corrociive ections:loroign mail will Do removed from inside uncoveiw 

MEOrOI^.M.O. Tor.nosseo Valloy Aulhonty 90/02/07 Document Control E-s''* 
(Document Control Dosk) 7pp 52C51 279-52651 205. 


0002220597 Informs ihoi Independent team insp of plant will be ps/'o/'^ied on ^ 
030i.lnsp objeclive.fnsp tasks g participating inspectors idoniHied in enci exit mw v 
wllb8cor«*jctodon90030l. , 

QLACK.SC- Assisiam O.recior lot Proiocts 00/02/09. KINQSLEY.O.D Tef«»» 
Valley Aulhonty. 4pp. 52696:272-52696 275. 


UUUMlItU lltMb 


S. Reportable oecurrencee. LERs A related correspondence 


O. Inspection reports, IE Bulletins & correspondence 


9002320371 Pari 21 ropi re ma n! ol Automatic Valve Corp MSIV &/or main steam lollei 
valve using spanner wrench in order to avo.'d solenoid valvo siem damage.por 1984* 
as change In riesigrt. Mainl instructions end 

HUTCH'.NS.T, Automshc Valve Corp 90/02/02. NRC • No Dotfli'od AtNIatlon Qlvon 
38pp. 62738.068 52730 105 


DOCKET 60-395 VIRQIL C. SUMMER NUCLEAR STATION. UNIT 1 


f. Security, medical, emergency A tire protection plana 

9001290217 Revised EPIPs, including Rov 10 to EPP-003 & EPP-004 .Rqv 11 to EPP- 
010 Rov 1210 EPP-022 8 Rov 0 to EPP-023.W/0001 12 llr. 

BRAOHAM.OS South Ca/olna Eloctiic 8 Gas Co 90/01/12 BOpp 62453 330- 
5246-1;058. 


9001310003 Forwards Insp Rept 50'395/e9'24 on 80t20i-3l.Violelions noted but not 
CKOd 

VEHRELLI.D.M. Region 2, Ole ol the Oirectof 90/01/1 1 . BRADHAM.O.S. South Caro- 
line Eiecidc & Gas Co 2pp 52497:Ot6'52d97;029 

-9001310004 Insp Root 50-395/09'24 on 891201-31. Nor.cited violations noted Maior 
areas inspecleomonihly survoil'anco observations, monthly malm 

observation, oporaiional salety vonflcat.on,ESF sys waikdown & followup ol events. 
PREVATTE.R.L., MOOENOS.L P., CANTRELL.F.S. Reg on 2. Ofc ol tho O'reclor. 90/ 
01/11 12pp 52497:018-52407 029 

9001290101 Advises lhat uiil will validate adequacy of any sys used for perlod'C inserv- 
Ice insp & wilt uparada.as requ red.oddy current test methods usod as better methods 
dovotoped & valloated for commercial uso,por 9001 1 1 discussion 
eRAOHAM.O.S South Carolina Electric & Gas Co 90/01/16. HAYES.J J. Document 
Control Branch (Documani Control Desk] ip 52469.33S-S2460 335 


9002220483 Summary ol 900201 meeting w/ulil m Rockv>lle.MO re potertllal moving ot 
omergoncy operations lec-lity from plant training ctr to Palmetto Ctr m 
Columbia. ^ ust of atfondsos & meoiing handouts oner 

HAYESJJ- Proiocl Directorate ll-i. 90/02/13. Projocl Oirocloiaie ll-l. l3pp. 
52672 166-52672:178. 


P. Operating license stage documents & correspondsnee 


9001360290 Forwards Exam Rapt SO-365/OL'60-02 edmir^isiered on 091205- 07. 
PEE&LES.T.A. Region 2. Ole ol the Diiecior. 90/0t/i6 BRADHAM.O.S. South Caroli- 
na Eiecidc & Oes Co 2pp. 52494. >61-52494:225. 

-9001300292 Exam Ropt S0-395/OL-e0-D2 on 891205 07. Exam resullsietl ttve reactor 
operators passed written exams & operating tests. 

enNST£S.M£.. MUNnO,J.F. flogFon 2. Olc Of the D.rector. 00/01/12- 63pp. 
S2494;163-S24g4:22S 


9001290101 Advises that util will validate adequacy ol any sys uaod loi periodic msoiv- 
Ice insp & will upgiade.as required, oddy current loai melhoda usod as belter methods 
developed & vahc^ied lor commcicial uae.per 9001 1 1 discuaslon. 

BRAOHAM.OS South Carolina Electric & Gas Co 00/01/16 HAYES.JJ Oocumoni 
Cor.iiol Branch (Qacumeni Control Desk). Ip. 62460:335-53460.335. 

9002020167 Forwards EGG-NTA-8701. "TMI Action • NUREQ 0737 (ILD.t) Rellof & 
Safety Va'wa Testing VC Summer Nuclear Station." All Items comploie^ oxcopt quekfl- 
cailott of pping & supports upstroam of safety valves & PORVs 
HAYES J.J. Project Olieciorato ll-t. 00/01/10. BRAOHAM.O S. South Carolina Elocidc 
&OesCo 3pp S2639:124-52539 161. 

-9061220107 "TMI Aclion-NUnEQ-0737 (11.0.1) Rotlal 4 Safety Valve Toetiog.VC 
Summor Nuclear Slelion," technical ovstuation rept. 

YUAN.CY., NALEZNY.C.L,, FINEMAN.CP, EGiQ Idaho. Inc. (eubs. Ol £040. Inc.). 
PIN A-e492. EQQ'NTA-8701. 69/09/30. NRC ■ No Oolailod Alliltat.on Given 36pp. 
S2539:127-52539.161. 


0002120931 Forwards WCAP-t2464, "vC Summo* Nudoar Station Natural Circulellon 
Eva'ustion Program Ropt" Ropt provides info to resolve Branch Technical Poeliioh 
RSd 5- 1, "Oaaign Requr/ernenis lor RHR Sya" for faciifty.per 6907 19 laicon. 
BRAOHAV.O S South Carolina Eloctric A Gas Co. 90/01/20. MAYES.J.J- OocumenI 
Control Branch (Document Control Desk), ip. 62dl6:190'636lS:220 


-0062120933 "VC Summer Nudoar Sialion Natural Circulation Evaiusfion Program 
Rept " 

STBRREn.CR,, HANSON.J.P., BEER.R.W. Wostinghouso Eloctric Corp. WCAP- 
12464.89/12/31. 22pp. 52616:100-52616:220. 


90020S0030 Forwards leaponso 10 Gorwtic Llr 09 13, "Sve Water Sys Probloma Affod- 
ing Saloty-Reialed Equipmoni." Uiii currently porforms visual maps 4 dredgings ol eve 
water 4 circulating water Intake structures onco each refuo'Jng cycto. 

BRADHAM.O.S. South Carolina Eloctric 4 Caa Co. 00/0i/3i- Document Control 
Branch (Document Control Desk), epp. 62603:106 62603:193. 


9001300496 Adv<sos lhat draft final rept for closeout of IE Bullotin 70-23 found 
occeptabte Lead engineers lor IE Bulleims 04-02,60. 06 4 87-003 reassigned as listed. 
OEflllNGER.C.H Generic Communicetlons Brencii NRC06-85-167 90/01/17. 
LOFY.RJk PARAMETER, Inc 3pp 52513 256-52513 250 

9601290317 Advises lhat uiil 900105 responso to NRC Bu'loiln 89-003, "Polontial Loss 
ol Roquired Stiutdown Margin During Reluollng Operations," acceptable 4 TAC 74564 
closed. 

HAYES.3.J Project Directorate ll-t. 00/01/21. BRADffAM.O.S. Southern California 
Ed son Co 3pp. 52460 095-52460:097. 

9062060061 Forwards map Ropt 50-395/89-200 on D9l127-12lS.De(lciende8 noted. 
VAROA.SA Division Ol Reactor Projects - l/M (Post 670411). 90/01/26. 
BRAOHAM.O S South Csiolina Electric & Oes Co. 4pp. 6255B;1 16-52556:148. 

-9002660066 Insp Rept 60-395/69-200 on 091127-12t6.Dolldenclos noted. Major 
areae mspecied.coimpfiance w/iE Buifof'ns 79-02 4 79-14. 

PARKHiU.R.W., iMBRD.E.v., LANNINQ.W.D. Division pi Roactor inspseilon & Safe- 
guards (Post 670411}. 00/0U24 27pp 62556:122-5265e:t46. 

9001330126 NRC Info NoHo 90-005. "Inier-Syslom Discharge of Boacior Coolanl." 
Sve iist end. 

ROSSl.CE Division ol Opa'Biionai Evonis Assessment (Posl 870411). 00/01/20. 
Consoiidatorl Edison^ of Now York. inc. lOipp 52535:125-62635:227. 

900123017$ NRC Into Notice 90-006. "Pofeniiai for Loss of Shutdown Cooling While at 
Low Reactor Coolant Levels " Sve list end. 

ROSSi.CE. Otvis’-on ol Operational Events Assessment (Post 670411). 90/01/29. 
Consoiidaiod Edison Co ol New York, Inc. lOipp- 52635:025‘62536‘124. 

9001240190 NRC Into Nohca 90-007, "New Info re Insulation Matt Performance 4 
(M}tis etockago of PWR Contsinmont Sumps " Sve list end. 

RC^Si.C.E. Division ol Oporetlonei Events Assossmont (Post 870411). oo/Ol/OO. 
Consol-dalod Edison Co of Now York. Ino. 99pp. 52535;228-52535:329. 


9001290051 Genoilo Ltr 90-02 to all LWR licensees 4 eppllcants ro alieineUva require- 
monis (or fuel assombllos in design features section ol Toch Spocs.Svc ttst oncl. 
PARTLOW.J.Q. Associate Director (or Projects (Posl 070411). 90/02/01. Consoiidai- 
od Ed son Co. of Now York. Inc. 3gpp. 52637:055-52837.093. 


9002050265 Nolllicelion ol 000206 moot ng w/utll In RocKvIllo.MD to discuss insps as- 
eociated w/brtpiemonioiion ol Dullotins 79 02 4 79-14. 

MAYES.J.J Pirtecf Dlroctoroto ll-t. 90/01/30. TOURIGNY.E.O. Project D.reclorale 11- 
1. 3pp 62647.322 62547 324 


9062120127 Roquosls approval, per t0CCFR5O.55a.for uso ol Alloy 600 mall In lebrical- 
Ing/uso ol sloam generator plugs during upcoming reluollng outage Alloy 690 curreoUy 
codo-epproved mall lor steam gonoreior tubing hosed on corrosion resislsnco. 
BRADHAM.O.S. South Carofna Elocfr/c 4 Gae Co. 60/02/01. HAVfiS.J.J Documeol 
Control Branch (Document Control Desk). 2pp. 62627:l85-52827:l8e. 

9002130306 Summery of 900131 meeting w/uni In Rockville. MO ro status ot llconsing 
issues for plant. LIsl of attondeos 4 handouts oncl. 

HAYES, J.J. Project DIfoctorate ll-l. 90/02/02. Project Direciorelo 11-1. I6()p- 
62647:32l-52047:335. 


9001250020 Suppl 2 to NRC Info Notice 86-023. "Poioi^Hat for Gaa Binding of HPSi 
Pumps Outing LOCA.” Sve list oncl 

ROSSl.CE. OMsIon of Operational Events Assessment (Post 870411). 90/01/31. 
Consolidaled Edison Co. of New York, Ino. 95pp. 62533:329-52634:062. 

9002060030 Forwards response to Generic Ltr 80-13, "Sve Water Sys Problems Alfoct- 
Ing Seloty-Retaied Equ'pment." Uhl current;/ performs visual Inspa 4 dredgings of svo 
water 4 circulating water Intake structures once each rolueling cycle. 

BRAOHAM.OS. South Carolina Electric & Gas Co. SO/Ot/Oi. Oocumoni Control 
OraiKh (OocumenI Conlrol Desk). 6pp 62693:168-52593:163 


9002220230 Forwards Amend 84 to License NPF-12 & safety ovaluatlon. Amend rrwises 
Tech Spec 3/4.8.), "AC Sources" by chartgirg ganeraioroll vol 
HAYES.J.J. Project Direclorato 11-1. 00/02/12. BRADHAM.O.S. South Carolina Elecirto 
& Gas Co. ip. 52683:147-52883:167. 


9001260198 NRC Into NoUce 90-008, "Kr-B5 Hazards From Decayed Fuel." Sve list 
erKl. 

ROSSl.CE. Division of Operational Events Assessment (Post 670411). 90/02/01. 
Consolidaled Edison Co. of New York, Inc. 77pp. 53683:180-52683:256. 


-9002220235 Amend 84 to License NPF-12,revl8lng Toch Spec 3/4.6.I. "AC Sources” 
by changing generator oil vol. 

ADENSAM.E.G. Project Diroctoralo tl-f. 90/02/12. 6pp. 52603:149-52663:164. 

-9002220239 Safety evaluation supporting Amend 84 to License NPF-12. 

* Ofiica ol Nuclear Reactor Regulalloa Director (Posl 87041)). 90/02/12. 4pp. 
62683:166-62603:157. 

9002220407 Forwards Amend 86 to License NPF-12 4 safety evaluation. Amerxi renurn- 
bare Tech Spec 3/4.7.11 to Tech Spec 3/4.7. 9. 

HAVeS.J-J. f^ojecl Olrectoralo ll-f. 00/02/(2. BRADHAM.O.S. South Carorna Eloc(fte 
4 Gas Co. 2pp. 526e9'202-52689:2l0. 

-9002220410 Amend 66 to License NPF-12.ronumborlng Tech Spec 3/4.7.11 to Tech 
Spec 3/47.9. 

ADENSAM.E.G. Project Directorate ll-l. 90/02/12. 4pp. 62689:204-52689:207. 

-9002220617 Safety evaluation si^portlng Amend 66 to License NPF-12. 

* Oltice of Nuclear Reactor Regulation, Director (Post 670411). 90/02/(2. 9pp. 
52d80;2O8-52686:2lO. 


9001290102 Suppl 1 to NRC Into Notice 68-030, "Target Rock Two Siege Safely/Rollel 
Vetve Setpoint Drill Update." Svo list end. 

ROS5I.C.E. Division ol Operational Events Assessmenl (Post 870411). 90/02/02. 
Consoidaled Edison Co. of New York, Inc. 70pp. S2656:230-52656'3I7. 

9001300424 NRC Into Notice 90-009, "Extended Interim Storage of Low Level Rad- 
waste by Fuel Cycle 4 Malls Licensees." Sve list end. 

CUNNINGHAM, R E. Division ol Industrial 4 Medical Nuclear Safety (Post 870729). 
Q0/02/()5. Consolidated Edison Co. ol New York, Inc. t06pp. 52683:257-52584:004. 

9002(60305 Ack recelpl of 600112 ltr In response lo NRC 801212 notice of violatfon re 
liconsed operator duties NRC concerned that licensed operator personal alfatrs do not 
Impact dany performance re operation of lacillty. 

LIEBERMANJ. Olc ol Enforcement (Post 070413). 00/02/09. CROWLEY.C.A. Alliiu 
elion 1^1 Assigned. Ip. 62658:103-52658 103. 

9003230468 Forwards Insp Rept 50-366/90-01 on goOlOI-31.No violations or devl- 
sDons noted. 

VERRELLI.D.M. Region 2, Ofc ol tho O rector. 00/02/12. BRAOHAM.O S. South Caro- 
Nia Eleeirtc & Oas Cp. 2pp. 52702. 1 75-63702: >88. 



DOCKETED ITEMS 


-9002230159 Ir.^p Repi 60-395/9001 ot 900lOl-3l.No violaUons Of dOviaDons 
no;odMa|Of areas inspected monu-.ly su.'ve: lance S ma'ni ebservsaorvcpe'aiional 
safety venficat.on A onsiie (oiicwup of evonis ai oporai;ng power plania 
PREVATTE n L , MODENOS.LP.. CANTRElL.F S Rog on 2, Otc ot Ihe Ofecict- 90/ 
02/Ca lOpp 52?02 177-52702.166 


R. Periodic operating reporta A related correspondence 

99013101S6 Forwards Technical Repi 69-3, "Se sm c Near VC Summer Nuclear 

Slaton for Period Juf-Sept 1989.” 

BRADHAW.OS South Carol na Elednc & Gas Co. 90/01/24. Oocu'neni Control 
Branch (DocuT.enl Control OasW) Ip 62497. 063-52497 077. 

-9001310462 ‘Se smic Actwity Nea.' VC SuTmet Nuc'eat SieMon lot Penod Ai- Sopl 
1969" 

TALWANrP South Ca.-olna, Urtv. ol, Colu.-nWa, SC. 99-3. 90/01/24. 14pp 
52497 064 52497 077. 


S. Reportable occurrences, LERs A related correspondence 

9002010227 LER 89-0i1-0l:on e90526.maiiL'ai reactor trip In naiad lolowing la hire ot 
pressuhzor saiety valve when va've became unsealed, cauaing lapid dopiessumatoiv 
of RCS Tomp detectors Installed on saleh valve W/9001 23 hr. 

HIGGNS.WR BRAOHAM.O.S South Caro'ma ElecMe & Gas Co. 89/06/27. 6pp 
62550.074 52550 070. 

9001300093 Piovides update ol long leim corrective aci-'on lor 6907lt loss ol otis-io 
power Installation of voltegu regulator on 230/7.2 kV emergency euwbiry Itanslo/mer 
neither (ociijir^ nor any appreciab'e bonofii derived from insia.la6on. 

ORAOHAM.O S South Carolina Elecinc & Gas Co 90/01/19. NAYES.J J Oocumenl 
Cohtio' Uienth tOocuTieniCor-'-iol OeskV 2pp. 62400. 191-52459. 192 

9001310487 LER 89 022-00 on e909l3.dlscovered that ch'lied water pump B laiuined 
to SVC w/o perform ng adequate Section XI of AS.VE Be lar 8 Preasure Vessol Code 
raq'j rod peat maini operebiliry test Caused by personnel error W/900i2d Hr 
HIGGIN^WR BRAOHAU.OS South Carolina Electric A Gas Co 90/01/26 4pp 
52502:153-52502 156. 

9002220573 Pah 2t rapt re possible rise In chtor waiot lamp when eve water Dow 
valve operiad to Increase fiow.ln tia ly reported on 900209 Revised guidoLnes issued 
for ruin chi ler load operation by selocnvo'y iso'amg cool ng col's. 

VAUGHN, H E Qi'beh/Commonwea'lh, Inc. (formerly Gilbert Asao&aios. inc.). 90/02/ 
13. WURLEY.TE. Office Of Nuclear Reactor Roguiaiion. Oirecior (Post 670411). 2pp. 
52696 071-52696 0/2. 


V. Operator Eiamlnatloni 

9001300290 Forwards Exam Rapt 50-395/01 69 02 admin stared on 69I20S- 07. 
PEEBLES, TA Rog;oh 2. OfcoftheOiracior. 90/01/16 ORAOHAM.OS South Caroli- 
na E-'ecliic & Gas D> 2pp. S2494'l6l-S2494'?25 

-6001300292 Exam Rept 50-365/01-69-02 on 691205-07 Exam re$utt$:d1 Ova roactor 
opeiaioip passed wniten exams A operaing tests. 

ERNSTES.ME., MUNRO.J.F. Regron 2. Ofe of the Oirocior. 00/01/12. 63pp. 
S2494 163-62494.225. 

9002160306 Ack receipt ol 900112 Hr in response to NRC 691212 notice ol violat-anro 
licensed operator duties NRC concerned that licensed operator poraonei atiaks rto not 
impact da ly perfomianco re operaion of lacaty, 

LiEBERMAN.j Ofc Of Enforcemeni (Post 870413) 90/02/09. CROWiEY.Ca. aiml 
alien Not Assigned, tp. 626Se.l03'6265e'l03. 
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F. SeewKy, medtcel, amergency A fire protection ptsns 

9001300231 Forwards Insp Ropt 50-397/69-33 on 691 tt3-1222.No violasons or dovi 
et-ons notod.Concern idonill'od ihal control room I ra/ovacuadon procedure requiring 
hourly monitoring not provided w/6 h baltary powered light ng unit loi ptoceduro 
MILLER.L. Region 5. Ofc of Ihe O'reclor. 90/0t/ll. SOREN5EN.G.CL Waehingtoo 
Pub'lc Power Supply System. 2pp. 52470.306-52470 3t6. 

-9001300236 Insp Ropi 50-397/89-33 Oh 89ili3-l222.No v-Vafions or deviations 
noted Veiar erese inspected vital einss & equipment in pisnt.sseessfrenl ol Icenseo 
prcigrem (or faci'ity emergoncy fighilng & fol'owup of open iloms. 

HUEY.F.R Region 5. Olc ol the Dirocior. 80/01/1 1. 1 1pp. 52470.308-5247(7316 

60021S0009 Forwards Insp Ropi 50-397/69-39 on 09t2l6-22.No deficiencies or viola- 
Cions noted. 

YUHAS.G P. Reg on 6, Ofc ol the D.recior, 90/01/22. SOHENSEN,G.C. Weshingion 
Public Power Supply System. 3pp. 52676:212-52676.221. 

-9082160010 Insp Rept 50-397/69-39 On 6912t8-22No violations or davfatiOAS 
noled.Weeknessos re readmoss of omorgency equipment ideniiriod.Majoi areas 
Inspeciedtemergency preparedness program A lobwup on open Moms. 
PRENOEnGAST,K., YUHAS.G P. Region 6, Olc of the Oirecior. 90/01/22 7p?. 
52676-2l5-52676:221. 

9002070310 EN-90-0l2:on 90020l,not'ce Of violaiion will be issirod to utlJlctlon based 
on numerous vioiailons ol fire protection requromenis of 10CFR50,App R Involving 
Inadequate aoparation of safety equipment trains A fire barriers. 

LUEHUAN.J. LlEBERVAN.J. Ofc ol Enforcement (Post 670413) 98/01/29 tp 
62604:25e-52e04;25Q. 

9002060295 Expresses appreciation for pehclpaiion In Emergency Responso Data 
Sys End survey designed fo provide hardware, communlcatlons.dala point A ednCiss- 
tralivo info oocessary lot conwactot lo doslgn sys intorlace A data base 
JOLICOEUR,J.R. Incident Response Branch. 90/01/30. HOSLER.A Wasbbigton 
Public Power Supply System. 60pp. 62559:302-52556:351. 

9002070350 Forwards Rev 16 to physical security pian.Rev withheld (raf tOCFRTS.at). 
SORENSEfl.G.C. V/ashlngton Public Powei Supply System 90/01/31. Document 
Control Branch (Oocumenl Control Desk). 2pp. 62569.338-52569:339. 


9002070450 Dscussoa InsP Repts 50-397/88-05,60-397/87-02 A 50-397/83- y 
660303-891027, respecliveV A forwards notice of violation. Violations domonsi-ais -g 
lafHiro lo control firo proloction areas 

MARTINJQ. Reg-on 5, Ofc of iho Oirecior. 90/02/01. MA2UR,D.V/. WavVc-si 
Pubic Power Supply System 3pp. 526a7;igS'525B7:202. 

-9002070462 Notice ol violation from Insp on 860303-691027. violations noted Is. xeu 
provide adequate prolecticn to enabfo operation of ono Irani of safe sh.idown 
merit A adequate be barrier protection for inaiiumonlatlon in b'oek virei s. 
MAHTIN.JB. Region 5, Olc of the Director. 90/02/01. 6pp. 52587.196-525972J2 

9082270 184 Final response lo FOIA roquest for records. A & Q records or<|&s/ai- 
able in FOR App D records pahlaliy withheld (ref FOIA Exomptions d A 6] 
GRIMSlEY.O^ Division of Froodom of Information & Publications Saivces -'F: 4 i 
890206). 90/02/23. PENLAND.T. Bishop, Cook. Purcell & Reynolds 6pp. 527i5»5 
62716311. 

-9002270202 Advises that o-ncl listed omployeo should bo provided site- spoe'e via 
fng m radtoio^at protoc'.lon.eraeigertcy response & security comparable to visl Kt 
rushed by ubi to regular 8<le employee granted unescohod access 
MARTIN.J.e. Region 5. Ofc ol lha Director. 88/07/26. SORENSEN.G.C. lA'ssT-uV-xi 
Public Power Supply Systom. 2pp 52718:007-52718 008. 

-90022/0210 Proyidos security claaranco Info for generic precursor evc'i uisp oi 

eeoaoa-0902 

ROEj.W Orvislon of Licenses Performance A Quality Evaluation (Post B7041I! N’ 
08/05. FRtOILLANA.E. Roglon 5. Olc Of tho Dvaciot. tp. 62716.009 .527IBOOS 

-9002270219 Raquosis unescohed accoss lor lislad inspector lor precursor roam 
0(1880622-0902 

hauOHNEY.CJ. Special Inspection Branch. 8B/08/IB. HAMILL.K Region 6 Olcc4 
the Oirecior. 2pp 52716 OtO-S2718 0l1 


I. Financial inlormailon 


9002060001 ’’WPP5S.IOOB Annual Repl.” W/000129 Hr. 

HAIVORSON.C.M.. MAZUR.O.W., SORENSEN.G.C. Washington PubLc Power Supc>h 
System 89/12/31 40pp. 62556 327-52557:005. 


P. Oparating licenaa stage documents & coireapondenca 


9002060164 Forwards SER concluding mat aufficiani jusiificetion lor oparafion picivioj 
laaiencfey gas trostmont ays aiiainmant of secondary contoinment ptossuraAddllrH 
ing noceaeary to verify standby gaa iroaimani ays fan capacity. 

SamivORTKrb. Project D-iecloreio V. 90/01/03. SORENSEN.GC. Wathingten 
Pubic Power Supply Syaiom 3pp. 52560:065-62599.071. 

>9002060169 Safoty ova'uailon concluding that sufficient JusHficaiion providod.n lonnN 
(ustiHcaiion lor continued opoiauon,io allow coniinuoa operation assuming a‘Arxt '7 
gaa troaimeni ays tan capacity verified por "as leaiad" vaiuoa. 

' NRC - No Dotal'ad Atfilialion Given. 90/01/03. 4pp. 625Q9:068'S?56a.07l. 

9002060324 Forwards Rov i3 to WPPSS-OA-004, "Opoietional OA Piogiam Dosenp 
bon" 

SORENSEN.OC. Washington Public Power Supply Syalem. 00/01/24. MARIN,.B 
Region 6. Olc of me Dliactct 2pp. 52593.266-525031366. 

>9002080328 Rev 13 lo WPPSS-OA-004, "Opsrolionai QA Program DoSCnplio-i " 
BOUOREy.B.O. Waehinglon Public Power Supply System. OO/Ot/24 3t;p. 
62603 270 52593 306 

9002020266 Advises that iicansae Individual plant oxem approach, moinodoiogt A 
achaduia.describod In 691101 Itr.per Qenorto LIr 68-20, accopleblo Schodjia chains 
should be reported lo NRC 

SaMWORTH.R B. Project Di'eciorala V. 90/01/30. SORENSEN.G C Washiiij'^xi 
Pubke Power Supply System 3pp. 62639:22 1-52539:223. 

9001260051 Generic Ltr 90 02 lo all LWR llconaoea A applicants re aliornotvo reqjre- 
mortie tor tuel aaaetribhee In design fealuroa aectlon ot Tech Specs S/c l si (rd. 
PARTLOW.J.Q. Asaoclala Direclor lor Prolecta (Post 07041 1). 90/02/01. ConsoScst- 
od Edson Ck) ol New York, Inc. 39pp 52637:055 52837:093. 

9002160130 Application lor amend lo Liconso NPF-21. revising Tech Spoc Surveilju-Ke 
Requirement 4.8 1.l .2.d.2 to odd new diesel fuel oil aurvoiltance to onsuro thai desal 
ganereior oporebll.ly not Impaired by Insoluebles In fuel oil. 

SORENSEN.Q C Waahlnglon Public Power Supply System. 90/02/02. Oecume-i 
Control Branch (Document Control Desk). 3pp. 52€5B:159.520S8:162. 

-9002180141 Proposed Tech Specs re aurvelllance requlremenia for sampling fuelcJ 
tram (fescharge line ol atorege lank transfer pumps for fmpuriiloa. 

' Washnglon Pubfio Power supply System. 90/02/02. ip. 52858: 162-62668;182. 

9002140267 Roaponds to Generic LIr 89-13, "Sve Water Sys Problems AHocirg Saiety 
Rotated Equipment." UiH will annually inspect sve water spray ponds for macroaccpc 
biological touting organisms A fouling accumulations will be removed. 

SORENSEN.G.C. V/aaningion Public Power Supply Syalem. 90/02/05. MARTiSjB 
Re^n 6. Otc ot me Director. I2pp. 52653:187-52653:198. 

6002160067 Application lor amend to License NPP-2l,requestlng diesel gono.-aipi Iasi 
schedule ol Table 4.8.1.12-1 be rovised.per Qenerfo Ltr 64-16. 

SORENSEN.G.C. WaaMngten Public Power Supply System. 90/02/05 Docunwi 
CofliHM Branch (Document Control Desk). 5pp. 62676:113-52679:1 19. 

>9002160066 Proposed Tech Specs re diesel generator test schodule. 

' Washington Public Power Supply System. 90/02/05. 2pp. 62679 1 18-52676. M9 

9002230437 Application for amend to License NPF-2t,changlng Teen Spoc 34 2 i< 
aalety relief valve A Tables 3.3. 7.6-1 A 4.3.7.6.-1 re accident monitoring Insiaweris- 
Von 10 perm-l acoualic monitor 10 inoperable until next shutdown. 

SORENSEN.G.C. Washington Pubic Power Supply System. 90/02/14. Documert 
Control Branch (Oocumenl Conbol Desk). 6pp. 62702:220-52702:228. 
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—9002230436 Proposed Tech Specs re accideni rr.oniioring inslrvimeniaticrt & safety 
relief valves. 

' Washington Pub!:c Power Supply System. 90/02/14 3pp. 52702 226-S2702-22B 


0. Inspection reports. IE Bulletins & correspondence 

9001300231 Fonvards insp nept 60-397/89-33 on eOn 13-1222 No violations or devi- 
ations noiod.Concein ident.lled that control room l.ro/ovecueilon procedure reqJrtng 
hourly mon tonng not provded w/6 h batiory poweted llghiing unit lor procedure. 
MiLlEP.L. Region 5. 0!c ol the Director. 90/01/11. SORENSEN, GC Washington 
Public Power Supply System. 2pp. 62470 308-52470. 318. 

-9001300236 Insp Rept 50 397/69-33 on 691 1 13-1222. No violaiione or dovlainns 
noted. Major areas inspected v.tat areas & equipmont In plant, assossrr^ini of liconsee 
program (or faell.ty emergency I ghting & lollowup of open Items. 

HL;eY,F.n. Region 5, Ofc ol the D.roctOf. 90/01/11. llpp 52470:300-52470:316 

9002270180 FOIA requcsl lor Internal nQios,memo9.brlQlinQa,lirg & recorda ro Insp 
Repts 50-307/67.13.SO<397/87.ig & 50-397/QQ-24. 

P£NLA,NO,T.L. Bishop, CoOK, Purcoll « Roynolrfa. 90/01/1 1. flOBINSON.L. NRC - No 
Oeia:'ed Alliiaiion Given. Ip 52716:304-52716:304. 

9001300222 Forwards Insp 60-397/69 36 on 691127-1219 & oeilco ol 

wo’siion. Expresses concern re apperont leek ol ollectrve correenve ecnpns In dealing 
w/iorquing ol lastoners used In applica' ons that experlericQ slgnllicant vibration. 
MARTIN, JB. Region 6, Ofc ol the Oiroctor. 00/01/12. OXSEN,A L. Washington Pubic 
Power Supply System. 4pp. 52465:144. 52405:162. 

-9001300226 Notice ol violation from Inap on 091127-1216. Violeilon noted incorrocl 
icrriue selection & Inoffeclivo corieclive action (or loosening ol lastortots. 

MARTIN.J.B Region 6, Olc ol the Oliocloi. 90/01/12. 2pp 52495:146-52405 146 

-6001300226 Insp Repl 50 397/69-36 on 691 127-1219. No violations naiod. Meior 
areas Inapocted loosening & lorqu ng of sately-rolatod motor operator mounting bolls 
in RHR sys. 

JOHNSON, P.H. Region S. Ofc ol the Diroctor 60/01/05. i3po 6246S-160-62495 162. 

9002020001 Forwarda Insp Repls 50 307/09-34 & 50 450/09 02 on 091113- l2l7.No 
vio'a'jons noted Only Psiagraph 8 addresses Unit i re preservation aci-viilos 
RICHARDS, S.A Region S. Olc ol the Oiroclor. 60/01/16 SOrtENSEN.Q.C Wsehing. 
ton Put>l.e Power Supply System. 2pp. 52526.167-52526 169 

-9002020002 Insp Repts 50-397/09-34 & 50-400/00 02 on 091 ti3-l2l7.No violelions 
or devietons noted.Excopi lor Paragregpn O.ropi discusses UNt 2 only Major areas 
lnspectod:conirol room ope{a>'on8.iiconseo action on previous imdings & LERa 
JOHN80N.PH. Raglan 1 Olc ol the 0 rector OO/OUIO. tipp 62526189-52526:169. 

9001300496 Advisos that draft final rept for closeout of lE QuHotm 79-23 found 
accepiaOfe l.oad engineers for lE Quiiodns 04-02,90 0$ & 67-002 icaastunod ee ttsfod 
GGRLINQER.C H. Qonsric Commun cations Oraneh NRC 05-8S-l5r. 90/01/17. 
LOFY.R.A, PARAMETER, Inc 3pp. 52613:256-52513:258 

SOOI200076 EN-00-007.on 900 124. notice of violatiori 6 proposed imposnton of ctvJpon 
ally In emounl ol $50,000 w.il bo issued. Action basod on violations of oqdpmoni quen- 
fiCatlon roqulremonis of tOCFRSO.46 

LUEHMAN.J.. LIE6ERMAN.J OfC Of Entorcemoni (Post 070413). 90/01/19. Ip 
52490020-52490.320, 

9002150009 Forwards Insp Rept 50-397/e9'30 on 0912ie-22.No deficlondos or violo- 
nona noted 

YDHAS,G.P. Roeion 6, 0/C 0/ iho Diieciof. 90/01/22 SORENSEN.OC. W«ehlngteft 
Public Power Supply System. 3pp 62676:212-52676:221. 

-9002150010 Insp Rept 50 397/69-39 on 601216-22. No violshons or dov-alKtes 
noied.Woaknosses re read.ness of emorgonev eguipmeni idonUiied Major areas 
lnspected:omergoncy preparedness program & loMowup on open Homs 
PRENDERQASl.K., YUHAS.G.P. Hogrpn 5. Olc of the Director, 90/01/22 7pp, 
52676-21 5-62076 22t. 

9002050267 Forwards notice of v.olallon & proposed impasiiton of civil penalty In 
amount of $50,000 lor violaiions noted in Insp Ropls 50'397/86-i2.50-397/8B-39 6 
50-397/69-23 re Improper qualilicnlion of equipment Important to safety. 

MARTIN.J.B. Region 5. Olc ol the Director. 00/01/24. MAZUR.Ow Wash^iglori 
PubI c Power Supply System. 4pp. 52542:234.62S42 242. 

-9002050258 Notice ol violation & proposed Imposition ol civJ penalty In amount of 
SSO.OOO.Violailona noied:leilure lo document losl'ng.analysos or expetioncos ade- 
qua’o 10 demonstrate thal 27 Limiiorquo motor operators envIronmenieRy quairfied. 
MARTIN.J B. Region 6, Olc ol the Oiroclor. 90/01/24. 5pp. 62542:236-52542:242. 

9001230126 NRC Into Notice 60005. 'Tnior-Syslem Discharge of Reactor Coolonl" 
Sve list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 90/01/29. 
Consolidated Edison Co. of New York, Inc. 101pp. 52535:125-52535 227. 

9001230175 NRC In/p Notice 90 006, “Potenlial lor Loss of Shutdown Coal-ng MWIe ai 
Low Reactor Coo'ani Levels." Sve list end. 

ROSSl.C.E. Division ol Operational Evonis Assessment (Post 870411). 90/01/29. 
Consolidated Edison Co. of Now York. inc. 101pp. 62535.025-52535:124. 

90020703 to EN'90-012 on 900201, notice o< vlotelion will be Issued to uM Action based 
cm numerous vlolat-ons of Lro proiecilon roqu romonis ol lOCFREO.App R Involving 
inadequate separation of safety oqu'pmenl trains & lire barriers. 

LUEHMAN.J., LIEBERMAN.J Olc Of Enforcemonl jPosl 870413) 90/01/29. Ip 
52604:268-62604:268. 

9001240190 NRC Info Notlco 00-007, "New Info re Insulation Mail Performance & 
Debris Blockage of PWR Coniainmont Sumps." Sve list oncl. 

ROSSl.C.E. Division of OporailonsI Evonis Assessment (Post 870411). 90/01/30. 
Consolidated Edison Co. of New York, Inc. 99pp. 52535:228-52635:329. 

6001261)020 SuppI 2 to NRC Info Notice 86-023, "Potoiitlal for Ges Btnding of HPSI 
Puinpa During LOCA." Svc Fat end. 

ROSSl.C.E. Division of Operational Evonie Assessment (Post 670411). 90/01/31. 
Consolidated Edison Co. of New York. Inc. 96pp. 52533:329-52534.062. 


9001260196 NRC Irilo NoUco 90 008. "Kr 65 Hazards From Decayed Fuel. ' Svc list 
end. 

ROSSl.C.E. Division ol Operational Evo.nis Assessmoni (Post 670411). 90/02/01. 
Consolidated Edison Co Ot Now York, inc 77pp 52583 180 52563 250 

9002070450 Discusses Insp RepIS SO 397/66 05.50-397/67-02 & 50-397/69-30 on 
860303-091027, respecLvoly & forwards notice ol violation.Violallons demonslrato mgi 
fafuro lo conlfoi Ira proiecilon areas 

MARTIN.J.B Region 5, Olc ol ihe Oiroclor. 60/02/01. MAZUR.O W. Washngten 
Pubite Power Supply System. 3pp. 52567:195-52607:202 

-9002070462 Notice ol violalion from Insp on 660303-69t027.Yiolaiions noted failure to 
provide adequate protection lo enable operai-on ol o.ne train of safe shutdown oqu p- 
ment & adeeuate tee barrier proiecilon for Inslrumeniaticn In block walls. 

MAHTINJ.B. Region S, Ofc ol the Director. 90/02/01. 5pp. 62507 108-62507:202. 


9001290102 Suppi 1 to NRC Info Nolice 66-030, "Target Rock Two-Siago Saloty/Reliel 
Valve Sotpoinl Drift Update " Svc list oncl 

FtOSSl.C.E. Division ol Opersiional Events Assessmoni (Posl 870411). 90/02/02. 
Consdiefated Edison Co. of Now York, me 76pp. 62556 236-52556:317. 

9001300424 NRC Info Notice 00-006, "Exiended interim Storage ol Low Level Red 
waste by Fuel Cycle & Matte Llconseas " Svc list encl 

CUNNINGHAM, R.E. Divis on ol Industrial & Medical Nuclear Saioty (Post 870729). 
00/02/05. Consolidated Ed' son Co of Now York, inc. 108pp. 52583 257.52684:004. 

9002130304 Raises no ob'ectlon lo ulJ 891121 proposal lo dolor ir>ap of low prossuro 
tutlrne hom schoduiod 1660 rofualing outage lo 1991 roluoiing outage Contirms ihoi 
a'l ihree low pressure Itrblnes will be replaced w/iully integral d.sc des'gn. 
SAMWORTH.R.B Pro, eel Directorate V. 60/02/05. SORENSEN.QC. Washington 
Public Powor Supply System. 4pp 52634 277. 52634 200 

9002140267 Rosponds 10 Generic Lir 69-13. "Svc Water Sys Problems Alfecting Setety- 
Rolaied Eoutemenl." Util will annually Inspocl svc water spray ponds lo' macroscopic 
btelogca* loJing organ-sms A fouling accuir.ulailoos will bo romovod 
SORENSEN.OC vvashingten Pubic Powor Supply System. 90/02/05. MARTIN.J B 
RoQlonb.OIC of Iho Orecior. I2pp. 52653:167-52653:190. 

9002229S96 Responds fO NRC 900112 Hr re viofalions noted tn Insp Rept 50-307/69- 
38 CorrocUva oclipn eddi pieni OA Survoli'anco bo ng porlormod on aetect sample of 
lasionors to onsura that correct torque voteos uMnoa 

BOOCHEY.O O Washlrteion Pubix Power Supply ^siom 90/02/12. OocumenI Con- 
trol Branch (Oocorreni Control Desk!. 5pp. 62676 329-52676 333. 


9002270164 Final response to FOIA requOSi lor records <^p A & B records encl & avail- 
able In POn App B records partially wlihhoid Irei FOIA (Exemptions 4 & 6). 
GRimSlEY.OH. d, vision of Fioedom oi information & Pubicaiiona Berv-cea (Post 
800205). 90/02/23 PENLANO.T. Bishop. Couk, Purcoli & Reynolds. Spp 52716 305- 
52716:311 


•>9002270166 Advises Ol lodgings & transponoiion plans lor WNP-2 insp team mam- 
bets 

TOTH.AO Regions. Olc ol the Diroctor. 66/07/07. Region 5, Ofc of the O-rector. ip 
52716310-52716 310, 


-9002270189 Requosis appropriate In 10 util ro security staius of listed personnel tor 
e00006-0902 team msp 

TQTHA Reg on 6. Olc 01 Iho Director 66/07/06 Olllco Ol Inlormailon RoBOurces 
MarteOemoni (Post 690205). ip 52716-311-52716.311. 

-9002270196 RoquosiB lhal cognizem projeci branch stell provide data & guidance tor 
proporatfon of fn$p plan for loam insp during wk of 66^29. Supporting documonfaiion 
end. 

PATE.R J. flagion 6. Olc of the Direcior. 66/06/03. ZIMMERMAN, R. Region 5, Ofc of 
theOboclOt. 4l5pp 62716:312-52716.006. 

— 9(K)2270202 Advises that encl I'Sied employeo shou'd be provided site- spoclllc irain- 
ing In radiological prolecHon.emorgency response & security comparable to that fur- 
nished by utrl to regular site employee granted unescorted access. 

MAnrtN.J.O. Reg.on 5, Ofc of lha Otreclof 66/07/26 SORENSEN.O C. Washlrtgton 
Pubife Power Supply System. 2pp. 52716.007-52716.006 


—9002270210 Provides socurlty clearance into for generic precursor event Insp on 
660808-0902 

ROGJ.W. Division of Ucensoe Portormance & Quality Evaluation (Post 670411). 86/ 
08/05. FR10ILLANA.E. Region 6, Otc of lha Director, ip. 52716:000-52716:009. 


—9002270219 Requests unescorted access for listed inspector for precursor team insp 
on 660622-0902 

HAUGHNEY.CJ. Special Inspection Branch. 66/06/16. HAMILL.K. Region 5. Olc ol 
Ihe O'roclW 2pp. 52716.010-52716 011 


R. Periodic operating reports & related correspondence 


9002220372 Monthly oporaling rept for Jen 1090 for Washington Nuclear Plani.UnH 
2 W/8IX}207 lU 

HUTOfiSON.L.B., POWER5.C.M. Wash.ngion Publ.c Power Supply System. 90/01/ 
31. 4pp. 62600:040-52690.052. 


8. Reportable occurrences, LERs 6 related correspondence 


9002130069 LER 60-001-00:on 900l03,dlosel generatei sys declared inoperable duo lo 
fa-led diesel fuel Tech Spec surveillance. Caused by fuel oil sampling 
method. Independent consultant hired 10 assess diesel fuel piOgram.W/80020 1 Hr 
WASHINGTON.S.L . POWERS, C.M. Washington Public Power Supply System. 90/02/ 
01. 7pp. 52654.036-52654:042. 
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DOCKET 50-400 SHEAflON HARRIS NUCLEAR POWER PUNT, UNIT 1 
F. Secudty. mauical, ameigency A tire prolecllon plans 


-8002060408 Insp Ropt 50-400/093S on 09l204.08.Violailons noiedMsir. 
inspocied •nsorvice lesting.complait survoiiianco & action on previous insn rJS. 
SPARKS.S., OELISLE.Q.A Region 2. Otc ol the Director, 0O/Oi/ii woo 
52542 094 


9002150256 Forvvaids Insp Repi 50 400/69 34 on 691116 90010S & riohce ot vioiaLon 
vERRElLl.OM Rogon 2. Ole cMhe Orecio' 90/01/31 EURV.L Caro'ina Power A 
Light Co 2pp. 5267? 078 52677.096 

-9002160266 NOLCO ol violsi on Irom insp cn 891 1 16 900105 Violation rioted Procedure 
OS T - 1004 nci properly mpioTienied h that work request r-i>! genoraied & course gain 
adiuslTTior/.s made 

VERRELll.OM Reg on 2. Ole Ot the Director 90/01/31 2pp 52677.0a0-52677081- 

-9002150260 Insp Repi 50-400/69 34 on 691116-900105 ViO'aUons noted Major areas 
inspected p'ani oporetions, radiological controls securiry.r re protect on.su/veniance ot>- 
servaton, maml obsorvat on.LERs 6 sys ong near program 

TEDROW.J, ShannON.M., DANCE.H Racion 2, Qlc Of the Director 00/01/31. 
I5pp 52677:002-52677.036 

9002230235 Revised p'ani emergency piocodures.i.ncludmg Rev S to PEP-321.Rev 3 to 
PEP'382.Rev 2 to PEP-405 & Change 1 to Rev 5 to PcP-343 W/9002t4 lir 
H'S'NANT.CS . RiCHEV.R B Carol-na Power 6 light Co 90/02/14 4tpp 52701209- 
527d1 249 


H. General correspondence 


9001300154 Responds to NRC Bulletin 60 002, "Stress Corrosion Crackinn .i « 
Hs'dnass Type 410 Sia'niess Stool Internal. ..." No valves sub] to bulletin 
Ideniilied at plants 'VJverwj 

CUTTERAb. Carolina Power & Light Co. 90/01/17. Documam Control Rrerfh-rv. 
rrant Control Desk). 3pp. 52460.004-524e9.006 ® 


9001300498 Advises ihal tJion I nal topi lor closeout ot lE Bulletin 79 « i- . 
acceptable.Laad onginoors lor IE Bulletins 84-02,60 06 & 87 002 roassonodA.^® 
6EHLINGER.C.H Gonoric Contmuriicallons Branch. NRCO5 05 157 
LOFYRA PARAMETER, Inc 3pp 52813 258-52513 250 




9002230120 Forwards Insp Repi 6O-4OO/0O-O1 on 09l226-e00l05.Violati0'is nr’-'i 
will be discussed ai 000200 onlorcomnnl conloronco. ’ 

EBNETER.SO. Region 2. Otc ol the Direcior. 90/01/17. EURY,L Carolna Pf-ci 
ligiil Co. 2pp 52716 010-52716016 ‘ 

-9002230125 Insp Rapt 50-400/00 01 on 891226 OOOIOS Violaiions & one wejj««, 
noted Ma.'or areas Inspocisdptani oporatipns to review licensee ectivi'Jes dinr 
recent leaclor siadup & subsequont power oscalatlon. ' 

TEOROWjl . SHANNON.M , DANCE.H. Region 2, Ole of lbs Director 00/01/17 ^ 
52710.012 82716:016 ^ 


9001290096 Responds 10 891207 itr eddresf ng recent li-o at plant & concerns ot con- 
st-tuipts as resu'i ol fiie NRC actions re fire pro'ect on discussed Qrlel desenpbon ol 
evoni at p’ani encl. 

CARR.KM. Corrm.ssoners 90/01/17. SANFORD.T Senate 3pp 52598.120- 
52598.131 

-9001290098 Requests conaiderat-on qi end K WMio 891030 itr as exa.mpteot loe'mg 
inal many Nonn Caro'mAns have re posaisi'ily ol senous r.ucieat eccdo-m taking 
place in siato. 

SANFORD.T. Senate. 89/12/07 2ECH.L W. Corri.missioners 4pp 52596129- 
52596 131. 


P. Operating license alage doeumenta 6 eor/eapondenca 


9002020216 Forwards revised Tech Spoc Table 3 7-6. "Area Temp Monioring." per 
891218 Tech Spec amend rogussi. 

LOFLIN.L I Cero'ina PowS' & Light Co. 90/01/22. Oocument Control Oraneb (Oocu- 
menlConvol Desk] 2pp 52540.151-52540 153 

-9002020278 Revised Tech Spec Tab'e 3 7-8 re area temp monitoring 
’ CaiQi na Power 8 Light Co. 90/01/22. tp 52540 153-52540 iS3 

9002080057 Forwards "Reactor Comainmeni 0idg integrated Leak Rale Test" conduct- 
ed In Oct 1900. util be lOvoa ihai packing leaks d scovored are isolated lai'uree 8 dtai 
repel' anou'd prevent rocurienco 

RiCHEY.RB. Cero'ina Power & Light Co 90/01/25 Document Comro' 6rencn lOocu- 
ment Control Desk} 2pp 52546 0(7-52548 102. 

-90020S0064 "Reacior Coniainrr.eni Oldg ini-:g.'ated Leak Rate TesL" 

' Carol-na Power 8 Lighl Co 69/10/31. e3pp. 52546 019-52548 I02. 

9002080031 Responds 10 Oenonc Lir 69-13. "SvC Water Sys Problems Allecimg Saleiy- 
Reiaieo Equipmeni." Visual insp ol rogpectNe make atructures wtU bo perio'mod 
dunng next scheduled rslueiing ouieges 

CUTTER.AB. Caro'ina Power 8 UgmCo. 90/01/26. Document Control Branch (Oocu- 
ment Control Desk) 6pp 52594 098-52594-102. 

9002060148 Con/rms 900130 electronic transfer ol second quartedv insiai'mont nav- 
mens of FY90 annual lees ’ 

LOFLIN.L I Carolma Power A Ught Co. 90/01/30 Ooa'ment Control Branch lOocu- 
mant Cotv.rol Desk), ip, 52589078-52589.070 


9001290051 Generic Lir 90 02 to all LWR hcenseos A aMl cams re allorneiive teouite- 
'"fih-s lor fuel assemblies in dos'gn lea'ures section ol TocM Specs Svc list end 
PAHTLOWJG Assoclaie Director for Prolecis (Post 870411). 90/02/01. Consokdat- 
ed Edison Co ol Now York. Inc 39pp. 62637:055 52637:093. 

9<M2140247 Fi^arda roiyped Tech Spec pages re 890630 application (or amend to 
Uconse NPF-63 concerning RCS pressuio temp limits 

LOFLIN.L.I. Carolina Power A Ught Co. 90/02/01. Oocumeni Control Brench lOocu- 
ment Conuol Desk) ip. 62653 062-52663.066. 


-^2 1 40240 Retyped Tech Spec pages re RCS pressure temp limits 
Carol na Power A Lighl Co 90/02/01. 4pp. 52653:063-52653.066. 


9001310253 Ack receipt nl 091200 Itr Inform ng NRC ol aiepa lakon to correct 
noted In insp Repi 50-400/89-23 

COLIINS.O.M. Roo.Dn 3. Ole ol lha Director. 90/01/23. EURY.L.W Carolina Pw r 
Light Co 2pp 52603 287 52503 268 ^ 

9001300359 Ack rocolpt Of 000116 Itr Inform ng NRC Ol sispa loVon to correct viciia'.iys 
noted In In^ Rapt SO'400/69'32 Implemeniailon ol corrociiva action w I be eis*. 
ined during future insps. 

CLINE.W.E Roglon 2. Otc ol Iho Diroclor. 00/01/24. EURY.LW Caro'ina Pchra i 
Ught Co 52400 307-52400 308. 

8002090019 Ack recolpl ol 000103 Hr Informing NRC of Stops token to correct vldsure 
roied m Insp Rop^l 50'40D/89-20.RO8ponse meets requlrpmenis pi tOCFR2 20i 
VERRELU.O.M Region 2, Ole of the O.rocior. 90/01/24, EURY.L.W. CaiC'jPcw 
A light Co. 2pp 52807:050 62607.050. 

9002080236 Confirms 0002 1 5 onlorcemont conloronco in Ron on II ofc 10 d scvis ns 
cahbr axcco powor rongo neutron t.’ux Insi'umonts.Propoaoa meoLng agenda skI 
EDNeTER.SO. Rogipn 2. Oic ol Iho Director. 90/01/25. EURY.L.W. Cero’iraPciwt 
lighl Co 3rP 52504 005-52604:007 

9002080028 ftrwaids lesponse lb NRC Bulletin 60-003, "Poienllal Loss el ReqmS 
Shutdown Margin During Reluaiing Oporqiions.” Fuel handling procedure has btfirs 
vised to rofiecl Wesiingnpuso nurjeimos to essure adeouato shutdown rrarah mn 
tained 

CUTTERAB Caroline Power A Light Co 00/01/26. Oocumoni Coniipi Granch (Oku 
ment Control Desk) 3pp 52504:200-52504.301. 

9002050027 Responds 10 NRC Bui’oiln 60 008. "Thormal Siratiticaiion in P.pirgCbv 
neciod 10 RCS Design dillerences ihai either minimiae potential ot occurrence or en 
banco possiUltjr oi defeciion shpu'd acenarip be croatod at plant doierminao 
CuTTERjkB. Corolina Power A Lmtit Co. 00/01/80. Oociiinent Control Branch -[CWu 
moniConitoi Desk). 2pp. 62800:120-52600:121. 

9001230128 NRC Inlp Not'co 00-005, "Intor-Syaiom Discharge of Reactor Coo-iTl' 
Svc hsi end 

HOSSI.CE Division of Oporelional Evonia Aftaossmoni (Post 870411). 90/OilN 
Consokdaied Edison Co. 01 Now York, Inc. lOlpp. 52635:125-52535 227. 

0001230175 NRC inlp Notice 00-006, ’’Poloniial lor Lose of Shutdown Cooling IAV«U 
lowRoacloi Coolant Lovois." Svc hat onci 

ROSSI.C.E. OMsion ol Operallonal Events AaBOSsmenl (Post 070411). 90/51/23 
Consohdaled Edison Co of New York. Ino 101pp. 62535:025 52535:124 

0001240190 NRC Inlo Nolico 00-007, "New Into ro Insuiallon Mail Perlorma'«S 
Oebiis Blockage of PWR Conlalnment Sumps." Svc Hat end. 

ROSSi.CE. Division ol Operational Euema Assessment (Post 870411). 90/Ci/M 
Consol'dalod Edison Co 01 New York, Inc 69pp. 62535:228-52635 329 

9001250020 Suppl 2 Id NRC Inlo Nolico 08-023. ■’Polenilat lor Oas Binding ol VP^ 
Pomps Ooring LOCA." Svo Lsi and 

ROSSI.C.E. Division of Operal onal Ewonls Assessment (Post 670411). 90 /OI/j' 
Consondeied Edison Co. of Now York. Inc. 95pp. 62633:329-52534:062. 


O. Inspection reports, IE Bulletins A correspondence 

*^9?()ol 8*09°^^^*^® Requai (ication Exam Rept 50-400/OL-89-02 (faring wks e 

Ljhf^,VpJ 5?5t°:%'2.K:357°^ ‘ 

60 400/a9.02.Exam resuHs:8lx loacior opart 
p°ass^Wh e*x^ 9 *""® * operating exams A fourteen sen’er reactor opsr^ 

62M4:^04.526b4*357^°’‘^* 09/01/06- IMpj 

9(Kl2()M40t Forwards insp Repi 50 400/80-35 on 891204-08 A nonce i 

ll^aed in^Set'slmg p!™'° « 

A Vc fl9t204-08 Violations noted; check valve 

L '1°* exerc-sed at least every 3 moniha A leslino otocadw 

ft « CS 193 did not ensure ful-ZkeexerclZ^ 

QlBSON.A F. Region 2, Ole ol the Director. 90/01/12. 2pp, 62642.07e-525^^77 


9002130280 ConKrma 600130 teicon re Bchodulod electrical disinbutlon sys luKtor-* 
ItM during wks of 900212,26 A 0312 

REVE8.LA Region 2, Ofc ol Iho Direcior. 90/01/31. EURY.L.W. Carolina Pev^* 
Lighl Ca 2pp. 52647:110.52647:120. 

9002160266 Forwards Insp Repi 60-400/89-34 on 001110-900105 A notice olviciislicn 
VEflRELU.O.M. Region 2, Ole ol the Director. 00/01/31 EURY.L. Carolna Pole's 
U9MC0. 2pp 62677:078-52077:096 


••0002160258 Notice ol violation from Insp on 0911 10-0001 06.Vio1aiion noted PioceiWi 
OST-1004 no1 properly Implemented In that work request nol generated A cevsegir 
awstments made. 

VERHELLI.O.M. Region 2, Ofc ot the OIrocior. 00/01/31. 2pp. 52677:080-52677M'- 


-0002160260 Insp Rept 50-400/89-34 on 091 118-0001 OS.VfOlations noted Ma;orai«i 
■n8pected:plani opeiallon8.fadioloo-cal controls, aecurlty.tire proteciion,8urvellaic9» 
observation, LERs A ays engineer program. , 

TEDROW.J.. SHANNON.M.. DANCE.H. Region 2 Olo ol lha Director. 90/01/3' 
16«>. 52877;O82-52077:O96. 


0001260108 NRC Inlo Notice 90-008. "Kr-85 Hararda From Decayed Fuel." Svc ft' 
end. 

RO^.C.E. Otvialon of Operalonal Events Aasossment (Post 870411). 90/02/C' 
CoirsoWtted Edison Ck>. ol New York, Inc. 77pp. 62683: 1 80-52683:266. 



DOCKETED ITEMS 


1 ?0333 intorips lhai p:8n."ed co'reciivo aciions ro v.o'aiisna noiod m insp Hopt SO* 
<100/69-23 w.ll not be corr.ploted unt l 90030 1 . 

RICHEY, R 6 Carolina Po^oi & Light Co. 90/02/01. nocumonl Conwoi Branch <Docu> 
mani Control Oosk). ip. 5262R 360-62620 360 

S00I29OIO2 Sfjpp: I to NRC Info Nolice 60-030, "Tergal Roch Ttvo Stego Satoiy/RoSe/ 
Vai</e Soipoim Qnft Uptfato ' Svc list or,ci 

ROSSLCE Division of Operational Evorris Assessment (Post 07O4ti) go/02/02. 
Conso'idaiod Edison Co of Hew York, Inc 78pp 52556.236-62556317 

9001300424 NRC Info Notice 90 009. ' Eirtenaod iniorim Storage ot low level Rad- 
waste by Fuel Cycle A Mails L'consoos " Svc list enci. 

CUNNIHCKAM.R E. OiviS'cn of (ndusiriel & Mod cal Nuclear Safely (Poat 67072S). 
90/02/05. Conso'idaled Ed son Co of New York, Inc toapp. 52563 257-52584 004. 

9002130194 Partial response to F01A togunaiApp N & O documents avaiiebio In 
POn./^p 0 documents enci App P docurronts withhold (rol PQIA Enempllsrk 5). 
QRiUSLEY.OH Division ol Freodom ol lnforma!:on & Publications ^rvicoa (Post 
690205), 00/02/08. PEPPERMAH.D.R. Qlochor & Colins. Opp 52505156-52595-230. 

-6607270162 Requests that appropriate p'c|:ct manager contact Ideniiliod uH & pro- 
vide Into re purcnaso ol circuit bieokere iro.m suspect con-ponloa 
MATTH0AiS,D B. Project Direcloralo 11-3 66/07/10. RUTLEH.W.R. Ptcjoct CXieciotaie 
1-2 55pp 52595316-52595344. 

9002220126 Responds to 900112 Mr re violat on noiad kn Insp Rept 50-400/89-35 Cor- 
rective actions.Vaives ICS-77S & lCS-776 added to insorvice Insp program lor back 
seat 8 lu'l now testing 8 ICS-525 revised to satisfy Tech Spec ter,ulremon(s 
RiCHEYRO Carolina Power & Light Co Q0/U2/00 Document Control Otartch (Oocu- 
rr.en1 Coni'ol Desk). 7pp. 52670 304-52670:310 


R. Poflotllo operating ropona A raletad eorraapandence 


9002220392 Monthly ope/niing rept lor Jan 1090 lor Herds Hjcioer Power Piaitt Un.i 
lW/000213llr. 

HALE.MV/.. RICHEY.RB. Ca'OHne Power & Light Co. 00/01/31. epp. 52670277- 
52678202 


8. Reportable oeeurrencei, LERs 5 related corroepondence 

9Q02030C31 LER 60-021-00or) 80I227.ESFAS actuation occurrrvl duo to loss of mam 
feedwater pump Caused by Doraonnci orior.Snmning vaivo rooairod.approtmaio pto- 
cadiiro revised & applicable potsonnoi tre noa on low-iiow tups vv/000t20 lit. 
SCHlVABENSAUER. niCHEY.flO. Caro'i/ta Power 8 Llgfil Co. 00/01/26 app 
53550.001-52550:004. 

6002190036 LER OO OOI-OO.on OOOIOS.dlscovoiiid that l«mporory chango Issued durmo 
Channel 2 ie8l.ng ol bislables & alavo roiaya during 1000 ouiagu irKOttoci Ccusod by 
error in IrTiplemontmo procedure changes Mnini ntor.oduros rov)sod.W/90020S Hr. 
SCHWADENOALIER. RICHEY.R.B. Caro'ino Power & Light Co. 00/02/05 f-PP 
52635:169-53536:180. 

900213004S LER 09-023-00 00 69t223,8lgn licanl differnnco between actual A indrculed 
reactor power level for nowot-rango nucldot nsirumonis noted Caused by insie'loion 
ot low loaKago core loading naiiorn w/o nd,ustmiiril8.W/900205 Hr. 

MOWE,A.J., RICHEY.R.B. Carolina Power & Light Co. flO/03/OS. Opp. 52636.176- 
52636:164 


V. Operator Examlnatlona 


9002010252 Forwards Rogualll'.caiian Evem Rupl 60 400/OL-00 02 during whs ol 
691003 & 09. 

PEEOLES.T.A. Region 2, Ofc of (ho Director CIO/Ol/00. CUnv.L.M/. Carolma Power S 
Light Co. 2p0. 62604;ie2-52504-357. 

-9502010255 Requalificallon Exam Rept 60-400/60 02 Exam rosulls.en reactor opera 
tors passed bolh written & oporatlng exams & Icurioon son’or loaclot operators 
passed both exams. 

ARILOSEN.JA. CASTO.C.A. Region 2, Ole of the Director. 89/01/08 i64pp. 
625O-1:194-52504;357. 

9002090032 Advises that reactor operator licensing rnoxam scheduled lor wk ol 000416 
at plant simulation lecil>ty Changes lo Into submMled tor 600021 Inrtlal licenso exam 
should be sent by 600216. 

PEEBLES.T.A. Reg'on 2, Ole ol the Director. 90/01/24. EURY.L.W. Caiotina Power « 
Light Co. 2pp. 62590-324-52699:325. 

9002080929 Advises that roquallflcation operating & writlnn looxsms schodulod lor wk 
ol 600416.Chango8 to exam barik,9ubrr.lttod for Q01002 roquallticai’on oxam.should 
be sent by 900216. 

PEEBLES.T.A Rog'.on 2. Ofo of the D rector. 60/01/26. EURY.LtN. Carohna Power 8 
Ughl Co. 6pp, 52693:175-52503:160. 


DOCKET 60-409 LA CROSSE BOILING WATER REACTOR 


P. Operating license stage documents & correspondence 

9001290061 Generic Ltr 90-02 to all LWR llconsoos & apptlcanis ro alternaitvo roquto- 
ments lor (uel essembllos In design feaiuros soction of Tech Specs Svc list ond 
PARTLOW.J.G. Assoc-ato Director lor Projects (Posi 8704H). 90/02/01. Consol'dat- 
ed Edisen Co. ot Now York, inc. 39pp. 52637:055-52637:003. 


O. /nspectlon rapona, IS BulleVna & eorroiponclenca 

9001300496 Advises lhat drall final rept lor closeout ol IE Bullefin 70-23 found 
accepleb'e.Lead engineers for IE Buitotins 64-02.00-06 & 07-002 reassigned as Isled. 


9001230126 NRC Info Naiice 90 005. ' Intor-Sysiom Oischa.'go ol Reactor Coolant." 
Svc i-si enci 

ROSSl.C.E O.viBion of Opetalicnal Events Assessment (Post 870411). 00/01/29 
Conso'idaiod Edison of Now York, Ir-c tOlpp. 52535:125 52535:227. 

9001239176 NRC Into Not.co SO-OC/6, "Pcton; a' for LOSS ol Shutdown Cooling WhTo at 
Low Reactor Coo'ant Lfwois." Svc ksl onci 

ROSSi.CE Oiwsicn ol Operat.onal Events Assessment (Post 670411) 90/01/29 
consol-daied Ed son (3o of New York, inc. lOIpp 52535.025 62535 124. 

9001240190 NHC Info Hniico 90 007, "New Info rr) insutaion Mall Porformance & 
Debris Olockago of PWR Ccnlainmanl Sumps " Svc l-sl oncl. 

ROSSi.CE. Division of Cparationai Evnris Assossmoni (Posi 070411) 90/01/30. 
Conscl dated Edison Co of Now York, inc 99pp 52535 226-52535 329 

0001250020 Suppi 2 to NRC Info Nollco 66-023, "Poicni-al lor Gas Binding ol HPSI 
Pumps Ounng LOCA" Svc 1.31 enci. 

ROSSI.CE D.viS'rm C Operational Events Assessment (Post 6704it). 90/01/31. 
ConsoHdaiad Edison Co o/NowVcrk, inc 95pp 52533329-52534 062. 

9001200198 NHC Irtlo Nc* cd 90-000, ' Kr-GS Maza'ds From Decayed Fuel." Svc ISI 
enci. 

ROSSi.CE Division of Oporakonai Events Assessment (Post 0704ii). 90/O2/Ot. 
Consofktaicd Ed son Co. of New Yoik. inc 77pp. 525B3 180 52503 256 

9001290102 Sui^f < lo NRC Inlo NoLca 66 030. "Targui Rock Two-Stage Safoty/Refief 
Valve Setpoint Dull Update " Svc list enci 

ROSSi.CE. Ovision oi Cperailonal Events Assessment (Post 670411) 90/02/02. 
Consol dated Eril&on Co of Now Yoik, Inc 76pp. 52556 236-52556 317. 

9001300424 NRC irdo Notico 00 009, "Exiondod Interim Sfoiage of Low Level Rad- 
wasie by Fuel Cydo & Moils Lxonseos." Svc list oncl 

CUNHiNGHAM.n E. OlviS'on Ot indusuiel & Mod cal Huciaar Safoty (Posi 870729). 
90/02/05. Conso'Idaterl Edison Co ot Now York. Inc. lOGpp. 52583 257 S25B4.C04. 


8. Reporlabla occiirroricos. LERs & raiaiod correspondence 

0002220733 lER 90 001-00 on 000115, d-scovoiod thal weekly baltory leeis tor batter- 
■os suppling dc buses, nmHigoiiCy diesril gonoraiora & high pressure svc ddsols not 
podotmod lot wk of 090312-16 Second oleciriclan hrod W/60O2O6 
CHRlSTlANS.R.E . DCno.W.L Dary'and Power CooporalivO. 90/02/05 3pp 

62712272-52712.274 

9902230036 lER 90-002 OO.cr^ 9001 iS.discoverod that (late recorded lor ID month sur- 
voi'ianco lesi of mosci tidn battery chargor, compieiud on 071006, showed loss ihsn 
so aenpotoa lor 4 consocuitve ho.re Moino Ifisuod 10 personnel W/900200 Hr. 
CHRlSriANS.n.E.. DERG.W.L. Oory'end Power Cooperative 60/02/07. 3pp. 

52713071 52713073 


OOCKST 60-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency & fire protection plsits 

9002070442 Requosis comploilon ol enci survey designed to provide 
rvirdwa/o.comrrtuacalons.dato pomi & aOininlanaiivo mlo necessary lor conUaclot lo 
dos-gn emeegnney tosponso dsia sya Inioilijco & data base (or nlent. 
dOLlCOCUn.J R. Iflclrfont Response Branch. QO/Ol/30 M.DRNEY.R. Niagara Mohawk 
Power Carp. 66pp 52503 009 52.593 154. 


P. Operating licenso sloge documents & correspondence 

0002090170 Informs thal u;i responses to Generic Ltr GD 13, "Svc Woler Sys Problems 
Ailocimg Satety-Reloiod Equipment," w.ii bo delayed urii.l 900216. 

TGRRY.C.O. N-agara Mohawk Power Corp. 90/OW20 Document Control Drench 
(Oocumeni Control Desk). Ip 52614:031-52614 031. 

9002060(21 Advises that d ot 0 open vonticatron Kamv re Rev I to updalod SAR com- 
pleted & wjl be incorporated into updated SAR, Rev 2 ventication efiorla lor Ouosiion 
& Rospottsa F24O.I0-1 not completed. 

TERRY.C.O Niagara Mohawk Power Corp. 60/01/30. Document Control Branch 
(Oocumoni ConUol Desk) tp. 52564 296-52504 298 

9002070269 Informs lhat licensee 091U31 rosponse to Generic Ltr 06-20, "Individual 
Plant Exams." accepiebto NRC shou'd bo notified if schodu'o changes 
MARTIN.R.E. Pfojoci D-rectorato 1-1. 90/01/31. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 52694:203-52604:204. 

9001290051 Generic Lir 90-02 lo ai) LWR llconsees & appi cants ro ailemalive require- 
ments tor tuol assemblies In design loaturos soction ol Tech Specs Svo list end. 
PARTLOW.JO Assodato Drectof for Pro;ects (Post 070411) 90/02/01 Consolidat- 
ed Ed son Co. ol Now York, Inc. 39pp 62637:055-52637 093. 

9002140260 Forwards Rov 5 to NMPC-OATR-1, "OA Topical Ropt for Nino Milo Po>nt 
Nuclear Siation Operai ons." 

PERRY j.A. Niagara Mohawk Power Corp. 00/02/05 Oocumoni Control Branch (Ooc- 
umeni ^ntiol Desk) 3pp. 62652:269-52652:355 

-9002140266 Rov 5 to NMPC OATH-1, "QA Topical Rapt for Nino Mia Point Nuclear 
Station Oporadons " 

PEnnYJ.A- Niagara Mohawk Power Corp. 90/01/31. 01pp 62652:272-52652.356. 


O. Inapectlon reports, IE Bulletins & correspondence 


9001300400 Advises that draft fnal rept lor closeout ot IE Bu'.lotin 70-23 found 
BCceptabfe.Load eng neora lor IE Bulletins 84-02,60-06 & 87-002 reassigned as llslod. 



saiety-re'als'l epp'icatio^s Oihor Ancho.'/Oati.r.q valves Instared at plant 
TERnv.C.D Niagara MoHawk Power Corp. 0O/O1/I8 Docurr.ent Conirol Branch 
(Document Control Desk), ip. 52531 357-5253V357. 

9001300317 Fcfws'ds Insp RaplS 50 220/09-30 S 50 410/89 19 o.n 091019-1213 4 
r.olico cf violaionNo response to notice roq„irod because prompi corrective action 
taken iacions found satslocioiv by resident .nspociors 

LI‘<VILLE,JC. Region 1, Ole o1 the D.recior. 90/01/23 BURKHARDT.L. Niagara 
Mohawk Power Corp 2pp. 52466.109-52466 127. 

-8001300320 Insp Ropis 50-220/09-30 4 50-410/09-19 on 091019 1213. V.otaticn 
rated Vo:0' areas inspoctodUn't 1 reioad piepaieiions 4 Unit 2 power 
opetat.ons piant tours, safety sys wa'kdowns.surveii'anco & maim reviews 4 LcR re- 
views. 

MEYER, GW. Region 1. Otc o1 the Director. 90/01/19. I6pp 52406:112-52468 127. 

9001230126 NRC Into Notce 90 005, •’Inier-System Discharge ol Reactor Coo'ant." 
Svc i si o.^.cl 

flOSSi.C.E. Division ol Oporatonai Events Assessment (Post 870411). 00/01/29. 
Consol dated Edison Co of Now York, Inc lOipp 52535. 125-5253S.227. 

9001230176 NRC Inio Notico 90-006, "Potential (or Loss ol Shutdown Cooing Wnio at 
Low Rescior Coo'ant Levels." Svc list end 

nOSSi.C.E. Divisio.n ol Operational Events Assessment (Post 870411). 90/01/29 
Consolidated Edison Co. of New York, Ir.c lOlpp. 52535.025-52535:124. 

9002070208 Forwards Insp ReplS 50-220/09 20 4 50-410/09-24 on 89t023 27.No vio- 
laiions O' dofciencies noted 

HCOGES.M.W Region 1, Otc ol the Director. 90/01/29. BURKHARDT.L. Niagara 
Mohawk l^owor Corp. 2pp. 52612.306-52612 313. 

-9002070211 Insp Ropis 50 220/69-20 & 50 410/89-24 on 891023-27 4 1201-1231. No 
vio'aiicns c deiiciencies nolcd.Ma;or areas inspected review ol open iioma from Urii 
1 1nc-ud.ng items involi/ng torus wall corrosion moniicrng program 
KAPLAN H J , CHAUDHARY S , STROSNiOEfl.J R. Region 1, Ole of the O toctor 00/ 
01/29 6pp 62612.306-52612.313 

9001240190 NRC Into Not.co 90-007. "Now inlo re Insulation Mall Pedormar.co 4 
Debris S-'oekaga ol PWR CcwtaMme.n! Sumps " Svc l.si enci 

ROSSI, C.E. Division ol Oporalionai Events Assessment (Post 070411). 90/01/30. 
Consol'datod Ed son Co. o' New York. Inc 99pp 62535 220-52535 329. 

9001260020 S'jppl 2 to NRC Inlo Nonce 80-023. "Potential (or Gas B.ndng ol HFSI 
Pumps Our.no LOCA." Svc I'Sl end. 

ROSSi.C.E Division ol Ope-aional Evanie Assessment (Posi 8704ii) 90/01/31. 
Ccnso'idaied Edison Co ol New York, Inc. 95pp 52533'329-52534:O02. 

9001260198 NRC Into Nonce 90-006. "K(-85 Hazards From Decayed Fuel." Svc list 
end 

flOSSi.C? Division ot Operenonai Events Assessmeni (Posi 8704ii). 00/02/01. 
Consolldeied Edison Co 01 Now York, Inc 77pp 52563:180-52583.256 

0001290102 Suppi 1 to NRC Info Nonce 68 030, "Target Rock Two-Siago Seloiy/Rolel 
Valve Soipomi Drift Updale." Svc lisl onci 

ROSSi.CE 0,v;s.on ol Operational Events Assessmeni (Post 870411) 90/02/02. 
^nsolidataO Edison Co of Now York, Ire. 7epp. 52556 236-52556 317. 

0001300424 NRC Into Notice 90-009, "Emended interim Storage ot Low Level Rad- 
waste by Fuel Cycle 4 Malls Licensees " Svc nsi end 

CUNNiNQHAM.R.E D.visicn ol Industrial 4 Medical Nudear Sefety (Post 870729). 
90/02/05. Consol dated Ed son Co. ol New York, inc. I06pp. S2569:257-S2S64:004 

9002230100 Forwards Insp ReplS 50-220/89-08 4 50 410/89-08 on S00907> 1010 4 
nonce ol violet on Enloicemeni conlorence w.il be echodulod to lurthor discuse find 
inns 4 essoss safety eieniflcance ot sys inspected. 

KANE.W.F. Region I, Ole ol the Oi’OClor. 90/02/06 BURKHARDT.L Niagara 
Monewk Power Corp. 3pp. 52714:251-52714:265. 

-9092230108 Notice ol violaiion from Insp on 890907-1016. Violation noted:omergency 
diesel generator control room unit cooler dac'aied operable 4 no post-mainl lesi per- 
lormed. 

• Region 1 , Ole ol the Duecioi- 90/02/06. tp 52714 254-62714:254 

-9002230122 Insp ReplS 60 220/0906 4 50-410/09-00 on 890907-1016. Violaiion 
noted Meloi areas Inspected. Unit 1 relue'ir.g activ/jos 4 Un-i 2 power operations 4 
licensee action on previously idenllied items 

MEYER.GW. Region 1. Otc Ol me Dlrecior. 90/02/05. 31pp. 52714:265-52714:205. 


9002020062 Forwards Rose.nihal Invost'galion 89 02, second :nierim ropi, (or pece-v.-. 
In PDR Repi release approved by Commission 

SHOWMAN.S. Oilice ol the Secretary of the Comm ssion. 90/01/29. Pub ic Doc-urrwrr 
Branch, ip. 52624:134-52526 057. 

-9002020113 Submits addi Inlo to suppi 4 clarity 690315 lesiimony on r Fwij-j 
matter. 

HAYES.B 0. Otc ol investigat-ons (Post 800201). 09/03/21. ROSENThal.as. r.P;- 
No Ootailod Affi laiion Gi-;en ip 52524 135-52524:135. 

-9002020126 Inieim repi ot Ir.vesiigaiion 69 02 institulod in Aug 1980 re concJjci ol pa 
F oftjna 

ROSENTHAL,AS. NRC - No Oeialed Allilioi:on Given 09/09/21. 66pp 52524 136- 
62526.044 

-9002020131 Trenscripi of 890315 Investigative interview of B6 Hsyai r 
Seihesda.MD.Pp 1-100. Related correspondence and 

• Ole ollnvostgaiions (Post 860201). 09/03/15. I03pp. 62524:202 52524.3C4. 

-9002020133 Transcript ol 690320 inlorvlow of C White m Oeihosda.MO. Pp 1-199 F«- 
lated documentation encl. 

• Ccmmi8Slone.'3 69/03/20. Illpp. 62524.305-52525 055. 

-9002020134 Corrected transcript ol 890322 invosllgetivo Inten/iew of W t'uiclisen n 
Belhesda.MO.Pp i-50 Related documontellon end. 

• Ole ot Investigations (Post 880201). 89/03/22. 6lpp. 62525:056-52525.1 10 

-9002020135 Coiieciod tianscipi ol 000322 invesilgellvo interview cf RA Fcviuna r 
Bethesda MO.Pp 1-21 1 W/ro'ated documr 'nation. 

FORTUNA.R.A Cic ol Invosligat'ons (Post 080201). 00/03/22. 2O0pp 52525 'I?- 
52526.044. 

-9002020139 Submits suppi to iniorim repi ol Investigation 09 02 In maltor cl RA Fo- 
tuna. 

ROSENTHAL.A S NRC • No Oolailert AKIIaiion Given. OO/IO/tO. CARR ROCEFvTS 
ROGERS Commissionera 3pp 52526 045-62626.047. 

-9002020141 Ferwards JB Hyland rept on review of Inlerim rupt 4 tape roco'dr^ O 
8701 14 tolcoo between Fortunn S Comloi’ tor considotalion. 

MALSCH.M.G. Olllco ol Inspector General (Post 890417). 00/11/17. Corinsilcne'i 
ip. 62526.040 52526.057. 

-9002020143 Discusses review ol malls & documonis re arogaiions aganst HA Foitj'e 
4 foiwaids repi. 

HYUNDpJ.B. Allillailon Not Assigned, 00/11/07. MALSCH.M.G, OIUcq ol 'nspe-iyr 
General (Post 8904 1 7). 1 p. 52520 049-52620 049. 

-9002020146 Oiscussos findings ra RA Fortune a'logod mlsconducl 
HYLANO.JQ. NRC • No Oeialiod Alfllatlon Gwen. BO/tl/07. MALSCH.M.G OM-ka si 
inspoeior General (Post 800417) 0pp. 62626 050-32526:057. 


V. Operator Exsminallona 

90021402S7 Forwards (Ovisad NRC Forms 300, "Poreonal Quo! lications SlatemoM • J- 
canaas" & 390, "Coiiificallon ol Medical Exam by Focnty I cense«.‘ 
rospeclivoly.Appl caliona lor llconsos should bo aubmiUod on rovisud 'oimi U 
900201. 

OALLO.R.M. Kogon 1. Ole ol Iho Diroclor. 90/01/05. OURKHARDl.l No4'4 
Mohawk Powot Cc/p. Opp 5365d.'226>52653:233. 

9002010346 Advises that aanior (oaclor opoiaior Lcons'ng wrillon oxams scl'o<!i.'cd(>'i 
900226 & oporoling exams on 000227'0302.ExBm9 Will be llmliod 10 luoi r.andi rvg RM 
mall, listed on encl, should bo provided by 000212 

CONTE.RJ. Region t, Ole ol Iho D.roctor. go/01/19. OURKHAROT.L M>tC4’4 
Mohawk Power Corp. 1 1pp. 62523 310>52523:320. 

9002140120 Discusses gonoric lundamenlals exam section ol written opuroioi iic(7n(.*ij 
exam per Oonoilc LIr 60-17. 

GALLO.n.M. Region 1. Otc ol the Droctor. 90/01/24 BURKHAftUl.L t.ags* 
Mohawk Power Osfp. Opp. 52651:347.52651:354. 

9002090118 Requests end rol mail roqulromenta lor oveluailon ol roquali'iceiiOA [<i> 
gram 4 licensed personnel scheduled tor wk ol 990430.lnlo re admlnhiiai or> bfie- 
qual (.cation exams 4 NRC rules 4 guidance lor oxamlnoos also end. 

CONTE, R.J. Region 1, Ole ol the Droclor. 00/01/31. BURKHARDT.L. Na-ja'i 
Mohawk Power Corp. 6pp. 63500.075-52699.082. 


R. Periodic operating reports 4 related correspondence 

9002080396 Forwards revised monlhly opeiaiing repi far Occ 1969 for Nine Mile Point 
Unit 2 

WILLIS.J-L. Niagais Mohawk Power Corp. 90/01/24 Docurr.ent Control Branch (Doc- 
ument (Control L)esk). ip. 52590 209-52590:213. 

-9002130125 Revised moniNy operating repi loi Dec 1989 lor Nino Mile Point Unit 2. 
SAU.NDERSON.R. Niagara Mohawk Power Corp 89/12/31. 4pp 52590210- 
52590213. 


S. Reportable occurrences, LERs & related correspondence 

9001300190 LER 66-043.00.on 891217, normal leector bldg veniilat.on manually Isolated 
4 sta<Adl» gas treaiment sys in.itiated due to loss ot reactor b'dg dilloreniial 
pressure.Caused by louled comacis on swiich.Valve pinned open W/9001 16 hr. 
COLOMQ.M J., WiLLlS.J.L. N.agaia Mohawk Power Corp. 90/01/16. 6dd 62494 077. 
52494.001. 

9002070190 LER OOOOl-OO.on 900103.D.V 1 control room special filter train started 
automatically by radiation monitor trip. Apparently caused by elecliicai Inierterence ol 
chiller breaker.Chi'ler repaired.W/900l30 Iti. 

COLOKIB.MJ.. WILUS,JL NiaQaia Mohawk Fbwer Corp. 90/01/30. 6dd 52690 102. 
52590:107- 


DOCKET 50.412 BEAVER VALLEY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

9002080317 Forwards description ol scope 4 objoctivos lor lull-scale annua' oxoic-ss ty 
be conducted on 900501. Comments re objectives should bo provided by 900302 .Wfo 
end 

SIEBER.JO. Duquesne Light Co. 90/01/23. LAZARUS.W. Ron on I.Ofc 0' moOiiec- 
tor. 2pp. 52609 248-5260^249 

9002130026 Forwards Rev 9 lo Issue 4 to physical security plan.Rou wil.rold 
IOCFR2.7eO(d)4 73 21). 

StEOER.J.O. Duquesne Light Co. 90/02/01. Document Control Brancii (Docuv^svY 
Control Desk), ip. 6262O;O44-52620:O44. 

9002180181 Forwards Safety Insp Ropis 50-334/90-01 4 50 412/90-01 on OOJ.C4. 
l2.No violations noted. 

OURfi.J.P. Region 1, Ofc ol Iho Director. 00/02/07. SIEBER.JO. Duquosno liof-i Co 
2pp. 52670.007-52670.096. 

-9002160185 Insp Repts 50-334/60-01 4 60-412/60-01 on 600t06-l2.No vlt/aUyt 
noied.Major areas inspoctod.lire proiecilon/ prevention piogram.inciudir'tg prC'/a.* 
administration.lire brigade tra'n'ng,(3A audits 4 surveillance tests 
LARA.J Region 1, Ole ol the Director. 90/02/01. 8pp. 62670 089-52670.096. 


p. Op«relln9 license stage documents & correspondence 

9002020251 Advises that licensee 091228 response conlirmod that schoOule & recorn- 
rr-enda'ions in Generic Llr 69-10 re motor- operated valve lesilng & aurvollenco wiJ 
fra rnei Prog'^m venhcaVon wJl to eddressod via regional insps 
TAM.PS Prolocl Oiroclorate 1-4. 90/01/10. STOLZ.F Project Oirectoieto M. ip. 
52524:128-52524:128. 

9002020174 Advises that licensee 890223 & 0317 responses lo Generic lu 68-17 re 
programmed onhancomonts lor loss ol OHR appears to moot inionl ot lit but lacks 
detail Ui I auggeslod to consider listed items to assure required actions addressed. 
TAM.P.S Pro]ocl Drectorate 1-4. 90/01/24. SIEOER.J.D. Ouquosno Ught Co. 3pP- 
62540071-52540.073. 

9002000119 Responds lo recommended actions ol Generic Llr 89-13. “Svc Water Sya 
Problems Atlecting Safety-Relaied Equ'pmoni." Plani sye vt-ll be maintained in compli- 
ance w/10CPn50.App A. GIX 44, GDC 45 & GO 46 App Q, Section XI. 

SIESERJD Ouquesno Light Co. 90/01/29 Document Control Branch (Documeni 
Conuol Desk). 16pp. 62594 246-52594:281. 

9002020177 Informs ol closeout ot TAG 73439 ro hydrogen gas eccumulatioft In charg- 
ing pump piping, based on listed reasons.lncludmg (hei no standing request lor approv- 
al Itom licensee exists 

TAMP.S Proloci Direcloraie 1-4. 90/0t/30. STOL2,JF. Project Oiroctorelo 1-4. &pp 
S254b.l6S'52e40:l09. 

90012900S1 Generic Ltr 90-02 lo all LWR licensees & applicants re oliernatfve require- 
ments lor fuel assemblies In design features section of Tech Specs.Svc list oncl. 
PAR1L0W,J.Q- Associate D.reclor lor Projects (Post 070411). 00/02/01 Consolidat- 
ed Edison Co. of New York, Inc. 36pp 62637.055-52637.093. 

9002I4013B Forwards Amend 26 to License NPF-73 & safety ovaluaVott Amond 
changes qua'ification requirements lor Independent safety evaluation group 
TAM.P-S Pfo^t Direcloralo 1-4 00/02/05 SJEBER.J D Duquosne Irghi Co 4pp 
62650206-52650:216. 

-'9002140141 Amend 26 to License NPF-73, changing Tech Specs ro indapondeni 
saloty evaluation group gualificaMon requirements 

SIOLZ.J.F. Project Olrectorale 1-4. 00/62/05. 4pp. 62850:2l0-52e5O.2l3. 

-9002140142 Safety evaluat'on ei^porllng Amend 26 to License NPF-73 
* OITco of Nuclear Reactor Rogulallcin. Director (Post 87041 1). 00/02/05. 3pp- 
52650 214-52650:216. 

9002130103 Nolillcatlon of 900222 maeilng w/ulil In RockvIlIo.MO to discuss kconsoo 
890414 llr re station blackout Issues. 

TAM,P.S. Project oireclofoie 1-4. 90/02/07, STOU.JF. Project Directorate 14. 2pp. 
62648:107-52848:168. 


-9002070367 Nollco ol vloleilon from Insp on 900t29.violation noted: licensee shipped 
SoaVan containing contaminated scalfoldng to Oak Ridge, TN w/two holes In sides 
created durtru transit due to load shilting within van. 

• Regon 1. Ofc ol the Director. 90/01/31. Ip. 62587:255-52587;256. 

-9002070308 Combined Insp Repts 50 334/90-05 & 50-412/90-04 on 900129. ViOla- 
Uons nol^ M^or areas Inspecled.rovlew ol circumstances surrounding shipment ol 
scaflofding lo Ouadrex Recycle Ctr.Oak Ridge.TN on 9001 10. 

FUHlAj. BORES.R. Region 1, Ofc ol iho D.reclor. 90/01/30. 2pp, 52687:266- 
62587:257. 

G001260198 NRC Into Nolico 90-008, "Kr-eO Hazards From Decayed Fuel." Svc list 
oncl 

ROSSICE Division ol Operouonai Events Assossmont (Post 070'11} 90/02/01. 
Consol-dated Edison Co. of Now York, Inc. 77pp. 52583:180-52583 256. 

9001293102 Si^pl 1 to NRC Into Nollco 88-030, "Target Rock Two-Stage Salety/Roilel 
Valve Soipolnl Drill Updaio." Svc list end. 

ROSSl.Cc Di^S'on ol Operational Events Assessment [Post 870411). 90/02/02. 
Conso-ldaied Edison Co ol Now York. Inc. 70pp. 62556.236-52556:317. 

9001300424 NRC Info Notice 00-009, "Extended Inlorim Storogo of Low Level Rad- 
waste iyf Tuol Cycle & Moils Llcensoos." Svc list oncl. 

CUNNINOHAM.K.E. Oivlson of Industrial & Modical Nuclear Safety (Post 670729). 
60/02/06. Consolidated Edison Co. of Now York, Inc. 108pp. 52&63:257-S2584:004. 

9002160181 Forwards Saloly Insp Repts SO-334/60-Ot & 50-412/90 01 on 900108- 
12 No viofadons noted 

CHJRflJ.P. Region 1. Ole ol the Director. 90/02/07. SIEBER.J.D. Duquesno Light Co. 
2pp 62670087-52670 096 

-9002180185 Insp Repts 50-334/90-01 & 50-412/90 01 on 900108-12 No violations 
rteledMafor areas tnspacfed.fire wolecrtort/ prevent.on program.lncludmg program 
adminlsireiion.flie brigade training, QA aud.ls & surveillance tests. 

LARAj AND£RSON,CJ. RoQ'On 1, Ofc ot the Director. 90/02/01. 0pp. 62670.089- 
62670 096 

9002230445 Forwards Sslely Insp Repts 60-334/09-25 & 50-4f2/89-23 on 891204-08 
& ftodco ol deviation. 

HODGES MW. Region 1, Ole of tho D rector. 90/02/07. SIEBER.J D. Ouquosno Light 
Co ipp S2702.0ie-S2702.032. 

-9002230446 Notice ol doviaiion from insp on B9i204-08.Devlstlon noted installed In- 
strumontaiion for Unit I sionm generator level wide range has no isoisiion device be- 
twoon insirumont loops & Unit 2 stated recorders not seismica'ly quslif>od. 

* Region I.Olo of me Director. 90/02/07. 2pp. 62702.018-62702:019. 


9002199243 Fonvards app'icaiion for amends lo Liceneoa OPR-66 & NPF-73. adding re- 
quirement that 120-vori ac vital busses bo energized from mvortore connected lo as- 
socisiod dc busses 

SIEBERJ.O. Duquesne UghI Co. 90/02/07. Oocumenl Control Brench {Oocumeni 
Control Desk). 2pp. 62e75;t31-92e76;t4l. 

-9002150260 Application lor amends to Licenses OPR'66 6 NPF-73.revi8-nQ ac d«blbu- 
ton - operating spec lo more closely resombio wording conioinod In STS. 

8IEBER.J.D. Duqueene Light Co. 90/02/07. ip. 62679:133-52675:133. 

-9002160261 Proposed Tech Specs revising ec disinbutlon • oporaling spec io more 
closely resemble wording coniained in STS. 

* Ououesno Light Co. 90/02/07. 6pp. 52676:134-52675:141. 


-9002230451 Inep Repis 60-334/89 29 5 50-412/90-23 on 991204-08. Oeviotlons 
notod Mejot areas inspected licensee imptomoniotion ol Reg Guide t.97,Rev 3 lor 
posl-accideni moniioring inslrumenisnon. 

PAOliNO.n.J. ANDERSON.CJ. Region 1, Ole of the Director. 90/02/07. 13pp. 
52702020-52702 032. 


R. Periodic oparaling reports & related correspondence 

9002080157 Forwards "NPOES D-scharge Monitoring Ropt" lot Dec 1989 & 900125 re- 
porieble occurrence repi lor EPA Permit PA00256i5. 

buii^A.M. Duqueene Lighi Co. 98/01/25. Document Control Branch (Documeni 
Co/M/oIOeak) Opp 52509319-52809 344. 


0. Inepection reporta, IE nullatine & correipondence 

8002020251 Advisee Ihst liconeeo 891220 response conlirmod that schodufe S tocem- 
mondatlons In Generic Llr 89-10 re motor- operated valve testing & eurvollience will 
be met.Program verification will bo addressed via regional Inspa 
TAM.P.S Project Direcloraie 1-4. 90/01/10. STOLZ.F. Project Directorate 1-4. tp 
52524 126-52624:126. 

8001300499 Advises that draft final rapt lor dosooul of IE BuHoDn 70-23 found 
acceptable Lead engineers for IE Bulletina 84-02,60 06 & 07-002 resssigrrod as lieied 
BF.RLINQERCH Generic Communications Branch. NnC-05-96-i67, 00/01/17. 
LOFY.n.A. PARAMETER. Inc. 3pp. 52613:256-52613-250. 

8001230126 NRC Info Notice 90-006, "Inier-Syslem Discharge of Reactor Coolanr- 
Svcllsi end. 

flOSSI.C.E. Division of Oporallonal Events Assessment (Post 070411), 90/01/20. 
Consolidated Ed son Co. of New York, Inc. lOtpp. 52535:126-52535:227. 

8001230176 NRC Into Notice 90 006. "Potential for Loss ol Shutdown CooUng While at 
Low Reactor Coolant Levels." Svo list end. 

ROSS1.C.E. Division of Operallonal Events Assoesmeni (Post 070411). 00/01/20 
Consolidated Edison Co. ol Now York, Inc. lOIpp. 62535:026-52536:124. 

8001240100 NRC Info Notice 90-007, "New Info re Insulation Matl Performance S 
Debris Blockage of PWR ConlaInmoni Sumps." Svc list end. 

ROSSI.C.E. Division of Operallonal Events Assessment (Post 8704tf). 00/01/30. 
Consolidated Edison Co. of Now York, inc. 99pp. 62535:228-52535:320. 

8002120308 Forwards response to NRC Bulletin 69-003, "Potential Loss ol Required 
Slruldowrt Margin During Refueling Operations." Refueling procedures tor plant wi8 be 
revised prior to next refueling outage. 

SiEBER.J D. Duquesne Ugni Co. 90/01/30. Document Control Branch (Document 
Conirol Desk). Spp. 62607:006-52607:012. 

00012&0020 Suppi 2 to NRC Info Notice 66 023. "Polonllal (or Gas Binding ol HPSI 
Pumps During LOCA." Svc list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 00/01/31. 
Consd.ldaled Edison Co. ot New York. ino. 95pp. 52533:329-62534:062. 

901)2070392 Forwards Combined Insp Repts 50-334/90-05 a 50-412/90-04 on 900120 
& notice ol violation. 

BELLAMY.R.n. Region f. Ofc of the Dk-eefor. 80/01/31. S/EeER.J.O. Doquesria LigM 
Co. 3pp 52587:252-52587:257. 


-9002080231 "NPDES Discharge Momtonng Rspt" lor Dec 1980. 
OUllCK,A.M. Duquosno Light Co. 89/12/31. 18pp. 62609:322-52608;342. 


S. Reportable occurrences, LERe 8i related corretpondence 

0001300398 LER B9-006-0i.on 860413, tempore^ protoction covers found on fivo temp 
etomenls during teal ol high energy line break (emp elemenls.Causod by deficiency In 
aurvolllance program. Covers Immediately lomoved from temp elomenls.W/900l23 Ur. 
NOONAN.T P Duqueene Light Co. e0/0{/23. Spp. 52404:126-52494:130. 

9002080157 Forwards "NPOES Dlschergo Monltorlno Ropi" for Doc 1086 & 600125 ro- 
ponatxe occurronce lept for EPA Permit PA0025615. 

bULiCK.AM Duquesne Light Co. 60/01/25. Document Control Branch (Oocumenl 
Conhol Desk). 3pp. 62606:316-52608 344. 

-9002080233 NPDES noncompliance nolltlcatlon:Di8Charge 103 exceeded monthly av- 
er^ spec re total suspended solids Investigation proved that entire surface ol oasln 
froze Removal of sludge from basin began on 900102. 

DULl(XA.M. Duquesne Light Co. 60/01/26. 2pp. 626O0:343-626O8;344. 

0002220371 Part 21 rept re malnl ol Aulomsilc Valvo Corp MSIV &/or ma'n steam relief 
valve using spanner wrench In order to avoid solenoid valve stem damage, per 1084- 
BS change In design. Maint instoictlons end. 

HUTCHINSJ Aulomsilc Valve Corp. 90/02/02. NRC • No Detailed AltillaUon Given. 
3^. 52736:O66-S2730. fO5 

0002120340 LER 00-00t-00:on 000107, high radiation alarm received on steam genera- 
tor blowdown (SOBD) sample radiation monitor, causing SGBD sys Isolallon.uaused 
by crud particles swept Into monllor.MonUor purged & returned to 8vo.W/690206 ltr. 
kfoONANJ P Duquesne Light Co. 90/02/06. epp. 62035-238-52635:243. 


V. Operator Examinations 

0002140149 Forwards revised NRC Forms 396 & 396 re personal qualifications stale- 
menl & certlllcation ol medical exam by facility llcenseo.respoclively.All applications 
(or licenses to be submitted on revised forms by 900201. 

GALLORM Region 1, Ofc ot the Director. OO/Ot/OS SIEBER.J.D. Duquesne Light 
Ca 6pp. 62653:320-52653:327. 



DOCKET 6(J.413 CATAWBA NUCIEAR STATION, UNIT 1 


F. Security, medical, emeroancy & tire protection plana 

6002010169 ForvrorOs publ : version ol Rev 24 to Oi-ectivo 3 0 4. "Onsne Err«tg»<Cy 
Orgar.iraiion.” 

TliCKeRHS. Cu>(0 Po-ver Co 90/01/10 Oocr.meil Contra' Branch jDocwnon! Con- 
trol DesV) 3pp. 52523 195 52523 239 

-6002010176 Public version ot Rov 24 to Station Directive 3 0 4. "Onsite Emergency 
Organiraiion." 

• D.ike Power Co. 69/12/29. atpp 52523.196-52523 239 

9002060243 Forwaicis pub’ic version ol Rev 33 10 Cnsia Mgt Irrolemenimg PiocodiKO 
CMiP-l, "Flecovery Manager & irrrreciata SiaH” & Rev 24 to CMlP-2. "News Group 
Ptan •' w/900131 to'.ease morr.o 

TUCKER H B Duke Power Co 90/01/18 Document Control Branch (Documani Con- 
trcl Desk) 2pp 62561 000 52561 283. 

-900206024® Publ'C version ot Rev 33 to Crisis Mgi itrolemening Procedure CMlP-1. 
"Recovery Manager & Immedaio Siait" 6 Rev 24 to CMiP-2. ‘Nows Group Plan 

• Cuke Power Co 90/01/10 273op. 52581 011-52561 203. 

9001310315 Advises inai 691213 Rev 25 to p'lys-cai aecunty p'ar> conatnom w/provi- 
sipns ol lOCFRSO 54(p) & accepiab'o. 

CLINE W £ Region 2 Ole ol ihe Oi-eciot. 90/01/22. TUCKER.H.B Ouhe Pow« Co. 
3pp 52503:190 52503.192 

9002010317 Forwards SALP flepls 50-413/89-32 6 50 414/09-32 tor Aug 1900 • Oct 
t989 0vorai' level ol perto'mance oiceedod ir.ai needed (o rrteoi regutaiory 
rea-iitemonis improvemeni m emergency prepa'edness & p'ani operatiofta I'OiM 
EBNE7ERS0 Regon 2, Ole ot ine Dtecior 90/01/23 TUCKER.HB. Duke Power 
Co. 4pp 52531 209 52531 319. 

-9002010321 SALP Ropis 50-413/09-32 6 50414/8932 lor Aug 1060 - Oct 
1969 Ovoreii level ol porto-mancQ exceeded roguiaioty re<;ui.-errenis 

• Rog on 2. 01c Ol the D redo' 90/01/23. 27pp 52531.293-52531-310. 

6002230462 Advises ihel 900102 Rov 33 lo ens a mgl plan corsisieni w/provis'ons ot 
iOCFR5047(o)&eccep;ab;e 

COLLINS.OM Region 2, 0!c ol the D-reCtOr. 90/02/00 TUCKCaHS Otko Power 
Co 4pp, 52714.211.52714 214, 

9002150276 Forwards Rev 10 to safeguards COnt.ngO"cv planRov witr'held (rot 
10CFR73 21) 

TUCKER H B Ouko Power Co 90/02/06 Oocumeni Conirol Branch (Oocurr«ni Con- 
trol Desk] Ip 62676.200-52670.200. 

9003180276 ForwauJs Rov 26 10 physical secunty p'sn.Rev withheld (rol iOCrR73 2l) 
TUCKER HQ. Ouko Power Co 90^2/C8 Oocumoni Conird Branch (Oocumeni Con- 
trol Desk). ip 52676 266-52676 266. 


9M2060036 Respo.nds 10 Gono.nc Lit 09- 1 3, "SvC Water Sys Problems Alloc 'g Sa'^v 
Related Eouioment " Program lo sample & analyse mieke siructu-es to- Asiatic '.Iiti 
lo be dov&opot} 

TUCKER.HB Duke Powe.' Co 90/01/26. Docurr.ont Control Branch IDorjincf Cen 
'•O' OOSM 21FP 52556 077-52556 C97. 

0002050362 Forwards summanos ol latosi ECC5 ovaijaiion modol changes 
TUCKER.HB Duke Power Co 90/01/20. Documenl Conirol Branch (Wc.neni Zoy 
irol Desk). 4pp 52547. 2SS-52S47 250 

9002120298 Advsos Ot EPR' release ol Mod 2 oi VIPRE OI corrputer code w>ch v-j 
iriends to use as described n top cai repis Changes otiginaiod Itom co-nnons re- 
ceived from coda users & asslg-nod CHIOI -CHI 77 

TUCKER.HB Duke Power Co 90/01/29 Documonl Control B-'anetj (Dca "left Con- 

bol Oosk). 9pp 52626 349-52626 357. 

0002120385 Forwards prop'ioiary "Saloty Analysis Piiya'cs ParaTolors & MjiW/r<n 
sionai Reactor Trans onis Moihodoiogy " Three ropis descnblng El'Ri compu et code 
also end Prophoiary repl w thhold froi 10CFR2 700). 

TUCKER H 0. Duke Power Co 90/01/29 Document Coniro! Brancfi iDocure i; Cori 
trolOesk) 6pp 52644 012 52044 320 

0002140192 Advises that 9001 1 7 I censo amund rogiiosr lo remove certain cycle sp«.i- 
Ic parameter ii'niis irom Toch Specs madvonontly ut/lred ouiOatod Tech Ipoci 
pages Req.iosi8 thal Tnch ^acs chnngos madn via Amends 101/83 t-e de sled 
TUCKER H 6. Duke Power (So 00/01/29 Uocumonl Control Branch (Documcni Ccf- 
trdOesM 3pp S26S5 274 52055 276 

9001290051 Generic l.ir 90-02 lo oil LWR licensees & amilicunls re cilinma'rvo rog-jre 
rrenis tor luol assemblies In tieslgn leaturos sociion of Tech Specs Sve Hi ere 
PARTtOWjG. Associoto Uiroctof fci Projects (Pnsi sro-tti). 90/02/01 Consci.jii 
od Edison Co ol Now York, inc. 3Dpp. 52637 055 52637 093. 

9002130031 Summary Ol 9001 1G 17 Inlurinco monlin(i w/ulil at silo ro Icons .'g S rc-^- 
■aio'y issues Usi ol attondoes I'andoiiis & agondn end 

WIENSLA Pmjocl D.rocto.-810 11-3 90/02/02. Project Drociora’.o 13 3Di-o 
52046 278 52648.307 

9002140195 Anpicaiicn lo' amends lo Licenses NPF-35 & NPF‘52.cliang>r^ sko-usbis 
idoraiKo value lot Mi soU'ng ol stoem lino solnly valves m Tech Spnc fab n 3.7-2 
OWEN.WH. Duke Power Co 00/02/05- Documeni Control D-anch (Docu.-irt (icn'.-o 
Desk) Jpp 52650 336 52650 351. 

-9002140197 ProcoSOd Toch Specs. chnnging a’lowob'o tolnror'co vel.ie lor I 'I sc'VpJ 
Ol sieam ino safoiy voMos 

' Duke Power Co. 00/02/05 Hpp 52060 34 1-52650 351. 

9002189224 Forwarda EGO-NTA 6702, "Tocl’Olcal Evniuallon RopI TMI Act on KUnC(3 
0737 (II 0 I) Roiol S Sniniy Valve Tosling." Ropi mdicnios ihai ui I has mul sii d 3 1 
ieQ..iiemenis w/ oxcepiion pi one open item 

JAfeOOUn.KN Projwcl Di'0clo.mio 11-3. FIN A-649P 00/02/06 TUCKCn.'IH OuH 
Power Co 2W> 52650 104.52650140 


P. Operating license siege documents i correspondence 

9001310209 Forwards proprietary Rav i lo OPC-NE'200i. "Fuel Mochan«ai Reload 
Anaiys.s Methodology icr mark-BW Fuel." add ng sect on ro ECCS analysis htertace 
criteria & making associaied adminisiraiNo changes Rev wnhho'd. 

TUCKER M.Q. efuks Power Co 90/01/22. Document Conirol Branch (Oocumonl Con 
Iro'Dosk) 3pp 52503:165-52503.106. 

9002060106 Forwards Amends 69 A 63 lo Ucensas NPF'35 A NPF-52. 
reseed vely Amanda modty Tech Specs 3/490.1 A 3/4.9.02 A assodalod bases 10 
ro^ce roqu red RHR sys flow raie dur.ng Mode 6 operai dn when RCS pariiaCy 
dra ned 

JABBCURK.N Project Directorate 11-3. 90/01/23. TUCKER.HB Duho Power Co 
4PP 5255S.103-525S5 117. 

-9002080107 Amo-tds 69 A 60 lo Uconsos NPF-35 A NPF-52/OSpcC»A>o^. modifying 
Toch Specs 3/4.6 0.1 A 3/4982 A associeled bases lo rodt/co reqtS'od RllR sys 
flow rale dunng Mode 6 operaiion.when RCB part al:y dra-ned 
MATTHEWS.O 0. Projeci Oi-ocioraie ll 3. 90/01/23. 0pp. 52555 I07-62555:»16. 

-9002060109 Safety evaluaion supporting Amends 69 A 63 lo Ifcensos NPF-39 & 
NPr.52.fespoc(iveiy. 

‘ Ollice 01 Nuclear Reactor Regu'ai'on, Oirecior (Post 870411). 90/01/23. 2pp. 
S2S55116-52555;117. 

00020100S9 Requests approval to use Al oy 690 plugs as aiiornalivo to tegu romenls ot 
t0CFRS5{a).codes A aids for p'ants prior lo 990226 

TUCKGR.H B. Duke Power Co. 90/01/24. Document Control B.'anch (Oocument Con- 
trol Desk). 4pp 52531:125-52531:128. 

9002090092 Adv-ses that util 691101 response to Generic Lit 69-20 re incMdual ploni 
oxams eccepiable.AniC'pates ihsi addi analysis or reporting requlremenlB wl not 
have adverse ef/eci on scheOvlo. 

WATrHEWS.O.B. Projoci Directorate 11-3. 89/01/24. TUCKER.H B. Duke Power Co. 
3pD 52559 176-52559:170. 

9002070144 Fo-hvards "Nuclear Design Moihodo'ogy Us'r.g CASM.0-3/ Slmu'aie-3P." 
Rept presents CASMO-3/Simul8te-3P code sequence as roector modol for use In 
reload design calculaiions. 

TUCKER.H B Duke Power Co. 90/01/24. Oocument Control Branch (Documeni Con- 
trol Desk). 32pp. 52586 243-52567.012. 

9002020199 Forwards appi cation for NPDES permit for siorm water discharge at plant 
TUCKER.HB. Duke Power Co 99/01/25. JOY.J.A. South Csfo'.lna, Siato ot Ton 
52529:309-52529:315. 

9002060198 Withdraws B90104 request (or amends to Licenses NPF-3S A NPF-S2.de- 
leling aukil-eiy foedwate.’.&ieam generator wot layup A mam (eedwaior Isoiation valves 
Irom Tech Spec Table 3.6-3. 

TUCKER.H.B. Duke Powe/ Co. 9O/0I/2S. Documeni Conirol Brancti (Oocument Con- 
trol Desk). Ip. 52589.051-52589:051. 


-9001120312 - Technical Evn'uauon Mom.TMl Action NUREQ-Q/O/ (II.DI), Rol :r 4 
Saioiy Volvo Tesiinn.Ceiowba Nur.ionr Slaiinn, Units I & 2 " 

FINEMAN.CP. MALE2NY.C.L. EGAG Idsho, Inc. (subs nl EOAO fc\ 
FINEUAN.CP. Idaho NollOn,il Engnooting LnhO.'Alory. FIN A04U2. EG(iNTA:-’37 
80/11/30. NRC - No Oeia.lnd AlMiaiion Given. 35pp 62650.100-52050 t4U. 

9002130340 Co-nlvins vnrbbi o-anling ul irimporary waiver ol corrpliorcd w/TuN 5 (>k 
T ahio 3.7-2 tC4 lilt snitii'.g ql sloam Lno saleiy volvoa Inr Unit 2.poi Q00205 ri>x-y|( 
HEhl.C.W Assibiant Direcioi lor Regon ll Rcar.ioia 00/02/06 TuCKf:ii.illi >.»♦ 
Power Co 2pp 52640 100-52640 107 

9002220322 App'icailon loi bmonds 10 Libonsos DPR-3U,DPn-47,DPH 56, NPF O.NPF- 
i7,NPF-36 A NPF-52 Amends Involvo rolocDling rndiolopiCHl ollluoni Tnch 6|->oci k> 
tespoclive stations soloctoa liconsoo commiiinoni manunr 

TUCKER.HB Duke Power Co. 90/02/07. Uocumont Conirol Branch (Docu noni Ccfi- 
IroiOosk) 6pi) 52607 021-52660.020. 

-9002220333 Piopoaod Toch Spocs.rolocat-r-.y rodiolog cnl oH'uont Tnuh Spo:s io ss- 
lociod hconaco commllmoni manual 
•OukoPoworCo 00/02/07 260PP 52087:13.3-52080 020 

9007220332 Applicallon for arr.onOs lo Liconsoe NPF-.IS & NPF-52.chan(j.'i0 Toch sp-x 
Oergn Fooiuro $.3.2 lo s'bw opnroiion w/up to onq incon.ol-clad rou cijsict -cor/.'o 
assomt;^ m Un.t 2 core lor future ropiQCorr.uni w/Woslii'-gheuso I7xl7 nesrir.bry 
TUCKGR.H 0. Ouko Power Co. 00/02/07. Oocumonl Control Drarich (D-oc.-nei i Cov 
trot Oosk) 3pp 52696 025-52096:032. 

-9002220336 Proposed Tech Spocs ro dos.gn pressure & lomp lor fuel nesoTif.i-:! 4 
control rod assomb'ioe. 

* Duke Power Co 90/02/07. 6pp. 52e6S.O26-52O90 032 


0. Inapectlon reporla, (E Bulletins & correspondence 


9001300090 Forwards RoQ-Jolilicoi'on Exam Ropi 50-4t3/OL-B9 02 ndm'n sioK-d 
wks ol 600021 A 0004.Wriiion exams & answer keys.ovaluoiion ropl.tnb'o s<jrrd~dv 
mg exam results A simulalcr (idoiity rept olso end 

PiEBLESJA. RoglOft 2, Ofc al iho Dirocior. BO/Oi/00 TUCKER, H.H. Duke Fo*s 
Co 2pp. 52480 326-52401 234 

-9001300100 Roi^alilicailon Exam Rept 50-4i3/OL-09'02 conduciod d.i-lng Ms d 
8M62I A 0904 Exam losuiisall 10 reactor oporators, o'ght out ol 14 sener iraiM 
operators A two out of six crews passed exams 

BALDWIN.R.S., CASTO.CA. Rogon 2. Otc ol the Dirocior. 00/01/09 22i<e 
62400:330-52491 234 


9001300496 Advises lhai draft l.nal rept lor closooul ol lE Bu'lotn 70 ?3 '-xr<! 
accMi^a.Lead onginoors lot lE Bu'leilns 64-02,80-06 A 87 002 roassignod es Li'sc 
OERUNGER.C.H. Qeftofic Commonicaiions Branch. NRC 05- 05 157. OC'Ot/H. 
LOFY.fl.A. PARAMETER, Inc. 3pp 62513 256-52513:258. 


DOCKETED ITEMS 


M0iai01S2 Subi-nlis correction to error in 691002 rosponso to NRC 690631 Itr re viola- 
icn noied n Insp Repis SO 4 13/89- 19 8 50-4 1 ‘1/09-19 Complotion ilAie tor coriectKro 
acrons cS 91OIOI ool OCOIOI. 

TtCKER H Q. Cuko Powor Co 60/0l/l7. Oocumoni Control QrancO {Docurnenl Con- 
IrolDosM ip 52504:139-52504 130. 

SIKI20I03I7 Forwa'Os 5ALP Repts 50-413/89 32 & 59 414/80-32 lor Aug 1986 - Oct 
1959 Overall lovol of perlormanco oxcaoded that r.eoded to moot roQuiotory 
raquiroTienis impiuvemeni in emorgoncy proporodnoss & plant operaiioris noted 
EBNFIER.SD. Reg on 2. Ole 0l llio Orocior. 0U/O1/23. TUCKER, H.Q Duke Powor 
Co -tpp 52531 289 52531:310 

-9002010321 SALP Ropts 50 413/69-32 & 50-414/89.32 For Aug 1968 • Oci 
iSGO.Overa'I lovoi 01 performance excoodnd reg-j'niory rnqui'emonia 
• flegon 2. Ole of tho Dirocior. PO/01/23 27pp 52S31.293-5253I.3I0. 

9002140073 Forwards Exam Repi 50 413/OL-89-03 administered on 691030-1103. 
PcEPLFS.T.A. Region 2. Otc ol Iho Diroclor. 90/01/24. TUCKER.HB Duke Power 
Co 2pp. 52C52 103-52652 268 

-9002146078 Exam Ropt 50-413/01-60-03 on 601030-1 103 Exam ros>7laall candi- 
eatas passed wntien & cperai no exams 

eAinWiN.BS., CASTO.CA. Region 2, Olc ol lliQ Oireclor. 00/01/23 139pp 
62662.100-52652 246 

-9902140076 Forwards commenls & refs ro posi oxam review of annioc reactor opore 
lor & reactor operator exams sdm nlsiored on 69 1030 

OA'EN.T 0. Ouve Power Co 69/11/02 QALOWIN.R S. NRC - No Delated AtfiHaiion 
Qtvo-i 22pp 52852.247-52652 260 

9002070007 Forwards Insp RepIS 50 413/69 30 8 50-414/89 36 on 001203-30 Viola- 
tors noted 

HERDT.A.fl. Reg on 2. Olc oime D.roclQt 90/01/28 TUCKER.HB Duke Powor Co 
3pp 52592 268.52592.280 

-9002070100 Insp Ropta 50 413/09 36 & 50-414/69.36 on 091203-30740 vUleilons 
notod Valor areas inspecied review of piani aperaiicna,sun/ei'.lance observaiion.melni 
obse.vQUon, review qI (.ERs & Illness lor-duty program train ng implomnnieUon 
OPCERS.VV.T., LESSER, M.S , HQPKINS.P.C, Region 9, Qfc ol llio Orocior. 00/01/26. 
lOpp 52592271-52592200. 

9092666127 nosponrls to NRC Bullet n 69-003. "Potential Loss of Roomted Shutdown 
Margh Oudrrg Re/uolmg Operedons " Attectod plani procoduro lor core reloading ra- 
vsea to Include impierneniation ol design ong noonng onaiyses 
7uCKER,ll.B. Duke Power Co 90/01/26. Document Control Orancii (Document Con- 
trol Desk). 5pp S2S94;302-52594.300 

6001230196 NRC Into Notice 90-005, "inier-Syatom Oischargo ol Roacior Coolant." 
S'/c lisi oncl. 

ROSSI, CE Division of Operational Events Assossrnuni (Post 0704ii). 60/01/29 
Conso'idaied Edison Co. 01 New Voik. Inc. fOipp 52535125-52535 227. 

9001330176 NRC Inio Notice 00-006, "Poieniiol lor Loss ol Shutdown Coo'lng WhJo at 
LOiW Reaclor Coolant Levels " Sve list onci 

n0SSi,C.E. D.vi6ion of Oporaiionai Events Assessment (Post 0704ii). 00/01/29. 
Consol dated Edison Co of Now York, Inc. totpp 52535025 53535:124. 


6002220S62 Responds to NRC 691026 IK re weaknesses notod in insp Ropts 50-4 13/ 
89-27 & 50-414/89-27 cm failure lo comply w/GonerIc Lli 89-04 (pr Inservlco losling 
ram Review ol eK check valves re backllow lesling will be completed by 9t0f0i. 
KEH.HB. Duke Power Co. 90/02/14. Document cJontrol Branch (Document (Con- 
trol Oe«(}. 52696.136-52696.138 


n. Periodic operating reports 8 related correspondence 


9001300337 Forwards monthly oporaing repta lor Dec 1069 lor Catawba Nuclear 
SiaUon.Unlls I & 2. Revised Nov 1669 ropt enci 

ruCKEfl.H.B. Duka Power Co. 90/0t/i5. Oocumoni Control Branch (Document Con- 
trol Desk) ip 52492 344-52492 355 

—9001300371 Monthly operating ropts lor Dec 1969 for Catawba Nuclear Station Units t 
& 2 

WILLIAMS.n.A Duke Power Co. 69/12/31. tOpp 52492.345-52492.354. 

-9001300373 Revised monthly operating repl lor Nov 1989 (or Catawba Nuclear 
Stai on.Uniia t & 2 

* Duke Power Co. 89/11/30. ip. 52402.355-52492 355. 


8. Reportable occurrences, LERs & related correepondence 

0002120030 LER 60-002-00on 900103, containment air return (an IB tailod to start 
(Ktfir^ quarterly tost & breaker F01A in motor control ctr discovered open Caused by 
inappro^io operator acton Lockout breakers closed. W/900202 Hr. 

GLOVER,R.M.. OWEN.T B. Duke Powor Co SO/02/02. 13pp. 52598;108-53598 120. 

0002130347 LER 60-00t-00:on 80tllS,poieniial concern Identified w/ pressuritor 
saloly vahro blowdown being greater than assumed In safety analyses Caused by 
lunciMttal design doliciortcy. Also roponablo per Part 21 W/600202 Hr. 

OLOVER.n M . OWEN,T.B. Duke Power Co 60/02/02 Dpp. 62637.039 52637.046. 


V. Operator Examlnaiiona 

9001300098 Forwards Roqual IlcaHon Exam Rapt 50-413/OL 09-02 admin stored during 
wks o< 890021 & 0904 Wniion exams & answer koys.ovsiust'on rept.iablQ summArii- 
mg mam resuiia A s)n)u'aloi tiOc'ily rep) also oncl. 

PEEBLES.TA Region 2. Olc oi the Director. 90/01/06 TUCKER.H.B. Duke Power 
Co 2pp 62490 326 524D1 234. 

-9001900100 Renyaiilicaiion Exam Rept 50-413/OL-80-02 conduclod during wke ol 
890021 & 0904.ExBm rasuHs a’l 10 roaclof oporalbrs, olghi oul of 14 sonlof roacior 
oporaiors & two Out pi Six crews passed exams. 

BALOWIN.R.S.. CASTO.CA Region 2, Olc of lha Dirocior. 90/01/09. 225pp. 
52-190330 52<<9l23-i 

0002090027 Roguesis submittal ol loi mails listed in end lor regueillicai-on retake exam 
scheduled lor wk ot 900326 by 600228. 

PEEBLES.TA. Region 2. Olc of Ihe Dliecior. 00/01/24. TUCKER.HB. Duke Powoi 
Co 7pp. 82007:349 52607.355 


9001240160 NRC inlo Notice 90-007, "Now inlo ro Insulation Matt Petiotmenco 8 
Cutins Blockade ol PWR Coma-nmeni Sumps " Svc list end 
n03Si.CE Oiwslon ol Oporailonm Evunis Assossrnont (Posf Q704ii). 00/01/30. 
Ccnsolidatod Edison C^. ol New York, inc OOpp 52S35.220-S2S3S:320. 

6001250030 Euppi 2 to NRC Info Notica 00-023, "Poianhal for Gas Dnding of HPS> 
Pi.rrps Du'ing LOCA." Svc l.sl oncl 

ROSSI.C.E Division ol Oporal-onal Events Assosamonl (Post 670411). 90/01/31 
Canso iilnled Ed-son Co ol Now York, inc. 95pp. 52533.329 52534;089. 

6002060234 Responds to NRC 891219 notice of violation & Imposilion ol dvil porteily re 
Insp Ropts 50 413/89-25 & 50-414/69-25. Corrocilvo actions linkage visually Inspoct- 
od & manually exercised to assess Iroodom ol movement. 

TUCKER, H Q. Duke Power Co. 00/01/31 Olc of Enioicomont (Post 670413). I9pp. 
52690 091-52509.019. 

6801260198 NRC Inlo Notice 90-000, "Kf-85 llazerda From Oocayed Kuol*' Svc Hsi 
erd 

ROSSI.C.E. Division ol Operational Events Assessment (Post 0704tt) 90/02/01. 
Conso'.rletorl Edison Co. 01 New York, Inc. 77pp. 52503:100-62683:256. 

9801260192 Suppt 1 to NRC Info Notice 08-030. "Targel Rock Two-Stsgo Salety/noHof 
Velvo Setpoint Drill Update." Svc list end 

ROSSI.C.E. O.vis'on of Operational Events Assessment (Post 670411). 90/02/02 
Consol daloci Edison Co. ol New York, Inc. 78pp 52558 238-52556-317. 

6001309424 NRC Inlo NoHco 90-009, "Extended Interim Storage ol Low Level Rad- 
wasto by Fuel Cycle & Mails Ltconsoos." Svc list end. 

CUNNINGHAM.R E. Division of Industrial & Medical Nudoor Safety (Post 870720). 
00/02/06. Consolidated Edison Co. ol New York, Inc. t08pp. 52583.267-52584.004. 

9992239315 Forwards Insp Ropt 50 413/90-01 & 50-414/90 Ol on 600108-11 & noHcos 
Ol v.o'ation & dovlation. 

Pc£8LES.T.A. Region 2, Olc ol Hie D.roclor. 00/02/08 TUCKER.H.B. Duke Power 
Co 5pp. 52701:143-52701:161- 


9002140073 Forwards Exam Ropt SO-413/OL-89 03 edmtnisiorod on 891030-1 103. 
PeE8Les.r.A Rogien 2, Olc ol Ihe Oireclor. 90/01/24. TUCKER.H.B. Duke Power 
Co. 2f)p $2652:108-52852.266. 

-9002I4D078 Exam Repl 50-413/OL 09 03 on D0lO30-tl03.Exam rosull9:Dll candi- 
deios (mssed wtilien & oporaiing exams. 

BALDWIN.HS., CASTO.CA. Region 2. Olc of mo Director. 00/01/23, lOOpp. 
62852.106 52652 246 

-9002140078 Forwards commerns & rols ro posi-exam review ol aan:or roacior opora- 
tor 8 readot opeialor exams adminislorod on 601030. 

OWEN.T.B. Duke Power Co. 89/11/02. BALOWIN.R.S. NRC - No DelaMod Attll.atlon 
GIvoa 22pp 52652 247-52052:268 


DOCKET 60-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & tire protection plena 

9002010169 Forwards public version ol Rev 24 to Directive 3.6 4, "Onsite Emergency 
OrnenIsaUon.'' 

TUCKER.H.B. Duke Power Co. 90/01/10. Document Control Branch (Document Con- 
Itol 0^} 3pp. 62623:195-52623 239. 

—9002018176 Public version ol Rev 24 to Station Directive 3.0 4, "Onsite Emergency 
Orgar^iabwi " 

* Ouko Power Co 89/12/29. 41pp. 62323 198-62523:239. 

9002060243 Forwards publlo vorelon ol Rev 33 to Crisis Mgl Implementing Procedure 
CMlP-1, "Recovery Manager & Immediate Staff" & Rev 24 to CMIP-2, "Nows Group 
Pian"W/800l3l reloaso memo 

TUCKER.H.B. Duke Power Co. 90/01/16. Oocumeni Control Branch (Oocumeni Con- 
trol Desk). 2pp 52561:008 52561:263. 


-9002230373 Notice of v.olailon from insp on 900108-1 ( .violation noted: konsoo fanod 
:o re^jjosi re'iel from meeting vibration motor accuracy valuo coniainod In /LSME Soc- 

P6EBLES,T.A. Region 2, Olc ol the Dirocior. 00/02/08. 2pp. 52791;14B-527O1:140. 

-9002230374 Notico of deviation from Insp on 900106-11. Deviation noied.’ [iconaee cor- 
rective action to place stem bolt 8 washor on component cooling water sys pumps 
suction & d'sehargo valves completed appiox 120 days beyond committed dale. 
PEEBLES.T A. Region 2, Olc ol the OHOCtor. 90/02/08. Ip. 62701:160-52701:160. 

-9002230378 Insp Ropis 50-413/90-01 & 60-414/90 01 on 900106-11. VIolaUone or 
dowotions noted. Ma]or areas Inspected followup to operational safety team Insp. 
BRESLAU, Q-, MGLLEN.L., KElLOGG.P. Region 2. Olc of lha Director. 00/02/05. 
Ilpp 52701:151-62701:161. 


-9002060249 Public version ol Rev 33 to Cilsis Mgl Implementing Procedure CMlP-l, 
"Rocovery Manager & Immediate Staff" & Rev 24 to CMlP-2, '^News Group Plan." 
* Di*e Power Co. 90/01/18. 273pp. 52561:011-52561:263. 

9(K>131031S Advisos that 691213 Rev 25 to physical security plan consistent w/provl- 
sfons of i0CFR50.64(p} 8 acceptable. 

CLINE.W.E. Region 2, Olc of the Director. 90/01/22. TUCKER.H.B Duke Powor Co. 
3pp. 62503:190 52503:192 

9002010317 Forwards SALP Repts 50-4l3/e6-32 & 50-414/80-32 for Aug 1688 - Oct 
l9890v(Hall level ol performance exceeded mat needed lo meet rogulaiory 
rsqu'renrenls. Improvement In emergency preparedness & plant operations notod. 
EBNETER.S.D. Region 2, Olc ol the Director. 90/01/23. TUCKER.H 0. Duke Power 
Co. 40P. 62531:209-62531 :3 1 9. 


-90070I032I SALP Bep;s 60<»13'8332 & 50-4H/89-32 la Auq 1983 • Oci 
1983 Ov^jaii level of petJpin^ance e«ce5<)o<) teguiatc'y fer,u!femer!9 
• Pegon ?. O'; o! ineD.reclO' 90/01/23. 27pp 52531 293 52S3t 3l9 

9002230482 Advises ihai 900102 Rev 33 10 ensis mgi p an consisienl w/pfc/islcns Ol 

COLLI1^0M'Reg^n^2^0!c of iho Director 90/02/C6. TUCKSR.HB. Du< 6 Po>w»f 
Co 4pp 52714 211-52714 214 


9002I5027S Fooi-ds Rev 10 10 safeguards coningency p'anRev withheW (tel 
10CFH7321) . - 

TUCKER HB O-jiie Power Co 90/02/03 Oocur-iont Ccnircl Branch ii)ocumoni Con- 
t/clOeski ip 52676 200-52676 200 


9002150278 Forwards Rev 26 10 phvsica! aecur^ plan Rev wl.nhe’d («e1 10CFH7321J- 
TUCKERHB Duke Power Co 90/02/08 Oocurrent Control Branch (Oocutneril Con- 
t/ClDcsk) Ip 52676 266-52676 266 


P. Opersllog license stags documents & correspondence 


B002 M0195Appl coiron lor omonds to Liconsos NPF-35 & NPF-52 chang-iw 
lo'etenco valuo lor iiil sottlno ol stoom lino saloiy valvos in Toch Spec fs-r. -7.' 

ewENWH DukoPeworCo 00/02/05 Uocumoni Conlrol flrar.ch (Ooct-nenici 


rn*i.l ano 52650330-52650 351 


-9002140107 Preposod Tocti Spocs.chonging a lowaWo lo'e/anco va'ua lor i- 1.- 
o( stoarn I'no saloty valves. 

• OuW Power Co. 00/02/05. 11pp. 52650.341-52050 351. 


0002100224 ForWiVdS EGG-NTA-0702, '•Tochnlual F.valuailon Ropt TMI Acicn V,:c.- 
0737 (II.D 1) flol of & Safoly Valvo Tosnng ” Ropl Inrlicntos ihai u-j- has -ei »• 'n^ 
recuremonie w/ OKCcpi'on ol ono opon itom. 

JADBOUn.KN Prciocl Diiocloralo 11-3 FIN A 6402. 00/02/05. TuCKeflHfi h. 
PowerCo. 2pp. 52856. 104 S2050 140. - ou.r 

-9001120312 ••TeclinlCBl Evo'uol.on Rmi.TMI Actlon-NUREG 0737 (H0 11 Pstj i 
Salely Va'vo Tosimg.Caiawtia Nucloai aioilon.tjn IS t & 2." ' 

FINEMAN.C P., NAlE2NY,C I. EG&G Idaho. Inc. (subs ol EOSG i-, 
F:r4EMAN.C P. Idaho Nnilonol Endlnoonng Lnbcroiory. FIN A-0492 EGQ NUi’-J 
60/11/30. NflC ■ No Cnlailud Alliliotion Given 3.5pp 52650:106-52658140 


9001310209 Forwards ptcpnoia/y Rev 1 lo OPCNE 2001, ' Fue' Mechan'cel Reload 
Anaiys.9 Weihodo’og-/ (or mark.bW Fuel,' add ng section re ECCS analyais lnie.4ace 
cniena & mak.ng associated admimstra'-ve changes Rev w trhekt. 

TUCKERHB Duke Power Co 90/01/22 Docurrenl Coni'ol Brerch (OocomenI Ccn- 
Uol Desk) 3pp 52503 165 52503 186 

9002060106 Forwards Amends 69 & 63 10 Ucenses NPF-35 & NPF-S2. 
respec’jveiy Amends modify Tech Specs 3/4 9 6 i & 3/4.9 8 2 8 assooaied bases lo 
reduce require: RHR sys flow rale djr.ng wodo 6 operation when ftCS penally 
dra.ned 

JABBOURKN Project Oirecloraie 11-3. 90/01/23 TUCKEfl.H.B Duke Power Co 
4pp 52555 103-52555 117. 

-9002060107 Amends 69 & 63 lo Ucenses NPF-35 8 NPF'S2,te3pecUvely. n-jxklying 
Tech Specs 3/4.9 8.1 8 3/4982 8 associated bases lo reduce requred RHR sys 
now tale dunng Mode 6 ope/a'.on.when RCS pana'iy drained 
MATTHEWS, 00 Pro,ect Direc'oraia II 3 90/01/23. 9pp 52555107-62555.115. 

-9003060109 Sa'BTv twal-jatioh Supporting Amends 69 8 63 to Utd-'tsos MPf-36 8 
NPF'S2,rQspec'-veV 

' Office cf Nuefear Reactor Regu'et-on, O-recior {Post 8704ii) 90/01/23. 2pp 
52555 tt8S255S.117 

9002010058 Hedjeals approval to use Ai.oy 690 plugs as aiiemanve to requremenis oi 
iOCFR5S(a).c^s 8 aids for p'anis pnor (o 900226 

TUCKER.HB Duke Powe' Co 90/01/24 Oocameni Control Branch (Oocumem Con- 
trofOesk) 4pp 52531 125-52531.128 

9002060092 Artvises that u'J 891 101 respoiSO 10 Qo.-tonc Ltr 68-20 re hd.v:dval p'am 
eiams acceptable Ajinopaies that adoi ansrys.'s or reponusg requYomems wti nci 
have adverse etfect on schoduie 

MATTffEWS.OB Projoci Oi.'ecioraie 11-3 90/01/24. TUCKER.HB Ouko Power Co 
3pp 52S59 17852558178. 


0002130340 Conlirms vii/bfll gtonimg ol toinporary wowor of corppi ance w/Tecfi 5[« 
TatMo 3 7-2 (or Mt setling of Stoam lino aololy volvus for UnH 2.por Q902&S '«««« 
HEHL.C.W. Assistoni DIroctO' for Ri>oli>n II Roacioie 00/02/06 TUCKERHB 3l«i 
Power Co. 2|ip S264D1‘IS 52640 11)7 

9002220322 Application lor Qmonds to Llconsoa DI’R-36,DPH-47,DFn 55, NSFgi.pc 
17.NPF-35 8 Npr-52 Amonrts liivolvo rolOCfilino tadiolosicol oflluO'it Tech Sf^t 
roapociwo slat ms selociod liconsuu coniniiUnoitt inanual 
TUCKEH.fl.O. Ooko Powot Co. 00/02/07. DocotnonI Control Branch (Docu.-neiiCy. 
IrolOesk) Opp 5266/021-52006 02(1 

-0002220333 Proposud Toch Spocs.rolocoilng tadlologcol ofCuunt Toch Specs is 
locied icorvaoo commitincinl manual. 

’Ouko Power Co 00/02/07 256pp 52007:133-52600020 

0002220333 AppScailon (or amends lo Liconaus NPF-35 & NPF-S2.Changing Tec" S(e; 
Oosign Foeiuto 532 to allow operation w/up to unit Inconoldad roo cluster cixva 
assombh In Unt 2 coio loi luti.io toplacomom w/Wostinghouse 17x17 asss'icfy 
TUCKEFl.HO Ouko Powiu CTo 00/02/07. nocumoni ConKol Branch (Doe. iwrtCy- 
l/OIOoSh) 3pp 52666 026 52060 032 

-0002220335 Propoaod Tecii Spoc6 to iiosign ptuseutu & temp ler (uoi asse-ibietl 
control rod asAO.'r4;i ns. 

• Ovho Power Co. 00/02/07, 6pp 6200B:020-52600 032. 

9002230620 Forwaida lOlii qiiiirlorly ii|)duUi to aledtip 'OpI 
TUCkER.H 8 Duke Power Co 00/02/ 1 5. Uocurnunt Conirol Branch (Oocunsrii Cen 
irClOosk) 2pp 52702 105-52702 100 


O. Inapeclion raporls, lE Builelins 8 corroapondaneo 


0002070144 Forwards "Nuclear Oeson Maihodoiogy Us.ng CaSMO- 3/ S«r*iiaio-3P.‘‘ 
Rapt presenii CASMO-S/Simuiaio 3P code soqjonco as reactor model lor use -n 
reload design caisuiaiions 

TUCKER, H^. Duke Power Co 00/01/24. Oocument Control Branch lOocument Con- 
trol Desk], 32pp 52588.243 52587.0)2 

0002020199 Forwa.'da application lor NPOES permit for siqrm water d-scharge at p'ani 
TUCKER.HB Duke Power Co 90/01/25 JOvjA South Carrfna. Stale ol. Too 
62529 309-52529 315 

0002080198 Withdraws 890104 request lor amends lo Ucenses NPF-35 8 NPF-52.do- 
lebng auxii ary feedwater .steam generator wei layup 8 main feedwater iso'ai on valves 
from Tech Spec Table 3 6-2. 

TUCKER.HB O'jke Power Co. 00/01/25 Oocumant Control Branch (Oocomoni Corv 
trolDesk). Ip 52589.051-62589 051 

0002060038 Responds lo Genenc Lu 89-13, "Sve Weiot Sys Problems Affeciing Sa'oty- 
Related Equipment." Program lo sample 8 anaiyye iniake structures lo< Aeiatc ciema 
lo bd develop 

TUCKER.H 0 Ouko Power Co. 9O/0t/26. Documeni Conirol Brarxh (Documeni Con- 
UOl Desk). 21pp 52556:077-62569.097. 

0002050382 Forwards summanes of lelesl ECCS ovalualon model changes 
TUCKER.H 0. Duke Power Co. 90/01/29. Oocument Control Bra.nch (Do^moni Coo- 
trolDesk) 4pp, 52547:255-52547:268 

0002120298 Advises ol EPRi release of Mod 2 of VIPRE-Ol computer code vvhich uii 
intends lo use as desenbed in topical repis. Changes onginaiod Irom comments re- 
cefved from code use.-a 8 assigned CH101-CH177. 


0001300408 Advises ihoi dmli liriQi ropt (or closuuul of IE Qjletn 76-23 loir4 
accepiaUlo Load Mn-nouis li>r il UuiicHins (i4-02,00'06 & 07-002 roassancdaifsitc 
BERliNGER.C.H. Genoiic ConimunlUiTiiOhS Bioncli. Nnc-OS-OS-ISr. 90/0l'i' 
lOFY.RA P/dkAMETER, Inc. 3pp 6261J:?50 52613.250 

9001310162 Submits corrorHOh fo oiror In 001002 rusponeu to NRC 690531 Irrewa- 
i>on nou>d in insp Ropis 50-413/00.10 & 5u-4t4/<iO-iO.Complot.on date foreonscM 
acbons laOioiOf noi OOOiOi 

TUCKER.H 0 Ouko Power Co. 00/01/1? Docufuont Control Btonch (C»oa"ieriCm 
uoiOesk) ip 62»74 130 52504:130 

0002010317 Forwards SALP RopiB 60 413/00-32 & 50-414/00 32 loi Aug 1938-07 
lOOO.Ovoraii lovul ol porlormanco oxcoodoci thot noorfod lo meet iegjit;ri 
roquiromenis.impiovo.'Tio.'it m omoriioncy proporodnoas 8 plant oporsHons roisd. 
EBNETEfl.SO Ropon 2, Otc of Itm Drcnior 00/01/23. TUCKER.HB Duke Pfra 
Co 4pp 62531.200 52531 310 

-0002010321 SALP Ropis 50-413/00-32 & 50 414/09-32 lor Aug 1988 • On 
lOSOOroteil lovd Of porformonco excoodod ronuloiory ruquiromonis 
• Region 2. Otc Ol tho Diroclor. 00/01/23 27p|> 62631:203-52531:319 

9002140073 Forwards Exum RopI 60-413/OL-S0-03 odm'iilslorod on 891030-1103 
PEEBLES.T A. Ronion 2, Ole of Iho Diroclor. 00/01/24. TUCKER.H B. Duke F7*9 
Co 2pp 62852:108 52652 200 




-9002140078 Exam Ropt 50-413/OL 80 03 on 801030- 1 103 Exam resjHaa'i 
daios passed wniton 8 oporaiing oxoms. ,, 

BALDWIN.HS. Region 2. Ole ol Iho Diroclor. 00/01/23. I39pp. 62652.'Ce- 
62652246. 


9002120365 Forw^ds proprietary "Safety Analysis Physics Parameters 8 Muitiamen 

;KndS«.T.« ™ 

JSi"epp‘^5e%Xt5?s4S^“ 

0M2 140192 Advises that 900117 hcense amend request lo remove certain cvde-SDocil 
ic par^eier limits from Tech Specs inadvodonily uliHred ouidsied T^ Smq 
changes made via Amends 101/83 be deleted. 

I™i"5p^265S.5266f27°6'^“- 

‘■if "censees 8 appiicania re alternative requre 

PARTLOW j r® AffiS'V 'eatures seclon ol Tech Specs Svc Lai 

Oirecior for Projects (Post 870411). go/02/Oi Conaoldai 
ed Edison Co. ol New York. Inc. 39po. 62837:055-52637:093. wjnaoioai 

900213M3t Summary ol 900116-17 Interlace meelng w/util al site re icenamo & mm 
^ I8SUM.USI ol 8ttend6e8.h9ndout8 8 agenda end ® 

S?27e52^°^307.°''®'‘°'®'® ''■®- 30PP 


>002140078 Forwards commonta & refs ro poal-oxam roviow of sen or reactor opeiJ 
lor&reactof operator oxoms BrimlnisiOfOd on 001030. 

OWENJ.a Ouko Powor Co. 00/11/02 QALDWIN.R.S. NRC - No Oeiai'ed AMticr 

t4*uArb B^cen c n/vn 


0002070007 Forwards Insp Hepla 50 413/09-38 & 60 414/09 36 on 89120330k'i» 
Hons noiod 

HEflOT.A.R. Region 2, Olc ol Iho D.roclor 00/01/26. TUCKER.H.Q. DukePowWlc 
3pp 52592.260-52592 200. 


-0002070100 Insp Ropia 50-413/00-36 & 50-414/09-36 on 091203-30 No Y0i3»» 
noted Major aroes mspociod roview of ploni oporaiiona.survoil'ance observalion,™ ■ 
cmaivatian, review ol lERa & litnoss-lor-duly program training implomeniawn 
OflOERS.W.T.. LESSER.M.S.. HOPKINS P C Roflion 2, Otc of ihe O.iector. 60/0ifX 
lOpp 52602:271-52592:200. 

9W2080127 Rosponds to NRC Bul'eiln 09-003, "Poionliai Loss ol 
Maw9i During Refueling Operations " AKoclod plant procedure (or core reoafliij 
lo Include implementation ol design onglnooring analyses. 

TUCKER.H.B. Duke Power Co. 90/01/26 Document Control Branch (Docuirient W" 
IfOl Desk). 6pp. 62504:302-52504:308 



M01230126 NRC Into N’olce 90 005, "Irnet-System Dischaieo ol Roecicr CooOnr' 
S^c ls( enci 

ROSSl.CE. Oivlson of Opcrohonai Events Assessment (Post 070411). 90/01/20. 
Consolidated Ed.scn Co. or New YotK, inc lOlpp. 62535 125 52635.227 

9001230176 NRC Info NoUco 00 OOB. "Potoniial for Loss of Shutdown Cooing wnio at 
Low Roaciot Coolant Leva's. ” Sve list erci 

ROSSl.CE Oivlson of Oporotionei Events Assoesnieni (Post Q704I1) 90/01/20 
Conso'fdalsdEdSOrtCo of New Yor>«, Inc lOIpp 52S3S 025-52535 124 

9002070222 Responds lo vioieuons noiod in insp Ropi 50-414/6934 Ccirociwo 
actions ind.viduais involved in 601120 -naccuioio tagoui record sheet incdor.i resulting 
In pamo inp talked lo re potential consertuonecs of Improper actions 
tJckER.H B Duke Power Co. 60/01/29. Document Conirci Branch (Docbineni Con- 
trol Oesk).4pp 52590319-52590:322 

9001240160 NRC Info Nonce 90 007, "Now Info ro Insulation Mali Porfcrmanco & 
Debfts Siockage of PVVR Coni/tinmeni Sumps." Sve lisi er,cl 

ROSSI, C.E. O.v.sion of Oporaionel Events Assessment {Post 070411). 93/01/33. 
Consol-dated Edison Co. 0> Now York, Inc Q6pp. 52535 226-52535:329. 

9001250020 SuppI 2 lo NRC Info Nonce 68 023. "Poient'ai for Gas B-ndirg ot HPSI 
Pumps During LOCA " Sve I si end 

ROSSI. C.E. D.vision ol Operet.onai Evunia Assossmoni (Past 870411) 90/01/31. 
ConsoKdated Edison Co. ol Now York, Inc OSpp 52533 320-52534.C82. 

900SOS0234 Respondt to NRC 69)213 notice ol vroiQf.'on 3i IrvpctfiUco ol CM (tenaHf re 
'nsp Repts 50-413/89 25 & 50 414/80 25 Corrociivu actcnsl-nkage visoaitY lespocl- 
ed S manually etrercisod to assess frendom ol rnovomenl 

TUCKER.HB. Duke Power Co 00/01/31. Ole 01 EnloicQ-nQiil (PoSi 870413). lOpp 
52599.001-52599:019. 

6001280198 NRC Info Nollce 90 008, "Ki-85 Hazerda Fiom Decayed Fuel.' Sve Isl 
end. 

ROSSl.CE. Divis'on ot Oneraiicnei Evonia Assoaamoni (Post 670411). 00/02/01 
Ccnadl'daied Edson Co. of Now York, Inc ’7op 52593. 103-52563 25S 

6001290102 Suppi 1 to NRC Info Notice 88 030, "Target Ruck Two SiegoSaloiy/Roi.ol 
Vnfvo SeipQint Drill Update " Sve list enci 

ROSSl.C.E DIvisdn ol Operational Events Assossmoni (Post 87041 1) 80/02/02 
Consolideted Ed.sort Co of New York, inc 78pp. 52556:230-52658317 

900130Q424 NRC Info Noiko 60 009. "Exiondod intcnin SiQiago of low level Had- 
vraste ty fuel Cycle & Malta Liccnsoos " Sve list end 

CUNNINGfMM.n.E. Oiv.$lon Of Indusli-MI 8 Modlcal Nvefear Safoly {Post 870/29/ 
00/02/05. Consolidalad Ed<son Co. ol Now Voik, Inc. lOGpp. S2583257-52504d)04. 

9002230318 Foneardslnsp Ropt 50-413/90-01 & SO-414/OOOi o.n 000108-11 & not cos 
of vio'Qtion & deviation. 

PGESLES.T.A. Region 2, Ofc 0< (he Oroclor 90/02/00 TUCKER.H.O Kho Oewu-- 
Co. 6pp. 62701:14X52701.181. 

-9002230373 Notice ol violation from msp on 900108- 1 1 Violation noted iicnnsoe caiod 
10 roquoat rel ol from mooUng vipraf on mnler eccuracy vaiuo conf/i'ned m ASMC Soc- 
lion XI. 

P£E8LGS,T.A. RoQlon 2, Ofc Ol Iho Diiocior. nr)/02/00 2pp. 52701.149 52701 UO. 

-6002230374 Nolleo ol deviaton irom insp on 00010(9-1 1 Duviailon r>oioif icunsoe co'- 
reottve action to placo siem ooii & washer on cornpo-ncni coul-ng waior ays pu(ri>s 
suction & dischargo velvos comptoiod approx 1 20 days boyond eotr.m<iiud dme 
PEEBLES.T.A. Roglon2, Olcol iho Oirocior. 00/02/00. ip. 52701.150 52701 ISO 

-6002230376 Insp Repla 50413/00-01 A SU-ffd/OO-Ol on OOOfOO-tl Vfo'efOitS or 
devlaiiohs noieo Mo|er areas inspociod: followup to oporatlenal aafoiy team -nsp 
BRESLAU.B., MEUEN.L.. KELLOOQ.P Rog:an 2, Ofc of tho 0 rector. 90/02/05 
lipp 62701:161-52701:161. 

6002220582 Responds to NRC 801026 Ur ro woeknossos rioiod m Insp Ropis 50-413/ 
89-27 & &0'4i4/e8-27 on lalluro to comply w/Gonerlc Lir 09-04 let inseiv.ee toshng 
proorom Review of all check velvos ro bacKIlow tesling w/i bu comptoiod by DiOiOi 
TuCkER.HO. Duke Power Co. 00/02/14. Document tonlrol Oranch (Oaormoitl Coo- 
dot Desk). 3pp. 52600:136 52696:130 


R. Periodic operalirtg reporta & related correspondence 

9001300327 Forwards monthly operating ropts lor Dec lOOO to> Catawba Nuclear 
SiaUon.Onils 1 & 2. Revised Nov 1980 ropt oncl. 

TUCKER.H B. Duke Power Co. 00/01/15 Documoni Control Orencfi (OocumonI Con- 
trol Desk). 1p. 62492 344 62492:355. 

-900 1 300371 Monihly operating repls lor Dec 1689 for Catawbn Nucicor S'aion.Umts I 
8 2 . 

WILLIAMS.n.A. Duke Power Co. 00/12/31. lOpp. 52402.345-02492 354 

-9001300373 Revised monthly oporating ropl lor Nov 1609 lor Cniawba Nuclear 
Station, Units 1 & 2. 

• Duke Power Co. 89/11/30. Ip. 62492:356-52492:355. 


S. Reportable occurrences, LERs A related correspondence 

9002130329 LER OOOOl-OOon OOOiOS.unoxpocied auxilary feedwaier auiomalfc start- 
up occurred during periodic cabinet lost. Caused by piocoduio doi.cIcncy.Procedurea 
to bo revised to prevent recurronco.V//e00207 Itr. 

OLOVER.R.M., OWEN.T.B. Duke Power Co. 00/02/07. epp 52854:030 52654 035. 


V. Operator Examinations 

9002060027 Requests aubmilial ol rol metis lialod In oncl lor roquslllccatlon reiako exam 
scheduled tor wk ol 000320 by 900220. 

PEEBLES.T.A. Region 2, Ofc ol the Director. BO/Ot/24. TUCKER.HB. Duke Power 
Co. 7pp. 62807:349-52607:355. 

9002140073 Forwards Exam Rept 50-4t3/OL-00-03 adm'n'storod on 891030-1103. 
PEEBLES.T.A. Region 2. Ole of the Director. 00/01/24. TUCKER.HB. Duke Power 
Co. 2pD. 52652:106-62652:288. 


-9002140076 Exam Ropl 50-413/OL-89-03 on B9l030 H03-Exam resulisaii candi- 
daioe passed wniien & operating oxan'-s. 

aAtOWiN.R.S, CASTO.CA. Region 2, Otc of ihe Oi.-acior. 90/01/23 I39pp 
52652.109-52652 240. 

—9002140079 Forwards commonis & rele ro posi-exem reviow ol sen or reactor opora- 
lo' & foactor oporatoi exams odminisiorod on S31030 

OWENT.8. Duke Powor Co. 89/11/02. OALDWiN.R.S. NRC • No Dots lad AIILlaion 
Given. 22pp. 52652 247-52662:268 


DOCKET 60-416 GRAND GULP NUCLEAR STATION, UNIT 1 


F. Securlly, medical, omerBancy & fire protection plana 

9001310395 Revised omeigency pinn proccduros.includ ng Rev 5 to lO-S-Ot 20 Rev 19 
lo tO-S 01-06 & Rev B to tO'S 01-11 W/ 900117 Itr 

COTTON.Sn. COrTLE.VV.T, Sysiom Energy Resou-ces, Inc. 00/01/17. 57po 
52504 077-52504:103 


J. Insutanca & indomnity inlormatlon 

9001290181 Foniva'ds Endoisemems 13 & 12 to MAELU Poicy M-70 & NELiA Polcy N- 
7S.ErKScrsonuKil3 3S.6d 4 37 lo MAELU Po'ICy MF- 108 S £;ndorseniG'’.!8 56 57 a SO 
to NELIA Pol£y NF-267 

COTTLE.W.T. Sysiom Enoigy Rosouices, inc. QO/01/16. Documeni Control Branch 
(Oocumeiil ConlrtH Desk) lepp 52469 162-62460:1 77. 

00020S0334 Forwaida Endoraomont 60 to NELiA Polcy NF-257, Endorsement 39 to 
MAELU Policy Mf .iOO.Er.dorsemunie B lo NELIA Po icy NW-1S3 & MAELU Policy 
MW-76&Efldorsoma.nis 16 to NELIA Polcy N'76 & MAELU Policy M 79 
COTTLE.IN.T. Sysi&m Energy Rosourcos, inc 90/01/29 Documoni Conirol Branch 
(Oocument Convol Desk). I4pp 52642 323-52542:336. 

9002070406 Forwards Endorsomonla 7 to MAELU Policy MW-76 & NELIA Policy NV/- 
iS'J.Endotsornenis 14 lo MAELU Polcy M-70 & NELIA Po'icy N-70,Endorsement 59 to 
NI-lMfO-£yNF 2S7AEn:lorsoir.onl 30 to MAELU Po'foy WF.|£>0 
COTTLE.V/.T. Syaiom Ei'Orgy Rosourcoa, Inc 00/01/20. Documoni Cont-ol Branch 
lOocumo-ni Conlrol Daak) 34pp 62507:140 52587:179 


P. Operating licenso stage documenta A correapondance 

B00129024t Summary ol 91)0104 meeting w/Advanced Nudoar FuQls & util In 
nockv4io.MO ro Cycle 6 licenang acimUcs Util onalysua lor cparolion w/(ocdwelor 
i-.oaiat$ out ol eve should bo included m noxt rolond oppi cation Agonda oncl. 
KiNTNtR.LL. Project D locioroto li-i, 00/01/22. Proioci O.rocloroio ll-i, 22pp, 
52453 274.52483 300 

9002080218 Rosponqs (o Generic Lir 09- 1. 3, "Sve Water Sys Probioms Alloc! ng Safety- 
ndaiod Equipment.'’ Diecovory ol mlcrobioioQ caTy-Inducod corrosion n sve water sya 
!nao to (litvoiopmoiti ol axionsivo chom'col trooimoni/ciooninn sya 
COTTLt.W.T. SysiOhi Energy Rosoutcos. Inc, 00/01/29 EBNETER.8D. Hoglon 2, 
OtcolihoOroctor I4pp 62600:201-52669 214 

9001290051 Gorxiric Lir 90-1)2 lo all LWR I consooa A a^ncants re eltoiriaiive toquiro- 
iTKinis lot luol essomblios m dos.nn leaturos eoclion ol Tech Specs. Svc iiet end. 
PARTI.OW.J.G. AssociQie Diiecicr lor Ptojocie (Post 07041 1). 90/02/01. Ccn80'.idel- 
till Edison Co. «l New York, ino. 30pp 62637.068-62637 093 

OOO213031O Forwards SER donylr^n O0i220 roquosl lor exionelon of date la Inaia'il nqu- 
iron INK mohilorRog oude i 07 requiromerxia lor Ilux mortllonnn lolewlng acddonl 
appropriate A propose!} o'lornehYO cruorta In GE Ropt NEOO-OlS^ unaccopleMo. 
KINTNER.LL. PrO.oCt DifoaoialO 11-1. D0/02/02. COTTLE.W.T. Syaiom Energy Rq. 
aovicoa. Inc 3pp. 52046 133-52846:142 

-9002130313 Advisoa that Ceiogcry I dos g^atlon A assoclaiod lower rangq for neutron 
Ilux mor*noi.rvg equipment DppropdQlo.thoruloro propusod report NEDO-3t66n unac- 
copiabip A iiouircn Ilux oqupnioni must bo environrr.oniolly quallliod per tOCFRGO 40 
MiRAGLiA.F J. Assocaie Oiroctor (or Inqpocilon A Tochnlcnl Assesameril (Post 
67(>4ii) 00/01/20. FLOYO.S.D. Gobcock A Wilcox Operoting Plants Dwnors Group 
tp 52646:136 52846 136 

—9002130316 SER donymg l.con&lng Topical Ropl NEDO-3t658, "Posiion on Flog 
Guide 1 .07.Roqu'iomonis lor Posl-Acckioni Noulion Flux Monhonng Sys." 

• Ollco ol Kucloor Reactor -RoBUiai on. Diroclor [Poal 870411), 90/02/02 6pp 
52646137-52848:142 

9002140123 Advises (hat ul.l 860220 response lo Generic Lir 88-14, 'Insirumonl Air 
Supp'y Sya Prob'oms Allociing Bafoiy-Rolatod Equipment," acceptable. 

KlNiNEn.L.L. Pro;ocl OkoctoiQle ll-l. 00/02/02. COTTLE.W.T. System Energy Re- 
80-.ircos. Inc 3pp 52651:250-52681:252 

9002130336 Notillcaiipn ol 900215 mooting w/ut.l in Rockvlile.MO to discuss resulle of 
surd/ lo incroBse spent fuel pool coolinn capabffliy. 

KlNINGn.L.l- Projoct Oiroctoraie ll-l. 00/02/06 TOUHiGNY.E.Q. Pro.oct Dlruciorolo 
11-1 3pp. 82648 237-52648 239 

9002220191 Application for amend to Llconae NPF-29,eddlng Iwo smoko doleciors A 
room numbora to Tab'e 3. 3. 7.9-1 as well as renaming room described In Table 
3 3 7.9-1 as rosuU ol design changos 

COTTLE.W.T. Syelam Energy Resources, Inc. 90/02/09. Documoni Control Branch 
(Documeni Conliol Desk), dpp. 62879.200-52076:200 

-9002220198 Proposed Tech Specs adding two smoke dolectora A room numbers to 
Table 33.7.6-1 as well as renaming room described In Table 3.3.7. 9-1 as result ol 
desgn changes. 

* Sy8U»i> Energy Rosourcos, Inc. 60/02/06. 6pp. 82870.203-52879:208. 

9002220161 Forwards safety oveluation approving llcensoe 800722 requaat for dovl- 
abon liorn Reg Guide 1.07 ro ushg recommended d'yive'l pressure insirumonl w/ 
range ol -8 pS:o lo 3 psig. 

KINTNEn,L.L. Project cTreclofale il-t. 90/02/13. COTTLE.W.T. System Energy Re- 
sources. Inc. Ip. 62806.037-62680 040. 


•*9002220135 Safety ev&luaiion supposing aev'ntlon Irom Reg Gjde i.97 racd'ement 
lor narrow rango arywe'l pressure Instrumor*.! 

• Oltico of Nuclear noactor nogu'aion. Director (Post 8704U) 90/02713. 2pp 
52330 O3d'526a9 040 

9002220470 Forwards roQuosi for e^'di into on irr.piementation o! Generic Ltr B7-09 r« 
Secipns 30 S 4.0 of STS orr epp! oablity of tim '<ng corrdii.ons for operal'on & survoil- 
lance roquiramonis FTosponso requesioO by 9003JO. 

KINTNER.LL Pro;oct OirectoiHta 11-1. 60/02/14 COTTLE.W.T. Syslertr Energy Re 
sources. Inc. Spp 52673.076-52673 060 


R. Periodic operating reports & related correapondenca 

9003220307 Monitily operating rept lor Jan 1990 lor Grand Gut Nucloa* &Lav>n IMI 
1.W/9002I4 ltr 

ZINKE.G A , CGSAREJ.G. System Energy Refiourcos, Inc. 90/Q1/3I, 5pp 52673 


S. Reportable occurrences, LERe & related correepondence 


O. Inspection reports. IE Suiiellne A correepondence 

9001300493 Advises that dta'i tir.al rept tor closeeui of lE Ru'te^n 79-23 found 
accoptsbie.Lead ongmoers lor IE Sutiolns 04 . 02.60 06 & G7-002 reassigned as istod. 
aERLlNGER.CH f.ono'ic Corr.municoiicns Btaneh NRC-05-B5-157. 00/01/17. 
LOFY.RA PARAMETER. Inc 3pp 62513 266 52613.260. 

9001290153 Advises itiai ropl ol results cl Litrasonic msp of discs In low pressbre Tur- 
bine i.acceplabte SuTimarv rapt showed that no signncani f.aw indcations Kwd m 
d.sc boros 

KINTMEH.L1.. Pro.oci D.'eclotelQ ii-i 90/01/23 COTTLE.W.T System Energy fla- 
sources. Inc 2pp 52472350-52472.351. 

9001230120 NRC Into Notice 00-005. "Inter System Discharge cl Reactor Codanl'' 
Svc list oncl. 

ROSSI.CE Division ol Opoiai anal Events Assessment (Post e/04ll| 90/01/29 
Consolidated Edison Co. 01 Now York. Inc lOlpp 52535:125-52.35 227. 

6001230176 NRC Info Notice 90-006. "Polo'itial lor Loss ol Shuidov>r>Coolr)g Whio at 
Low Reactor Coolant Levels " Svc iisi oncl. 

ROSSI.CE Oivis'on ol Oporaiional Events Assessmoni (Post 670411). 90/01/20 
Consolidated Edison Co. oINow Vorh, ine I0lpp 62535 026-62635124 

9002070138 Forwards Insp Ropl 50-416/9001 on 900l09-l2No vto'aUors or dovi- 
al'Ons rolod 

JULIAN.CA Region 2. Ole of the Director. 90/01/29. COTTtE.WT. System Energy 
Resources. Inc. 3pp 52670:003-52570.012. 

-9002070137 Insp Rept 50-410/00-01 on 000106-12 No </OlQllon3 or dovleilons 
noted. Meior orcas inspecled:coro pewot d.siilbutlon & thermal ilrriis.caiibts pi njctoa* 
InsirumenieLon A ccie ihorma' powe* 

BURNETT.P.T, BELISIE.G.A Region 2, Ole Ol me 0 rector. 90/01/23. 7pa 
52670 006 •62570.012. 

9001240100 NRC Into Notice 90-007, "New Info re insulation Matt Pertormanco A 
Oebna Blockage of PWR Contain.moni Sumps " Svc lisl ond. 

ROSSI.CE. Oivisien of Operaionai Events Assossmoni (Pest 8704ii). 90/01/30. 
Consolidated Ed son Co. alNowYoik. Inc. OOpp- 62S3S 228 52535:329 


9002010231 LER 89-017-00 on 6907io.doloimlned lhai Isolation lor pos'.ulaiec DWOJ 
blowdown iLno breaks in piping cold rooms was 00 s.causing plant to opcraio i" 
eVzed condition Tech Spec cnango rotiuost will ho submiiieaVV/goOl 10 Iti. 

BVRO.R. COTTLE.W.T. System Energy Rosoiifces. Inc. 90/01/18 fine 625500t>^ 
52550;(»4. 

9002010119 Special Ropl 89-00900on 8012l8.d.e8el generator il lallod Pcien&al 
l'ens<armof (use hoidois found loose.No obvious cause ol overt idonM-od Ckosci re 
(esiod aabslacioriiy w/o recunenco of original incident. 

(X3TTLE.W.T. System Enorgy Resources. Inc. 90/01/17. Documoni Con'inl Branch 
(Oocumoni Control Dosk) 2pp 52531:1 19-52531:120 

9002080019 LER 69 01 9-00 on G91230.tOlal loss of plont svc water oxpci niuod duo 17 
loss ol power 10 eupply wells Caused by moHunctlon ol microwovo Inlo A conVd 
eye Pe/UKLc m crowBve oporetionol chocks e8iabli9hod.W/9aoi29 Hr 
RUFFIN.n., COTTLE.W.T. SySlnm Enorgy Rosouicos. Inc. 90/01/20. 7pn 52550 022 
52550 020. 


9002160183 LER GO-OOI-OOon 9001 12,dolerni:ned Ihal Toch Spoc ronclot cOC'tATt 
coddowm rate Ivmi of 100 dogreos F oxcoedod In reacloi bottom l oad cktn 
p'po.Ceusod Iw programmallc doTicioncios Incidoni ropt form Improvod W/9002C'9 tj 
BVflO.fl . COTTLE.W T. Sysiam Enorgy Rosourcoa. Inc. 90/02/09 6rp 5265* 105- 
52664 109. 

9002230191 LER 69-01 6 01:on 89t030.no dale or evidonco founri that struma Uimo lest 
perlormod or> Qetiis actuator lor Isolation dampot lollowlng malni Censed br pro(^*r> 
malic woeknosses New compulor liold dale added to work orders W/(KI02l6b 
evfiO.R. CESAHEJG System Enorgy Rosourcos. Inc. 00/02/15. lirp. 62713'>?7- 
52713-032 


DOCKET SO-417 BRAND GULF NUCLEAR STATION, UNIT 2 


A- Appilcetion/conatrucllon siege documenis A correepondence 


9002160082 Ack recepi o' 883602 IV mlcrmlng NRC Of steps taken to coneci violabone 
noted in Insp Rent 50-416/88 07. Agrees w/ util conclusion that iiom Acid noicorteii- 
lute vlolaton. Violation withdrawn A records adjusted accordingly. 

VBRRELLI.O.M. Rogon 2. Ofa ol iho Oi.-ecior 90/01/30. COnLE.WT. Syelem 
Enafgy Resources, Inc 2pp. 52639.008-52669 009. 

9001290020 Suppi 2 to NRC 'nfo Nonce 68 023. "Potent ai lor Gas Ortdlng ol iiPSi 
Pur^s Ounng lOCA." Svc I sc end. 

ROSSI.CE. D.vle>on ol Operaionai Events Assessment (Post 670411). 90/01/31. 
Consolidated Edison Co. of Now York. Inc. 95oP- 62533.329-52534.062. 

9002130356 Porwarda Insp Rept SO'4i6/80-3CI on 09i2i6 000119 A noice of vidabon. 
VERRELLI.O.M. Reg-on 2. Ofc ol the Director 90/01/31. COniE.w.T. System 
Energy Resources, inc 3pp. S2848'198'S2648 2i3. 

-9002130367 Notice of vlolelion from ins? on 691216-9001 l9.V>o‘eUon noiodon 
60i230,(orowng ir.anua! roacioi scram, unit exceeded mo reactor cootdown rate for 
raaclor vessel bottom Head dram 

VERRELLI.O.M. Reg'O.n 2, Ole ol Iho Oircclor. 90/01/31. 2pp 5284e.20l-62648 202 


6D0126006I Goner-c Lii 90 02 to all LWR i.eensaos A o^oiicnnls re aiteinnINe locrjee- 
moms lor luei essembi as m doe gn (natures sociion ol Tech Spnea Svc list one’. 
PARTLOW.J.Q. Associate Director lor Pio)oci8 (Post 070411), 00/02/01. Ccnsoiartat 
Od Edrsoo Co. ol Now York. inc. 39pp. 62837:05^52637:003. 


O. inspection reporle, IE Bulleiina A correspondence 


9001230128 NRC Into Nonce 90 005, "inloi'Sysiem Dlschaigo ol Rooslor Coolar-l* 
Svc llsl end 

ROSSI.CE. Oiv.sion ol Operetienei Events Asseasment (Post 070-111). 00/01/29 
Consolldaiod Edison Co of Now York, Inc. lOIpp. 62535; 125-52535 227. 

9(K)1230i76 NRC Inlo Not CO 90-008. '’Potential for Loss of Shutdown Cooling Wivio el 
low Reactor Coolant Lovois " Svc iisi oncl. 

ROSSI.CE. Dv.slon of Oporaiional Events Assessmenl (Post 970411) 00/01/29 
CorrselWered Bason Co. of Now York, Inc, lOIpp. 62635.026-52535. 124. 


-9002136361 Insp RepI 60 416/69-30 on 801216-0001 1 9 Violations noiod. Meior areas 
Inspected operedonal ealety verincailon.msini observaUcxt.surve LorKe 
obsarvelion, action on previous f ndmgs A ROs 

CHRISTENSEN.M , MATHIS, J L, CANTRELL, F.S. Region ? Olc Ol the Otreclor 90/ 
01/31. 11pp. 62648 203-52648:213. 

9001280196 NRC Inlo Nolice 90-008, "Kr.86 Hazards From Decayed Fuel" Svc l-st 

end. 

ROSSI.C.E. Division ol Operational Events Assessment (Posi 670411) 90/02/01 
Consol daied Edison Co. of New York, |nc. 77pp. 62583:180 52583:258. 


9001240190 NRC Into Nollco 90-007, "Now Info ro InsulBlion Mall rnifotiruL’KO A 
Oobrls Olockege of PWR Containment Sumps” Svc list oncl. 
nOSSf.CE Division ol Oporaiional Events Assossmeni (Post 070411). 00/01/30 
ConsoHdatod Edeon Co. of New York, Inc. 99pp. 52536:220-52535 328 

9001280020 Suppi 2 to NRC Into Nollco 08 023. "Polonlial for Qds Binding ol HREJ 
Pumps During LOCA ' Svc liSi end. 

ROSSI.C.E. Divis'on ol Operational Evenia Aasessmant (Post 070411). 90/01/31 
Consofdaied Edison Co. of New York. Inc. 8Spp. 62633:329 52634:062 


9001290102 Suppi I to NRC Inlo Notice 89-030. “Tergcl Rock Two-Stage Sefety/Reilol 
Valve Solpoint Orilt Updalo." Svc list oncl. 

ROSSI.C.E. Division ol Operational Events Assessment (Posi 670411) 90/02/02 
Consol dated Edison Co. ol Nev/ York, Inc. 70pp. 62550:238-62556:317. 

9002080192 Responds to wolaban no'.ed In Insp Rept SO-4te/e9-29. Conecbve 
ection rev lo admin stiaiivo procedure underway 1o osiab'Ish min guldollnos to be lot- 
lowed by commillae when reviewing doLclency documonis 

COTTLE.W.T, System Energy Rosources, Inc. 90/02/02. Documoni Control BtarKb 
(Document Control Desk). 3pp. 53594;267-52594'26g 


9001280198 NRC Inlo Nollco 90-008, "Kr-B5 Hazards From DocByoil Fuel.' Svc Ss! 
oncl 

ROSSI.C.E. Di^slon ol Opereional Events Assessmoni (Post 870411). 90/02/01 
Consoildaied Edison Co. of New Yoik, Inc. 77pp. 52503;160-52583;2ei} 

9001290102 Supp! 1 lo NRC Inlo Notice 88-030, "Target Rock Two-Slago Saloly/neA«f 
Valvo Sei^m Oriti Updaie” Svc list end. 

ROSSI.C.E. OYiBion of Oporaiional Events Assessment (Post 670411) 9C/02/02 
Consoldatod Ed'son Co. of New York, Inc. 78pp. 52556:238-52550 31 7 


9001300424 NRC Into fJoHca &0-0fl9. "Eictended fn'erfm Sroraga of Low Level flad 
waste by Fuel Cycle A Malls Licensees." Svo llsl encl. 

Division ol tndusirlal A Modical Nuclear Salety (Post 870729) 
00/02/05. Consolidated Edison Co. of New York, Inc. I08pp. 62583 257-52584:004 

9002220723 Responds to violations noted in Insp Rept 60-418/86-14. Cotrocim 
aci'onS'Admlnistrai’ve Procodjre 01-S O0-2. "Exposuie A Corvtamlnailon Conirol" re 
vised to assign responsibi'ity lor contro'ling access lo area doors 
COTTLE, W.T. Sysiem Enorgy Resources, Inc. 90/02/06. Document ConUol Brand 
(Document Conirol Dosk). 2pp. 52683:332-52683-333 


9002230465 Ack receipt ol 900202 ltr Informing NRC of steps token to correct vtolalion 
noted In Inw Rept 60-416/e9-28. 

VEnRELLI,D,M. Region 2. Ofc ol the Direcior. 00/02/12. COHLE.W.T. Syslar 
Energy Resources. Inc 2pp 52701:120-62701:121. 


9001300424 NRC Irilo Nolico 00-000, "Exlondod Inioilm Slo/sga of Low Levsl 
waeto by Fuel Cycle A Malls Licensees." Svc list encl. 

CUNNINGHAM, R.B. DMalon of Industrial A Medical Nuclear Sa'cty (Post 67072^) 
00/Q2/OS. Consoildaied Edison Co. of Now York, Inc. 108pp. 62503:257-52604 004 


R. Periodic operating reports A related correspondence 


9002160123 "Summary of Environ Protection Program Re Const of Grand OuM Sia'Jo^ 
Unil2 lor 6 Months Ending 801231." W/900126 Hr. 

COTTU-.W.I. System Enorgy Rosources. Inc. 89/12/31. 3pp. 52650 105 52656 187. 


DOCKET 60-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 



90021200^4 Forwards SALP Inilial Pvpl S0-423/e0'99 for fi8060l-B010f5 Continuod 

8 0^ ovcra'l licensee porformnneo w/salo & consorvoUve pioni opoiaDona noterf 
lUSSELL.WT. Region 1. Olc ol the Oirorior. 00/01/17 MROCZKA.EJ ^7ortl1eesl 
Njcloar Energy Co. (subs of Northeast Uiilibos) <ipp 52631 07i-5263l-t»0- 

>9002120073 SALP Initial Ropt 50 423/08-09 lor 000801 OOtOtSMelor areas 
inspociod:piani operahons.rad.oiogicat contrp's.maini/ survo'iance^emergency 
pioparednoss.socuiity.eng.r^oering/ technical support 6 safety assessmoni/q,/eity var- 
iiicat on. 

■ Region I, Olc of Ifio 0 rector. 00/01/17. 36pp. 52631.075 52631. 1 lO. 

0002010005 Formai708 roqjesis n'lado in leicon w/M Gentry & PH Biasoil on SOOiiB 
re planned insp of laciiify emoigoncy operating procedures on S004 l6-26.Pianl'ro< 
e.mu'eior should bo evai'ablo Rol mail listed on onci should bo soni by 000316 
GALLO, fl.M. Reg'on t, Ofc of the Oirector. 0O/Ot/ffl. MROCZKA.EJ. A'ortftoasl Nu- 
clear Energy Co (subs of Nonhoesl UIilillos). 4pp 32532.036 52532 039 

0001390212 Rov 12 to EPlP-4211. "On Call Procedure " 

SCACE.S. Nodhoasi Nuclear Gt^ergy Co (subs ol Northeast ui/itios) 00/01/22 
tepp. 52467:123-62467 140 

9003020056 Forwards rosponso to recommondod ocHnns in Generic Ltr 69-13. "Sve 
Water Sys Problems Affecting Safety-Related Equpmcni " Reco.Ti'nortded tiarrlMato 
mods to be Included as ISAP 1 120. 

MROeZKA £ J. Nonhoosi Nucloor Energy Co. (suha. Qf Northeast (JLfiiosJ. 90/01/M 
RUSSELL.W.T. Region t, Ofc ol tho Di-ector Slpp. 62528.090-52526146 

9002070415 Advisos that util 600314 submlitoi ol Rev 8 to phya.cal seeurliy plan re 
waste d sposst bldg & beron recovery bldg, incorroctiy des.gnaied it Itgu-es as vital 
aroea. Review of areas contirmod that no oquipmnnt exists in sub| bldgs 
UROCZKA.E j. Northeast Nuclear Energy Co. (suits ol Northeast Utl.iios) 
MROCZKA.EJ Northeast UUities 90/01/26. Oocurr.ent Contrcl Drench (Oocumeni 
Control Oosk). 2op. 52503.020-62593 021. 


H General correspondence 

9002080209 Commeril opposing proposed ruin 10CFRI70, "Rev Ol PYOO Fee 
Schsdules.Radiolsoiopci licenses & Top:cot Ropi '' 

MROeZKA £ J. Connecticut VriPkeo Atom'c Power Co. 90/0i/3t, Dockotng A Serv- 
ices Branch. 3pp. 52567:131-52507:133 

9002080232 (3ommant opp09:ng proposod rule 10CFR2 ro mod to onfcAcemcnt polcy 
ai.’Otving oscallailon in civil ponsiims fp’ vloiellons ol NRC requi'cmants wtioro tool 
cause involvos ptogrammstic malnl-ro'atod impi.cQlions 

MROCZKA.E J Connecticut Yankee Atomic Power Co 90/02/05. GoekoiiftQ & So-nr- 
Icoa Blanch. 3pp S2S67 I0l<525e7:t03. 

9002150161 Advises of changes lo uiii disinbuMon lists for corrospo/vidt^ctf from NRC 
due lo organuaiionei iilin rhangos. Revs lo dlsinbuiian i<8t end. 

NnOCZlOL.E J Noitlieesi Nucloer Energy Co. (subs, of Nonhoasi Ulr'liios). 90/03/08 
Document Control Branch (Oocumoni Control Desk). Qpp 52077 060 53877:07/. 

9002830016 Ccmirmt oppos.ng rov le proposod rule 10CFR71 ro cempanWriy of Puar 
iteneporl regulations w/iAEA sUs Low specific nctivuy packages sno-jid bo exempied 
from proposed IAEA Safoty Serins 6.09 rovisod in 1906 cltancos 
MROcZrCA.E.J. Northenet Nuclear Energy Co (subs ol Northeast Ui-kiios). 00/02/00 
Docketing & Services Branch l ipp. 52(359:34 i-5365Ci'35i. 


P. Operating license stags documents 6 correspondence 

9001300273 Responds to 601129 roguesi lor rovlow ol cuToni 6 proposed lead lectors 
& witndrawai scnoduio to deiermino if proposed cbArig^og moro or loss con$orveifve re 
iOCFn5a.62 significant liaiards constuoraiion.por 091020 Tech Spec rev regueei 
MROCZKA.EJ. NorihOQSl Nucinar Energy Co. tstOS Of Northeast UUliios) 

MROCZKA.EJ. Northeast Utilities OO/Ot/ro. Document Control Branch (Oocumoni 
Control Desk]. 3pp. 52466:106-S2466:t00. 

9001300315 Provides edtfl info ic 691201 proposed rov to Tech Specs lot hydrogen 
recombinersjior NRC request 

MROCZKA.EJ. Norihoasi NucUiar Energy Co. (subs ol Norinesat UHiUes) 

MROCZKA.EJ Northeast Ullliles. 90/0t/f9. Oocumoni Control Branch (Document 
Control Desk). 2pp. 52492.342-52492.343 

9002030058 Forwards response to rocontmendod acilons in Oener.c Ur 69-13. "Sve 
Water Sys Problems Allocl'ng Saloty-Roletod Equipment " Recommondod hardware 
mods to be included as iSAP I.120 

MROCZKA.E J. Northeast Nuclr>ar Energy Co. (subs, ol Norihoasi Ul*if09). 90/01/26 
RUS5ELL.W.T. Region 1. Ofc of the □.rector. 51 pp. 62626 096 52626:146. 

9001S90051 Generic Ltr 60 02 to all LWR licensoes & a^licanls ro allernatlve roquro- 
meets (or fuel assemblies in design features section of Tech Specs Sve kat end. 
PARTLOW.J.Q. Associate Director lor Proiecls (Poat 870411). 90/02/01. ConsoHdal- 
ed Edison Co. ol Now York. Inc. 30pp. 52837:055-62637.093. 

9002090097 Notiflcehon of Signilicanl Licensee Mooting 90-13 on 600208 W/llcerweo n 
Region I ofo to discuss nucleer safety concoms program onhancomenls 
HAvERKAMP.D.R Region 1. Ofc of Iho D.roclor. 00/02/01. Region 1, Ofc of Iho D- 
rector. 2pp. 52607:069-52607.070 

9002130016 Forwards Amend 45 to License NPF-49 & safety oveluatlon. Amend modi- 
fies Tech Specs 4.3 1 2 8 4 3 2 2 to reqi>l/o lostmg of inpul relays as part of roeponso 
(ime lest'ng program & changes Tablo 4.3-2. 

JAFFE.D.ir Proloct Directorate 1-4 90/02/02. MROCZKA.EJ. Connocitcul Yankee 
Atomic Power Co. 3pp. 52846 308-52646 322. 

-9002130018 Amand 45 10 license NPF-49,n)odityinfl Tech Specs 4 32 2 S 43 1 2 to 
require lest-ng of Input relays as part of response imo testing program & chengog 
Table 4.3-2 to clarify loss-ot-offs'to power test roquYoments 
STOLZ.J F. Project Dlrectoraio 1-4. 90/02/02. 10pp. 52646:31 1-52646.320 

—9003130019 Safety evaluation supporting Amend 45 ro License NPF-40. 

' Office ol Nucleer Reactor Flogulallon. Diroctor (Post 670411). 00/02/02. 2pp. 
52646-.321-52646:322 


add/to I'ronsa Condc on 2 C( 1O). 

JAFFE.O.M. Project Directorate 1-4. 00/02/08 MROCZKA.E J. Connecncul Yankee 
Atotrlc Power Co 2pp. 5287 1 :07O-6267l 072. 

—9002330125 Corrected Amend 42 to License NPF-49 add ng Condition 2 C(10). 

• MAC -/toDolailed AMI aiton Divert. 90/02/00. Ip 5207) 072-52071:072. 


O. Inspection reports, IE Bulletins & correspondence 

9001300488 Advises that d'afi r:nai lopi tor ciosocui of IE Buiotin 79 23 fou-id 
ecceptaUo.Lued er.g ncere for lE Builalir.s 64-02.80 06 6 07-002 roassignod as liaiod 
BEnLlNSER.CH Goncnc Communcailons Brnnch. NRC-05-B6-157- 00/01/17 
LOFY.RA. PARAMETER. Inc. 3pp 52513:256-52513 258- 

9002120064 Forwards SALP In t-ai Rent 50-423/68 69 lO' 860601-601015. Contlrtuod 
good ovotftil I conseo performanco wAa'e & consotvoiivo plant operations noted. 
HUSSeiL.W.T Rog on 1, Ofc of the Diroctor. 90/01/17. MROCZKA.E J. Noriheasi 
Nuclear Energy Co (subs of Ncrihoast Uilliitos). 4pp. 52631:071 -5263 1 :t 10. 

-9003130073 SALP Initial Ropt 50-423/88-09 for 660601-691016 Major areas 
inapecicdrplarit oporsiions, radiological contrqls.maint/ aurvorionce.oniorgoncv 
preparedness, socur.ty, eng neor ng/ lochr.icat support & saloty ossessmeri/quaMy vor- 
fficaiian 

• Rogon I. Ofc of the Di-ecior. BO/Oi/17. 30pp. 52631 075-62631:110. 

90020 10005 Formolizos requasts mede In telcon w/M Ooniry & PH Disseli on 9001 lO 
>e plan'*od In^ ol faclify emergency operatrg piocoduras on 900416-28. Plant-rol 
simutaior shoi/d bo avai'able.Rel mall listnd on und should be scmi by 900316. 
GALtO.RM. Reg 00 I, Olc of Iho Di'oclor 90/01/19. MRCDCZKA.E J Nadhessi Nu- 
clear Ertetgy Co (Subs of Northeast Utilities). 4pp. 52532 036 52532.030. 

9001310118 Responds to NRC Builailn 89-003. "Potor.Lai Loss of Required Shutdown 
Martin During Refuel ng Opatacons" Peieonnol Vanod in ovoroU ccntrol proceduro 
to.' fix?) movcmo.'^i 

MBOCZKA.EJ.. SEARS.C.F. ConnacHcui Yankoo Aiorio Powar Co. MROCZKA.EJ. 
Nonhoasi Nuclear Enorgy Co (subs, of Ncrihonst UtliHes) 60/01/25. Documont Con- 
trol Oranch (Documont&ntrei Dusk) 4pp S2504 149-52504:152. 

0002020066 Fprwawfs raspprtso to rocomnondad actions fn Qcirnric Ltr 60-13, "Sva 
Welet Sys Problems Affecting Salaiy-Reiated Equ'prr.ani" Rucommst^dod hardware 
mods 10 be ittciudtid as ISAP t 120 

MROCZKA.E J Nr^rtheast Nuclaer Enorgy Co. (Bubs. ol Noriiioasl Ui'Hies) 00/01/25. 
RUSSEI.L.VYT Region 1, Olc ol Iho Dirocior Stpp 52526 096-52526140. 

9001330120 NRC Into Npnco 60-005, ''Inior-Sysloi'n O'schai(|o of Resclor Coolant." 
Svotoi onci. 

ROSSi.ee. 0.vi$!on of Oporiiiions' Events Assess'ront (Post 8704)1) 99/01/30 
Conso’-dflled Edson Co. of Now York, Inc. lOlpp 52535 125'S3635'227. 

9001230175 NRC Into Nonce 00 006. ‘ Petonilai for Loss of Shutdown Cooling WI1 in ai 
low Roacior CeCor.! Lovo'e.” Sve list nnci 

ROSSl.CE Division ol Opo'blional Events Assdssrr.OAI (Posl 670411). 00/01/29 
Consa'Ueiod Edison Co of Now York, toe. tOIpp. 52535.026'52535 124 

9003140107 0>ecvssos updetod impirmoniation scheduio ro ilodicotlon of cominorcat' 

S iedo n»m9.|)Oi Insp Rnpts 59 245/89-09, 59>33(}/B0 60 & SO 433/00 60 on 800430 
8165 0710 14 

MROCZKA.EJ. Noiihoas’. Nuctoor Enpiny Co (sube. of Northeast Ullii-es) 
MROCZKA.EJ Norihoasi Uiilles 60/01/20 Document Coniiol Branch (Oocumoni 
Control Desk). 2pp 52850 266 52650:26V. 

9001340100 NRC Info Notice 90-007. "Now lido 10 Insulation Mall Portormanca 6 
Ocbns Biockogo ot hWR Containmonl Sun^ia " Svo l.6t ohol. 

ROSSi.CE Division of Opoiotionol Events Aesossmont (Post n704lt). oo/Ot/30 
Conso-MaimJ Edison Co. of Now Yoik. Inc. QBpp. 52535:228-52635:329. 

6001260030 Suppi 2 to NRC Into NohCP 66-023. "Potential for Obs Blndtog of HP5 
Pumps Durng lOCA " Sve f'Sl oriel 

RO^.CE. O.vislo.n ot Operational Events Assussmonl (Posl 870411) 90/01/31 
Consoldated Edson Co. of New York, inc 05pp 52S33 328-52534.062 

9001260168 NRC inio Notice 90 006, "Kr-85 Hazards From Decayed Fuel." Sve fis 
«ncl 

ROSSl.C.E. Divison of Oporoiiona! Evonls Assessir.oni (Post 670411). 90/02/01 
Consqi daiod Edison Co. of Now York, Inc 77pp 62583: i80-52&83:2£6 

6001260102 Suppi 1 lo NRC Info Notico 83-030, "Torgot Rock Two-Stage Safoly/Rolio 
Vofve Sef^nf D,*(ft L/pdafo." Sve rfsf o.ncf. 

noSSi.CE- Division ol Oporallonai Evanle Assossment (Post 870411). 90/02/92 
Consotidaiod Edison Co 01 Now York. Inc. 7Bpp 5255B.230-52SS6317. 

8002150365 CommonlB on Insp Ropis 5U-246/69.29.50-33e/a0-ia & 60 423/69-2i 
Issued on 80t026.Ciahrios events surrounding rnoporablo diosof gonoretora. 
MROCZKA.EJ. Connociicul Vankoo Atomic Power Co MROCZKA.E J. Northeast Nu 
ctov Enorgy Co. (subs, ol Northeast Ulilitlos). MROCZKA.E J. Norihsasi Dliliilea 60 
02/02. Oocumoni Control Brench (Oocumunl Control Desk). Onp 82677.001 
62677:008. 

8001300424 NRC Info Notice 00 009. "Exiendod Iniotim Slorego of low Lovol Rad 
weslo by Fuel Cycle & Matts Llconsaos " Sve list end. 

CUNNtNGHAM.R.E. DNislon ol Industrial A Modical Nuctoar Saloty (Posl 870729 
00/02/05. Consolldelod Gd.son Co. ol Now York, Inc 108pp. &25a3.257-52584.00' 

0002230474 Forwards Insp Rnpls SO-246/90-03.50 336/90-04 & &0.423/00-03 0 
900ll9-29.EnforcernBnl conference schodulod on 90013) lo d'seuss violoiion ro shif 
monl ol underwater shoarar/corripaclor in excess ol s'lowable radiation lovol. 
KNAPP.M.R. Region 1. Olc of ihe Dirocior. 90/02/05 MROCZK/V,E j, Northeasl N. 
deer Energy Co (Subs, ol Northeesi Utiiltios). 3pp. 52702:350-&27Q2.854. 

-9002230477 Insp Ropts 60.245/00.03,60-336/0004 fi 50-423/60 03 on 000111 
30.Vio'a(ion noied.Majoi aroas inspected: circumsiancos surrounding 900117 shii 
mem oJ onderwalsr shoaior/eornpoclof equipmoni to Duano Arnold Bnorny CIr 
FUniA,J-. KUITAN.J., BORES.R. RoQion 1. Ofc ot Iho Director. 90/02/01 2pi 
62702: 363-S2702:364. 
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BOOJ140J21 Pa-Tiai rospcnse to FCiA req^^jest \or ® 

end ip 0 S S <locXn.3 a.aiab'e .n App R Oocumonis tctatly wrthfwW («« 

Gr'iMSLEY.Oh" Oiv.son c' Frootfom ot infotmalon & 

690205). 90/02/C9. PEPFERMAN.D Blocbef A Col .ns 15pp S2631.235-S28AJ-1W- 

9003140232 in'ctms oi neoO to teia;n an b'eaverg lOentitiaO aa ynaccepiabfa ^ 
Sglanni aTevia* -oq.red by NRC Builain 88^)10 In otdar «, aopport NRC 

K.v°'f' nos. 00 1. OIC ot tf,o ateotot. '0 

a.' Energy Co. (subs ot NCftr.eaai U'J ues). ip. 5263t:2ai-5263t 273 

R. PafloOic operating reporta A related correspondence 


p. OperallnQ license stage documents & correspondence 

0001290224 Fotwards drait qualiliod mostor trust ngroomont for docotInllsslo'l.naf,■^ 
e'eat pianl9.lor roview.Liconseo wM'. make contributions to quQltled A non^r^ 
trust os approprtate. 

iaurpRSKiJ Troutman, Sar\der6, Lockerman & Ashrr.oro 90/01/16 wcyinot 
NflC -NoOaiaiiedA1liiatlonGivt>n.3Qpp 524Q0.0l2-62469.0-t9. 

0002010006 Advises that indiv.duai plant exam Bpproach.mothodtfoc/ j 
flcherWo contained l-» 891027 Hr, to address Ger^eric l.tr 88-20,acceptat'sw£ J 
acc^ e'no subm ita' lor both un ts at siio provided dillorencos addressed i-i ;,j., 

AjrAflift 

MATTHEWS O.B. Pro.oci D.rcciorate 11-3 00/01/24. HAIRSTON, W.G. GeorcaFfMc 
Co 4pp 5253t :t10-52531 113 


9002220742 Monthly ope-stng repl lor Jan 1090 lor Mlstone NuCOar Power SiaHon 

EIMs!a L^CACE S E Northeast Nuclear Energy Co (subs ot Northeast UB tos). 
SCACE,S i Northeast Uti'ibes 90/01/3t. 5p0. 5f696 183-52696 '87. 


90013 10338 Responds to Gehorlc Llr 09 13. "Svr; Walor Sys Probloms AllectigSeV. 
Relalod £qi.ipmont" A in'orms that util intonda to lOvlow exist.ng prograTj iw 
ro'aied 6vc waiar syS to ensure intuni ol generic Hr rocommondallons 
HAIRSTON W G. Oaorg'a Power Co 00/01/25 Docurr.enl Control Branch (Ooccriat 

Control Ooak). Bpp 52531003-52531:010 


S. Reportable occurrences, LERs A related coftespondenee 

9002140090 Special 30 day repion 891102 A og.plsnt-telaied “nc^eBons In 
ovs'ors exceeded teporing level cr-tsha Caused by ope.'ation of inc iniection sys A 
d.jTC«ha shati aide * water mio radwasie LAOTAP c<«o vn.l be te^ls^ . 
MrSczkaEJ Northeast Nuclear Energy Co (subs ol NorthMSl Uir..e«^ 
WROCZKABJ Northeast UHi-bes 90/01/30. Document Control Branch (Oocumeni 
Control Desk) 8pp 52655 110-52655.117 

9002220719 LER 89-0354)0 on e91219,ov6r!emo/dolta temp proiectlOT channel re- 
stored 10 ffvc w/b-siable satpomt less con96lvat^0 than inp seipor.tCaused by pro- 
cedural inadequacy Operabi'iN procedures revised W/900207 iir. 

CONWAY n D KACE S E Northeast Nuc'ea- Energy Co. (subs ol Northeast UWr- 
tes) SCACE,SE Northeast UM.bes 90/02/07. 4pp. S2679.Oo0-S2679.Ol1. 

9002220721 lEH 90001 -00 on 9OOlO0.discQvored that fi'e hose recks In luet A aux lery 
b'gs had msurficiani n-o lengths to luiiii Tech Spec operebikry roqu-re-neois Caused 

by proceduiai Inadequacy Caul-on signs pc9!edW/900207 11/ 

FREEMAN P A SCACE.S E Northeast Nuclear Brergy Co. (subs of Northeast UU-- 
tios). SCACE.S £. Northeast Uliauea 90/02/07, 4pp S2879.0t7-526?9.020. 


V. Operator eiaminatlona 

90Q2tS023Q Forwa'ds revised NRC Forma 398 A 396 re personal qvatrficeuons state- 
mentlieenses A certif.eahon ol medical exam by Iae4ity 
licensee lespeeiveiy App'icaiiona lor icenses should be submitted on revised forms 
by 900201 

GALLO,n.M Region t, Ofc of the Director. 90/01/05. mrocZkA.E.j. Northeast Nu- 
clear Energy Co (Subs ol Northeast Uhi lias) 9pp 62656 297.52656304. 


0001290061 Gona’C Lir 00-02 to a.i LWR llconsoos A a^llcanis ro allerna'jve reoue. 
menis for <uol assombi os In dos-gr^ loaluros socl on ol Tech Specs Sve I si eiKi 
PAftTLOW.J.G. Associate Director lor Pfo.ocis (Post 870411) 90/02/01. Co*4o:iia:. 
ed Edison Co. of Now York, Inc. 39cp. 52037:055-52637:003. 


O. Irtspectlon reports, IE Bulletins A correspondence 

9001300406 Advises lhat droll linai rupl for closeout of IE Bu'Isih 79-23 'jum 
accepleb-'e l-ead eng neats lor lE Hulioiins 84 -02,80 06 A 07-002 reassigned at U'.ei 
BEIUINGERCH Generic Communications Branch. NRC-OS-DS-157. 90/01/17 
lOfYj7A PWSAMETER, Inc 3pp 52513:2S6-62613:25Q 

9001300453 Responds lo NRC Bui ol.n 00 003 to potential loss ol roqu.ted s-uido', 
marciri during refuel ng operations Analysis porlormod lor purposo ol devsioprg 
gu de'irwis 10 essu'O subcrlHcality malnta nod during ruiuolma 
HAlRSTON.W.0. Goorg-a Power Co 90/01/23. Documoni Control Branch (Docutw 
C ontrol Desk) 3pp 52407.010 52407.012. 

0001300464 Responds to violBlIO'i noted m Insp RoiilS 50-424/80-33 A 60-425/6Mi 
on 801028-1201 Corroctivo oci ons control room oraw.ngs foproduced by COCunert 
cenirol A reviewed by eng noonng suppo'l personnel to onsuro log bl’ ty. 
HAIRSTON.W.Q Gooigio Power Co. 00/0 i/23 Document Control Branch (OocvTisri 
Conuol Desk) 3op 52400:302 52490 304. 

9001310109 Forwards Insp Repts 50'4?4/00’0l A 50 425/00-01 on 900IC6 ig.Nom 
■anons o' dovtaiicns noted. 

JULIAN.C.A. Region 2. OIC Ol Itu' Dliocloi. 00/01/23 HAIRSTON.W.Q. Csor>i 
Power Co. 3pp. 524e0.073-52400.003. 


9002140116 Advises that adr.nistretion ol genenc (undementals exam section ol writ- 
ten operator licans-ng exam w.ii ecntoim to listed registratiqn A exam process gu da- 
iines which w.ii be included in next rev of NUREG't02i. per Generic Ur 89-17. 
QALLORM RMon 1. Ole of me Director. 90/01/2/ MflOCZKA.E.J. ConnecUcvt 
Yankee Atomic Power Co. 6pp. 6266$:344-52666 361. 


-9001310112 insp Repts 50 424/00 01 A 60-426/00 01 on OOOtOO-12No vio'ShO'SV 
deviaiione noiodMa|oi oreas inspociod ilconaoo rosponao lo previously H)si".t«d 
NRC open Items A Tempo'erv Insirur.ilon (Tl) 2500/27. 

NEWSO-ME.RW., BLAKE.J.J. HoQion 2, QIC ol llio D.ronloi. 90/01/18 Bfp 
52406 076-52498 083 
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F. Security, medical, emergency A fire protscHon plana 

9001290064 Forwards Amend IS 10 physical securiN A contingency plan Amend meet- 
porates changes lo pla-n in.tiaied as result ol NRC 690419 conespondeiKe Amend 
w-Jiheld (tel lOCFR73 2t). 

HAIRSTON.W.G Georg a Power Co. 90/01/22 Document Control BraiKh (Oocumeni 
Corttrol Desk). 2pp 52454:124-52454:125. 

9001290069 Forwards Rev 6 to security training A qualification plan Rev incorpecaies 
changes initialed in response to NRC 690424 lir.Rev wjlhlisld (rel 10CFR73 2i) 
HAIRSTON.W.G. Georgia Power Co. 90/01/22. Oocumeni Control Branch (Document 
Conuol Desk). 2pp 62466 339-52468 340. 

6002010251 Rev 6 lo EPIF 91202-C, "Acttvaiton A Operation of Opeiaiiona Support 
Cu." W/900122 lu. 

HAIRSTON.W.G. Georgia Power Co 90/01/22. 16pp. 52S31:23l-5253l;246. 

9002150019 Forwards Insp Repts 50-424/69 35 A 50-425/69-40 on 691202- 900105 A 
rv)Uceol violation 

HER0T.AR. Region 2, Olc ol the Drecior. 90/02/01. HAIRSTON.W.G. Georgia 
Power Co. 4pp. 52656 246-62656 265. 

-9002150024 Insp Repts 50-424/89-35 A 50'42S/89-40 on 691202-900105. Violanon 
noted Major areas m^ecled plant operations, radielog cal 
controis.maint.survelilance.secunty A quality programs A edminlstiakve conUola anoct- 
log qual-'ty. 

ROGGE.J F., AlElLO.fl F,, STARKEY, R 0. Regon 2, Ofc ol the Director. 90/01/31 
14pp 52656 252-52656 265 


9001230126 NRC Into Nollco 00 COS, "intor-Syulom Ulschargp ol Reactor Coolri 
Sve Its* end 

R(3SSi.CE t^visert ol Oporaiionei Events Asaosamoni (Post 670411). 90/0l/» 
Censolldeled Edson Co. of Now York, Inc lOlpp 52535:125-52535 227. 

•001230175 NRC No Notice 00-006, ' F’olaniiai lot Loss ol Shutdown Cooling Whie i' 
Lew Header Coolant Lovela." Sve hat end. „ 

RO^l.C.E. Division ol Operational Events Aaatissmont (Post 070411) 90/01/25 
(3omoiidaied Edison Co. of Now York, Inc. I01PI> 52535 025-52535:124. 

9001340190 NRC Info Notico 00-007, "Now info ro InsulQllon Met' Performance I 
Oob/ts Blockage ol PWn Conleinrr.oni Sumps " Sve list oncl. „ 

ROSSI.CE Dtvl9.on ol Opoiailonal Evonia Assossmeni (Post 870411) 90/01/30 
Consoiidaiotl Ed son Co. of Now York, Inc. 00pp. 62536 220-52B35 320. 

9002090062 EN-90 0l3on 000202,notico of vloloHon A proposed Impos.uon d cvl pen 
altv in amount ol $7,500 will be Issued lo liconsoo.basod on repoiiiive faili'e on pCi 
ol licensoe amployoea to odequaiely protoci aaloouards Into. . 

ROSANO.n.P., LieeERMAN.J. Ofc ol Enforcomoni (Post 870413) 90/01/30. 1J 
52ei5;044-52ai5 044 

9001250020 Suppl 2 to NRC Into Nollco 00-023, '•Potonliai lor Gas Binding d HFSi 
Punxts During LOCA" Sve list oncl. 

ROMI.C.E. blvrSlon ol Operoiional Events Aaaoasmont (Post 870411). M/Oi/o' 
Con8d)datod Edison Co. of New Yoik, Inc. 95pp. 62633:326-53634:062. 

9002 IA0304 Ack rocolpl ot 000116 llr intofmlhQ NRC of Biepa token to correct vtojaww 
noted in insp Repts 60-424/89-31 A 50-425/D0-36 Ulll will bo nolHiod when eva-.aw 
of response completed. ^ r 

JUHAN.C.A. Raglort 2. Olc of iho Diroctor 90/01/31. l-IAIRSTON.W.G. GSOfi 
Power Co- 3pp 52656:201-52656 203 


9002160336 Forwards notice ot violation A proposed Imposition of dvfl penally fai 
amount ol $7.500 ,pet security insp on 891023-27^. Vrotaltons A A B categ^ed as Se- 
venty Level iV.EncI w.ihhetd (ref 10CFn2.790 A 73 2i) 

EBNETER.SO. Reg on 2. Olc ol the Director. 90/02/02. HAIRSTON.W.G Oeor^ 
Power Co. 6pp 52676 260-52675:264. 


K. General correspondence 

9002150166 Comment on proposed rule 10CFfl71 re compalib.lliy of Pu air Uenaport 
regulations w/IAEA sids.Supports EEI-UWASTE/NUMARC comments to be provU^ 
lo NRC by 900209. 

HAIflST(3N,W.G. Georgia Power Co. 90/02/07. CHILK.S J. Office ol the Secretary ol 
the Commission, ip. 62635.306-62635:308. * 


9001260196 NRC Inlq Notice 90-000. ''Kf-86 Hoaarde From Doceyed Fuel" Svcnf 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411). 90/02'0i 
Consolidated Edison Co. ot New York, Inc. 77pp. 52583:180-52563:256 


•002140166 Ack receipt ol 900123 Ur Inlorming NRC of alops taken lo correct vo'alons 
noted In map Repts 60-424/00.33 A 50-426/80-38. n««aa 

HeROT.A.R. Region 2, Olc of the Director. 90/02/01. HAIRSTON.W.G. QeotgJ 
Power Co. 3pp. 62658:091-62656:003. 


9002160019 Forwards Insp Repts 60-424/80-35 A 60-426/89-40 on 891202- 900'^ * 
fioHce ol violation. ^ 

HERDTjk.R. flMlwi 2, Olc ol the Director. 80/02/01. HAIRSTON.W.G. Ge®?* 
Powar Co. 4pp. 62866:248-52658:285. 
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-9'(iO2150022 Nsilcd ol violation from insp on Odl202-800105. Violation roiedchooks & 
nsps not porformod to verify oporaticnal reatlrtoss & ocrrip'etoness ot safeiy-rolaiod 
sys wh.ie repaT.ng Class iE t2S voii dc powor ays 

hEFIOT.AR. Rogon 2, Olc of Iho Droctor. 00/02/01. 2pp 52656 250-52656 251. 

-91)02160024 Insp Ropis 50-4?4/eo-3& & 50 425/60 40 on 691202-600105. Vo'atoo 
noted. Major areas inspociod p'ant oporetlons, ta^'ouical 

controls, ma n!, surveil'anco.socurity & Quality programs & adrrhislratlvd controls alract- 
:na O'ja'ity 

ROGOEJf AlEaO,R.F.. STARKEY,R.O. Rogion 2. Olc Of lire Ctector 90/01/31. 
14pp 52656 252-52656.265 

9001290102 Suppi 1 to NRC Info Noiico 66-030, "Targoi Pock Two-Stage Satoty/^sfo* 
Valve Setpc<ni Drift Update " Sve list encl. 

POSSl.CE. Oivison of Operainnai Events Assoasmeni (Post 6704U) 60/02/02. 
Conso'idaied Ed son Co of New York, Inc 76pp 52556:236-52556317. 

9002080219 Responds to violations noiod In insp RepIS &0-424/69-33 & 60 425/60-36 
on 601028-1201. Use 01 words "lokon credit lor" misleading & will bo claiil-Od tor 
PSAR 

HAIRSTON W G Georgia Power Co 00/02/02. Uocurr.ent Ccntroi Branch (Oocumeni 
Conirol Desk). 3pp. 52626 031-62626 033. 

9002150336 Forwards r.oilco o< violation 6 proposod Imposition ot ervn penally n 
amount ol $7,500. per eocufity insp on 661023-27 Violations A & Q categodiodas So- 
verity Level IV. End withhold (rel 10CFR2.70Q & 73 2i). 

EBNETER.SO Rog.on 2. Olc of ihe Director. 03/02/02 HAIRSTON.W.G. Georga 
Power Co. 5pp 52675 260-52075 264. 

9001300424 NRC Info No'-ce 00 009, "Eiilondod Intoriim Storage of Low Level Rad- 
waaie by Fuel Cycle & Metis Licensees " Sve iial onci 

CUNNINGHAU.R.E. 0.vi9:Qn of Industrial & Mod-cei Nudoar Safety (Post 670729) 
00/02/05 Consoiideled Edison Co. of Now York, Inc lOOpp 525S3 257-52564.004 


R. Periodic operating reports & related correspondence 

9002 160003 Mcnlhiy opcrntlng ropta lor Jan 1090 lor Vogtlo Efocidc Qenerellng 
Plani.UniiS 1 0 2W/900209 Itr. 

WILLIAMS, J.C., MCCOY, C.K. Georgia Powqi Co. 00/01/31. t3pp 52650:223 
62656 235. 


S Reportable oecurrencaa, LERe & related corroepondonea 

9002060171 Special Ropi t-SO Oven 900i03,wiion diesoi generator 10 sieneo lot 
monihly survei'loncoiiow luibochargor oil pressure ennunreetor alarmed Caused by 
sniafi loaL on low o,l pressure swrtcfi Switc/i replaced & sutveNence conrp'e'ed 
HAIRSTON.W.Q Qocigia Powtir Co. 00/0l/2a Docurr.cni Control Qtanch (Oocwiionl 
Control Dusk). 2pp. 52S60.072-52569'U73 


I/. Operator examinaiions 


9001910322 Notilles ihat WT Ryan Is no lungor omnloyod by uti' 

HAIRSTON.W.Q. Georgia Power Co 00/01/20. CASTO.C. Reg on 2. Olc ol ihe O rec- 
tor ip S25i40t9-625U 019 
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F. Security, medical, emergency & fire prolocilon plans 

9001290064 Forwards Amond 15 to physical security S contingency plan Amend iiKor 
poraies changes to p'an Initialed as result ol NRC 890410 corrospondor>co>«nond 
wlthfieldfrol 10CFn73.21). 

HAIflSTON.W.G Georg a Power Co. 00/01/22. Document ConUot Dronch (Oocumoni 
Conuol Desk). 2pp 62454:124-52454:125. 

0001290069 Forwards Rev 6 to security training & qualiUcallon planRov Irtcorporates 
changes Initiated In response to NRC 000424 lir.Rev withhold (rel 10CFR73 21). 
HAIRBTON,W.O. Georgia Power Co 60/01/22 Docunioni Conirol Btench (OuKumom 
Control Desk). 2pp. 62466.339-52466:340. 

9002010261 Rev 5 10 EPIP 91202 C. "Aclivetion & Operaiion ol Oporotwns Support 
Ctr." W/900122 Ilf. 

HAIRSTON.W.Q. Georgia Power Co. 90/01/22. 16pp. 62531:231-52631:246 

9002160019 Forwards Insp Ropis 50-424/80-38 & 50-425/66-40 on 691202- 900105 ^ 
noUce ol yloleilon 

HERDT.AR. Region 2, Olc ol iho Director. 90/02/01. HAIRSTON.WG. Geoigia 
Power Co. 4pp. 52656:246-52656 265. 

-9002150024 Insp Repta 50-424/00-35 & 50-425/69-40 On 691202-900105 Violalion 
noiod.Mfiia/ areas inspaciod.plant operailona. laiMogical 
controls.melni.surveliiance, security & quality programs & admln slrollvo controls etioct- 
Ing qual ty. 

ROGQE.J.F., DROCkman.K.E. Region 2, Ofc ot Itio Director. 90/01/31. I4pp. 
52656:252-52656:266. 

9002150336 Forwards nollco ol violation & proposod Imposition ol civil porwily In 
amount ol $7.500.per socurlly Insp on 691023-2/ viotalions A & 0 cslogorlzod as Se- 
venty Level iV.Encl withhold (rel tOCFH2.700 S 73 21). 

EBNETER.S O. Reg'.on 2, Olc ol the Director. 90/02/02. HAIflSTON.W.G Georgia 
Power Co. 5pp. S2675-2e0-52675 264. 


H. General correspondence 

9002160166 Comment on proposed ru'e tOCFR7l re compallbM.ty ot Pu air transport 
regulat'Ons w/lAEA sids.Suppons EE1 UWASTE/NUMARC comments to be provided 
in NRC hu onni^na 


P. Operating license stage documents 5 correepondenco 

9001290224 Forwards draft qual lied master trust egroomeni Icr docommist :n ng ol nn- 
dear p'aMs.lof revew.uccnsoa w):i rrako coninbu-iiora lo Qvoilf.oO & ron/j-ja' fiod 
trust as appropiiaie. 

lAMBERSKi.J. Troutman, Sanders, Lockortnen & Ashmore. OO/O1/16 WOOD.RS. 
NRC • No Oofallad All.l at on Given 36pp. 52460 012-52-169 049. 

9002010006 Advises fhai individual plant exam approacii.moihodciqgy & 
achedi/oconta-ned ir> 691027 Itr.to address Generic Li< 88-20.accopidbo NRC wJi 
accept or-o suh.TiUsi (or both units el Siio provided dilforoncos addressed in plum 
OKA ms 

MATTHEWS.O.B Prcjocl D.racioratD 11-3 90/01/24. HAiRSTON.W.G. Gcorg'a Power 
Co 4pp S2S3i:nO 52531:1 13 

0001310336 Responds to Generic Lir &d-l3, "Sve Water Sys Problems Afleciing Salety- 
Rolalod Equ^eni" & hlonr-s that util imer.ds to review ex-sl ng piogiams for saiciy- 
reieted sve water sys to O‘'si.ro intent ol uer'eric Itr roccmmondailons 
HAIRSTON.W.G Georg a Power Co. 90/01 /25 Document Control Branch (Document 
Contrcl Oesit) epp 52531 003-52531 010 

9001290061 Generic Ltr 00-02 to ell LWR icensoos & epplicanis re eitornsi-vo requ're- 
ntenis tc Itiol assom/r.'ias in design feaiuies soctlon of Tech Specs Sve I'Sl onci 
PAnTLOW.JQ. Assoc:atG Diroctot tor Projocie (Post 870411) 00/02/01 Conso: dat- 
ed Edison Co of Now York. tr-C. 39pp 52637 055-52637:063 

9002220740 Forwards socond suppi to summary root ot elartup tost prugrati 
HAIRSTON.W.G. Georg u Power Co 00/02/12. Docum.eni Control Branch (Documont 
Control Desk). 2pp 52663 336-52683 337 


Q. Inspectlort reports. IE Oulletlna 9 correapondsneo 


9001300468 Atlvlsss that draft final ropl lor closeout ol IE Duliol.n 79 23 found 
acceptable Lead eng naors lor lE Bui’eilns 84-02.60 OS & 97-002 roass gneil as lislud. 
eERltNGER.CH. Qonuiic Communications Branch. NRC-OS-OS-lb/ 90/01/17. 
LOFV.RA PARAMETER. Ino. 3pp. S25l32S6’S2Sf3:2S6 

9001300453 Roeponds 10 NRC Bu'loiin 69-003 ro potori’lel loss ol legjiod stiuldown 
margin during coiuoi no opeiaHons AneVs's porformsU <or purpose Of develop'ng 

f iuldoknes to essuio euber,'. co’ity mainia ned during roiuol nu 
lAiRSTON.w.G. Ooorg a Power Co. 90/01/23. Documenl Conirof O’anch (Documont 
ConirofOesk) 3pp 52407 010-52467 012 

9001300464 Roeponds to v-olelloh i-.oted in insp Rupts 50’424/U6>33 & SO 425/00-36 
on 081029-1201 Corrective aciions conirol room drawlr’gs reprodveed by docirmuni 
control & roviowcd by ong nooilng support personnel lo onsuro lOQibl'ity. 
HAtRSTOffW.O Gooigla Power Co. 6O/0f/23. Docuinani Control Etisnch (Documont 
Conuol Oosk) 3pp 52460:302-52400 304 

9001310109 Forwards Insp Repia 60-424/60-01 & 50-425/00-01 on 600106- i2.No vo- 
leiionsor doviotions npiod 

JULiAN.C-A. Region 2. Ofc of Die Diroctot. 60/01/23. HAIRSTON.W.G Gourgia 
Power Co 3pp 52498.073- 52408 083. 

-9OOI310112 Insp Repis 50-424/00-01 & 50-425/90-01 on O0D106-I2.N9 vlo'ot-orta or 
Ooviniona rioted M^qt aroas Inspoctod: hcensoo rospunso to p-'evicusiy idanuf-od 
NRC open Homs & foir.norarv Inst/uction (Tl) 2500/27 

NEWSOME.R.W, 0LAKE.J.J. Roglon 2, Olc ol ihe Droctor 90/01/10 fipp 
624960/6-52498 003. 

9901230126 NRC Into Notice 90-005. "Iniar-Syaiom Dischatgu ol Roacioi Coo'nni." 
Svc kst end 

ROSSI.CE Division of OporaLonal Events Aesosemont (Post 070411). 60/01/29. 
Consei dated Edisori Co. or Now York, Inc lOtpp 52535. 125-52535.227 

9001230175 NRC Inlo Notice 00-006. "Poicniiel tor Loss ol Stiuldown Coding While 01 
low Reector Coolant Love's " Svc list end. 

HOSSI.C.E, Division of Onorattonel Events Aiisossrront (Post 070411) 90/01/20. 
Corm'idaterf Edison Co. of New York, me 10 ipp 52535 025 S253S 124. 

9001240190 NRC Info Notice 00-007, "Novr Into ro Insulation Mali Performanco & 
Debris Btockago of PWR Conieinmoni Sumps." Svc list and. 

ROSSLC.E. Divisipn of Opo'Bllonal Events Assesa/nnni (Post 670411) 90/01/30 
ConsolWlorf Edison Co. ol Now York, Inc. 99pp 52535 228 52535:320. 

9002090062 EN OO-OIG on 000202,noiico Ol violation & proposed impos Hon ol civ l pen- 
alty In amouni of $7,500 vn'l bo issued lo licensee, based on lopoiuivo lel'uro on pan 
of scanseo omployeos 10 adnauatoly profect safeguards Info 

HOSANO.R.P., LIEGERMAN.J. Ofc of F.nlofcomeni (Post 870413). 90/01/30. ip. 
52ei&:044.&2616 044 

9001250020 Suppi 2 to NRC Info Notice Q6-023. "Poiontial lor Gas Gnd-ng ol HPSI 
Pumps Djring LOCA." Svc list oncI 

ROSSl.C.E. Oivislor^ ol Operational Evonis Assessment (Poet 070411). 00/01/31. 
Consdrdaied Edison Co of Now York. Inc. gSpp. 52533:329-52534.062 

9002150304 Acli rocolpl Of 9001 16 Hr inlorm-ng NRC of slops taken lo concci violations 
noted In Insp Repta S0-424/09>3t & 50-425/89-36.U1.I wi'l be notiliod vihen evoIuaUon 
of response comploled 

JULIAN.CA. Reg-on 2, Ofc of the Director. 90/01/31. HAiRSTON.W.G. Georgia 
Power Co. 3pp. 52656:201-52656 203 

9001260100 NRC info Notice UO OOB, "Kr-OS Hazards From Decayed Fuel." Svc Lsi 

end. 

ROSJa,C.E. Division ol Operoiional Events Assessment (Post 070411). 00/02/01. 
CansoKUatoU Edison Co. of New York, Inc. 77pp. 52683; 160-62583.256. 

9002140156 Ack rocolpl ol 000123 Itr informing NRG ol slops takon to corroct violetlons 
noted n Ineo Reels BD-424/09-33 & 60-426/09-36. 


140 DOCKETED ITEMS 


900JIS0019 Fo.wa.-Cl3 msp Rop.s 60 424/89 35 8 50 425/89-40 on 89»202. W0I06 4 
HEROTA^R'^Sicn 2. OJc ot .V.e D.-ecrot. 90/O2/0C HWRSTa-4.WG Goor^lB 

Power CO 4pp 52656 246 52656 ?6S 

-90021S0022 No- C 0 ot vo'aiion from msp on 691202-900105 V,o’at».-N noied Check8 4 
^ps noi petlormod lo vonfy operational road ness A comp eieness ot satety-ielatod 

SYS wMa reparng Oasa IE 125 voi dc power sys 

HEROI.A fl Reg^n 2, Ole d the Oneclor. 90/02'01. 2po 52656 250-52^625'- 

-9002150024 Insp Rep.S 50-424/89 35 SJO -t^/eg-AO on 891202-900104 
fwiiftrt uaior areas mspecied plant opetai.ons, raowcw^ 
Sn’jo's.rna ni.survc I ance.seounty 8 qual V profirems & adTiin siretive ccnl'ols alfecl- 

rSgGE.^F AIEtLORF, STARKEY.fl 0. ReO'On 2, Olc ol ire DieciW 90/01/31. 
14pp 52656 252-52656 265 

*001290102 Suppl I lo Nflc Info Nc’-ce 68 030, ' Target Rock Two-Stage Salely/Reltel 
vaNe Setpoint Ofiit Update •• Svc list end. oYn.,,* wjfkojno 

ROSSI CE Division ot Ope.-a'jcnal Events 90/02/02- 

ConsoWaied Edison Co orNe-w York, inc. TSpp 52556. 236 52556 317. 

9002080219 Rospo-nds to violations noted n Insp Ropts ^0-^24/89-33 8 6(M25m-M 
on 891028-1201 Use ot words 'taken credit lor misleading & w4i be clarrtted tor 

HAffiSTON.W G Georgia Power Co 90/02/02. Document Control Braitch jOocumeni 
Control Desk) 3pp 52626031-52826033. 

9002150336 Forwards notice Ol violaion 8 proposed i/rpos ion of cnr.l J" 

emounio! S?.500.oer sccurttv insp on 89102^27. Vioiai-ons A 8 eca.ogoiued as Se- 
vfinN Leval IV Enel withheld Irel 10CFR2 790 8 73 21). 

EBNETERSD Reg-on 2, Olc ol ibe Dreciar. 90/02/02 HAlRSTCN.WG Georg-a 
Power Co Spp 52675 260-52675 264 

9001300424 NRC Into Notice 90 009, "Extended Inienm Storage ol Uw Level ftad- 

wastetyFuet Cycle 8 Mat's Licensees" S<tl.si end . 

CUNNiNGHAM.fl E Orv.s.on ol industnai 8 Medical Nudoar Saleiy ®2®^29) 
90/02/05 Consolidaiod Ed son Co ol New York, inc lOflpp 52583257-52584 004. 


R. Periodic operating reporta 8 related correepondence 

9002160009 Moft-Jiiy Operating repls lor Jan 1990 for Vogt'e Elowc Genetanng 

W?LLiAMSJC.^M^vIc,K'^ Georgia Power Co 90/01/31. t3pp 52656:223- 
S2e$6'295 


BOO1300424 NRC Info NoUco 90 000, ' txiondod Intonrn Sloroge Ol Low lesel Piv 
waste by Fuel Cycio 8 Mails Liconsoos " Sve iisi end. “ 

CUNNiNGHAM.n.E Division ol Industna' 8 Modicai Nuclear Saloty (Post 8?-)v 
00/02/05- Consoldaiod Gil'SOn Co o' No-w York, inc lOepp. 62593 

nnCKET S0.436 8ELLEF0NTE NUCLEAR PLANT, UNIT 1 


A. /^plicatlon/eonilfuctlon atogo documonte & correepondence 


M0I310I89 Advises ol slgn'lcani davianon lo corrnct.vo acilon plan ‘or Cor-v*., 
Acbon Tracking Document SOiOO NPS Dl to osialil-sit mnnt spcda'si possor p 
harxUe 8 losotve d osol geno'nior concoins 8 upyiatio moini p.-ogiam 
RAY.MJ. Tennessoo Valioy Authority 00/01/24 Uocumoni Control B-ench (i* 


9002060110 Ack recaOl ol 900103 lir catiifyii’.g linplomnmaiio.n ol inpess iord,*, 
^am meeiLng 10CFR20 rodureme.nia. Roovoiuaiion ol Handing ol pre-'r-a.-ypev.-fl 
tesi teat results reguoslod 

BLACK.se Assislani O.roclof lor Pro;ocls. 00/01/29. KINGSLEY, 00 Tennsisw 
Va toy Auinorlty. 4pp 52559 257-52569 260 


900129005 1 Qonefic LV 90-02 lo ak l.WH ilconsoos 8 nyillcants re alic.-naiwe rejj,» 
monis lor luol assemW os in rtostgr. loniuios aoctiui' wt Toch Specs S-rc hsi sfiti 
P/kflTLOWJG Assoclaln Dlrocior lor Pfoiocts (Posi 070411). 90/02/01. Consent- 
ad Ed son Co. d Now York, Inc. 30pp 52637 055.52637 003 


f. decurUy. medical, emergency 8 fire protection plana 

0001200065 Responds to NRC 801220 Itr ro violations notod in Insp Rsp;$ 50-43e.r)} 
05 8 50-430/89 05 Correct VO nckona p-'Ovnniivo molni cards wll be ge.-iS.-stMy 
eacn numbered IL-e hoso 30 days |>'ior to Ityilrp toai nxplraiion daio 
MEOFOflO.MO Tonnossoo Va loy Ai/lhetily 00/01/19 DocuirpO.sl Con-jci B-aw 
(Oocumoni CoA’rol Desk) 6pp 52469.001-52460.065. 

0002090146 Rosponds 10 rjuosHotia nakod m Doc 1009 luiccn ro firo br^sde '/arvf 
dnrs File txlgeda liamirm program should nmnt Soclion C 3 d ot Branch Toch Pever 
CME09S-l,por SRP 0 6 1 

QLACK.se Assislani Dliedor Ici I’roluclS 00/02/06 KlNGSlcV.DD. TeniwsiH 
Ve'ley /^thoiity 3pp 52613350-52613 J61. 


0. Intpecilon reporta, IE Bulletins & correspondoneo 


8. Reportable oecurreneei, LERs 8 related correepondence 

6002060068 Special Repl 2 000l:on 09l2O8-9OOliO,contBiiiT.ent radlefton lovol high- 
range monitors mopoiabie Caused by baa pieatTot.iiet t.icwt boa-d wftth caused spu- 
rious alarms. Preamp'iiior circuit board rep'seed ^ 

HAIRSTON W.G. Georgia Pewer Co 90/01/29 Oocumem co'-.t/oi Branch (Oocumeoi 
Conuol Desk). Spp. 52SS6;1I3-52566:II7. 


V. Operator Examlnetione 


9001310322 Notifies that W7 Ryan is ro longer employed by utii 
HA'RSTONW.G Georg-8 Power Co 90/01/26 CASTO.C Region 2. Olc ol the Oeec- 
tor. Ip. 52514:019-52514019. 


DOCKET STN'50-437 FLOATING NUCLEAR PLANT 


A. AppUcaUon/eonttfUcLIon stage dccumenit 4 correepondence 

6001290051 Qenerle Ltr 90-02 lo Al LWR Icensoes 8 sppl.canis re sHorneove require 
menis lor fuel assemb'.ios in design lesturos secton ol Tech Specs Sve ksi onci. 
PARTlOW.J.G. Associale Director lor Pro|eci9 (Post 870411) 90/02/01 ConsoSdal- 
ed Edison Co ol New York. Inc. 39pp 52637.055-52637:093. 


Q. Inspection reporte, IE Builellne 4 correspondence 

6001230126 NRC Into NoUce 90-005, "Iniei-Syslem Discharge ol Reactor Cootanl" 
Sve list end. 

ROSSi.CE. Oivison ol Operabonal Events Assessment (Post 670411). 90/01/29 
C^SOlldaied Edison Co o' New York, Inc lOipp 52535. 125-52535’227. 

600123017S NRC Inlo Notice 90-006, "Polentlsl lor Loss of Shutdown Cootmg WM!e al 
Low Reactor Coo'-anl Leva's " Svc ksi end. 

ROSSI.CE. Division of Operational Events Assessment (Post 970411). 90/01/29. 
Consolidated Edison Co. of New York, Inc. lOtpp S2535.02d-S2535.i24. 

6001240160 NRC In'o NoLce 90 007. "New info re Insulation Mail Performance 8 
Debris Blockage ol PWR Conta'nmeni Sumps " Svc list encl. 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411). 90/01/30 
Consolidated Edison Co. ol New York. Inc. 99pp. 52535:228-52535.329. 

9001260020 Suppl 2 10 NRC Info Notice 88023, "Potential lor Gas BMng of HPSf 
Pumps During LOCA." Svc list end 

RO^,CE. DrAsioct Of Opeie^al Events Assessmem (Post 870411). 80/01/31 
ConsoHdaled Edison Co ol New York. inc. 95pp. 52533:329-52534 062. 

6001260199 NRC Inlo Nouce 90-006, "Kr-85 Harards From Decayed Futf." Svc 1st 
encl. 

ROSSI.C E. Division ol C^ratonal Events Assessment (Post 670411). 90/02/01 
Consolidaied Edison Co. ol New York, Inc. 77pp. 62583:ie0-625a3 256. 

9001260102 Suppl I to NRC Inlo No’.4» 86 030. "Target Rock Two Siege Saleiy/Relfaf 
Valve Setpoint Dnft Update." Svc Hsl encl. 

ROSSI.C.E. Division ol OpotalJonal Events Assessment (Post 870411) 90/02/02 
Corraolidatod Edison Co. of New York. inc. 76pp. 62558.238-52558,317, 


6001300460 Advises that droll final lopt for closeout ol IE Ouloiin 79-23 lose 
Qccopiablo Lend ongiriouis lor lE Oullol ns (14-02,00 06 & 07-002 loassijjned 68 fi'sl 
BERllNGEOCH Oonenc Comm-.inciiHons Unmcli NRC OS-fl5-l5r. 90/01117 
LOFY.R.A. PARAMETER, me 3pp 62b13'a5fl-52513 250. 

0001290056 Rounds to NRC 001220 Ur ro vln'niions iioloJ in Insp Repls 50439/(3 
05 8 50-430/89 05 Cciioclivn acuons'prnvnnlivo mnlnl cards wi'l bo gsners'.M or 
each numbered Tue hose 30 itnya piioi to hydio trml oxpiiol'on dolo 
MEOFOflO.MO Tennessee Vftl'oy Auihoi.iy, 00/01/10 Documoni Coriirol Bn-tf 
(Oocutnoni <^vnl Dosk). Opp. 52400,081-02408.0130. 

0001230126 NRC mio Notice 00 005, -'Intor-Syatom D.schnrgo ol Roacloi Cotfi'l’ 

BC^Sl.C^ Dlws-en ol OparnllonnI Lvnntu Assusanioiil (Post 670411). 90/01/3 
Consolidaiod £d son Co 01 Now York. Inc lOIpp 52535 125-52535227. 

0001230176 NRC Into Nolico 00-006, ' Polonllnl lot Lose ol Shuldown Coo ng Alk-ei: 
LowHeacioiCoo!amlBvois"Svci9lonci. , 

nOSSl.C.E. 0.vteion ol OpotaUonol Evonis A&snvsnmm (Post 070411) OO/Oiin 
Consolidaied Edison Co. of Now York, Inn lOipp. 526:15. 025-52535:124. 

9<H)1240160 NRC Info Noilco 00-007, "Now Info ro Insulation MeU Po.'ioimaftce J 
OobrIs Blockage of PWR Gonialnrr.unt Sumps." Svc lisl Olid. nnmu-in 

BOSSl.CE Division ol Opeiaticnal Evunie Assoasinont (Post 070411). 90/ui'Ju 
Conso-idated Ertson Co. of Now York, Inc. UOpp. 52535 220-52535.329. 

6001250020 Suppl 2 to NRC Into Noilco 00-023. "Pomnilnl lot Gas B'rtog ci v?5t 
Putins During LOCA " Svc 1.31 oncl. an/nini 

ROSSI.C.E. Division of Oporot;onal Events Assossmoni (Post 870411). eu'ui'ji 
Consolidaiod Edison Co. ot Now York, Inc. 05pp 52533:320-52634. 062. 

WK>1286199 NRC Inlo Notlco 90-000, "Kt-OT. )la/Rids Ftom Oocayod Fuc'" 

nOSSI.C.E. Ova'on ol Opoiollonol Evonis Aesossmonl (Posi 070411). 9O/0?':i 
Consokdalod Ed.son Co. of New York, Inc 77pp 52503:100-52583:258. 

6W2090 166 Forwards notice ol volation Irom NRC Invostigalion Ropi 08 015 
cy A com(riotonos3 of etatomenie mado by sonlor TVA o«ocullvos at 06031 • win. 
efen ntQoUng.Clvil penally not proposoil einco TVA has imp’omeniod prr^'ams 
CnuTCHFlELO.D. Asaodalo Direcinr lor Spoclal Projocis (Post 090101) BO/t/-/' 
RUNYON.M. Tonnossoo Va'loy Authority. 4pp. 62626.()36-52620 042. 

~9002090171 NolCo of violation Irom Insp on fi60428-0910.Violalion8 hO'.^,^''**" 
Inform Commission that Dept ot Labor (DOL) Invesliyaiors biased ageinsi i 
OOL (locielons should be oppealod as manor ot policy. . i;.„| 

CRUCTHFiELD.D. Division ot Roactoi Pro|oci8 - IM.IV.V 8 Special Prc.scis 1 
670411). 90/02/01. Spp. 62626.040-52626 042. 

6002120101 Corrected Itr discussing NRC invesilgallon Rept 86 015 8 'orwar^hO J^^ 
of vldaUwi ro ulll bendi ng of chorgos of harassment A ini'midaiioh 
eniployooB.Were HS Sangor still uiii omployoo.NRC would consider edal aci'c »• 
CRUTCHFlELD.D. Assoclflto Dlrocior for Spec-al Projects (Post 690101) w'u/'j 
RUNYON.M. Tonnessoa Volfoy /Luiborlty. 4pp 52615 100-52615:195. 

—6002120115 Noilce ot violation from Invosiigaiion on 860428 0916 
rioied.irdlure ol HS Sanger (ulil general counsol) to inform NRC ihal uUl w 
mat Dept of Labor Investigators biased against util. a,-i/n5.'Ci 

CRUTCHFlELD.D. Assocfeto D.rocior for Special Prolocis (Post 090101) iw 
3pp 62615:192-52615;I95 



UUiJKbTEU ITEMS 


MOI290102 Suppi I (0 NHC (n^o Notice 00-030, "Tergoi Roci' Two Slnga Safeiy/not^f 
Valve Seiuoinl Drift Update.'' Svc tist end. 

BOSSl.Cfc. D.viSion of Oporononal Evonis AQbOSSrr.onl (Post 870411 ) 90 / 02 / 0 ?. 
Consohdalod Ecison Co of New York, irc 70pp 5255Q 230 52558 317 . 

9002160015 Ack rnceinl Of 000119 Iti .ntorrr no NRC of stops taken to conocl v-Clai-ons 
noted In Insp Repts 50 438/09 05 & 50 430/00-05 

WILSON. B.A. Assistant Dircdor for Inspoct-cn Ptoyrams. 90/02/02 KINQSLEY.OD 
Taonossee Valley Auifio/JlY ?pp 5?65622l-5?C5622? 

9001300424 NRC Ir^lo Notice 60-009, "Extended Inform Sicrago cl Low Level Red 
waste Oy Fuel Cycio 8 Maffs Lconseos " Svit Lst onr.i 

CUNNINQHAU.R E Division ot Industrial & MQd,cal Nuclusr Satety (Post 870729 ) 
90/02/06 Consolldalud Edison Co of Now Ynik, lr,c lO0pp. 525a325/-S2SB4 004 . 


S, Reportable occurroncos, LERe & related correspondence 

9002220371 Part 21 ropi re ma nt of Auion*at>c Valvo Ccip t/5iv &/0( ma n atoam loliel 
valve oS'ng spencer wrenc/i n ordor fa «i.cir1 SclenaW valvo sMm dsmego.ficr 1984- 
05 Change In dosign. Mainl .nsiructiaria end 

HUTCHINS,!. Automaiic Volvo Carp. 90/02/02. NRC - No Oeiai'cd Atti'iaion Cvori 
30pp 62730 060-52730 105. 


DOCKET 60-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. ApRilcatlon/coristrucilon stage doeumonie & correapondenee 

9001310189 Advi'ses of significant dov-ol-un to cormedvo action pfen tor Ccirociive 
Action 'tracking Oacurnani 3QI0U NPS-Q1 to asfati'iah mafnl spocia'tsl posli-on to 
handle 8 resolve diesel goneiato' conenrns & upgrade man progtem 
HAY.MJ. tennossoo Va'iQy AulhQiiiy 00/01/24 Document Control IJia'‘cl' tOadi- 
ment Control Desk) 3pp S2503 2fl2-5P503.20'l 

9002080119 Ack roco'pl ol 900103 Ur corlllying implcmoniation ot Hinoss to' duty pro 
gram meai.ng lOCFn26 rogu remonib Hoevnluntian ni iiandting ot ptoivr.irka'y positive 
test lest /osJis rsguosiad 

BLACK, SC Asssiant Dnedor Icr Prc)ocl8 00/01/29. KINGSLEY.OO Tenrtossoo 
VaJoy Aulhonty. 4pp, 62559 287.52559 2C0 

9001290051 Qenorc Ltr 90-02 in a'.l LWR llconenee 8 umi.icenis ro aliornat ve reriutre- 
monta to' fuoi assembi'ss m design toatiiros soction ot locii Specs. Svc iisi ond 
PARTLOWpjG Aasocialo Orecior lor Pro.ecis (Post 8704ti) t)0/02/0i. Consol dei- 
Qd Edison Co of Now York, Inc. 39(ip. 52637:055 52637 093 


F. Seeurlty, medieai, emergency & fire protection plans 

6001290066 nesoonds lo NRC B01280 lit le vioiaiions noia<i In insp Ropts 00 436/80- 
06 & 60'430/d9'06.Coriodlvn actions provnnuvo rnani cards wji bo jivyio’OK^ on 
each numoorod fi'O nosu 30 days Itrtnr to hydro tost o>p ra'.on Oato. 

Mb'OFORO.M.O. Tonnossoo Valloy Aulhonly 00/0l/l9. Docvmoni Coniici Orench 
(Documeni Control Desk). 6pn 62406 001-62-160 068. 

9002090149 no8por.de lu ciuosllons askon in One lUOO toiccn ro lue brigade uoinrg 
ddliaPjo ti'loflao noln-rg pingram aiiouid moci SoctionC3<i of Uranrb Tori> I’osiiioe 
CW60O5-1,por SHP fl.lf 

BLACK, S.C. Assistant Dliecicr for Piolncis 00/02/06. KiNGSI.Gv.O.D. Tonnessca 
Vei'dy’ Apmority. 3pp. 52813 360-6281.1.361 


0. Iftspeotlon reports, lE Oufletfns & correspondenco 

900130049B Advises Ilfat d/sfl final ropf lor dosooul of lE Ov'ioiin 70-23 tpund 
occeptab'e lead eng-nnots for lE Dul atins 04-02,80 06 & 07-002 roassfgnod es l•slod. 
OERLINGER.C fl Generic Cominun'Cai one Oiench NRC-OS-OS 15/ 90/01/17 
LOFY.n.A PARA.ueTEH. Inc. -Ipp. 52513 258 52513 258. 

6001290055 nospor.ds lo NRC 001220 ltr ro violatlong nolod In Insp Repis 50'4:M}/09 
06 & 50 430/00.05 Coitociive oclions pruvanlivo mal-ii cards w if bo goneraioif on 
each numborod i.re hose 30 days prior to hydro tost oxpirai.on dato 
MEDFORD, M.O. Tennossoo VQi'oy Aullioiily. OO/Ol/fO Document Control Uranch 
(Document Control Dosk). 6pp 62460 001-52460:066. 

9001230128 NRC Info Nollcu 00 005. ‘’Inior-Syslom O.schaigo of Rnscior Cooleni." 
Svc list ond. 

ROSSI.C.E O'.vlslon of Oporoiions' Events Assossir.eni (Post 070411). 00/01/29. 
ConsolJJaied Edfson Co of New Vork, Inc. lOipp 62535. 125 52&35-227. 

9001230 17S NRC Info Nollco 00 006, "Poienilal lor loss of Shulifown Ceolttg Whfo at 
Low Reacior Coolant Levels " Svc l.sl end. 

ROSSI.C.E Dwislon of Operational Evonie Assossmcni (Post 870411). 00/01/29. 
Consol.datod Edison Co ol Now York. Inc. tOIpp 62535 026.62535124. 

9001240190 NRC Info Notice 90 007, "New Into ra Insulation Mad Perloimance & 
Dobris Blockago of PWR Containrr.onl Sumps " Svc I si encl. 

ROSSI.C.E OiviS'on of Oporatibnal Evonis Assessmoni (Post 870411). 00/01/30. 
Consolidated Edison Co of New Yoik. loc OOpp. 52635 228.52535-320. 

0001260020 Suppi 2 lo NRC Into Notice 60 -023. "Poienilal tot Gas Omefing of HPSI 
Pumps Our.ng LOCA." Svc list oriel. 

ROSSl.CE. Orv.slon of Operailonal Evortia Assessmortf (Post 870411). 03/01/31. 
Consolidated Edison Co of Now York. Inc. 05pp. 52633 320-62534 062. 

9901260198 NRC fnfo Notice 90 000. ’'Kr-05 Hazards From Oocayod Fuel." Svc fal 
ond. 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 90/02/01. 
Consolidated Edison Co. of Now Yoik, me 77pp. 62683 100-62*03:256 

9002090165 Forwards notice of violation Irom NRC investlgahon Rept 86-OtS ro accura- 
cy & completeness of stetomonts made by senior TVA ovecuhvos at 660311 Commls* 
S'On mesfing.Civil penalty not proposed s nee TVA has Implotnonled programs. 
CnuTCHPftLO.O. Associate Dlrecto/ for Spocisl Projects (Post 89010*}. 80/02/01. 
HUNYON.M Tennessee Valley Authorliy. 4pp, 52626 (336-52026:042. 


— MO2(M017l Nol.co ol vio'alion (rom insp on 060420 0910.Viol8Lons noted failure to 
4>lorm Commission that Copt ot Labor (DQL) invcsligatore biased against TVA & ell 
OOL dncisions should bo appealed as mailer of po'icy. 

CHUCTHFiElD.D. Div.siori of Reactor Prolocis • lll.iv.v & Special Prolocia (Post 
6704 II). 90/02/01 3pp 52620040-52626042 

9002120101 Cerrodod Hr discuss na NRC invodigeilon Rept G8-015 8 forward ng notice 
of vk/aidn re utn handing of charges ol harassment S imirn.dation ol four 
amnioyaes.lVaro HS Sartgor sli.i oi.l omp^oyee.NRC would consider addi achons. 
CRUTChFiELO.D AssocTsio D.rector for Spoclai Projects (Post 890101) 90/02/01 
RUNYON.M. Tonnsssee Va'loy Aulhomy. 4pp. 62615 IQO.52616.10S, 

•^002120116 Noiico ol w'.o'alion from invest gatiori on 860420-0916. violations 
Rotodleilura ol HS Sanuer (utii general counsel; io Inform NRC ihai ulit cor)ciudoa 
that Oopt ol Labor invosilgators b asad aga-nsi uni 

CnUTCHRELO.D. Associaio Oiredor lor Special Prolocis (Post OOOtOi) 90/02/01 
3pp S28)S 192.52615 195 

9001290102 Stppl I to NRC Info Nollco 83 030, "Target Rock Two-Siage Sslety/Rel ol 
Vafva Solpo4i( (3d« Updaia " Svc isl end 

ROSSi.CE Ov.son ol Operational Events Aesessmonl (Post 670411). 90/02/02 
ConsoJclalod Edison Co of New York, Inc 78pp 52556 236-62556 317. 

60021£(I016 Ack locoipt Of 0301 ID ltr informing NRC of slops taken to correct vio'aiions 
noiodin InspRopiS SO 430/80-05 & 50-430/69 05. 

Wil.SON.OA Ass.siant Dtecioi for Inspection Programs. 90/02/02 KINGSIEY.OD 
Tannasseo Va'iey Autheniy 2pp 52656 221.52666 222 

9001300424 NRC inio Notice 00 000, ' Ekiordod inierim Siorego ol Low Level Rad- 
wasie by Fool Cydo & MnLs Licensaoa " Svc hai encl 

CUNNINGH^.R.E Division ol Industrial & Modicai Nucieer Saioty (Post 870729) 
00/02/05 Ctvtsolldotod Edison Co. ol New Yoik. Inc 108pp. 525B3 257-52584.004. 


S Reportable occurrences, LERs 8 related correspondence 

0002220371 Part 21 repi re ms'nt ot Automatic Valve Corp MSlV &/or main steam refer 
<atvo ueir.g spanrior wronch n o'dor lo avod solenoid valve stem damage per 1904- 
05 ciiongo In dos'gn. Malm insirudfons oncl. 

hutChinS.T. Auipmai-C Valve Coip 00/02/02. NRC • No Dotal' oti All, nation Given, 
3App 52739066 52736:105. 


DOCKET 80-440 PfPRY NUCLEAR POWER PUNT. UNIT t 


F. Security, medical, emergency A tire proieoilon plana 


9802018213 Advrsos ol rovhtw ol schedule lo' comptolloo Ol security Improve inenls & 
rev.sod (Ofljiaiory oiiociivansss review schedule lo coincide w/compiotion deles 
COLOURN.T G. ^OLOCt Diiecioraio 111.3. 90/01/26, KAPLAN,A. Cloveland eiadnc I'lu- 
mlnaiAgCo 20P 52516 070-5?5l5.07f, 

9002130266 Forwards SbleN insp 50-440/90 03 on 900l22.2B.No violations noted. 
GRCOER.l n Reg o<i 3. (3lc oi tho 0 racior. 90/02/0 1 KAPUN.A. Clovelend Elodrlc 
Ilium nailr-fi Co 2pp. 52647.233-52047.245 

-9002130297 Insp Ropt 50-440/00 03 on 000122.26 No v.olalions noted. Uo|or sroas 
irtspocicO pieni emorgpncy pioparodnuus program, ileeneoo ecfon on previously Iden- 
iiAcd dem A (c/owup on ectual omorgency p'an aoirvaiions 
FOST£n..ie.. »4ei.L,W. Rnglon 3, Olc Ol the Dlroctor. 90/02/01. npp 52647:235. 
52017245 

9002130301 Tompoiory Chsngo 1 to Rov 6 10 EPI-Dl, "Emergency NoliLcaton Sys." 
W/0002O5 iu 

PERKO.O M , ANDERSOfLJ D , KAPLAN.A. Cleveland Eleclrlc lliuminBilng Co 90/02/ 
05 0W> 52804 333-52634 341 


P. Operating license siege documents & correapondenee 

9002010339 A|»;icailon lor amend to Llconss NPP-56, revising Tech Spec Tsbie 3.3. 2-2, 
"Isoisbon Aciuailon Insi/umanial'on Sotpoinis," RCIC equiprnanl room d/llerenlisl 
len^-high mp setpoint & aliowablo va'ue. Mealing w/NRC lecuested. 

KAPLAN.A. Clavolond Electric Il'Umlnailng Co. 90/01/26. Document Control Branch 
(Ooaitrem Conkof Ooskf. 5pp 52S23 326-52523:334. 

-9002010341 Proposeii Tech Spec Tab's 3 3. 2*2, "Isolation Actuation tnslrumoniatlon 
SoipoinU" 

* aovo'AmJ Elsctitc Illuminating Co. 60/01/26. 2pp 62523 333-52523:334. 

0003050087 Forwords response to Generic Ltr 00-13, "Svc Water Sys Problems Affect- 
ing Saloly-no'eiad Equpinent." Procedures In place for underwater insp of Intake 
sin/cMOS lo lake as woF as ort-abore purrp houses ennueUy. 

KAPLAN.A. Cleveland Elocirlc lllum'.nating Co. 90/01/26. Documom Control Branch 
(Cocumoni Co-nirol Dosk). 0pp. 52642:243 52542:280 

9002090287 Cenfiims 000209 meeting w/ulll at plant to discuss current monthly per- 
tamance Ind'cators, control rod seloction lor scram time lesLng.zebra mussel program 
ft oilgas sys correcUva acl-ons. 

GHEcNMAN.E.G. Region 3. Ofc ol iho D'.roctof. 90/01/30. KAPLAN.A. Cleveland 
Eiecutc lUurrSnaiing Co. 2pp 62014.032 52814.033. 

9002140067 Foiwatds rosponse to NRC 000112 request lor eddi Inlo re 891121 request 
for Qwmpifon from lihng requtramanls of IOCFH56.46(b)(2)(i(().Oua(:fIcation plan for 
certilicatlon of existing slmu'eior approved In Aug 1987. 

KAPLAN.A. Cleveland Electric Illuminating 90/01/30. Document Control Branch 
(Oocumeni Control Desk), spp. 62653:128-52653:132. 

9002070199 Forwards Amend 26 to license MPF-58 6 safety eveluailpa Amend revises 
seqx^nis for RCIC oquipmoni room delta temp-high on Table 3.3.2-2 el Tech 
Sp^.CoiKhrslon that Toch Spec change necossary to avoid plant shutdown noted. 
COLSUfiN.T.G. Projocf 0 foclo/aie lll-a. 08/01/31. KAPU^N.A. Ctevoiand Electric lilu- 
minaiing Co. 3pp. 62660 263-52690 276 



-900J070201 AmencJ 26 10 Licooso f.^F'58 rev;s.ng sotpont ici fiCiC 6Qopment fOcm 
deiia lemp-hgh on Tatle 3 3 2-2 C* T6C.-I SpKs , 3o./v».i on/fli/ni 

ZV/OLINSKI JA Ass-sunt Oireciof lot Bo; on 1 1 Reaclors (Post 391001) 90/01/Ji- 
50p. 5259S 266-52598 270 

-9002070203 Safety evaijaiicn si-poorii'-g Atiend 26 to License WPF-se 

• CWice oi N-jciear fieacfor RogLiaion. OiieeO' (Post 670411) 50/0 »/j 1 5t-P 
62598 271-52593.275 

9001280051 Genenc Ltr 90-02 to a” LWB l.censees S a^'-canis to alietnalivO 
iT.enis tor fuol assems les m o js on features socicn ot Tecti Specs Svc hsi end 
PABTLOW.JG Assocaie Orecic' tor Prc.ecis (Post 870411) 90702/01 Corsonal- 
eOEtJiSCin^ ot Bow '/orV. in; 39pp 52637 055 52637 093. 


9002120087 Provides update to 880721 Hr re pertomnance 0* eosmc margn 
ova'uation U’.i e*a-«ng .ssuance of mcivdual piani e»ams of exicira' evonis genenc 
Hr prior to proceeding w/ se.sm c rr.atg r.s Study ^ „ 

KAPLAN.A Clevola.nd Elocinc H um nat.ng Co 90'02/02 Docomoni Coniro- Branch 
lOocumom Ccnirpt DesV) 2pp 62615 076 52615 077 


9002220646 D-scuSSea mp'emo'ita’.ion o' fasrry re/ised nsoMce lasing prog'ampor 
Gonenc Ltr 89 04 ltr,provetr-er.ls I sled, nc'ud *g Sign cfl maln« de eiicn at end of m- 
SHuci'Cn & movemeni ol ' Commen's' section 

KAPLAN.A Cle.elai-d E'oetnc l"i,nna;.ng Co. 90/02/C9 Oocu'ne'ii CoMiol Branch 
(Document Ctontrot Dasx) 2pp. 52683 30-t 52663 335 


R. Periodic operating ropoila & related correspondence 


9002230270 Mcnth'y Operating topi lor Jnn 1090 
lW/9002l5ltr. 

HEGRAT H L KAPLAN.A Clovoinn-j Elocirrc 
52702 322-52702 327 


lor Pntry Nuclear Pcwor 
Illuminating Co. 90/0lr3i 6„ 


S. Reportable occurrences, LERs & related correspondence 


9001290034 SpecWI fopi on 091222, voHJ iBlluro ol D.v 1 Uoaol ge.noiaidr ocor-’ 
dcnng O.v t descl geno.-sicr siflri Cnusod by ducrnr.od lubncani o.n laicn macrar. • 
p.irol potnl duo to aging Wciik otdni initialod lo b-c hreahot. ' 

KAPLAN.A C'evOland Eloclrlc llluirinaling Co 00/01/10 Documoni Corjn. o-j-,- 
(Document Conirol Desk). 3pp. 52460 050-52460 052. 

900209000S PofwerdS LERa 90-001 8 00 002 
KAPLAN.A ClevOtsiK) Elpcltic Ilium noting Co. 00/02/02. Document Conw R-av 
(Docunoni Cort’rol Dosk) Ip 52500096-52598:103 

-90020M006 LEU 60 00l-00.on PCOI07,ruacio/ scrsm occurrod alter .rrpropo' •jj-.'-, 
ol 460-vo:i «c powor aupptios fesuiiod in lomi loss ol leodwaiof tio-v 8 pcv,i 
L'llettupbon Caused by porsonnul iirrcr Oporetor coitnsniod & Instruct or.s reviseo 
HEGRAT HL. C'ovolend ElOCHic I litnilnalinu Co 00/02/02 3pp 52538(S’ 
52508 099 


Q. Inspection reports. lE Bulletins 6 correspondence 

9001300498 Advses that Cratl l.f-el rapt lor c'cscoul Ql IE Bufeim 70-23 found 
acceptable Lead eng neers ‘or lE Qu"eiina 84-02,83 06 & 87 002 reassigned as hated. 
BERIINGERCH Genenc Co.mmun cations Branch NRC-C5-85-157 99/01/17 
LOFY.RA PARAMETER, ir: 3pp 52513 256-52513 258 

8002050009 Responds to NRC Bui'sbn 69-002 re stress cortosicn cracking ol Type 410 
Sia.n'esa preloaded bo'tng m swr-g chock va vasNo bolts sub) to biS'ean in use at 

(acvlity 

KAPLAN.A Cteveiand Eiectnc ii um.^eing Co 90'0l/26 Oocument Control Branch 
lOocumeni c:or'-t'Cl Desk). 2pp. 52541 359 52541. 360 

80020S0067 Forwards response 10 Generc Ltr 89 13. "Svc Waler SyS Pipbloms AlldCi- 
mg Safety-Related Ecuorreni" Procedures us place fCH undc-nivaie' n$p o' intake 
atnrcluroa m lake as kiellas on-shO'e pump houses anrua ly 
KAPLAN.A Cleveland Electric lllurnnatihg Co 90/01/28 OoCurrAni Convol Breach 
lOoccrner-l Control Desk) 8SP- 52842 243-52542 250 

8OQ1330U6 NRC 'n'o Nowe 90-005, "iNet.Sysie'ti Discharge ot PASCtor Coolww" 
Svc ‘isi enci 

ROSSi.CE Division of Operational Events Assessment (Pest 8704it). $0/01/29. 
Consolidated EdiSon Co cl New York, inc toipp 52535 I25 52535227 

9001230178 NRC Ir'.'o Nobco BO-0'38, Poteniia' fo-- Loss of Shb'dOMn Coo'aig Whin at 
LOW Reactor Coo'ani Lave's " Svc i si onci 

ROSS'.CE OrviSion cl Opeiations'- Events Assessrreri iPost d70cii). 90/01/29. 
Consolidated Edison Co of New Yen, Inc lOipp 52535 025-52535.124. 

9001240190 NRC Into Notice $0-007, "New !n<o re insuiaicn Mail Pedotmance 8 
DeCins Blockage d PWR Coniairmert Sumps." SvC i-si enci. 

ROSSi.CE. Oiv.sion ol Operational Evenis Assessment (Post 87Q4ii) 00/01/30. 
Conso'idaiPd EdsonCo of New York, :nc $9po 52535 226-52535320. 

9001250020 Suppi 2 10 NRC inlo Noice 68 023, "Potertiat (or Gas Bmdir.g ol llPSi 
Pumps Our.ng lOCA ' Svc 'isi er.cl 

ROSSI.CE OrvtSion of Opera'^onal Everu Assessmeni (Post 07O4ii). 90/0i/3l. 
Conso’ldaied Edison Co. ol New York, me 9Spp 52533 320-52534 062 


-0002080007 LER 00 002-00.oii P00107,nCIC'. syS isolQlnd duo 10 t'lg'i d.ileie'Ci le^ 
sl^al dotoclod across RCIC room coo'ur lollowiitg runulor scram due to lossc’‘t-«4 
water How. Caused by das gn dohcioncy Piocodurns ro How raid rov-sed. 
hEORAT.H.L. Ctovoland Elocl/lc ll'uminaling Co. 90/02/02 4pp 525MtK 
52506 103 


V. Operator Eiamlnellona 

9001310065 Prov.dos into ro goi'-oric lundutnuntiils ovatn acclian ol opetstiy i-csrsy^ 
e«am on 000207 & edvisoa Ihni rosuita ol ovatn gl'-ould bu ova lable withn 3 nSt le- 
■ovrirw cnmploiloii of etam 

VifllGHT.OC. npfilO'i dc Dl Iho Di'tvclot. nO/Ol/lfi ComtTif4Ywealt“i Ei)i»r-Cc 
spp S2497 2I3-S2497217 


DOCKET £0-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Appiicatioit/conslruction atogo documents A correepondoneo 


90012000$! Oenonc Lli 00 02 1(7 011 LWR licotisoue & applicunlfi ro aiernaivs tacuvs 
monte lot luoi assorrb'ius m ciiisign lariiurus encHon ul Toch Specs Svc i si e,xi 
PARTLOW.J.G Assocmio D-rocinr lor Piojocis (Pusl 970411). 00/02/01 Ccrselda!- 
edEdieonCo. Ol Now York, me. 30pp 52037.05S-Q2637.00:). 


F. Security, madlcei. emargency & lire proiocllon plana 

9002130301 lompotary Chonno 1 10 Rov 6 to EPI-Rl, •'Emorgoncy Noti'icaton S»s' 
W/00020S 11/ 

PERKO.O M , AMOEHSON, 3 0., KAPl.AN.A. ClcwotnmJ l-lof.lrtc iHiirrlnal'hQ Co. 9C‘-l;' 
05 Opp 52634.333-S2634 341 


O. Inspection reports. IE BuHetine & correapondanco 


8001260198 NRC Into Notice 90 008, 'Kr-es Haxards Fro.m Decayed Fuel" Svc hai 
end 

ROSSi.CE. Division of Operaiicnal Evenis Assessrron (Post 870411) 90/02/01. 
Consolidated Edison Co of New York, me. 77pp 52583:160-52563 256 


9001300496 Advises ihai diall l-hQl lopt (w closnout ol lE Bul'ai-n 7’3-23 fi>/^ 
accopiabie Load onglnoefa lor IE Bul ol na 04-02.60-00 & 07-002 reassigr.cd es li'M 
BERtlKGER.C H Gonoilc Comirunlcaliona Branch. NFIC 05-85-167. 90/0'd^ 
LOFY.R A PARAMETER, Inc 3pp 52513:256 52513:250 


9003130388 Forwards Safely insp 50-440/90 03 on 900132-26 No vtfacons noied 
GREGER.LR Region 3, Olc oi ino Director. 00/02/01. KAPLAN.A Cleveland ElecMc 
lllumineiing Co. 2P0 52647 233 53647 245 

-9002130267 insp Rept 50-440/fl0-03 o/> 900i22.26.No violations noted. M8,dr ereas 
mapecied plant emergency prepa'ednoss program. I'censce action on previously Idon- 
tiTied Item 6 lo'lov-vp on actual emorg^ancy pla.i accvailons. 

FOSTER, J.E , SNELL, W. Region 3. Ofc ol the Director. 90/02/01 ilpo 52647235- 
62647:245 


9001280102 Suppi t to NRC hlo NoHce 86-030. "Targoi Rock Two-Stage Saloty/Relnl 
Valve Setooint Dntt Update " Svc i si end. 

ROSSI, C.E. DMsion ol Operai.or-al Events Aasossrreni (Post 670411) go/02/02 
ConsoiKjaied EO-SOnCo. ol Now York, Inc. 76pp 52556.230.525SA3)7 

9001300434 NRC Into Notice 90-009, "Exiended interim Storage ol Lew Level Red- 
vrecle by Fuel Orcle & Matte Licehsose " S«c t si one' 

CUNNINGHAM.R.E. Division ol Industrial & Mcd.cal Nuclear Safety (Post 670729) 
90/02/05. ConsolidaieiJ Etfson Co ol Now York, inc. 108pp. 52583257-52584:004. 

0002230073 Forwards Safety insp flopi 50.440/89-29 on 891227-28 6 nobce ol viola- 
tion 

OREGER.LR. Rogron 3, Olc ol the Dioctor. 90/02/08 KAPLAN A Cloveland Eleclrl- 
IHuminating Co. 2pp 52673 263-52673 275. 


-9002220082 Notice ol viola'-on Irom :nsp on 69i227.28.Vio'8iion noted radweeie re- 
ceived at disposal s-te not dewaio'ed to site reQuitomonia No reply required to nottca 
of vk)ldtk3n. 

GREQEH.L R. Region 3, Olc of iho Dueclor. 90/02/06. Ip. 52673.285-52673:365 


-9002220069 Insp RepI 50-440/89-29 on 891227-28 6 900102-12 VIolatior 
nolM Major areas Inspected operational rad-aion proiecbon & ratfwasie programs i 
SVrJ.«.T ®Pp'8lS3ls,changos in organ-jatjon.eviafnal & inte-nal exposure control 
?0pp°wl73^6^'52^6^73^^5 ^ Director. 60/02/0 


9001330128 NRC Into Notico 00-006. "Intof-Sytilom Diachergo ol Reactor Cocni 
Svc Itel oncI 

ROSSl.C.E. Ov-slon ol Oporat'onoi Evonts Aaaoasmoni (Post 8704H) SO/O'itt 
Consoi-daiorj EdiSonCo. of Now York, Inc. lOipp 52535:125-62535.227. 


9001330176 NRC Info NoHco 00 006, "Poiontiol lui Loss of Shutdown Cooll.ig Wr/e si 
LOW Reecior Coolant Lovols." Svc liai end. ,, 

ROSSl.C.E. Qvislon of Oporatonni Evonia ABSoaamotii (Post 870411) 90/01'?’ 
Consot'dalodEd-sonCo, rjfNewYork.Inc lOIpP 52635 025-52535:124. 


9001340190 NRC Inlo Not-co 90-007. "Now Into ro Insulation Mall Perlotmaxe J 
Oobna Blockeno ol PWR Coniainmom Sumps." Svc list end. ......m 

ROSSI.CE Oiw.slon ol Opoiaiional Evonia Aaaosament (Post 070411) 90/P''/'' 
Consol dated Edison Co. of Now York, Inc. 90pp 52535:22fl.5253S:329. 

9QO12S00S0 Suppi 2 lo NRC Inlo Notice B0 023, ''Potunlial tor Oaa Stnd.ng ot H-=Si 

Pumps During LOCA '• Svc Hat onci 

FtOSSi.CE. Oivislon ol Opoioiionel Evonta Asseaamoni (Post 070411). 90/9''/' 
ConsolHjatod Ed.aon Co. of Now York, Inc. 05pp 5263.3:329-52534.062. 

9001260198 NRC Inlo Notice 00 008, "Kr-n6 Hararda From Decayed Fuel." Svck: 
onci- 

ROSSl.C.E. Div.alon ol Operational Evenie Assoasmont (Posi 870411) 90'W'v 
CoosoldBled Edison Co. of Now York, inc. 77pp. 62683:180-52603:258. 


9001200102 Suppi 1 to NRC Inlo Noiico 00 030. "Tergol Rock Two-Slage Saleiy'Re“«' 
Vidve Solpolni Drift Updato " Svc list end. ns 

ROSSl.C.E. Oivialon ol Operational Evonia Aasoasment (Post 870411) 00/02 f 
Corvsea dated Edison Co. o< Now York, live. 70pp. 52556236-52566:317 


9001300434 NRC Info Notice 90 009, "Extended Iniarim Slorage ol Low Level 
waste by Fuol Cycio 6 Malle Licensees." Svc list end. ,, , o.,«jjci 

CUNNINGHAM, R E. Division of Industrial & Mod:cal Nuclear Safety (Foal 67 
90/02/05. Consolidated Edison Co ol New York, Inc lOBpp 6266 3 257-52584 1"/* 



DOCKET SO-443 SEABROOK NUCLEAR STATION. UNIT t 


E. NRC SeletY Evaluation Report (SER), eupple & correspondence 

90033300E& Forwards revised Tech Specs le ECCS.por 900131 epp'icat'oci (o* amettd 
(0 L-conso WPF-e7.Csf«l«3S iriat end Tocfi Specs acccraidy ralioct aa tK-rii plant 
conflQLraiion.FSAn ihrough Amend 6? 6 SSER 0 

FEiGENBAUMJ Public Service Co of New Hampsh.re 00/02/Q0. Docu-noni Control 
Branch (Oocumeni Conlrol Desk) 3pp. 52606 120-62096 123 


F. Security, medical, emergency & lire protection plans 

60020S0337 Provides eddi response to NRC B91 117 request lor aielus ropi Item FEMA 
on readiness of plant public ANS. 

PETERSON.GC. Federal Emergency Management Agency. fi0/0t/i2 TAYLORJ.M. 
0!c of iho Executive Director for Opetaiions. 9pp 62541:320-52541 336 

9001200012 Forwards Rev 9 lo physicnl securiiy plnn.Rov wiilihe^ (rot i0CFR732t). 
FElGENQAUM.T.C. Public Sorvico Co. of New Hampsh'ie 00/01/ 19. Oocumeni Con- 
trol Branch (Document Conttol Desk). 2pp 52454:l26-52454:i27. 

9001290333 Forwards rev.sed oflano omorgency plans & support r.g documenie to 
ASLO & psrtipsper commitmeni to Muriey made at 900UB lu,'. powo* teednoss 
brief ng W/o enc's. 

FEIG^GAUM.T.C. Pubtic Service Co. of New Hempshito 90/01/22. Oocumeni Con- 
trol Branch (Oocumont Control Desk] 3pp 52454:076'62454.07e. 

900202010S Advises that cover ilr iransmifting Rov 3 of Stale of NH tadological emo:- 
gency plan forwarded lo Board & parties. 

FEiQENBAUM.T.C. Public Service Co ol Now Hampahiro. 90/01/26. Docu-nortiCon- 
t'ol Branch (D^u'ncni Conlrol Oosh). 2pp 52539 210 52539 220. 

9003120356 Forwards revised brief on appeal ol pan-al in'i ol decision on SPMC & idBO 
PEMA-gradod exorcise fL8P-B9'32) lo include portions of transcript citnd n bnol as 
app. 

BACKUS. R A Seacoasi Anil Po'.'ullon League. BACKUS. R A Backus. Moyer & Solo- 
mon. #100 0602. 90/01/29. BOLLWERK.G P., ROSENTHaL.A S , WIL0ER.HA 
Atom c Selaty and Licensing Board Panel, ip. 9257 1 350-62572.190 

>9002120960 Soecosst Anti Pol'.uilon Longue revised Uriel on onpoa' o* partial niHol de- 
cision on 9PMC & 1900 PEMA-graded exerclso (LUP 09-9?} * W/supportng info 6 
Certilicato ol Svc. 

BACKUS, R A. Seacoast Antl-Poiiuiion League. backus.RA Backus. Moyot & Sole- 
mon. 90701/20 Atomic Solely end Licon&ing Board Panel. 200pp 63671 3Si- 
53672:190 

9002Q60036 CommonwoQlih qI MA moi on to roopon rncord ' Pomon ot ptocood^ng to 
ulll alert 6 notification sya should bo roopor^ed on basis mat loundeflons lot i6P-09- 
17 no tonnpr hold IruO.W/SuppO'ting into & CortillcAlO Ol Svc 
QREER.LS. MaesachusoUa. Commonwoalih ot. n lOO 9705 00/02/01. Aicmx; Saloly 
and Llcen8.ng Appeal Panel 272pp 62630:100-52539.020. 

>9008050040 Alfidavii ol AA Kaisoy.* Ciscussea tad'O coverage m Uemmac Veioy.w/ 
iuppaning Mo i Camflcals ol Svc. 

KEI.SEY,AA ArbltronCo. B9/1t/21. lOpp 52630 260-52530 306. 

-9002080046 Appllcani ariSvror 10 Inlurvonors motion to admit leto-Hed conienlion 6 
reopen record based upon wiitidrawai of Contrrionwoaiih of ma emergoncy Utoadcasi 
network & WCOY * W/ support.ng Inlo & Ccrtillcalo el Svc 
OIGNaN.T.O. Public Service Co. ol Now iiampahiro OiGNAN.T.Q. Ropes & Qtay 09/ 
11/16. Aicmx Safety and Licensing Board Pettui 76pp. 62530 307-52539030. 

9002250027 Soabrook "readlnasa" review.* Roquuels (Toard Id consider staled wiluon 
views of etcacnmanis fa NRC 900 lOO & 00 lira due to Morvonors nof rocoh-.ng oocu- 
manls until allernoon ol 600118 & alior Comm‘S6<on meeting errdodW/rolaiod info 
CURRAN.a, CURRAN, 0. Now England Coalition on Nuclear Pollution CURRAN.D. 
Massachuaeiis, Comwonwoe'iit ol. #100 0901 90/02/01 CARR.KM, 

ROBERTS.T.M., ROGERS, K.C. Commlsslonera 127pp. 52604:359-52e85035. 

9002060056 Forwards analysis of Rev 3 changes to Sieio Of NH radoiogicai omormn- 
cy rosponso plan & Rov t changes to Seabiook plan for Msssachuselts communilios. 
f El(3ENQAUM.T.C. Public Service Co. ol New Hompshlro. 90/02/02 Ooci/rnent Con- 
trol Branch (Document Control Desk) 367pp 52667:014-52550.020 

9002130356 Rov 50 to emergency response manual W/600202 lit. 

MACDONAlO.J.A., DRAWBRIDHE.O L . FEIGENBAUW.T C. Public Soivico Co. of New 
Hampshife. eO/03/03. Bflfpp. 62639:300-62641.260. 

0003120361 Emergency motion ol Irtiarvoncs to (t) clarify siatus ol appeal of LOr-69- 
33 & (2) to reopen record on Slato ol Ml ladioiog cel emergency resportso piers as lo 
need tor shelienng In certain circumsiencoa ' W/certfficaie ol Svc 
TRAFICONTE.J. Masaachusoua. Commonwoalih of CURRAN.D. Now England Cos’F 
lion on Nuclear Pollullon. CURRAN.D Harman. Curran & Tousloy. #t90 9B06. 90/02/ 
06. Atomic Safety and Licensing Appeal Panel. 4tpp. 52571:307-52571 34/. 

6003160103 Notice of Ming.’ SubmAs two repls updating malls Inc'uded In FEMA Doc 
1968 cortwl dofod finding on p'.ant.Cortiticelo of Svc encl. 

FLYNN, H.J., MCPHETEHS.U H. Federal Emergency Wanogomenl Agency. #190 9820 
90/02/09. I62pp. &2606:0e3-526Oe:224. 

9902160220 Forwards EDO 900206 momorendum provld.r.g eddI Info re various leio- 
fi'ed allegations made concerning plant & Insp Rapis 50-443/90-50 & 60-443/eO- 
BS.Re'aled correspondence. 

TURK.S.E. Asslaient General Counsel lor Hearings & Enlorcement. #100 9884. 90/ 
02/12. CURRAN.D. Now England Coalition on Nuclear Pollution CURRAN.D. Hoiitmi. 
Curran & Touaiey. TRAPiCONTE.J. Maseachuseiis, Commonwealth of. 231pp. 
52838;I0S-52636:M8. 

6003220018 Interveners reply lo applicant response to A8LB order of 900111.* Refutos 
applicant 900201 response lhai teochera have usual role to accompany studsrtfs in 
emergency evacuallons.w/supporiing Into & Cartllicete ol Svc. 

TRAfRCONTE.J. Masaachuaette, Commonwealth of. CURRAN.D, New England Coal- 
lion on Nuclear Po'lutlon. CURRAN.D. Harmon, Curran & Toualay. #190 9005. 60/03/ 
12. Atom'o Safety and Licensing Board Panel, 26pp. 62637;f 13-52637:137. 


6002220028 AppUcsni response to Commonwealth ol MA atty gonerei motion lo reopen 
record.’ Atty general 900201 moion should bo denied djo to motion lecV.hg toguia- 
tory basis & not eccompon'ed by roqu's te adidaviis. 

OloNAN.TG. Piib'K Service Co of New Harnpahlro. DiGNAM.T.G. Ropes A Gray. 
#190 9801. 90/02/13. Alorr.lc Saloly and Licensing Appeal Panel 32pp. 62837:142- 
52637.194 


—9002220040 Siatomeni ol R Sawyer re Mew Hampshvo Yenkoo ' Discusses concerns 
w/8mi03 ailidav.i taken by Comrr.onwoalih of MA ally gonotol ofc.inc'uding lect that 
agency had no au/herfry fo pari'cipaie n publ-c saloly r3anr)lng.w/Cori/ cate of Svc. 
SAWYEH,fl.N. Massachusotis. Con-rronwoBim ol. 80/11/17. 22po. 62637:174- 
52637.194 


9002220093 iniorvonots motion to suppl applcetion lor aiay of LBP'e0-32.’ Roquosis 
Comniissiot) to stay full power operoiion at p'ant until ASLAB rules on iniervenors 
eixim to ro^n record W/sjpporllng Into & Ceniflcato ol Svc. 

DhOCK.M 1 Massachusaits, Commonwealth ot. CURRAN.D New England Coai lion 
on hudoar Pollullon CURRAN.D. Harmon, Curran A Tous'ey. #160 0895 90/02/14. 
Coninvsslonixa SDpp 62637:211-52837:259. 

9002260066 Intervenorft btlel In support ol sppeal ol LPB-90 01 * Oecls'on shoUd be 
roveraed & emergency broadcast sys contention A add! bas's sdindtad.W/sopporting 
into A Cert-iicolfi Of Svc 

GREER.L.B. MaasachLsetcs, Commonwaa'in of. BACKUS, R A. Backus, Moyar A Solo- 
mort. OACXUS.RA. SoscoBSt Antl.Poilulion League. #169 0910. BO/02/16 Atomic 
Safely and Licensfng Appeal Panel. 83pp. 52635 31 2-S^86:0‘l4. 


00021360347 Rev 3 to Amend 2/90 lo "Stale of NH Radio'og.col Emorgency Response 
Plen."W/90020S Hr 

FEIGENBAUM.T.C. Pubic Service Co ol New Hampshiro. 90/02/26. 57pp 
625S5 107-52565 253 


Q. Adludlcalery corraspondenca 


9002060120 Seacoasi Anll-Po'luHon League obJacHon to applicant motion ol 900126 * 
Moixn consdorod Irivnious A should be eJon od. Svc Hat end. 

QACKUS.RA SoacoBSt Aoil-Pol'utien Losgua. BACKUS.R-A. Bnekus. Mayor A Solo- 
mon #100 9790. 00/01/02. Alorr.lc Safety and Licensing Board Panel. 5pp. 
52637 298 52637 302 


9002010065 Forwards opn.-'ng sietemeni on behalf ot Seacoasi Anu-PoHution League 
re olisiie omorgency planr.ng & saluiy Issues. Adequate amergoricy planning at laciiity 
may not bo feos’bie & i coneo should noi bo issuecf.Svc i.sl onci. 

R/LCKUS.R.A. Sr)ocoasl Ani.'Poiiulion LosQuo. BACKUS.RA. Dackus, Meyer A Solo- 
mon. #190 9745. 00/01/19 SMITH, IW., (fOLB.R.F., MCCOLlOM,K.A. Alom.C Solely 
and ucenerng Board Panel l?pp. 52-f46:f32-52445.l-f0 

9(H}2Ol00T0 On appea' I'om docislprt ot ASLB LBP’50'20 (661012).* OeciSlon shou'd 
bo affirmed on basis ihot s-jccossfui comploHon of low pewor leahng rtei preraquisKo 
to Issuance oi luii power ticonso w/Coriii.caie ol Svc. 

OiONAN.T.c Pubi’C Service Co. o! Now Hempshi-e. OiONAN.T.Q. Ropes A Gray. 
#>00 0735 80/OI/1D Aicmc Satety and l>cansir)(; Appoa) Panel. 46pp. 53445.0lo- 
62445083 


0002010031 Bfioi ol eppeuante-intorvonora lowns of Soiisbuiv A Amosbury cn appeal ol 

K riisl ir-ibai decision on SPMC LOP-80-32.* Manor shouiu be remanded lo Board A 
tnet neenhos ho'd.w/statomoni ol issuoa A Certificate ot Svc. 

SAINT ANDRE.IX Selisbury. MA SAINT ANDRE.B Ameabuiv. MA. SAINT ANORE.B. 
Kopeiman A Pe.no #190 9739. 9O/0t/24. Atomic Safety one! Liconsing Appoai Panel 
32pp 52445:275.&2446 304. 

0002010036 Town ol West Newbury briof on appeal of partial ir.lllal decie.on on SPMC 
LDP'B9-3?.’ Decision ahou'd bo lovetsod duo to Board error in rvol admitting cortain 
contenuane W/ siaiemtiniof Iseuea A Corliticalo ol Svc. 

MiZNER.d.H West Newbury, MA. # 190 9731 . 90/01/24. Atomic Saloly and Licensing 
Appeal Panel. 32pp. 62445 240.52445I272. 

9002010039 Odiir * Advises that oppiicanl 001220 motion to modify svc lists In plant 

I iiocoodnga A 891221 corrected motion roquesting removal ot I'.atod nemos from svc 
iSt granieo. Coflil-.cale of Svc oneVServed ori 900125. 

CHILK.S J. Otiico ol Ihe Secrotary of me Commies'.on. #190 0726. 90/01/24. Public 
Service Co. of Now Hampshire. Bpp 62446:305-52445:31 2. 

9002010043 City ol Nowburyport brief on appeal ol partial Initial docision ol SPMC LQP- 
BO-32.' ASLO decision should bo revorsod due to Board error In finding evacuoiion 
plan adOQuaia W/slaloment of Issues A Certilicate of Svc 

EGAM.S.P Newbuiypon, MA. EGAN.S.P. Lagoul.a, H-il-kVtvirton & Roiondl (formerly 
LagouSs, Clark, tll'l-Whiiion A McGu-. #100 9730 00/01/24. Atom.c Selety and LI- 
censTng Appeal Panoi IDpp. 52445 221-5244&.230. 

90B20100S4 Town of Hamplori A NECNP briol on eppoai ol LBP-e9‘32.* Requests 
AS18 to vacoto L6P-08'32 A lo order appilearvt to conduct rornod-al exercise to ad- 
drass dofdorTclos In TOff/NECNP EX-l W/slatemarW of Issuoa & CortJIcBW of Svc. 
FACEAOlERN.P. Hampton, NH. MCEaCHEHN.P. Shalnea & McEach&rn. CURRAN.D. 
Now England Coal-llon on Nuclear PcHution. #100 6726. 60/01/24. Atomic Safety 
arid Ucorvslrig Appeal Panoi 36pp 52445H57-52445'I92. 

9002010089 Town ol Newbury brief on appeal of parbel Initial decision of SPMC LBP- 
Q9-32.* OocfsJon Should be reversed due to ASLB error in rejecting contenlipn8.W/ 
etaterrent ol Issues A Certificate of Sue. 

HlLL-WHlLTON,R. Newbury, MA. HlLL-WHlLTON.R. Lagouka. Hi'l-Whlilon A Rotondl 
(formerly Lagoulle. Clark. H'il-WhMton A McQuL #190 0729. 00/01/24. Atomic Safety 
smdUceneing Appeal Panel. e7pp. 82446:094-52446:131. 

9002010106 Brief Of Commonwealth of MA atty general In support ol appeal ot LBP-69- 
32.' LBP-B9-08,LBP-69-17 A LBP-69-32 ehould be reveraed & 691100 license eulhorl. 
Miron revoked A vacaled.W/staterr.ent ol Issues A Cert licato of Svc. 

TRAFtCONTE.J. MaeeachuaoKe, Commonwealth of. #160 9736. 60/01/24. Atomic 
Safety and Licensing Appeal Panel. 263pp. 62444:it2-52446;ai4. 



(Mwi9nion2 F(yv.a't;s Soacoasi An'i Po l>.wn League tu's' m si.p.'O't ot pebSors 1w 
(BViow 0l IBP 89 3? Also )ons in Cofrmonv.eal'n Of MA 00012? bnel m suppon ot 

Wc’kuS.R A^ loacoasi Ant, Pciulon L^Suo BACKUS, R^Bsckua, 

mon #»90 9751 OO'OWJ.I BOlLVVERK.GP ROSENTHAL AS . WILBER.HA 

A'omic Safety and Ltcofs.ng Appeal Panel Ip. 52444 012-52444 098 

-M02010149 Sescoast An-j Pci uLon Lcsgi.e trot cn appeal Q( partai ln«-al rtodson 
M SPMC S 1988 FEMA graded oxorcse ILQP 80 32) ’ Board erred in vatKMJS n^mgs 
A doeisainW/ sjoponog documoniavoo S Svc list « „ . 

BACKUS R.A Seacoesi Ann Po'ijiion League BACKUS, R.A Backus, 
mon 90/01/24 Aiomc Safely and licensing Appeal Panel. 86pp 52444 013- 
52444 098 

9002010081 App'icarl response lo mlervar.ots motion lo Ne aupp'ornon'el bnel.* Inie*- 
vonors 900116 mouon lot leave to Me st-ppiememal bnal re 891113 & 1201 fnolior*s 
shou-d be denied & supplemental bnol re.ecied W/Certificaie of Svc . . ^ 
TROUT.JP Pubic Service Co of New Hampshire TROUT.JP Bopoa * cay Tiw 
9738 90/01/25 Commissioners 7pp 52445 149 52445.165 


9002010113 Requests msi RA Hampe & T Kinder be deleted & G Neison be added io 

MORANGti'^tomic^Salcty and Licensing Boa-d Panel rtlOO 9744. 90/01/26 Dock- 
et ng i Sorv.cos Brancb Ip 52444 106-52444.111. 


-«»26M045 Applconl answer lo •nie-venors moUon to admll lata fad tcnvv, ■ 
toopon record based upon wiihd'owni of Commonwonllh of WA omerponcv u-lk ' 
nahwork&WCGY.' W/ supporting Info & Cortiflcaio ot Svc. 

0 :GNAN t G Pub ic Service Co. of Now Hampshire DiQNAN.T G. Ropes & G-», t- 
11/16 Alom« Sa'oty nnd LlCO,nsi.n9 Ronrd Panel 75pp. 52530 307-52539 020 

0(KI2080036 Appllcart responsn to Board onfcr of 0001 1 1 • Suggests mat Som v 
lu'ine: action on rarondod Issues uniii Commission lias spoken W/Cen tea's « c - 
TROUT JP Public Service Co. 0l Now Hi«m()Shto TROUT.J P Raid 4 p^j,. ,y.-. 
9700 00/02/01. Atomic Safety end Llconsin.g Board Panel lepp 52^«’ 
52536.108 

9002060098 NflC SiaH (urther rosponso lo 00011 1 Hoard order.’ Advises BCirS-jv 
ptocoad w/turihor consiflefni'on of lomanded laaiios until Conirr.lsslon has cor^^- / 
Itnmodiale olloct.vososs rovlow of LDP-89 3? W/Cortiticoio ot Sve '*■ 

yCUNG.MA. AssifttanI Genoiai Counsel for Hoerings ff190 0761. 90/02/01 
Safely and UceA-s'ng Board Pnno' 6pp. 52537 203 52537.200. ‘ 

9002066137 Response of Ccmnionwooiiit of MA ally general 6 NECNP id erti-: lyv, 
o1 9001 1 1 .* Board shrjuid conduct hearings at po nt wtion Board coc’d piocseij c u 
cordance w/ALAfl.024 & provide piol.cotising Pourings Coniiicato ot Sve onci 
TRAFiCONTEJ. Massactiusolia, CommonwoHith ot CURRan.D. New End'a.vj 
Hsn 00 Nuclear Pollution CURRAN.D. Harmon, Cunan & Tousley. #190 9/64 9C 
01 Aiomc Safety and Licensing Board Ponol. Opp 52537:224-52537 232 


-9002010110 Certif.caie ol sve Soabrock i.ee.'.so p.'ocood.ngs * ReQuosia lhal RA 
Hampe & T Kmdor bo deleted & G ivoison bo aOflod lo avt lai ita proteeCK'o.w/ 
Certificaie ot Sve 

HUNTiNGTON G H New HampsPre, Slate Of. 89/12/12. Atomic Safety and Licensirg 
Appeal Panel 5pp. 52444 107-52444.111. 


9002160123 Forwenfs siaiemeni of issues li> l>o Inc'udod in Soaccasi AnyPtyw 
Loaa.idbnal neuppcd of l BP-89 32.in losponso lo 000131 order 
BACKUS R A SoBCoast Anil-f’ol uiipn Lnanuo. BACKUS, R A Backus. Wa>e,' 6 So-, 
men #100 0031. 90/02/01. ROSGNTHAL.A S . WILBER.HA, BOLLWER4.G; 
AiooLC Safely and Licens ng Appoa' Pnnol. Ip. 52606.357-52606 360. 


9002060062 Reqjasi for amend to sve isl ' Repuosts addition of aufhor & detofon ci P 
Ahrens to svc lisiCea' ca’e of Sve enci 

BRANNPT Mane Slate of #190 9793. 90/01/20. Aiomc Sa’aty and licohsmo 
Board Panel. 6pp. 52536 075 S25o8 060. 

9002080090 Applicant mot-on lo d-srr.isa abandoned remand issues ’ Sescoast Ant -Po‘- 
tu'.on League coninues to d sp'ay conie.m.pi fo.' Board o.'de.'a & aheutd ba lequi-ed to 
face cor'-sequences CerLficaie of Sve enci 

TflCUT.JP Pub'ic Service Co. of New Hsffiosh'io TROUT.JP PaoosS Gray. tfiOQ 
9768 90/01/26 Alorr-lC Sa’ety and Uco.ising Board Panel tOpp 52538011- 
52538020. 

9002120312 Forv.aids addi cry o' Newburyport brief on appeal of paniaf miHai doc-s’on 
of SPMC 16P-89 32 8 s'aiemeni of issues presemed re eppea' of IBP60-32W/O 
eneis Related conespondence 

HILL-WHILT0.N,R Newturypon, MA. HILU-WHILTON.R Lagouis. KB-Whften & Ro- 
ipndi (fermeity Lagoul S, Cla/k, M,H-Whillon 8 McQui #100 9*99 90/01/28 TROUT J 
Public Service Co ol New Harr.p$h'ie TncuT,j. Ropes & Grey, tp 52572196- 
52572196 

9002120358 Forwards revised bnel on appeal of partial m ua' decision on SPMC & 1O68 
FEMA-graded exarciie ^l.BP-69-32| to include porbons of transcript cited m briei e$ 
app 

BACKUS.R a. Seecoasi Anti-PolUtlon League. 8ACKUS.R A Backus. Meyer 8 Solo- 
mon #190 9602 90/01/29 BOLLWERK.G.P. HOSENTHALAS. WILBER.HA 
Atomic Safety and fjcansmg Board Panel ip 52571 3SO-52S72.ieo 

-9002120360 Seacoast Anti Poi'uien League revised onef on appeal of pemel ■n.>8f do- 
cryion on SPMC & 1986 FEMA-gtaded exeictse tLBP'66-32) ‘ w/suppoAng mto & 
Certificate of Sve 

BaCkuS.R A, Seacoesi Ani-Po'iution League. OACkuS.R A Backus. Meyer s Solo- 
mon. 90/01/26. Atomic Safety and Ucenamg Board Panel 2(^p 52571 3S1- 
52572 190 

9002060056 NRC Staff response lo 900111 Board order & reouesi to evleryi 900201 
deadine.' W/Certficate of Sve Served on 000201 Oaniod lor Board on 000131. 

* Ass-stam General Counsel for Hearings & Er.'orcemeni. #190 9776 00/01/30. 
Atomic Sa’ety and Ucansing Board Panel 4pp. 52538 081 -S253S 084 

9002060064 NRC Stall response to ir'iervenors motion for leave to fite suppiemoniei 
bnel.’ Board requesi for coirments provides no basis (or edoi o'lngs before 
Commission Accocd>rtgly.mo’ioc\ sKould be den ed CeAificate of Sve enci 
YOUNG, M.A. Assistant General Counsel lor Heanngs & Enforcemeni #100 9773 90/ 
01/30 Commissioners 7pp. 52538 049-52538.055. 

9002060113 NRC Stab brief in opposiiKin to in’ervenors appeal of LBP*B9-28 ’ Board 
properly denied Seacoast Anti Pollution League & NECNP mol ons to leopon record S 
decision should be atrirmed Ccfti'icaie of Sve cncl. 

BACHMANN.RG. Aasisiani Go-ieral Counsel tor Hearings & Enlorcomoni. #IB0 
9765. 90/01/30. Aiomic Sa'ety and Licensing Appeal Panel. 47pp. 52537-303- 


9002120317 NRC StaH re^nse to 900111 Board order S request lo extond 900201 
deadi no.’ Suggests aSlB postpone cens.deralion ol issues In ALAB-924 romand unsi 
after Commission completes im-nediate elfocLveness revlow W/Cenilicaio of Sve 
YOUNG, M A Assisiani Ge.-ieral Counsel lor Heanngs 8 Enlorcome.nl #190 9800 90/ 
01/30 Atomic Safety and Licensing Board Panel. Spp, 62572:191-52572.195. 

9002080077 Order.’ Direcls Seacoast Anti PolluLon League lo file s'elemenl ol issues 
^l^Mmplios w/900102 order on or before 900205.W/Ceaficaio of Sve Served on 

TOMPKiNS,B A. Atomic Safety and Ucens.ng Appeal Panel #190 9774 90/01/31 
Seacoast Anti-Pollution League. 5pp. 52538 Ol2-52530 026. 


9002060026 Commonweallh of MA motion to reopen record ’ Portion of proceetSng r 
ulii aien & notification sys should be reopened on basis that fou.ndaiio.ne for LG(A8S 
17 noloriMr hold ifueW/sopporting Into & Certificaie of Sve 
GREEfl,LB Massachusetts, Commonvreallh of #190 9785 90/02/01 Atomic Salei 
and Licensing Appeal Panel. 272pp 52536 109-52539 020 


-9002080040 Alfidav'i of AA Kelsey.’ Discusses radio coverage in MeriJmac Valley w/ 
si^portina info 4 CerLficaie ol Svc. 

KELSEY.A A ArtiilronCo. 89/11/21. I9pp. 62538 280-52538 300. 


-0002150138 Seacoast Anil Polijtion I osguo brief in support of LBP'&9-32 ’ Stater«n 
of Issues novfdPd SvC list ecKl 

BACKUS.R A. Soacoasi Ann Poll. iiipn Lunguo BACKUS.R A Backus. MsyerSSiK- 
mon 00/02/06 Atomc Sototy and Liconsing Appeal Panel 3pp 5260e;‘2. 
52606 360 

9002280027 Soabrook "roodinoss" review ’ Roquosts Board lo cans der sisfed 
views el anachmonis to NRC OOOtOO & 09 lira duo to iniotvonors net rec&Mngdccu 
menis utiU afiernocn of 9001 IB & elinr Comiiusslon moofing ondodW/re's'eo r’) 
CURRAN.D.. CURRAN.D. New Eng'nr^d Coalition on Nucloar Pplutlon. CbPRAV3 
Massachusotla, CpmmonwoallM of #190 0901. 00/02/01. CARR.kU. 

ROOERTS.T.M.nOGEHS.KC Comrr’ISSiOnerB. 127pp. 62604:259-52685025 

9002120361 Emergency moi'on of Into-'vonoie lu (1) clprify ataius of appeal of 
33 6 12) lo fcopoi* tptorfl on Sliito Pf NH toiholedcftl omprgonpy losporiss pliiSH: 
need for sheiienn-g In connin circi-meinricos * w/Cort iicaio of Svc 
TRAFlCONTE.J. Wassnchiisotls, Com-menwoollh of CURRAN.D. Now Enj’anc Ce4' 
nonen Nucloar Pollution. CURRAN.D. Hpimon, Cuiron & lousloy. #190 9305 K-'O)' 
06 Aiomc Saloiy and Llconsmg Appool I’aniil AIpp. 6257t:307>5257l:347. 

9002130041 intorvenors oppos'ilqn to oppl canl 000126 motion 10 dismiss abanomf 
remand issues * Monsn should bn iionlod duo to ASLB 9001 1 1 order piovd.^ ti.' 
baeib tor mouon CeriJ caio of Svc onci 

TRAt-TCONTE.J. MosS8Cf>usoilS. CommonwnQlIh of. CURRAN, 0. New Eng'snd Cuk 
bon on Nuclear Poi uuon CURRAN.D. Mmmon. Curron & Toua'ev. #190 98lt.60.’02’ 
07. Aiomc Safely and Liconsmn BunrO Ponol 0pp. 52572.239-52572 247. 

0002160037 intorvonoiB iirquesi for oppcrtuhiiy lo briol ALAU-924 in event Co.irriud' 
docidos 10 review 4 for housokcoping aiay.*^ Rcqiiost prorrtploo by listed represent- 
i-cns made by NRC S appi.cent m 000201 plond ngs W/CoRiticato of Svc 
CURRAN.D New England Coolltioii on Nucloar Pollution CURRAN.D Harmon, Dri’ 

4 TouSiey BACKUS.R Soacoaui Anti-Pollulion Loaouo. #1B0 0825. 90/02/08, Con 
miss-oriefe. I2pp. 52606 256-52606 260. 

9003160103 Noiice of fi'ing.’ Subni ts two rople updating mails Includod in FEMA Ok 
1988 consoliOalod lind:ni) oh planl Cortilicalo ol Svc end. 

FLYNN.H.J.. MCPHETERS.L.H. ForJoroi tiinorgoncy Manogemonf Agsr.cy. #1909871 
90/02/09 I82pp 52606 063-52606 224 

9002160167 Order* Extends lime lo 000313 In which Commission may review deostf 
of Appeal Board -n ALAB-924,pei IOCFn2.772(G). Cortilicnle ol Svc onclServedor 
900212 

HOYIE.J.C. Office Of tho Secrotary ol tho Commission //100 9837. 90/02/12 Com 
m'sslonors 4pp. 52606 054 -52606.057. 

9003160223 Mo-moranOum.’ Oral ergumoni teniQllvoly scheduled for 900416 c 
Oeihesda.MO 10 o.-norgoncy ptar-nlng manors raised 'n iniorvonors appeals I'Cm ky 
89-32-L8P-e9-17.LBP-90-01 & ro'atod lul nna CeRil.calo of Svc e.ncl Served of 
900212. , , 

T0MPKINS.8.A. Alo.mic Sofoty and LIcons'nn Appeal Panol. #193 9933. 90'02/lt 
Spp 52808 058-52606 062 

9002180220 Forwards EDO 000209 mAmotandum ptovldlng adcH mlo 'O.vark^sji'^ 
bled alfogailons made concorning p’ant & Insp Ropls 50-443/00-00 4 50-443.'is-> 
82 Relaiod corrospandenco. 

TURK.SE. Assislani General Counsel lor Hearings 4 Enforcemeni ’#190 Sew 
02/12- CURRAN.D New England Coal Hon on Nucloar Pollution. CURRAN.D. Hyw 
Cunan & Tousley. TRAFfcONTEJ Masapchuaelts. Commonwealth of 23 ’Pp 
52636 :1(M-S2638:33e 

9002180223 Appi cant motion for exionslon ol lime lor filing & on'erge-ment of ^ 
tabon re responsive brief to appeals taken from LBP-69-32 & certain... " W/CenriiM 
otSvcSefvodon0DO2l3.GfantadlorASLADon9OO2l3. - , , 

• Public Service Co. ol New Hampshire. //190 9085. 00/02/12. Atomic Safety a-« 
Licensing Appeal Panel 4pp. 5263/:266‘52637:269 

9002220008 NRC S 10 II response lo Commonweallh ol MA ally genoral 4 NECNP^ 
marts wi remand issues.’ No bar presonily exists to ASLB furTsdicHon loconsroen 
manded Issues & Jurisd ciional arguments consldorod unavailing. ... 

YOUNG.M A Assisiant General Counsel lor Hearings & Enforcement ^ 

02/12- Atomic Safety and Licensing Board Panel 4pp. 62637:O96-62637:i09 



-9002320017 NRC Stall rosponsa to appicani moton to dsm.&s co'tan remanded 
issuaa * In light of Soacoasi Anii-Po'iution League wiihd'awa' irom etartidpaticn In lur- 
tiier proceecTna betoio Board, ihioe issues shou'd be aisn'.ssod.w/Cortiticato of Svc 
YOUNG. VIA Assistant Genorat Coiinsal tO' Hearings & Enloxe'neot 00702/13 
Atomic Salety and liconslng Roarcl Panol. tOpp 52637. too S2637-tOO- 

9002230016 Inton/onors rep'y to applicant response 10 ASLG order of 000111.* nahitos 
applicant 60020t response tnai loechors have usual roio to accompany students yt 
emergency evacuations W/eupport ng into & Coriiiicato ol Svc 
TftAFICONTE.J. Massachusetts, Corrmonwaatth Ol. CURRAN, 0 Now Entfand Co8j- 
lion on Nuclear Pollution CURRAN. 0 Harmon, Curran 6 Tousley ti 103 OBfIS. 60/03/ 
12 Atom C Saloty end LicOhsing Board Panel. 25pp 62637;113-53e37 137 

6002330294 App'icant motion loi evtonslcn ol time lo' t Ung & sn'orgomeni ol page llm.- 
letion re respoc.sive brtel to appoa'.s tokun Irom lQP' 06'33 & corinin eubsicta'y deci- 
sons.' Cert.licato ol Svc onci 

TROUT.j.P Pub.ic San/ice Co. of Now I'ampshra TROUT.j.P. Hopes & Gray A 190 
9363. 60/02/12 Atomic Safety and Licensmg Agpen' Hanoi. 5pp. 52638339' 
52636:343. 

0002220036 App'icant rosponso to Commonwoaith of MA aity genorat moiion to roopon 
record * Ally yoneral 900201 motion aliuuld be denrao due to moliun lacK ng rogii'i)' 
to.'v basis & not accompanied liy n^qiJsiio hII.cIoviis 

OluNANTG Pubic Serv.ci] Co ol Now Harrpabiro. UIGNAN.T.G. Kopos & Gray 
#190 9691. 90/02/13. Atomc Saloty and Licnrra.nq Appaal Panel 3?pp 5263? 14?- 
52637.184. 

-9002220040 Siaiemoni ol R Sawyer ra New Mamoshire Yan'-oo * Discussas concerns 
w/691 103 aliido 'it taken by Commonwaaitli of MA oily gennrH' ofc.'nckid^ng fact that 
agency had no authi^irity in pa'ticipeie in publ.c safety p1a'tYng.V7/Coibhcaie of Svc 
SAWYERRN Mossachusotts. CommonwoolUi of. 69/11/17. 22pp. 52637 174- 
62637:104 

9002260049 App'icant rop'.y to rusponso of Commonwealth of MA any general & 
NECNP 10 Board 0001 1 1 O'dot.* Cammonwoelih of MA aity gonoral coryd r>ol appeal 
Issuos or ,ump In to litigate issuo on remand W/Cortif.colo ol Svc. 

TROUT JP. Public Service Co of Nuw Hampshlro TROUT.JP. Ropos & Grey /yiOO 
0908. 60/02/13 Atomic Saloty and Licnnsing Qoard Partol Spp 626a5:033- 
52685.040 

6002320093 Iniorvenora metian to auppl application for stay oi L8P-80 32* nogunais 
Commission to stay lull power cpemiion at plarii uritil ASLAB ry'os on yilorvcnora 
suppi to reopen record W/Supportmg into & C'crtilicotii of Svc 
BROCK. Ml MasaachusoHa, Coinmonwoallh ol. CURRAN, Q. Now Enpiand Coai-t.on 
on Nuclear Po'luHon CURRAN, D Hotmor>. Curran S Tousfoy. tl '90 0065. 90/02/14 
Comml8a<0'-.ers 50p0 S2C37 21 1-52637:250. 

9002220112 Order.' RequOSta NRC & appiCQnt addruss maitor of pcc|ir» forum In to- 
epondlng to miervor'.o'e 9C0206 motion to rocpon rocO'd ru Slate of NH omot|>ercy 

B lan & need lor shoiteiAg in cono.n inaiar'.coa W/CoriificHtn oi Svc. Served on 000214 
AQiNS.EE. Atomic Saloty anti LIsonsng Appoul Hanot. /HOO 9690. 99/02/14. 
Ofliee ol the Qeitoral Ccunsot (Poet 660/01). 7p|) 52637 250 52637 2C>5 

6008280016 App'icant rosponso to Ininrvonors rnguost fo' op|>CKiur.<ty lo br.ut ALA6-924 
In oveni Commission doc.cjos tn review & lor iiousukeopiiii} stay * Urges Ccnvii.ssion 
10 dorty (urthar lirlol ng W/Cortdlc.nio of Svc 

DlQNAN.T.Q Public Service Co of Now Hjirrpshiro CiGNAN.TO ilopos A Gray 
#ieO 0906. 60/02/16. Commissioners. 7|)p. 52684-252 02664 25R 

6OO228O00I Applicant motion to ciienge oral ergumtnt date.' Hoquosta that date bo 
changed irom 600326 to 0C032Q duo to counooi ob'igai.on as town oi Siidbi«v.MA 
modorsior W/Certilicato of Svc. 

OIGNANTG Publ-c Scrv.cn Co. ol Now Hampan.iro OiGNAN.T.O. Rnpos & Otsy. 
#180 S9t2. 90/02/16. Atomic Saloty end Ucons'ito Appeal Pane' 6pp 52004 156- 
52084 163. 

9002260003 Applicant advice to Comm.sslon ru orronocus siototnont -n app!.cani ra- 
eponse to Intervenors Immerfiein oflaciivoness ravlow commtmie.slay toryjosis 6 
euppi to iniervor.ofs motion to vncalo Hortinnq ol LRP-OO 32 ' W/Ccriii.caie of Svc 
D'.GNAN.T.Q. Public Sonrico Co. ol Now Hanipahiro DIQNAN.T.G. Ropos 8 Gray 
#190 9913 90/02/16. Commlsslonois 6pp. 52004 164-52664 169 

6002280003 Applicant rosponso to Intntvonors motion to suppl appircal4tn lor sioy Ol 
LBP'Qe'32 ' Motion should bn don'nd on bas'S that hung conskfomd laio A Mch ol 
domonslrai'cn of significant issue. 

OlGNAN,t Q. Public Senrico Co. ot Now Hempshiro. DlGNAN.TG Ropes A Gray 
#190 9914. 90/02/10. CommlsS'Onors tOpp. 52581:170 52664 167 

60022C0004 /^plica'll rospense to omcrgoncy moi'On n1 intervonoTKlo clarity status Of 
appeal of LOP.09-33 A lo roopon record nn Sialo of NH radio’ogicoi oinorgoncy ro- 
sponse plan as to noud lor eholioring in certain.. * W/Certificaco of Svc. 

DtGNAN.T.Q. Public Sorvico Co of New Hantpshiro. DlGNAN.TG. Ropes & Gray 
#190 9916. 00/02/10 Atomic Safely and Uenns-ng Appeal Panel 52694 itw- 

S26&4 202. 

6002260005 Heiliion of FEMA lor loove lo IHo FEMA rosponso to umorgoncy mohon ol 
Intervenors to reopon record as to need for sholioring '/i certain circurri'.ancoe.* 
FLYNN.H.J., M.CPHETERS.L.H. Fedoral Emorgoncy Managomeni Agency #100 6905. 
00/02/16. Atom-.c Saloty and Liwonslng Appoal Panel. 2pp. 62684 203'52604'2i4. 

*-9002360008 Response ol FEMA to emorgoncy motion ol inlorvnnors (o roopon record 
as to need lor choUorlng in coriain circumstances.* Opposes reoporrng hearog 
record on account ol newly availab'o ovidoncu.W/Cerniicalo ot Svc. 

FLYNN, H J . MCPHETERS.L H Fedoral Emargoncy Managomont Agency. 00/02/16. 
Atom c Safety and Llconslng Appeal Panel. tOpp 62604:205-52684:214. 

9002260045 Order * Advises that oral atuumoni on appeals of Seacoast Anll-1>olhrtion 
Loague.Commonweabh of MA 6 NECNP from ASlb Momorondutn A Order tBP-89- 
28 wi'l be held on 900320 in (3Qinosda,MO.Sorved on 000216. 

TOMPKlNS,B.A. Atomic Saloty end Llconslng Appeal Panel. #100 9802. 90/02/16. 
Office of the General Counsel (Post 860701). 2pp. 52685. 03l'52685.032. 

9002280066 Intervenors briol In support of appeal ol LP3'90-01.* Decision should be 
reversed A emergency broadcast s'ys conlontion A eddi basis adm'tted.W/supporing 
Info A Certificeto nl Svc. 

GREER, L.B. Massachuaetis, Commonwoolth of DACKUS.R A. BaeVus. Moyer A Solo- 
mon. BACkuS,R.A. Seacoast Antl-Ho'.lutlon Loayuo. #190 9010. 90/02/18. Aromlc 
Safety and Licensing Appeal Panel. 83pp. 52685:317-52666044 


H. General correspondence 

9003050027 Rospcnds to 891212 roquost for alaiua ropi on NRC licensing acltviilos at 
piatK.responsfl to comments by two conatiiuents ro fac I ty A NRC resporvss to several 
Senate ooffodguoa on pro-ceduroa used by Commlaalon Irr 'icensing p/ocoodng. 
PAnLEH.W.C. Olhee ol the Gsnorol Counsol (Post B80701) 90/01/04. COtfEN.W.S. 
Senate. 7|^. S2534 150-53034. 170. 

—9003050030 Roquosis rovluw A corrmonts on er'cl Itrs from constituorits re llconslng 
of prani A procedures lo'iowod In hconslng ol plant 

CuHEN.Vt/.S Senate. fl9/t2/i2. ORADbuRNEJ.C Congressional Atfairs. 4pp 
52547 I27.62S47 130. 

0002220342 Rospcnds to 90011 1 Itr requesting consideration ol den'al ol license lo 
operaio.basod on Roo'd of Soioctmon of Town of Essov.MA 69071 1 lir A advlsos that 
roquesi fet ciiol issues bn addressod tieforo NRC consido' decision re ilconso dan-.ol 
MLinLEY.T.E. Oil CO nl Nucioar Reactor Regulation, Director (Post 07041 1). 00/02/ 
00. P^ERCE-aJORKLUN Alfihai.on Not Ass.gned Ipp. 52096:124-52606.131. 

-90032203S3 Notice ol rccdpl ol potition lor dirncior's decision urrder 
IQCFR2 206.roqjf>st ng cons dotal. on ol denial of Ilconso lo operate laci.ily. 
MURLF.Y.TE Office of Njcioar Roario' Rogulation, Director (Post 870411) 00/02/ 
09 4pp 52606120 52690 131 


P. Operating license stage documents & corresponrtenca 

9002i602r4 Press roleaso acfvfs-'ng ol Cornmisson OOOiis public bdofing tn 
RockviloAfO to dscuss ecnsldoral-on of lu l power I corse for plant Certiiicaie otSve 
encf Sorvod on 900105. 

• Off.ee Of Govcfo-nenia' A Pub.’'C Affairs (Posi 670413) #190 0657, 90/01/03. 6 pp. 
52633070 52638074 

94)02020014 Advises fhal Amend 63 [o updalod PSAR wid be subm.itod on or before 
000315 so that lolosi plant procoduros.Toch Specs A any changes nocossilatod by 
powa' oscons'on loslp'ogrnm can bo relloctod 

HeiGEf.flAUM.T C. Puh'ic Service Cki Ol Now Hampsh ro 90/01/08. Oocumonc Con- 
VO* Omnch (Drwjtnonl Contrn' Hosk). 2pp. 52533. l49 52533:150. 

9001360028 Fotwqids toch Spocs coriocting errors in hdotr & typoS Uhl performed 
procoei tu certify Tech Specs based on review of FSAR through Amond 62 A SER 
ihrouy't Suppl 0 A p’ani as hu ll cond't.onSubmittoJ pot V Noraos OOOill raquesl. 
FF.lGENBAUtAT.C Pub’lc Service Co- Of Now Hampsh.ro 00/01/12. Document Con- 
uoi Branch (Oocumoni Control Desk). 3pi> 52466:053’52480 0S6 

-9001200026 Proposed Toch Suoce correct rsg errors in index & typos conitying Toch 
Specs based on covinw of FSAR through Amom) 62, SER through Suppl 6 A plant as- 
bii it con-fmon 

* Htb'K Service Co. of Now Hninpiblro OO/OI/IS. 3pp. 82469.058-52469:058. 

9003010287 ^bn<iis .nfo ior)iier,lor1 by ChO'rmoh Cnrr ro facility rnaint backlog 
FEiGEHBAUM.T.C. Pubic Service Oo. ol New Harppsb.ro. 80/01/10. Document Con- 
trot iiianch (Oocument Control Doak). 8 pp 5250&. 171-62605. 172 

9001390431 Providos hotiicat.on ol completion of inaoequata ooro cooling monlionng 
eye orhettcomoms.NUnEG 0737. Item ii P.2. 

FEiGENOAUM.TC. Pub’ic Se/vicp Co Of New Harypsh'/o 80/01/23 Documeni Con- 
trol Btarxh (DMumnni Control Desk). 2pp 08480:305 58480.306. 

9002020009 Sub'iuia add: inio ro FSAR Chapter 1 4 reva.eor NRC roquesi Centro) room 
opetaiora ixi'tovoci to bo epbropikilo'y iro nod ro nalurat clrculatiori Ipstirg. 
FElQENBAUM.T C Pub’ic Bervico Co. 01 Now klamjish ro. 60/01/23. Documeni Con- 
Itol Orsnclr (Document Conircl Doik). 8 pp 02586 0u6-58580 067. 

9002070264 Advisee that icensea 060527 response lo Qonertc Lir 68-05, "Boric Acid 
OoiTon'on of Carbon Stool Roodor Boundary Comperterrte in PWR Plants," providos 
assvtenccs that iirogram irt place dool-ng w/boric odd loaKaga. 

NFRSESV. PttHoti Uirecioraio 1-3 90/01/86. QROWN.E.A. Public Sorvico Co of Now 
Mompshffo. 3pp 6260-f 2C0-586O-f 806. 

9002230207 Forwo'ds (niortm control rod withdrawal limits lor lacRty, Cycle t.par Toch 
Spec 3 1 1 a.Acton a 3 

FEIGFNOAUMJC. Public Service Co oi Now HarnpaMre. 90/01/30. Document Con- 
trol Branch (Obct-menI Control OesV). 3pp. 52701: 140-62701:142. 

9002070887 Stall roquiromams memo re 600116 Immadiato elfeciivenoss revle'w brtel- 
ing A nockv/lo.MD by raprasonlauvos of New Hampshire Yenkoo.Commonweallh ol 
MA Aomorportius ro roatlmosa to □porato (ncllity ai lul' power. 

CHtLK.S J. Ollico of the Socroiary ol tho Commission. 00/01/31. TAYLOR.J M. Ole of 
Iho Expeuhvo 0 rscior for Operot ons. 2pp. 52804:251-52604 .252. 

90020^065 Forwords in'o ro mods to plant NPOES permit, per plant en'/iron protection 
n'tOnAM B 10 Lfconso NPF 87. 

FEKjENBAUM.T.C Pub'lc Sorvico Co. ol Now Hampsbiro. 00/01/31 Document Con- 
trol OiQnch (Document Control Desk). 1 tpp 52600:132-52609: 186. 

-9003000068 "Flow Moaauromenis.Soebrook Un't l.SeabrooK.NH.Clrcu'almg Wator 
Pumpa." 

HECKER.QE Atdon Rosoerch Laboratory. 65/00/30. 26pp. 62609 143-52600:166. 

M02060325 Roquesta that end Action Statomonts c A d to Tech Spec 3.6 1.1 bo re- 
viewed A if 8 pproprmie,usa fe/ inclusion In piani lull power Tech Specs be corunsd 
NERSES.V. ProlDCl D.roctoraio 1-3. 60/01/31 BROWN, E.A Pub'lc Service Co. ol New 
Hampahlro. 5pp. 52609.00l-52609.0n5. 

9601290061 Goneric Ltr 90 02 lo all LWR liconsoes A e 0 }llcant 6 re ellernotive reguiie- 
manls lor fuel assomblles In design feeturos aectiori olToch Spoca.Svc l-al ericl. 
PARTlOW.J.G. Asaodate Direcioi lor Projecis (Post 0704 1 J). 90/02/01. Consdidat- 
ad Edison Co of Now 'Yo.k, Inc. 39pp. 52637:066-52637:093. 

9002090103 Grenfs ut/ OOOfOd request for dracretionary enforcement for steam (urh'ne 
driven emotooncy feedwater pump toaiing at feciliN. 

BUS^LL.W T. Region 1 , Ole ol the Olrecior. 90/02/01. BROWN, 6 .A. Public Service 
Ca. or Naw Ifampsnfro. 6 pp. 52607;060-52607.06S 



IHO 




C.IVIO 


-flOMOSOIOS Requosts cJiscfeiicna.'y ontcrcomoni ppplod to TocH Spec (oa'lo# un.! lo 
fctral.'i in Mode 3 to fac Male p6fiC'ma"co ct rocuirod lesing 
FEIGENBAUM.T.C Puolic Service Co- cr Now HeirpsMl-o SO/Oi/0^ RUSSELl.w.T 
Region 1. Ole of the Oirocto/. 3pp 52607 066 52607 060. 

6002160261 Provides updsied (raini ect-v.ty & schcdjio mlo ss lo'low.tp lo i>1i GC0I25 
Ur. Emergency feedwater sys tu't> no urcoup'ed ovoispeod tos' expected to bo per- 
formed on 600207 w/o.ntry into Modo 3 schedj'ed icf 900209 Scf’emeiic oncl. 
FEIQENBAUM.T C Pub' c Service Co. ol New Han-pen-e 00/02/05 RUSSELL.W.T. 
Reglon 1 , Ole ol me Director <ip? 52655 068 52656 09i 

9002160072 Advises mat 890221 rosponse to Generic Lir 09-14. "instru-TionI Ai Supply 
Sya Problems Atfeciiio Sa'e'y-Relaiod Eq'J pTenf flccopiabte. 

NEnSES.V- PtoSacl O.toc'.otQie 1-3 00/02/08. 6ROGM.E A Pubti: Service Co oINcw 
Hampshire 3pp 52609 005-62866 007. 

9002150264 Submits add hlo ro iaie-‘ led o'legaiions & siaijs ropt cn piael mail leaci- 
nesa from uii'.por 9001 1Q statue bneling Enci insp Ropt 50 443/0008 deserbos 
reviaw ct 266 a'logato-is Meganons unsuosls'iiioiod.iNfo eniVs 
TAYlORJ M. 0‘c of Ihe Enocutivo 0 rector lor Opo'ations. 60/02/C9 CARR. ROB- 
ERTS, ROGERS Commissd-ners 3pp. 52666.094-52056.099. 

9002220085 fonvatds rovlsod Tocli Specs ro ECCSpo-- 900131 eppl.cail<-> tor amo-d 
to License NPr-67.Coriiiie3 that end Tech Specs accuraioly lahcci es-buli pla't 
conllguratlon.FSAR ihrcugh Amerkd 62 6 SSER 8- 

FEiGENSAUM.T. Pubi c Snnrice Co ol New Hampshire. 90/02/09- Oocurrteni Ccnitol 
Branch (Oocumenl Control Oeav). 3pp. 52696 120-52696 123 

-9002220067 Proposed Tech Spec 3/4 5 1, "Accu.T-uiRicrs," revisrg Acicn Siaiemort 
0 re dec'adng sccumulotors Inopo.'ab'o 

' Public Service Co. ol New Hompsh ro. 90/02/09 ip. S269Cii23-520£6. l23. 

9002280338 Responds lo Genens Ltr 69-13 re sve water sys preb'ems allecnrtg naleiy- 
telated equiprrerit.Concerns w/nn ng of ppes & vavas have been eliecii/eiy ccrtcct- 
sd & being mon Cored (o ensure sya & component |.-i|cg'ity mamiaitted 
FEIGENBAUM.T.C Pubic Sorvea Co ot New Me-ico 90/02/09 DocuiKmt Ccniroi 
Branch (Oocument Convo' OosK). I8pp. 52695 324 52695 341. 


O. inspeeilon reports. IE Bulletins & corrsepondence 

9031290148 Concurs that utii may reslni piani.subi lo satiiiacbon ol Tech Spa: <e- 
Quiromanu & i cense eondivons iTiposod by Licenso NFP-e? i confirms that impte- 
menieiion of programmatic changes enVanced abit ty lo conduct testing 
flUSSELLW.T. Region I, Ole o' the Oiroctoi. 90/01 709. ORCWn.E A. Put-i-e Sorwea 
Co oINewHa.'npsF.ire. 7pp- 58468.104 52485:110 

9001310029 Forwards Evam Ropt 59'443/e9 I tOL edrr.in4'-or<d durtog wk ol 
8911 iS.Ubaneae requested to pay ai'enticn to open .temnSec’en 4oi rapt 
OALLO.RW, Region 1, Olc ol 'I'S Ocacior eO/Oi/iO BROWN, £ A PtWe Se-'vico 
Co. of N»M Hsmofthto. 2cp 52497 271-52495 049 

-9001310029 Exam Rept 50-443/89-t10L on 891 1 13-I7 E>em resulta Iwo Cut of eigM 
senior reactor operator eandideioa 8 ai lou' reactor operator canddotos passed 
exams & grenied iloansos 

YACHIMIAK.E.. ESEUQROTH.PVy. Region 1, Of: ot the O.roclor. 90/01/05. S87pp 
52497'873-S2498040. 

9001300468 Advises lhai dralt final rapt tor ctoseoul o' lE Bui'eivi 70-23 lound 
acceptable Lead snginoers tor lE Bu'ietns 84-02,80 06 & 87-002 roassgnod as Uied 
BEniiNQER.C.H oeneric Coirmunieaions Branch, NflC05-05-iS7. 90/Oi/t7. 
LOFY.n.A. PARAMETER, Inc. 3pp. S2513258-52513259. 

9042020112 Responds to NRC Bu'ietin 69-003, "Potential Loss ol Reduced Sf^jidcwn 
Ma'gin Outing Relue''tig Operelona'' Pt&nt lelue'itig procedures actieoutod to bo p<e- 
pe/ed dudno lusl operating cycle ol unit 

FEIGENGAUM.T C. Pub'lc Service Co. of New Hampshire 93/01/23. Document Con- 
trol Branch (Oocumenl Contrcl OosS) 2pp. 52546 276-52546 2 76 

9041230128 NRC Into Notice 90-005. "Inier-Syslem Discharge ot Reactor Coolant" 
Sve list end. 

ROSSl.C.E. Division ot Operational Events Assessmeni (Post 670411) 00/01/29. 
ConsoHdalod Ed son Co. of New VorK, inc lOipp 62535.125-52535 227. 

9041230176 NRC Info Noice 90-006. "Poie'r'ial tor Loss ol Shutdown Codng whip ol 
Low Reactor Cooler-i Levels" Svc iisi e.ict. 

ROSSl.C.E. Division ol Oporatioial Events Assossmo.nl (Post 8704I1). 00/01/29. 
Consotids'.ed Ed son Co. of New York, inc lOipp. 52535:025-52536 124. 

9001240190 NRC Info Notice 90-007, "Now into le Insulation Mail Perfotmsrtco & 
Debris Stockega ol PWR Conialnmont Sumps " Svc lisi o.ncl. 

ROSSl.C.E. Division ol Operational Events Assessmeni (Post 8764ii). 90/01/30. 
Conso'idated Ed son Co of New York, Inc 93pp 52535 228-52535:329. 

9401250020 Suppi 2 lo NRC Into Nouce 88 023, "Polenial for Gas Bmckng ol HPSI 
Pumps DurinoLOCA" Svclsl end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 90/01/31. 
Conao'idatod Ed son Co. o' New York, Inc 9Spp 52533 329-52534;062. 

9401260198 NRC Into Nonce 90 008. "Kf.85 Hazaids From Decayed Fua>.” Svc S$l 
end 

ROSSI, CE. Division ol Operational Events Assessmeni (Post 670411). 90/02/01. 
CoftSdWated edso(\Co. of New York. Inc 77pp. 525S3.ie0-525a3;259. 

9402280027 Seabrook "read ness" revtew.' Requests Board to consider staled written 
views ol anachments to NRC 930106 8 00 lirs due to inteivonors not roesNIng docu- 
ments until eliernoon of 900116 & alter Ccmmlsslqn mealing ended. W/relsted Info. 
CURRAN.O. New Engtand CoatiLcn on Nudeer Fottulion. CUBhAN.D. Harmon, (Ui'tan 
& Tous'ey. i|fl90 9901. 90/02/01. CARft.K.M . CURTISS.J.R. Commlsstonere. 127pp. 
52864:266-62685:025. 

9001290102 SuppI I lo NRC Info Nolco 83-030, "Tergal Rock Two-StageSalety/Relol 
VeVe Setpoint OrlFt Update." Svc list end. 

RCSSl.C.E. Division ol Ope-alional Evanta Assesament (Post 670411). 90/02/02. 
Consdldaied Ed son Co. of New Yo’k, Inc 78pp. 52556 238.52556:317. 


9001300424 NRC Into Nonce 90-099, "Evtondod Inie-im Sio-ago ot Low Level Rad 
waste by Fue' Cycle & Mai s Licensees." Svc lisl end 

CUN.NINGHAM R E Divsicn Of Industrial & Med'cal Nuclear Sa'ely fPosl 370729) 
90/02/OS. Consdosled Edison Co ol New York, Inc lOOpp. 52593 257-62501004 

9002230184 Fonwa-ds Insp Rop; .50 -143/09-17 on 891 106 10 & notice Cl vio'abdn 
HOCGES.MW. Reg on i, Cfc of the Di/ecioi 90/02/05 ORCWN.F.A. Ruble Sorsxe 
Co ol Now Mamnsn 10 ?pp 52716 211-52716.225 

-9402230136 Nonce o< vdatinn Iro-n i.-isp on 891 i06-l0.Vio'atlon noioi itconjon ia.‘c<1 
lo rfa-nonstrale q-.-a'ilicet.on of nsiarod ASCO vave coniiguratonby I'ltho' 'asp c' 
analyss 

•Rcgcnl.OfCOftbeD.rocior 90/02/05. lp 52716 213-52716 213 

-9002230192 Insp Rap! 50-443/99 17 cn 091106-10 & 1204.Vio'a:io.-i noled Majev 
areas hspactcd.i consoo impicmoniaiion ol onv ron quaiif.cation program fnt uslabi-siv 
■ng & ma ntaininy qua'ilicailon of oiocir-col equlp.Ticnt 

PAOLINO.fl J . ANDERSON, C J Rog on 1. Ofc of Iho D roctor 90/01/10 i2po 
52716214 52716 225 

9002220280 Ferwards Insp Ropt 50 441/00 00 on 9001 1 1-0203.No alegjions ie|Vd- 
se-iii-ig mall conciupn thei wnu'd move NRC lo rocommond esiab! sf ng now iKonse 
cond imn rotod Seven unresolved Items noied. 

HUSSEtL WT flegl*n 1, Cic ol Iho Drodor. 90/02/07. DHOWN.E A. Ruble Sc.vVe 
Co. of New Hampahre. 2pp 52679 271-52680.054. 

-9002220287 Insp Rcp! 50-443/93 60 on 9001 1 1-0203. No allogoiors roprosen‘.-tg 
matt condiion thal wcu'd m-ovs NRC to lecorTimord esiob'.iai'lnp row ncon'iu 
bon noted Sevan urioscived itoma ncied Maior aioas inspociecTal'cgai oc-s ro e'en' 
OUfifl.JP negion 1. Ofc ol the Droctor 00/02/07. I42pp 52670.273 52690 05-1 

9002320728 Respcrids lo NRC 3301C9 ltr lO ViOlQtlO.ns nolod In Insp Real 50 -113/69- 
lO CortecOvo achona Design Cnango Ropi 09-30 approved & Insialfed lo rCucaia o>- 
ishng snmpfo vessels Inside 300 F healed end lo pracluda mdsturo condsnsol-on. 
FEIGENBAUM.T.C Publ.c Service Co of Now Hornpshuo. 90/02/07 Documoir Cev- 
VO< Branch (Oocume.'it Coniiol Dosk). 4pp 52696 1 13 52695 1 16. 

9002180254 Scbfflia addi mlo re loio-f led iillOQniio.ns & ataius repi on p uni nnill insd 
ness bom utilper 930116 slalus brielinu End Insp Rapt 50-443/9000 itosciiMiS 
review ot 255 a'lagaPchs Al ogal ons unsutislnnllulnd W/o ends 
TAVlCnj.M. 0‘c Of the Bxocul-ve DrodO' lor Ope'otions 90/02/00, CAKII, MO;!- 
ERTS. ROGERS Co-Yffllssisnors Opp 52656 094-52856.095. 

0002160220 Forwards COO 6032C9 rremprandum uiov.dii’Q eddi inip ra vailoLS iS'O- 
l•le<l aiegahons made couorring plant & Insp Ropts 6O-443/0O-03 & 50 443/60- 
62 Related co'resoandon:o 

TURK.SE. Assrstoni General Cojnscl for Hoarlnps & Enfcrcompni. #100 0084 00/ 
02/12. CURRAN.D New Eng ard Coalmen on Nucioor Po iuLOn. DAGKUS.MA. HeA- 
coast Ar.li Po'iuito.n Leagjp. BACKUS, R. A. Backus, Mpyor & SoloiTibn 231pp 
52636 ll»l-5263e 330 


$. Roportabia occurrences. LERo 6 related correepondenco 

9042600312 PNOi OO OOTon OC0l3Oi>lani mnhngoc suspontlod (com wq<k ifii) to lai- 
uro la pass brooihaiytor losi w/a cchei comoni above promam firrits 1 04}.8ilo ncccss 
suspended & I'consoa In hated mdopendo-it reviow.Siaio o' NH notiiied 
MCCABE-E Region i, Ole of ihO Di-octor 90/01/31 ip. 52550.062-585511 002, 

9002220220 lER 90 002-00 un OOOlOU.discovprod mat ouxihary sampio p.iir,'i usoO to 
sai'sty acUoft Toq„i'omenis of Tech Spec waa not oporaiinp.Cojsod by >il6ie<Jgod 
power luso Piirrp teiocaiod & caution lape installed lo proloci pump.w/O-oOPOO Hr 
BELANGER.R. FEIGENBAUM.T.C. Pubic SorviCO Co. ol Now Hampshlio 00/C2/06 
3pp 52656 076 52658 076. 

0002229236 LER 90401-00 on SOOlOO.wido longp gas monitor low tenge pump lou-'td 
tobeiioporab'e.ipsuUng in noncorrpi onco w/ Toch Specs Caused bv toru'nioi iso a- 
lion valves being loft In open posit on Woikdown ol skies conclucled.w/90320i) hr. 
8ELAKGEB.RH. FE'GF.NQAW.T C Pub'x Service CD. ol Now Hamps'>«i> 90/C2/ 
08 4pp 52658079 58658 002 

9002230221 LER 99-003-00 on 9001 16, wide rnngo gas monitor low range pump reirv.1 
Inoperable Caused by lai'ad pump diaphragm weakened by iigh Hew 
cond-Yon Rvpiu'ed pump diaphiagm roplocccl & pump leiurnod to nonnai 
oporalon3.W/9C0215 hr 

BELANQER.RR. FEIGENBAUM.T C Pud.c Service Co of Now Hanips'iin*. 90/0?/ 
15 3pp 52713 078 52713 000 


T. Hearing iranacrlpts on non-antllruat matters 

9001290165 Summary d 9001 12 mealing w/uill & plant [olni owners ro licensee 8 pia it 
toadinoss la* (uT power opcraiion Topics discussed listed. Transcript o‘ moot ng & bst 
ol ahendoos end 

NERSES. V. Profeci Dvoctorate 13. 90/01/18. Projocl Dirociorato 1-3 6pp 52470 075- 
52470:277 

-9001290169 Transcripl ol 900112 meeting w/utll In Soabrook.NH ro plant toadincsa 
lor operahon at full-power Pp i ■ 1 2 1 Supporting documeniailon end. 

• Olhco of Nuclear Reactor Roculalion, Director (Post 870411). 90/01/12- ISOpp 
62470.080-52470 277 

9002190136 Transcript of 000118 bnelng in Rockv.iie.MO re immediate oUecl-vervota 
review brief ng tor plant. Pp 1 -05. 

* Comma^onors. 90/01/18. 17epp. 52649:003-52640:178. 


U. Congresttlonal/Executlve Correspondence 

9001240029 Responds lo questions re generic views on Commission roquirerr.ov.a <0 
emeraenev preparedness. 

CWIR.KM. Commissioners. 90/01/17. KOSTMAYER.PH. House of Rep-. Inicript A 
Insi4ar Affairs. 37pp. 53403:160-52403:210. 


KOSTMAYEn.P.H. House 0> Rep. imorlor & insular AflO'rs. 90/0t/0&. CARR.K.M. 

Ccmtnlss oners 4pp 52403:209-52403:218. A. Appllcatlon/conelruetlon stage docuinenls & correspondence 


-9002050322 Carrs response lo PM Kosimayor Subcomrr.iUeo an General Oversight & 
(nvosiroaHon on Oueshon I Irom 900106 Hr. 

CARR.K.M. Cortirr^lssioners. 00/01/06. KOSTMAYER.P.H House ol Rop, Imerior & 
Insular Alfa rs. Ip. 62504.006-525B4 006. 

-9002050326 Carr response lo PH Kostmayoi 000106 Itr.Oueslion 2a ro Con*irJs3Vyi 
reguiromenis for ometgenc/ preparedness. 

CARR K.M. Commisslonors 90/01/06. KOSTMAYER.P.H. House ol Rop.. tnionoi & 
Insular Aflelis 2pp. 62504:007-52&84:OOQ. 

-9002050327 Carr response lo PH Kosimayor 900106 Itr ro Commissiort roguitemenis 
for emergency preparodness.Quosiion 2b. 

CARR.K.M. Commisslonors 90/01/06. KOSTMAYER.P.H. House ol Rep . Irrieiloi & 
(nsu'ar Allairs. 2pp. 52564:009 52564:010. 

-9002050331 Carr response lo PH Kosimayor OOOlOe Hr re Comrr.lssion requaemonis 
for emorgency preparedness, Ouosion 2c. 

CARR.K.M. Commissioners 90/01/06. KOSTMAYER.P.H. Hor^so of Rep. httoriorA 
Insular Alfalrs. Ip. 52584:01 1 ■52594:01 1. 


0002180214 Press ro'.osse edvising ol Commission 9001)8 publ.c bner.ng In 
Rockvdie.MO to discuss cons rioration of lull power i.eenso for plant Certit cate of Sve 
encLServod on 000105. 

• Off.ee Of Govornmenial & Pub'ic Affairs (Post 670413). #ino 9657. 90/01/03. 5pp. 
52836.070-52636 074 

6001290061 Gangnc Lir 90-02 lo all HVR Icansaos 8 epp:ican{s re alfemairve require- 
menls M fuel assomblies m design leatLies soctlon of Toch Specs.Svc I si onci. 
PARHO'.V.J.G. Assoclaie Droclor loi Pro|ocie (Ppsi 070411). 90/02/01. Consolidat- 
ed Edison Co. of New York. Inc 39pp. 52637:035-52637.093 


F. Sseurlly, medical, emergency 8 lire protection plans 

9002050337 Provides oddl response to NRC 091 1 17 request for slatus repi from FEMA 
on road ness ol plant public ANS. 

PETEflSON.G.C Federal Emergency Mon8o©rT)Dr)l Agency. 00/01/12. TAYLORJ.M. 
Ofc of Hie Executive Director for Operations 9pp- 525ni:328-5264i :336 


-9002050333 Cprr response Id PH Kosimayar 6Q0106 llr re Commission requremonis 
lor emergency prepaiodnoss.Cueston 3. 

CARR.Kk Commissioners 00/01/06 KOSTMAVER.PH. House Of Rop. Inioitor & 
Insular Affairs. 22pp. 52634:102-52634:149. 

-9002060335 Carr response (o PH Kosfmoyer 000 1Q6 (ir re Commission tequvemenis 
lor omernoncy preparedness, Question 4. 

CARR.KM Commissioners 00/01/06. KOSTMAYER.PH. House of Rep. Iniorlo? & 
Insular Affairs, ip 52584:017-52684:017. 

-9002050330 Carr responso lo PH Kosimayor 900)06 Hr ro Commission roqurramanis 
for emergency preparodnoss, Question 5. 

CARR,K.M. Commissioners 00/01/06 KOSTMAYER.P.H. House el Rop. imerlor & 
Insurer Affairs, ip. S2664;01B-S26Q4:Q16. 

-9002050340 Carr response lo PH Kosfmeyot 900)06 Hr re Commission requxentonift 
lor emciQonw preparedness, Question G. 

CARR.KM Commissioners 00/01/06. KOSTMAYER.P.H. House of Rep. inlorior & 
Insular Affairs. Ip. 52584.-019-52684.019. 

-9002050341 Carr roaponso lo PH Koslmeyor OOQiOB Hr ro Commission roquxemonta 
lor emergency preparodnoss, Question 7. 

CARR, KM. Commissionnie 00/01 /06. KOSTMAYER.P.H. House Of Rop . Iniertor & 
Insular Allalrs Ip. 52684.020-52S04:020 

-9002050343 Carr rosponse to PH Kosimayor 000106 Ur re Commission reouaemonia 
for omergenn preporodnass.OuQsdan 8. 

CARR.KM. CommlSSIonora 90/01/08. KOSTMAYER.P.H. House of Rep., inlorler A 
Insular Alfa-rs. tp. 62504;02V52694;02l. 

-9002050348 Can response to PH Kostmayor oOOiOd Ur ro Commission roqusemenis 
for emergency properodnosa.OuesDon 9. 

CARR,K.M. Commliftionora. 90/01/06 KOSTMAYER.P.H House of Rep.. Intorlor & 
Insular Affa'rs. ip. 62604:022-52664:022. 


g002tM3S6 Forwards revised brief on appeal of partial Inlial cCeci'slon on SPMC & 1906 
FGMA-gradod exorcise 1LBP-8J-32) to include portions of transcr.pi c.led in brief as 

app. 

eACKUS.RA. Seacoasi Anil PoUuiIok Loaguo. #190 9002. 00/01/29. 

BOU.VVERK,OP. Alomic Safety and Uconsiny Gosid Panel. lp. 52571:350- 
62572:190 

-9002120360 Soacoast Anti-Poliuilon League rov.sod brief on eppoal ol partial Nilal do- 
ctaien on SPMC & i0t)6 FEMA-gradod oxorciso <LBP-89-32|.* W/supporting Info & 
CortiHcaio ol Svc. 

BACKUS.RA Seacoasi Antl-Polluilon Loag-jo. 00/01/26 Atomic Seloty and Licens- 
ing Board Panel. 20app. 6267i;35l-52672.r90. 

98820S0026 C^Mimonweo'Hi of MA mot cn lo reopen record * Portion ol proceeding re 
util elerl & nolHicatlon ays should be reopened on basiS that four\datlons lor LBP-e9- 
17 no longer he'd l>ue W/supporimg info & Coriificeio ol Svc 
GREER.to Massachusoua. Commortwoallh of. #190 9 785. 90/02/0f. Atomic Safety 
arwl llconsirvg Appeal Panel 272pp 52536:109-52530 C12(). 

^002060040 Affidavit ol AA Kelsey.’ D.scusses radio coverage In Mentmac Valley.W/ 
aupperUng info & CerilICQio of Svc. 

KEtSEY.AA Aib.OcnCo 89/11/21. 10pp. 6253B:S98-52B0S:308. 

-9002061)045 AppliCam answer CO iniorvonoiB motion to admit laio-liled contention & 
(popon iccpid basod upon wiihdrewei of Commonwoouh of MA emergency broadcast 
rtoiworV & WCQV.’ w/ suppO'iing info & CertlUCBle ol Svc. 

OiQNAN.T.O. Public Service Co of New Hampahiro. 80/11/15. Atomic Safety end Li- 
censing Soa'd Panol 75pp. 52630:307>52!339.02 0 

9002280027 Soebrooii "road nose" rovfow ’ Roqoeals Ooanl lo eortsidor slated Mr/men 
views ol Atiachmenis lo NRC 900100 6 09 lira due to Iniervonora not tocelvlng docu- 
ntonia unt4 aiiornoon ol 900110 & alter Commlaslon maoiing endadW/rolatod Inlo. 
CURRAN.O. New England Coolmo-i on Nucioar PoPuilon. CURRAN, D. Harmon. Curron 
& Toustov. #190 9901. 60/02/0t. CARR.K.M . CURTlSS.J.R. Commlsalonara. t27pp. 
52684 269-62e85.t>25. 


-9002050360 Carr tosponso to PH Kostmayor 900)06 Ur re Commission roquiromonia 
(or ameraoncypraparednoaa.Ouoailon 10. 

CARR.KM Commiaaionora 00/01/06. KOSTMAYER.P.H House ol Rep., inieriot 4 
Inaular Aflalia. ip. 62564:023-52564:023. 

-900205036S Carr response to PH Koaimayer 900)06 lit re Commission requi'emonia 
lor emergency prcparodnese.OuoslIon 11. 

CARR.KM. Commieslonets. 90/9f/0S. KOSTMAYER.P.H. House W Rop. Interior « 
insular Allaire. Ip. 52584:024-52504:028. 

0002150252 Forwards EDO status rop) on facility ral during subccmmiiteo 900200 hear- 
ing on NRC 199) budget request. W/o end 

RATHSUN.O-K Congroes/onal Affairs. 90/02/12. UDALL.MK. House of Rop. Infarior 
& insular Affairs. Ip. 62656:063-52650 063- 


V. Operator Examinations 

9002140290 Forwards rovised NRC Forms 396 & 398 re personal q^ualif-ceitons - licens- 
ee & certiVcallon of mod:cal exam by facility llconeae.rospectiyely.Appicet-ons for li> 
censes should bo submiilod on revised forms by 900201. 

GALLO, RM. Region 1, Ofc ol the Director. 90/01/05. OROWN.E.A Pubic Service 
Co. ol New Hempsh.ro. 8pp. 62665.083-52665.-O80. 

9001310026 Forwards Exam Rept 60-443/89 1101 administered during wk of 
891 1 13. Licensee requested to pay attention (o open Item in Sociion 4 of topL 
GALLO, R.M. Region 1. Ofc ol the Olrector. 0O/Ol/fO. OROWN.EA Pobte Semlce 
Co of New Hampshire. 2pp 52497:271-53408;040. 

-9001310029 Exam Ropt 60-443/89-ttOL on e9l1t3-17.Exani results ftve out of eighl 
senior reactor operator cand, dates & all four reaclor opetalar candidaies passed 
exams & granted licenses. 

YACHIMIAK.E., ESELGROTH.P.W. Region 1, Ofc of the Director. 90/01/05. 127pp. 
62497:273-62408:040. 

9002140097 Discusses gerieric fundarneniale exam section of wrltlen pparaior llcenalna 
exam per Generic Ltr 80-17 re planned edm'niairallvo changes to NRC operator li- 
censing wnKen exam process, dto 800906. 

GALLO, R.M. Region f. Ofo of the Oitocior. 90/01/24. BROWN, E.A. PoWk? SenHce 
Co. ol New Hampshire. 6pp. 62653:173-52653:160. 

9002160066 Advises that reactor operator & senior reaclor operator llcensirta exams 
scheduled for 900410-12 End ref matt requested In order to meot exam scheme. 
£SELOnOTH.P.W. Redon l, Ofc of fheO/reclor. 90/01/31. BROWN, E.A Publto Serv- 
ice Co. ol New Hampshire. 1 tpp. 52679: 1 02-52679:1 12. 


9002120361 Emoigcincy mobon pi iniervonorH lo (1) danfy status of appeal of L6P-e9- 
93 8 <2) to reopen record on siero of NH radiological emergency response piart as lo 
for shetioung inceitain -ciicumatancos.* W/cortillealeol Svc. 

TRAFic^TE.J. Massachuseils. Commonwealth of. BACKUS.R A. Seacoasi Anli-Poi- 
luUon League. BACKUS, R.A. Backus, Moyer & Solomon. #190 9605. 90/02/06. 
Atomk: Safely and Licensing Appeal Panel. 41pp. 52571:307-82671:347. 

9002150103 Notice of Ming.' Submits two ropie updoilng maila Included In FEMA Dec 
i96econeolldBioa flrillng on plBniCortiUcalo ol Svc oncl. 

FLVNN.H/ federal Cmorgancy Managomont Agency. #100 5820. 00/02/00. 162pp. 
62606063-52606 224. 


9002160220 Forwards EDO 000209 memorandum piovicUng addl Inlo re various late- 
l4od aitegatlons made concerning p'aril & insp Repia 60-443/90 80 & 60-443/80* 
02.Reia'M corrospcndanco. 

TURI^S.E. Assistent Oerveral Counsel fnr Hearings & Enlorcemeni. #190 9684. 90/ 
02/12. CURRAN, D. New England Coelnion on Nuclear Pollution. BACKUS.R A. Soa- 
coesi An|f-Polhj('on League. BACKUS.R A. Backus. Meyer 8 Salomon. 29tpp. 
62638-108-62636:338 


9002220016 Intervbnoia roply to applicant rasponse to ASL6 order ol 900111.* Relutea 
appicant 900201 response that (aachors have usual role to accompany students in 
emergoncy evacuailons.W/eupporiIng info 8 Cenillcaio ol Svc. 

TRAincokTE.J. Maasachusells, Commonwealth of. BACKU5.R. Soacoast Anll-Pol'u- 
Non League. BACKlfS.R. Backus. Moyer & Solomon. #190 9665. 90/02/12. Atomic 
Safety and Liceneing Board PonoL 25pp. 52637:113-62637:137. 

9O0222D92B Applicant rowonse lo Commonwoafth ol MA otty nonoral motion to reopen 
record.* Ally ger^eial 900201 motion should be denied due to motion lacking regula- 
tory batfs & not occompanlad by roquisile aflldavtie. 

OlONAN.T.a Public Service Co. of Now Harrwslilre- fflOO 9S01. 90/02/13. Afcmto 
Safety end Licensing Appeal Ponoi. 32pp. 62637:142-52637:194. 


-9002220040 Siaierr.onl of R Sawyer rs Now Hompshiro Yankee.* Discusses concorns 
w/891 103 aflldavll cakon by Commonwealth of MA ally genorel ole, Including fact that 
ency had no authority to parlicipals in public aaloty planninaW/Certiflcaie of Svo. 
"VeR.R.N. Massachusetts, (^mmonwsaUh ol. 80/11/17. 22pp 52637:174- 
62637:194. 


9002220093 Inlervenots motion to euppi application for slay of LOP-86-32.* Requests 
CommtealQn lo stay lull power operation at plant unlit ASLA6 mlea on Intervenora 
8i$p) to reopen recortj.W/supportIng Info & Certiltcate ol Svc. 

BROCK.M.T. Measectiuaetta. f^ommonweaith of. BACKUS. R.A. Soacoast Anil-Potlu- 
lion League. BACKUS.R.A. Backus, Metror S Solomon .#160 9895. 90/02/14. Com- 
misslonsre 60pp. 52637:21 1-52637:266. 


Atomic Saloty and Liconsng Appooi Panel. n3pp 5268S 317-52606.044 


Q. Ad|ud{cetory correspondence 

0002060120 Soacnasl Anil Poliui on Loasue ob,act on to appicant mctiofl ol 900126.* 
Motion considered li^va'oua & shoi/ld bo den.od. Svc I st onci 
BACKUS, R A. Soacoast Anil Poiwcn Lcasje BACkOs.R.A BacKus. lAwec 6 Solo- 
mon isriflO 9798. 90/01/02 AiotIc Solely and liconaing Board Paf.el. 6pp 
52537 298-52537.302 

9002010065 Forwards opa-ing slatomoni on behail ol Seacoast Ar\il-Pa‘Miori League 
re oils le e.'norgenc/ plarnirg & saloty Issues Adoquaia amargoncy plarmng al taclrty 
may i^ot be loasibla S license should not be Issjod Svc 'ist o.nci 
BACKUS, Ft. A. Seacoast Anh Poijtion League BACKUS.B.A. Backus, Mayor & So’o- 
mon. i»190 0746 90/01/19- SMiTH,I.W., 03LE,B F.. MCCOLLOW.K A. Atomc Safety 
and L’COnshg Board Panel 17po 52445 1 32-524 46:148. 

9002010076 On appeal from decison ol ASLG LBP-09-28 (Q01012).’ Decision should 
be elfirmad on bas s ihal succoss'ul completion cl low power lesilng itoi proiegu silo 
to issuecKe ol lulipowet iconaoW/CertilicaiQot Svc. 

DIGNAN.T.G. Publ'c Service Co ol New Hampshire OIGNAN.T.Q. Ropes & Cray 
#190 9735. 90/01/19. Alomic Saiely and Liconsin.g Appeal Panel AOpp 52445.01S- 
52445053 

9002010031 Bnel ol appellants- niorvar.ors towns of Se'isbury & Amesbjry on appoai ol 
padial Inii.al decis on on SPMC LBP-39-32.* Manor should be remanded lo Board & 
ludberbesr'.ng^s beldW/slaloire.nt ol issues & CertilicaiQ ol Svc 
SAINT ANDRE, 6. Se isbu'y, MA. SAINT ANDRE, B. Amosbury, MA SAINT AKORE.B 
Kopeimor> S Paige #190 9739. 90/01/24. Atomic Setoty amf Licensing Appeal Pa'-el 
32pp 52446 27J-52446:334. 

9092010035 Town of West Nowbuiy briel on appeal ol part'al initial docision on SPMC 
LQP-89'32.* Decision should bo rouersed due to Board error in not arlmriting certain 
conieniions W/ ataieinoni ot issues 8 Certiiicaio of Svc. 

Mi2NER,J M. West Ncwtiury, MA. #193 9731. 90/01/24 Alcmic Safety and Licensing 
Appoai Panel. 32pp. 52445 240-62445 272. 

9002010030 Ordor.* Advises ihel app'icani 891220 motion to mpdily svc llsia In plant 
proceedinqs & 091221 corroded moi on roquest-ng removal ol lisiod names Irom svc 
I St cian'.oo- Ceitillcoie ol Svc end Served on 900135 

CHILK.S J Office or the Secrolary ol the Commission #100 073B. 90/01/24. Public 
Sorvlco Co. ol New Hampshire, fipp. S244S 308-52445.312 

9002010043 City ol NowbJiyport b-’lei on appoai pi partial initial dodslo.'i ol SPMC L6P- 
89-32.* ASLB docU on ehould bo rovorsod due to Board error in tnd-ng evacuaton 
Man adequote.W/sieiomeni ot Issues & Certiiicsto ot Svc 

eGAN.SP Nowburypod. MA EOAN.SP Legou'is, Hii-Whllton & Roiondi (formerly 
Lagou'is, Ciaik, Hili-Whiton & McQui. #IB0 9730. SO/Oi/24 Atonic Safely «nd li- 
censing Appeal Panel. 19?p 92445 22i-52-i46.239 

9002010084 Town ol Harr-pton 8 NECNP b'Icl on appeal ot LBP'69-32.* Roquosis 
ASLB 10 vscBlo LOP-80-32 8 lo order apc'ican lo conduct comed-ai oxerose to ad- 
diess doi'ftiQnctos in TOH/NECNP Ex-i \v/siaiement oi iss-ues 8 Certificate ot S-vc. 
MCEACHERN.P Hampion. NH MCeACHgflfj.P. Shaites 8 WeEachem CunnAN.O. 
New Eng'arid Coa'iton on Nuclear Pol'uion. #190 9728 90/01/24. Aiom,c Safety 
and Licensing Appeal Panel. 36pp 52445:t67.S2445:i02. 

9002010069 Town ol Newbu-'y briel on appeal of pemai initial decision oi SPMC lBP- 
89-32 ‘ Decision ehou'd bo reversed due lo ASle error in reiectlng comentions.W/ 
aiaiemeni ol issues & Ceniilcaie at Svo. 

HILL-WHILTON.R. Newbury, MA. HILL-WHILTCN.R. UgouUs. Ki'l-Whlion 8 noiondl 
(formeity Lagouls, Clark. Hiii-wnilion 8 McGui. #190 9729. 90/01/24 Atomic Saiety 
and Licensing Appeal Paiei. 87pp S244S:064-6244S:i3i. 

9002010106 Brief ol Commonwoa'ih of MA ally genora' m support ol appeal of L8P 89- 
32.* L6P-89'08.LOP-8S-I7 & L6P-B9'32 Should be reversed & 69i 109 i crr.'ise auU-pti- 
zairo.h revoked 8 vacaied.W/sletemoni of issues 8 Cortillcaie of Svc 
TRAFlCONTE,J. Massachuseils. Commonwealth of. #190 9736 90/01/24 Alomc 
Saiety and Lican8:ng Appeal Panel 263pp. 52444-t 12-52445 014. 

9002010142 Forwards Seacoast Antl-Po'lulicn League bdaf In support ol pebUons tor 
review of LBP-89-32.Al80 Joins In Coirmonwoa'ih of MA 900122 b-tof In support ol 
appeal ol LBP 69-39 

BACKUS.RA. Seacoast Anli-Pollution League QACKUS.R.A. Backus. Mayor & Solo- 
mor». #190 9761. 90/01/24. GOLLWERK.G P., ROSENTHAL.A.S.. WILBCR.HA 
Atomic Safety and Liconsi.ng Appoai Panel. Ip 52444.012-52444.096 

-9002010149 Seacoast Anli Pollu'.ion Leag-ja brief on appeal ol partial ine-ei decison 
on SPMC & 1988 FEMA -graded exercise (18P-89-32).’ Board erred in venous ruVigs 
& decision W/ support ng documeniatlonS Svc list. 

BACKUS.RA Seacoast Anb-Polluton League BACKUS.RA. Backus, Mayer 8 So'o- 
mon. 90/01/24. Alomic Saiety and Licensing Appeal Panel 66pp. .52444 013- 
52444-098. 

9002010051 Applicant response lo Interveners motion to f ie supplemonfat brtet * iniei- 
venors 900116 moVptt lot leave to tie supo'emenlal bilol te 991113 & 1201 mottons 
should be rdeniod & supplemental briel re;ocied.W/Certlf.caio ol Svo. 

TROUT ,J.P. Publ'c Service Co. of New Hampsh re. TROUT.J P. Ropes S Gray #190 
973B. 90/01/25. Commisslonore 7pp. 52445:149-52445.155 

9002010113 Requests that RA Hampe & T Kinder bo do'eied & Q Iversan be added to 
svc list tor proceeding 

M-ORAN.OM Alomic Sateiy end Licensing Board Panel. #190 9744 00/01/25 Dock- 
eting 8 Services Branch, ip. 52444:1G6-52444:U1. 

-9002010118 Cerl.licate ol svc Soabrook license proceedings* Requesie that RA 
Hampe & T Kinder be deleted 8 G Iverson bo added lo sve list lor procoedingW/ 
Certificate ot Svc. 

HUNTINGTON.G H New Hampshire. Stale ot 89/12/12 Atomic Safety arid LicensiMi 
Appeal Panel. 5pp. 52444:107-52444:1 11. 


9002060090 Applicari maho.n to d smiss abandoned to-mond Issuns * Soacos^l Ar -I t'o* 
luiion Loaguo conir.ues to d.spiny coniompi for Board o-dora & shou'd h3 roqiiirod ic 
lace consaqucncos Ccriiiicaie ol Svc oncl. 

TROUTJ.P Piitic Sorvee Co ol New Hempshlro TROUT.J P Ropes 8 Gray. #1>C 
9766 90/01/26. Aipmc Safety and Licensing Board Panel lOnp S75:)A<iii- 

52539020. 

9002126342 Forwards addi City o' Nowburyprjrt tr'.ol on appeal Ol pa" V iil n' dccisior 
o! SPMC LBP-09-32 8 slfiloment o' issues prosoniod ro appeal (i1 l.B ’ D9 3? W-'o 
encis Retoiod corespondonco 

HILl-WHILTON.R. Nowhuryport. MA. HILL-WHILTO.N.R. LayOul.s. H IWliil'cn i |I> 
lordi (lonnei.V Lagojls. Clark, H-ll-WhIion & McGui #I90 9709. SO/01/26, TROUT.J 
Pubic Sorvico Co ol Now Hampshro TROUT.J. Ropes & Gray ip S?5T2 I09 
52572:196 

9002120356 Forwards revised brief on appeal of pmiial in iiai decision on SPUR A 1088 
FEMAgradod esO'C so |LBP 09 32) to i.ncludo portions ot franscrlpt ciioil n briol as 
app 

8ACKUS.f1 A Seacoast Anii PrJiulion League. BACKUS.R A. Backus Mcy..- A S-o > 
rren. .#100 9802. 93/01/20. BOLLWFRK.e P., RnSENRlALAS WlllCfi-fA 
Attiric Saiety and Lice-.slfig Bootd Pa-wi ip. 525/1.350-525/2 '«0 

-9002120360 Seacoast Anti-Pollui o-i League revised bnel on appeal ol parilj' ' ii al Oo 
c-sen on SPMC S 1980 FEMA-giadud D>orc>.se (l. BP 89-32) * w/s.ippoii ij Irtlo 8 
Certiitoafe ol Svc 

BACKUS.RA Soacoasi Anti PoUuiio-n League BACKUS.RA. Backus Moiiv & 
iron. 00/01/26 Alomc Safely and Lersnsng Board Panel 2oi;n? 5/571 3M- 
52572 100 

90020QD056 NRC S'afi response 10 900111 Board ordor & roquosi to □•im-.ii tKK;2.lii 
dead ice* vv/Coriificato of Svc Served on 000201 Don od lor Gonid on OC-iiiJI . 

* Assistant Gonoral Counsel lor Hoan.-gs & Enlorormoni #100 0/70 "0/01/30 
Aiomc Saloiy and I cansing Board Panel. 4pp. 52538 001-52538 084. 

9002080064 NRC Stall response to iniervonors motion tor loavo lo lie c .'pi/oricitial 
bnof * Bonrd roquesi tor commnnts provides no basis lor adiJi h ->ii9 iio'oro 
Commission Acco-dicg'y.innlion Sltould bn donrod CartiliCOlO ol Svc d’cl. 

YCUNG.M A Asslsiant General Counsel lor Hearings 8 Entoncarnuni # lOO 00-' 
01/30. Comm' sstoners 7pp 52538 049 52538.056. 

9002080113 NRC Stall brrol m opposi’On to intorveriors appeal Ol Ll/i' 08-28' lloCJJ 
piopofiy doriod Soacposi Antr-Pollulion Loaguo & NECNP nioi'ons to reopen rncryj 8 
deciS'on should be all rrpod Ceruficaie ol Svc oncl 

BAChmanN.R G Assisisnt Gene.'Ql Coimsol Icr Hoiinngs & Ealorcoii crl #1f>0 
9765. 90/01/30 Atcmc Satoly and l.lconsinn Appeal Panel. 4/|)[i fi/M / 303- 
62537349. 

9002120347 NRC Sibil ro»onse to 900111 Board order & roquesl lo uxioml QC<l20i 
doedlno* Si.-gg9$i9 AS'.B posipeno considoration ol issiios In A|.A0-lr24 luiinivl ii/tl 
olfor Comnvsalcn comptotos Immod-ote oltociwoness ravluvv.W/Caililicnld ol Svc 
YCUNG.M.A AssiStani Gar.orol Ccunsol for Hearings 8 EnlorCOmor.l #1001)4-30 O).' 
01/30. Afomlc Satoly S'd Licons'ng flpo'd PariiH. bpp 52572. 19l'52572't95 

9002980077 Ct<lo' ‘ O-'oclu Soscoast Anii-Poilulton Loaguo fo filo siDiomani o' lseu>'i 
Ihal corr^ifios w/eC0lO2 order on or boto'u 000205 W/Corlibcato ol S-rct'crv-jrl uw 
900131 

TOMPKINS.OA Alcme Safety and Uconsing Appual Panel. #100 U7/4 (18/01/31. 
Seacoast Anil-ppiiulion League Spp. 52538:012-52530 026. 

90020B002B CcrrirrcnweaHh ol MA moion iq reopen record.’ Porlion Of iireci'i-ttinu fo 
ubi alert 8 notificsiion sys should be roopenad on basis that foundai ons lr>' LDP no- 
1 7 no fong^ hoW irue W/supponing into & Conificate ol Svc 

GREER.Lu Massschusoils. Commonwanlth of #100 0785. 90/02/01. Atomic Bnlcty 
anrlLrconsfng Appoel Para: 272pp. 52638 109-52530.020 

— 900WB0040 AliiObvil Of AA Kalsby.* Discussos rad o covorago 'n t^cn mac Vn'itiy W/ 
bMponi-iQ Info & Co.'iilicaia of Svc 

KEISEV.AA AibiironCo. 80/11/21. lOpp. 62538 280-52630.300 

-9002000046 Appicant answer to intorvonors mofon to admit lain fi!i!il confci bon 8 
(eopan rooord bbsod upon wiihdrawal of Commonwoailli ol MA emorgenty pionrlr r.n 
network & WCGY * W/ supporting info 8 Cortiticato ol Svc. 

OIGNAN.T.Q Pub'ic Service Co. of New Hampsh ro DIGNAN f .G flopcs 8 Gihy 63/ 
11/15- Atomic Safoly and LIconsIng Board Panol 75pp 62530 307-52638 020 

9002080036 Appicant roapensa to Board ordor ot 0001 1 1 * Suggests ihal lloeKl dedev 
ludher acUon on remanded Issues until Commission has spoken. W/Coiiil cat«i ol R vc 
TROUT.J.P. Public Service Co. ol New Hampshire. TROlTt.j.P. Rod A Prtoii. #100 
0790. 90/02/01. Alomic Salaty and Liconslng Board Panel. lOpp 57530 001- 
52530:108. 

9002980088 NRC Sfelf lurthar responsa lo 9001 1 1 Hoard order * Advises Oaard rv: I to 
procaod w/luiihot consldorat-on of remanded issues uni I Commission has tonip'ohx! 
IrrHrtodato eltoctivenoss roviow of LBP-8g-32.w/Ceriilicats of Svc. 

YOUNG.M.A. Assistant Gsraial Counsel for Hoahnos. #I90 9781. 90/02/01. AIc-ttvc 
S afety and Licensing Board Panel Bpp. 52537:203-52537:208. 

9002880137 Response ol Commonwoallh ot MA otty general A NECNP to Boo'd oert•^^ 
of POOH 1.* Board Should conduct hearings at poini wlien Board could prOLOod rv ac- 
cordance w/ALAB'B24 8 provide prel'censing hearings. Certrlicaio ol Svc oncl 
TRAPtCONTE.J. MassBChusetis, Commonwealth of. CURRAN, D. Now Enq'jr.d Coe*! 
MooonNudoar Poiulon. CURRAN, D. Harmon, Curran A Tousloy. #100 97)11. 00/02/ 
Ol. Atomic Safoty and I consing Board Panel. 9pp. S2537;224.5253'/.232 

9002ISOI23 Forwarr/s staiement oi issues to bo included In Roacoasl Anir Poliuion 
Lerauebdolin support of LBP-e9-32,ln response to 900131 order. 

BACKUS.R A. Seacoast Anti-Pollution League. BACKUS R A Backus, Mover A Roio- 
raon #190 9631. 90/02/01. ROSEWHAU.A.S.. tWLDER.H.A , BOllVitnK O t> 
Atomic Safety ond Licensing Appeal Panel, ip. 62606:357-52608 360. 


-S002t6012B SeacOQSl Ant. PcIlJlion Lorqjo titinl .n support ol LBP-8t)-32.* Statomom 
0* Issues ptov dod Svc list enci 

BACkUS.HA Soacoasi Ani,.Pci;oi O'! Lonyuo DACKUS.Ra Oarkus, Moyet & Solo- 
n-on 90/02/05 Ainm.c Saloiy and Licons.ng Appool Penul. 3pp 52606354)- 
62606 360. 

500226002? SosbiOO>( 'VosdrHJSS" ravlow.' Ror,i:esi^ Bo.vd lo cons-der siaiad w/illcn 
vi3v.s o< atiQCi'rr.onls lo NRC 900)00 & OO lirs duo la inier^onora roi rttCOivino docu- 
ironts until atlornoon ol 9001 IB & aflci CorT.iTiisslon mooimg undoUW/telalod info 
CURRAN, D. CURRAN.O Now England Coaliiion on NuCloa' Po'iutian CURRAN.D. 
‘Jassachusoiis Cofnnionwoaiih ol //)90 9501. 90/02/0). CAflR.KM. 

nOOERTS.TM.nOGCnS.KC Ccrvmf.slonaia }??pp 52604 259 52635025 

0002120361 Etngrger.cy motion of intun/onors 10 (!) Clarify siaiiis ot Qppaa' of LBP-80- 
33 & (2) 10 toopon lecotd on Sinto ot nh rad o'onir.a' omoigoncy fospo-io plan aa to 
rood let shOuPfing in cena.n citcumstancos * W/Coft.i.cato ol Sve 
TnAF'.CONTE.J MassacfusoHS, Commonweaiin ol. CURRAN.O. No* Eng'AndCcal- 
■,cn on N'jcloar Po'.'ul.on. CURRAN.D Ho'mo'', Ciiiian A Tonsley #(Q0 9!105 90/02/ 
CO. Atomic Sslety and Licens-'ia Appoe' Parol -llop 525?i 30?-52S7i 34? 

9002130041 Iniarvor.o'S opposition lo eppi cant 900126 mat on to (tism ss abandoned 
fomand issuos" Motion should bo tienod duo lo A8L0 900'tt ordnt ptov.diny no 
basis tof moiicn Cortiiicato ot Sve enci 

TflAFiCONTEj Massachusoiis Com/ncnn'eaii>i ol CURRAN, D. Now E/iffand CeaF- 
6cn on Nucioar Pol'utlon CURRAN.O Hatmon, Curran & Toasloy. *>190 BSll. 90/02/ 
07. Atomic SatOly and Liconsing Board Pane! fipp 52572 239-52572.247. 

9002)50037 In'.orvonors tegiiost for oppo'iimity to tiriol ALAa-Q24 in ovont Commlsn-on 
Cocidos to review & for hauaoknop rg slay ' noqueai protiprad by ftstod mproaenra 
ti&ns m.ada by NRC & eppi nani in 900201 pleadings W/Cort l.cato ol Svc. 

CURRAN 0 Now Enolond Coalition on NucloO’ Pni'.utian CuRRAN.D Hatttcn. Curran 
& Tousloy BACKUS, R. Soaconsi Anil-Polluliort 1 oag-j« // 190 0026. 00/03/OB Com- 
mlas'Oners. I2pp 52606.268 520UB 260. 

0002160103 Notice ol lii.r.Q * Submits two ropta updating rnni's mciudod in FEMA Doc 
1638 coscVMiad /.nd.ro on p'fl/il C<vlilitaM of SvC orcl 

FLYNN.H J , MCPHF.TCRS.l u Fudorei Fn'.ornnncy UnnHyoniQni Agency ;ll)i0fl8?9 
90/02/09 182pp 52606 063-52600 224 

9002160167 Order* Exlor.ds tlrr.o to 0203'3 in which Commisslen may review decision 
ol Appeal Coard in AtAB-024.oor rnCFfl2 772<o) Corti'-caio of Sw pnct.Sprvoa on 
000212 

HOYLE, J C. Olfico ol the Snctolory ot the Coiu'nlss.oii I1 190 9037 00/02/12. Com- 
m'sS'Onors. app. 52606 054-&26U0 057. 

9003160223 Ueihoiardum * Oml nigumoni loniot'voiy schocloKi'l for £KW4i6 i* 
Oalhosda.MD re emornuncy piann ng rontiQra tpisotl m mtervonors eppon'a Irom l.BP- 
ft!)-32,L0Pfi9-l2.l0P-50-0) 8 /nlnlOtJ rUlrnisCerliliCOln 0* Svc pnciSen/pd On 
900212. 

TOMPKINS.U.A AlomiC Sa'Oty anil Llciinslng Apponi Panpt #190 1/639. 00/02/12 
Spp. 52606.050-52606.062 

9002160220 Foiwarrfa fOO 000209 rnomcirflnd.rfft p/ov-'d./ig odfH 'rt»j lo vtuteiia UW- 
li'ed aiiagaiona mndo cimcornlitg piani & trap nopia 50 443/00-90 & BO eas/Oo- 
B2.Relal0d cotroapnndunco 

TUFtK.S E Assislenl Oennrol Counaol Ipr Hoanngs A Enlu'Cnmont #190 9004. 90/ 
02/ 12. CURRAN, n. Now Engimid Coa'.n on on Nuc'.ou' I’oHuifm CURBAN.O Harmon. 
Cutran 8 Tous'Oy TRArfCONTC.J. Mtissacttoadlis, Comiru-nwoaHfi of 23ipf). 
62630 100-52638:330. 

9002160223 App'.lcani motion (ot odonnon of i.mo to* filmy A onie'onnwmal pego imi- 
tal'On la losponsivo unof to appoaie i/iKon from LRP-OO 32 & roiutln . ' t/y/CoAHicalo 
Of SveSenrod on 900213 Oraniad lot ASLAB on 0002 13. 

■ Pu0i.c Servico Co. of Now Hflirpt.liro //IflO 0066 90/02/12. Aiomlc Seloty and 
ljcen3.ng Appoaf Panel 4pp. 6263A2fl6-62lS3/;260. 

9002220008 NRC Staff losponao to Commonwnallh of MA o»y genora' & NECNP com- 
ments on remand Issues * No bar prosonily exists lo ASLH Lriscftciion to cona-rtoi ro- 
manded issues & iurlsdiciional argumcma r.cins;dori>d unavaring 
YOUNG, M A. Ass'sfant GoriOfaf Ccunsof for Hodfings A Enloicemont fftB0 609t 90/ 
02/12. Atomic Safety and Ucnnslng Roord Panel. 4pp 62637:096-52637-109. 

-9002220017 NRC Staff rosponse lo appl-cani mriHon to dism.iss certain tomandod 
Issues * In iigm ot Soacoasi Anil Po'iulion l.naguo withdrawal from part-cipai on In Iw- 
ihor proceeding bofore Qoa'd.intno issues should Lio dismissed W/Cedificaio ol Svc. 
YOUNG, M.A. Assistem Ger.oial Ccunsol tor Hoairgs A Enlorcemont. 00/02/12. 
Atomic Salory and l.lco/is'/’o Board P/inof. IDpp. 6563?109 52637,100 

9003220018 intotvenors reply 10 opplicanl response to ASLE3 Order ot 909111 * Dolulcs 
appl'Cant 900201 response that teachers have usual rolo to accompany studonis in 
nmergoncy ovacuations.W/suppcitlng info 6 Cotiilicaie ol Svc 
TnARCONTC.J Massacfiusolie. CorrirnortY/CBUfi ol. CURRAN.O. Now Cnflfsrxf Co8l^ 
lion on Nucleai Pollution CURRAN, D. Harmon. Cunan & Tousloy. #190 9905. 00/02/ 
12. Alom'c Safety end I tconsing Board Panel. 25pp 52637:1 13-52837:137, 

9002220294 App'icani rr.oi on tor extension of iiinn lot fi'-mg & enlargomeni olpage r ml- 
lal.on ro responsive bnof to appoata taken from LGP-09-32 8 corio n sulwoeiy deci- 
sions.* Cortiiicato ot Svc end 

TROUT.J.P. Pubf.c Sorvxo Co ol Now Hampst'l'o TR0UT,JP Ropes & Grey. 9190 
9883. 00/02/12. Alom'c Saloiy and Ltcunsing Appeal Panel 6pp. 52636:339- 
52636:343. 

9002220028 Applicant response to Commonwoniih ol MA ally gonorai motwn to roopan 
record * Atty general 900201 mot-on aftould bo dert.cd duo lo mejiorj tgckinQ leg-jla- 
icry basis & not accompanied by requisite eltidavita 

□IQNAN.T.G. Publ.c Service Co. ol Now Hampshire. OiGNAN.T.G Ropes 8 Gray 
#100 9001. 00/02/13. Atomic Saloiy anrd Licensing Appeal Panel 32pp. 52637:142- 
52637:194. 

-9002220040 Siaiemoni of R Sawyer re Now Hampshire Yankee.* Discusses concerns 
w/e9) 103 all-davl! taken by Commonweaiih of MA ally general ofc, 'Deciding fact that 
agency had no aulhoniy to panicipaio In puOl c safety p'anning W/Cart/caki ol Svc. 
SAwi^R.R.N. Massachusetts, commonwealth of o9/li/i7. 22pp 52637:174- 
62637:194. 


9002260049 Ajipicant triply to rospcnse ot Commonweoiih ol MA atty general & 
NECNP to Board 9001 1 1 order * Ccfr.rncnweal'h of MA ally genera' co-jid not appeal 
Issues or |ufnp in to I ugate .ssuo on remand W/Certll.cate of Svc. 

THOUTjP. ftjCIc Service Co ol Now Hampshiro TROUT.J.P. Ropos 8 Gray. #190 
9906. 90/02/13 Afo-mic Safety and Licons'ny S-oaid Panel, app 62605.033- 
52665040 

0002220093 Intanvanprs movi>n to auppt appi cation for stay of LBP-&9 32* Raquosts 
Commlsson to stay <u'l power oparalon at plaril until ASLAB rules on Htorvenors 
s'.mI to roqnen tpcord W/supportfng irilri 8 Corliflcaie of Svc 

BROCKMT. Massachusetts. Con-imcnwoalih of CURRAN.O. Now Eng'and Coalition 
on Nuceaf Po'iuboo CURRA.'J.O Ha/nion, Curran 8 Tousloy. #100 9095. 90/02/14. 
CommsSof-era. 50pp. 52637.211-52037:250. 

0092220112 Order’ RpQuesls NRC & applicant address manor of p'oper forum In re- 
apandng to /ticivono's 900206 irohon to reopen record re State ol NH omorgency 

E at) 8 rood for shofion-ig :n certain I'naiancos W/Ceniflcaie of Svc Served on 0002t4. 

AG'NS.E.f:. AtonYc Saloiy ami llconamg Appeal Pane'. #100 9990. 90/02/14. 
Offee of the GpioibI Counsel iPost B6C>70ir 7pp 52637-259-52637 265 

9002260018 App'icani rasponso lo Iniorvoncrs roquosl (or opportunity to brief Al-AB-924 
m avoAi Cofr/n'sslon docldos to tov'.ow 8 lor hour.okoop.ng stay * Urges Comm-sjlon 
to deny further briohng iV/Certticaio ol Svc. 

OiGNAN.T Q. PuO'JC Scrvico Co. ol New Hampshiro. O'GNAN.T.O Ropes & Gray 
#1909906 90/02/15. Can)mlSs:or-.srs 7pp 52604 252-52604 268 

9002280001 Appkeani motion to Change oral argument date * Requests that dale be 
Char'Qed from 900328 10 900320 duo to counsel Obi gatcn as town of Sudbury, MA 
moderator w/CerM.cate of Svc 

tOiCNAN.rc. PilYic Satvico Co. ot Naw Harnpsh'ro OiGNAN.T.G. Ropes 8 Grey. 
#160 9912 60/02/16 AiotJc Sfitoty end Licensing Appeal Panot. Spp 52604:159- 
52684 163 

9002260002 Af^tlcant adveo to Comiw'ssion ro erroneous stalomcni In applcani re 
sponse to iniervonors 'mrnodiaio ellccHvonass rov.ew commcnts.aiay requests 8 
suppf ro fniorvanors moffon to vaoato portierts of LQP-817-32. . ' iV/Certl'icalo of Sw. 
OIGNAN.T.G Pub'lc Sorvico Co. of Now Hampali-ro D.GNAN.T.Q. Ropes 8 Gray. 
#1909013 BO/02/16 Commiss.onere 6pp 52684 164-52604 109. 

9602280003 Applicant fospo-iso to iniorvonora rnoHon to aqppi oPPl'CB’-'On lor stay of 
LBR-63-32* Motion should be donrod on bas'-s that iit.ng ccnsiu^Dred tale 8 lack of 
domons'/at on ol s gniiicnni issue. 

OiGNAN.T O Pub'X SnrvicP Co- Of Now Hampshire. DIGNAN.T 0 Ropes 8 Gray. 
#19000)4 00/02/16 Comrrtss'cnors 10pp. 52804 17O-52e04:)O7. 

9002260004 /^iicani rosponso to erno'gency motion ol intorverioisto clarify Btaius of 
appeal ol LOr-89 33 & to roopon tocord on SiniP of NH redioiog.cat erriorGOncy re 
spense P'oe os tonaorf fpr sholiorfng Inco.dafri .. .* WiCOftlHcato or SvO 
OIGNAN.T.G. Put>i:c sorveo Co ol New Hsmpahl'o OiGNAN.T.G. Ropes 8 Gray. 
#190 0915. 00/02/16. Aiomlc Snfoiv ena Ltconsing Appeal Ponul. lepp. S2604:18a- 
52664202 

9002200005 Poteion el FEMA for ’eevo lo Tre FEMA toaponao to omorgoncy motion ot 
inioivono's to roopon roco'd as to nood lor ahoitunng In cortein citcumstancos.' 
RVK-Y.iij.. MCFHEltns.iH. ForJo/fli Emo/goncy Ma'inoomoni Agency. #190 9905 
00/02/16. Atomic SetPly end Licons ng Appeal Panel 2pp. 52684 203-52684 214 

-900220000(1 Response ol FEMA to omergoncy nnpOon et imervcindis to laopan record 
oa IP nootl loi stioitoring in certain crcumaiancns.' Opposes reopening hearing 
tocord on account of rawly svaiinbie ovirfonce W/Cori.ffcaio of Svc. 

FLYKN.H.J.. MCPMETEns.l..H. Federal Emofooncy MnnaMmenl Agorcy. 90/02/16. 
Atomic Saloty arM) L'cens ng Appeal Panel. 10pp. 52604 205 52084:214 

9602280045 Order * Advises lhai oral nigumont on appoa'.a of Soacoasi Anti-Roliui.t3n 
Ledauo.Commonweailh ol MA & NECf^ from ASLB Memorandum & Order LOR-69- 
28 wJibo hokl on 900328 In Belhosda.MD Served on 900216 

TO.VFKiNS.eA. Afomfe Sofeiy and Liconsmo Appeal Per, el #i00 BD02. 00/02/16. 
Olficooi iho Gonoial Counsel (Post 860701). 9pp. 52005:031-52685.032 

9002280068 intervcno's br.ol in Bupporl el epneat ol LPQ-90-01.' Docsion should be 
roveiseij & pmotgancy broadcast ays contention & addi basis ndnuiiod w/suppotimg 
mfo 8 CotliT-caio of Svc 

QREER L B Masaachusolis. Com.monwoalht ol. DACKUS.R A. Qaekus, Meyer & Solo- 
imon BACKU^RA Seacoaal Anii-Pollut.oii Loague #190 0910. 90/02/16. Atomic 
Saloiy Vd Uicons'ng Appesl Panel. 63pp. 52685:31 7-52006 044. 


H. Oenarni correapondenco 

90020S0927 Responds to 801212 request lor stales ropl on NRC licensing activities al 
piancrosponso to comTionis by two conslduonts ra fecff.iy 8 NRC response lo several 
Sanato coiloaguoa on procedures used by Commission in licensing proceeding. 
PARL£RWC Otilco ot the Gannrai Counsel (Post 060701). 00/61/04. COHEN.W.S 
Senate. 7pp 52634 150-62634:170 

-9002060030 Req'JOSlB roview & corr.ments on enci it's from consiituenis re licens'ng 
ol pleni & procedures loliDwod in I'consinn of piant. 

C(ytENW.S. Senaio. B9/12/12. BRADBURNE.J C Congrass.enal Affairs. 4pp. 
52547.127-52547.130 


Q. Inapaotlon reports, IE Buliellna & correspondence 


9801300498 Advises that dralt final ropl for closeout of IE Builciln 70-23 found 
acceptable load eng neora (or (E BuToiina 84-02.60-86 & 87-002 reassigned as fistoef. 
QEHUNOER.CH. Qonofic Corrimunicallona Branch. NRC-05-85-15/. 90/01/17 
lOFV.R.A PARAMETER, tne 3pp 62513;266-52613 250 

9001230126 NRC Info Notice 90 005. ‘Tnlot-Syaiem O.scharge of Roeolor Coolant " 
Svc l^si enci 

ROSSl.C.E. Division cl Oporational Events Assessment (Post 070411). 00/01/29. 
ConeoFdated Edison Co. of New York, Inc. lOlpp. 62S35.T25-S2535 227. 


DOCKETED ITEMS 


90ai?30t7S NRC ir.'o N'cuco 00 006. Poient.ai let Loss o! SKuiae-wj Coo! ng WMoai 
LOW Reacior Coo'ani Loveis" Svc ^’S! enci . oA/m/oo 

ROSSiCe Dtvisoo o' Opetaliooal Evenis Assessrrem (Post B?0411) 90/01/iW 

Consolda'.oO EC SOfi Co o' Hew lr>c tO'PP 52636 025 52536124 

0001240190 NRC Info NoOce 90 00?. -Now in'o re Insolation Mat. Portotmance & 

Oabns Blockage cl Pv<a Con-ar-mani Sumps •• Sve I SI enci , on.nwnn 

ROSS'.CE C'iS.on c' Opcia'.cnal Evenis Assessmenl (Post 070411). 90/01/30. 

Co.nsoMaied Ed sen Co oiNewYcrt. 'rc 9Spp 52535.220-52535329 

9001250020 Suppi 2 10 Nt3C l-.‘o Newe 88 023. Potential lot Gas BfX^ng cl HPSI 
Pumps CXir..ng LOCA ■ SvC LSI encl bninwni 

HOSS'CE Division oi CpefeiiO'tai Even's Assessment (Post B?04ll> 90/t)i/J' 
Ckinso idaied Ecison Co cl New York, Inc 95pp. 52533 329-52534 062 

9001260198 NRC In'o NoLce 90-006. ' Kr 85 Haaards Fro.-n Decayed Fuel" Svc Ml 

flO^i.CE. Div.bon o' Opeial'cnai Events Assassrrari (Post 870411) 90/02/01. 
Conso'ida'od Ed son Co. 01 New York, :“c 7?po 52583.180 62503 256. 

900228002? Seat'ock "leadness' leview.* Reqijasts Soaid w consdet e'alad wr.nen 
views ol artachmen's to NRC 900100 4 09 ms dje to .niervenoia w)t fecav.ng dow 
mems unit a'lemocn ot OlOi 18 i efet Commiss on rr.aeiing endod.w/iew^.nto 
CURRAN. D Now Eng'and Coa'non on NvCleai Pol'ulion «190 9901. 90/02/01- 
CARR.K W. ComrfT.ss«snets 127pp 52604 259 52685.025 

9001290102 Suppi 1 10 NRC Ir.'o No' ce 80-030. ' Target Rock Two-S'ago Saleiy/RoTe* 
VaVe Se'po ni Dnti Update " Svc ist end 

ROSSI.CE. Divisici Ol Cpeiaiicna’ Events Assessm.cnl (Post 670411) 90/02/02 
Consolidated Edison Co cl New York. Inc 70pp. 52556.230-52556 317. 

9001300424 NRC In'o Nc'-co 90-009, "Extended inienm Storage Of Low levol Rad- 
waste by Fuel Cyc'a & Mat's Licensees " Svc 'isi end. 

CUNN.S'GHAM.fl E. Oiviscn o' industria: & Madicat Nuclear Salaiy (Post 870729) 
90/02/05 Conso'idaied Ed.scn Co ot New York, Inc- I08pp 52583 257- S2504.OO4 


9002160220 Forwards EDO 900209 rroTorandjm prov-dng addi Into re va/tous laio- 
'led a'legalicna /rade concetn.ng plant 4 insp Repia 5^-443/3060 6 50-443/60- 
82 Related correspondence 

TURK.SE Assistant Gene-'al Cou.isei tor Hearings 4 Entorcement #190 9004 90/ 
02/12 CURRAN.O New Eng'a-nd Coa ton on Nuclea' PotluUon CICMAN.T.O. PuWC 
Service Co ol Hew Hampshita O'GNMI.TG. Ropes 6 Gia-y 23ipp 52633100 
52636 330 


T. Heating iranso/ipta on non-antiirutt matiara 

9002130136 Tiarscnpi o' 900110 bne'ng in Hockvi'ia.MO to imjTied.aie eifeci-voneaa 
review bneOng tor p'ani Pp 1 -95 
• 90/0t/t9. l76o2 52649 OO1-5204g.i78 


-9002050318 Call losponso lo PH Kosimnyor 900106 11/ re 
to' ame'aency prepa'edr'OSS.Quost.on 9 
C/VRRKM Comnuss cno.'s 90/01/08 KOSTMAYER.P.H. 
Alhi.fa to 52504 022-52504.022 


Corrmsslon ieQi. -br,^-j 
House ol ftw. Yi'Sft^j 


-9002050350 Ca/' rosoonso to Pri Kosrmayor 900106 llr re Commssion requ.it. 

ot'ross.Oiiosiio.n 10. ’’ ' 

cnofs 00/01/06 KOSTMAYER.P.H House ol Rep i-.,^ i 
Insu’atAffai/e IP 52504 023-52504 023 ' 


for o'naico.'wiy , . 

CARR.KM Co/nmHs 


-9002050358 Ca// lesponso to PH Koslmoyor 9001 06 Itr ro 

tor emcrfloccv crQpa'edfOss.Ojnsiion ii 

CAflflK.M Contniisacnofs 00/0i/0fl KOSIMAYER.PH 
i>K..'ar Aftoi/s to 52584 024 52584 020 


Comrr’ssio-n 'ci;..ie-'^-j 
House cf Rep, inis-^ j 


DOCKET SO-445 COMANCHE PEAK STEAM ELECTRIC STATION. UNIT I 


A. Appticalion/conatruction alage rlocumenls & corroapondenca 


0002060048 Appeals denial ot FOIA rof]uOSl for App Q records. 

BAUMAH.LL. Rot-flson, Robinson, Petoison, RoiL, Rudolph. Cioss 4 Oa,^ 
OAUMAN.L L Ob/ons Association tor Sound Enoigy 09/12/05. Cic ct the Fjeat-r 
Deader lor OpiJ/ahons ip 52520.236 52520 ?36. 

9001296143 Notif^ation ol OOOIOI mnnling vv/util in Rot'nviito.MO lo lOYewma,^,ps^: 
r.oai dran Toeft 5pcc to.' laci'ity prior to printinp. 

MALLOY.M. Comanche Peak Pro.oci D.vlsion, 00/01/23 GRIMES, Cl. CorrAfe 
Peak Pro|aci Oiv'Sion 4pp 52467:106 52467.100. 

9001310520 Corcura w/(inal APTECH ropl 'P Du/g Wnmor swing aim la'u/o & est^ 
Lanas accopiebi'ity oi otnor Borg-vvomor cticck vaivo swing arms irsiai od ai Ikj'?/ 
CAHILL.Wj TU ttoci/lc (torrnerly Tovos Dtililloa Gonoraiing Co) 90/01/23 Doa- 
mom Conl/ol Drancli (Cocunioiil (^onnol Desk) ip. 52504:001-52504 001. 

9002020023 Forwards Suppi 4 to "klumsn FnctOis CROR ul Ccmsncl’a Peak Stes' 
ElOCtoc SiaiiOn," to-niaming anmmuiy O' Suivoya, odil/ossing corr.pl enca per NLP, EG- 
0700 $ idonillying iiuoe li&iod Hums [iconaou dnoma appiupiraiu 
CAHIIL.W.J tu E'eciiic (tomie/ly Tiwns Uniltiwa Gonoraiing Col 83/01/24 Doev 
mani Control Sranch (CocuinonI Cont/pl Dusk). 2pp. 52526 1 /4-52526 183 

-9002020020 Suppi 4 to "Hjman I'acidia CHI3R Ol Coihrtiictio Peak Steam Elec.'i; 
Siauott.' 

* TU Electric (lomiedy teias Ulni-os Gunniullng Co). 00/01/31. Opp 52526 176 
52626103 


U. CongraaBlenai/Sseculiya Corrospendanca 

9001240029 Responds lo questions re ganer-c views on Ccmmiss-'On raq-j lemenis lot 
emergency pieparednasa 

CARR.KM. Co/r-m ss.eners. 60/01/17. KOSTUAYER.PH Heusa cl Rop. Iniariot & 
insular Al/aita 37pp 52403 166-52403 3i6 

-9002050322 Cana response to PH KoatmsyCr Subcomrn ‘loe on General Overaighi 4 
Invaslidabon on Ouesbon 1 l/om 000105 Hr. 

CARR.KM Commissione/a 90/01/06 KOSIMAYER.PH House o' Rep. Interior 8 
Insular Adairs ip. 52564 006-52584 006. 


90020S0170 Forwards 900124 lit io ulil to Itoonaou 900122 lOKponsQ to CASS 90010 
llr & advises mat "< so i explanatory A coniams inlu neudod Id lusoivo rpeiteisiaied 
to CASE 9001 10 111 hem BP GwHu to lOCiiJloiM 

ELLIS.J. Cibtona Association lor Sound Enoigy 90/01/25 MURLEY.RE Ottce el 
Nuclear noocior Rogulai-cn. Dnociot (Post 070411] S|ip 02540.107-52549 201 

9002020070 Advises met iiconsoo prriormud luritioi nvn'umion ol as-installed bolisfsr 
recent discussions w/NRC Engmoniing ovMuulicn docuTionlud In Oocun'snt CPS:S- 
0^1054 4 avaiiflb’o tor NRC loviow. 

CAHILL.WJ. TU Elocinc (toiinnily Toxna Lllililloa Gonurni-iiy Co.) 00/01/25 0oo> 
mam C^lrtf Orencti (Ducurnani Coniiol Desk) ip. 5253'J 'I02-52533.102 


-9002050325 Carr response lo PH Kosimayer 900106 itr.Ouesbon 2a re Commlsston 
laquiramenis lor ameigency prepa/ednass 

CARR.KM Commsaoreis 90/01/08. KOSTMAYER.P.H House o) Rep. inienoi 4 
Insular Atfars 2pp. 52564 007-52504 008 

-9002050327 Carr response to PH Kosimayer 900100 Itr te Commission loquiiemonis 
tor ematgenn prepasedness.Ouaslon 2b 

CARR.KM commissioners 90/01/06 KOSTMAYER.P H. House ol Rep. toierior 4 
Insu’a/ Adairs 2pp 52564 009-52504 010. 

-9O0205O331 Can respor.sa lo PH Kosimayer 900106 llr re Commisston re<)utemo<tis 
lor emergency preparod'iess.Ouesiicn 2c. 

CARR.KM Comm ssioneis. 90/01/06. KOSTMAYER.P.H. House ol Rep. Inledot 4 
Insular Adairs tp 52504.01 1-52584 01 1. 

-9002050333 Can response to PH Kosimayer 900106 IV re Commission roqwremenis 
for omeigonn preparedness.Oues'.on 3. 

CARR.KM, Commissione/s 90/01/06 KOSTMAYER.P.H House of Rep. tnienor 4 
fnsula/ Adairs 22pp 52634:102-52634 149 


9002020074 f>rovidos fequPStod addi Info on FSAR Soctlon 3.0 1 2.S re ado.ng eicep 
ton to ASME-ACf 359 documoni lo' liquid punutrom or mngnoito pa'lico oiB"- ci U 
penovaiton aiiochmcnt wo'ds 

CAIIIU..WJ, TU Elocrric (lormorly Texas Uii'niDa Qmicraling Co) 90/01/26 Doev 
rncnl Control Broncfi (Document Control Dosk). Opp. 52526:162 52526:164 

9002050265 Responds to Genonc LU 00-13 ro avc waior ays piobiorns aitoctlngs'‘et/ 
ro'aied cqupmonl.Uilt wll provide wiilton noiiflCBlion wilh n 30 days alie' co.-ptsw 
of all acHon ilema for each unit. 

CAHILl.W.J. TU Etuciric Itotmorly Tpxos Ulilitios GonorallnQ Co). 90/01/26 Oocv 
moot Control Branch (Documoni Contiol Liosk) Opp. 52647:327-52547.332. 

9002070017 Responds 10 foquosi for add Into ro fracture toughness cl msh siean5 
toodwatar aya mails UU corduslon ihal (larluio toughness ol Unit i foodwatei Isos 
Uon valve (omiic prossuio boundary maila audicionl nptod. .... 

CAHILL.W J,. WALKER, R.D. TU Elociilc (lormoiiy Texas UtitillDS GeneratLig Co) w- 
01/20. Document Coniiol Branch (Documoni Control Desk). 2pp 52593.16J- 
52503 164. 


-9002050335 Carr response to PH Kosimayer 900106 lir re Comrrtssron requ’iomenis 
tor emoroenn prepa.'ed.'iess.Djestion 4 

CARR.K M. Comrassioners 90/01/06. KOSTMAYER P.H Houso of Reo Interior 4 
insular Adairs ip. 52584017-52564.017. 

-9002050339 Carr response to PH Kostmaye/ 900106 Mr re Commiss'on requVomenia 
tor emo/oenn prepaiednoss.Oueston 5. 

CARR.KM Commissiorers 90/01/06 KOSTMAYER.P.H. House ol Reo toiottoi 4 
Insula/ Affairs 10 52584016-52564016 

-9002050340 Carr response to PH Kosimayer 900106 iir re Commission requremenia 
lor emeroeng preparodnoss.Ouosiion 6. 

CARR.KM. Commissioners 90/01/06. KOSTMAYER P.H House Of Rep Intorlot & 
Insular Adairs Ip 52584 0I9-52SB4 019. 

-9002050341 Carr rospo.nso to PH Kosimayer 000106 lu re Commission reaurements 
Iw emergency preparednoss.Oaes'jon 7 

CARR.KM Commissioners. 90/01/06 KOSTMAYER.P.H House of Rep Inietlor 4 
Insular Affairs ip 52564.020-52584.020 

-9002650343 Csn iespor.se lo PH Kosimayer 900106 111 ro Commission reouVemenia 
for emergent propatodnoss.Ouos'-on 8 

CARR.KM. Commissioners 90/01/06 KOSTMAYER.P.H House Of Rep Inlerlor 4 
Insular Alleits Ip 52584.021-52584 021. 


9002080204 Forwards addi CASE Concurn Repts 00 0025 ro apparent substandS'C 
shop appTod welds iniornal to socondary aitio ol etoam gonaraiois 4 09 0034 on sps- 

c'.licwittog iconneden moihoi) damagina saloly-iolQtod olocirtcal w.i nQ 

ELLIS.J 0li7eri8 AsBOC'Biton lor Sound Energy. GO/01/27 COUNSIL.W TU Eecix 
((ormoriv Texas Utilities Qonaiating Co ). I3pp. 52503 327-52593 339 

90820001D2 Responds to concerns ra sod by Citizens tor Fair uiil Regolaltoh''' 69'0'® 
request lor stay, B91 108 Itr & D91207 meotmg ro Allogalion OSP 69-A-0089issu« 
raised do not adveraoly elloct viability ot LWRs. 

LYONSJ.E. Comanche Peak Prolect Di-vislon. 90/01/30 BFtlNK.B. Owens to- Fsa 
UUAy Rt^utollon. 24pp 52509.028 52599:051 


9001290051 Genetic Llr 80 02 to all LWR licensees S oppticants re alternative lequj^ 
rnants for fuel assemblies In design lealures soctlon of loch Specs Svc l.si onci 
PARTlOw.j.g. Associate Dirocior for Projects (Post 670411). 00/02/0' Conso.w- 
od Edison Co. of Now York, Inc. 30pp. 62037 055-52637:003. 


9002220263 Requests ropiacomom of Pago-. 3.4 4 7 of 000130 response to 'ssuss 
enci revised pages Issues Include chock vaivo failures that occurred during hot i-i^ 
Uonal loBting in Apr 4 May 1909 4 augmented insp team findngs. , , csi 

LYONS.J-E Comanche Peak Proio-l Division 00/02/01. BRINK, Q. C.u/ens tor 
UbHy Regulation, 6pp. 626O0:347-5268O-351. 



900212023a Cen>res that plant equipmoni quai'licaion progiam corr'plaio & ihai wotk 
esscciaiod w/Woik Ordor C8913772 no longer roqu/cd lo support seismic Qualf-ca- 
(ron cl pump. 

v.'OOOLAN.D R., CAHILL.W.J TU Glocif'c (lo'moriy Texas Uiliuea Gefcairg Col 
00/02702. Oocutionl Coniiol 0fanc>' (Doci.monl Cont/ol Desk) Ip. 526460114' 
S2646 064. 

9002120276 Adv'.sea that Arr.onc)s 11 & 10 to C®a CPPR-126 6 CPPR-127. 
respectively, authorised hansler ol 21/6% ownorship 'olereat (torn Tox-Le E'ecinc Co- 
oparat.ve ol Tcxas.inc lo Texas Uiiis Electric Co f^ar^sfo• compfoiod o-n 000201 
CAHILL.WJ TU Elocirlc (lormorly Texas Utlilies Geno.'Bfng Co) 90/02/02 Oacu- 
rreni Ccnfcol BrarKfi (Document Ccnlroi DosM Ip 52627. 128 52627:120 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

9002080261 Porwa'ds Suppi 22 to NURDG 0707 ro apeiat.on ol plant w/o enci- 
GRlMES.CI. Comancho Peak Pro,oci Divia.on. 80/02/02 CAHILL.WJ TU ElocK-c 
[lormerly Texas UtiRies Generating Co ) 3pp 5259a:224'S2503 226 


F. Security, medical, emergency & tire protocllon plana 

9001310192 Forwards final "Radioiogcal Emergency Ptcpatcdiress Fixetci&e ITopi' 
Sovoral B'sas requiring correciivo eci'ori A areas rortam/i’ortdod to' tmp'o/sn-enj iJon- 
t.' ed In oxerciso. 

KWiATKOWSKI.D Federal Emerguncy Manasomont Afloncy 80/01/12. COHGEL.f.J. 
Division ol Radiation Protection & Emergency Preparedness (1‘ost 070411) 2pp 
52513:265-52514 006. 

-9001310203 Final "Rad.o'.og col Emuigor.cy Proper odnuss Exorcise Ropl." on 690725- 
26. 

’ Federal Emergency Management Agency 89/12/15 QOpp. 52/99 00-1-52700 103 

9002160287 Forwards Initial SAI.P Rnpla 50-445/09 85 A 50 446/OB 61 lot Sopl 1966 - 
Aug 1989 Ai'i luncLonel O'oas eva'uniurl as Category 2.Com'nsrt si'engii-a woto eiad- 
ng & effoct'veness ol trar.ing & perscinnni quuliiicaiions. 

CRUTChFIELO.O Asaocleio Oitoclor lor Spcoal Prolects (Post 090101) 63/02/05 
CAHILL.W.J. TU ElOCitiC (lormerly Tuxes UMitriS Gonaraiing Co.) 3pp 5267A207- 
52676 298. 

-9002160290 Initial SALP Ropts 50 445/99 05 & 50 448/09 81 lor Sepi 1966 • Aug 
1809. 

• Comanche Peak Prolocl Division 00/08/31,20(10 52679 270-52670 268 

0002230184 Procaduro change noilcoa.includ'ng PCN-EPP-SOS-ROS to Rev 9 o> CPP* 
2O3.PCN-ePP-2Q0'n7-l to Rev 7 of ePP-200 & PCN-EPP 3l3-n0-4 lo fl.n/ 0 ol CPI’- 
3l3.W/9002l2llr. 

CAHILL.WJ. TU Electric (lormerly Texas Uti'i'liuS Gcnorotina Co). 0'1/02/t2. lOpp 
52716-0(7-52716026. 


Q. Adluoiealory cerreapondence 

9002010033 Second ibquost (or stoy Ciluons Inr Fan Uiii Ruo'j'uim' RoquusIs that 
NRC etay luol loading & low power oputai'on ol Unit i cni.l (TcOeOO Comiiceio ot Sve 
end 

QniPPlN,nL. Cilirona (or Fair unity nnuulatio-n. t/lOO 0740 00/01/2/. Corrxit.esirtn- 
Oia 5pp. 52445.313-52445:317 

0002060096 Mpllcani answer (o retTctiSI tor slay (ly OH/ons (or Fat ual RoOii'aHOn 
(CFUR).* CP^lJR (ai'-od to aaiisly Durden to dumonsitaiu rccossiiy lot cloy S cotT/esi 
should 03 denied. Ceniiiceie ol Sve onci 

EOGAR.O.L. TU Elecitic (formerly Texas Utliiiioa Oenoratir.g Co.). ECGAn.GL. 
Newman & Hollringor //190 0777 60/02/Ul. Ccmm'ssioncra I2pp 52537:100- 
52537:202. 

9002060125 NRC Stall (osponso 10 Oiituns iQr Fair Uli' Rogulat-en aocond tequosl lor 
Slav.* Roqueai for stay should Do dcniod duo to (ai'uro to satisty sios sol loiil) -xt 
10CFfl2 708(0) Corlificato of Sve end. 

MOORE.J E. Assistant General Counsel lor Hearings A Enforcemo.m. /1 100 9783 00/ 
02/02. Commleslaners. Hpp. 52S37.213-5P637 223. 

8002130105 Order.* Denies Citirons lor Fair UM Rogu'.aLon 903127 mot’on let stay of 
license lor luol load & low power lesling up to ol rated power irniu 000209 rli/e to 
moolnoss. Certificate ol Sve end Served on 60020A 

CHILK.S.J. Oflico ol the Secretary ot Iho Commission. r/lOO 99)3. 90/02/06. Cairens 
lor Fan Ulil.ly Regulation. Bpp. 52572.21 t-S2572 21B 


H. Garreral correspondence 

9002220603 Responds lo 800129 Hr S Garde 900M0 llr roquesirna Ural NRC resolvo 
Issues raised by CASE & assure that util lias camptohons>va,wo<H8l>’o & lunclion'ng 
root cause analysis program prior io issuance o< tow power license for Urui i 
MURLEY.T.E Office of Nuclear Roacioi Regulation, Director (Post 670411). 90/02/ 
08. ELLIS.J. Cllizens Association lor Sound Energy. l3pD 52701 030-52701.042- 


J. Insurance & Indemnity (nformatlon 

90020(0394 Forwards Er.dorsenionis 7 S 8 lo NGLIA Cortificato NW- (67 S MAELU Cer- 
tificate MW-90.respectivoly. 

CA))ILL.W.J., MARSHALL.JS. TU Elecific (lormerly Texas UMlies Generetlrtg Co) 
90/01/24. MURLEY.T. Office ol Nuclear Reacioi Regulation, Director {Post 870411). 
3pp 52605:037-62605 039- 

9002010399 Forwards Endorsomoni 28 to NELIA Pol'cy NF'374 to futiill hnar'clel p-ole^ 
I'on requirements of lQCFni40.l3. 

CAHILL.W.J. TU Electric (lormerly Texas Uli'itios Gonoiaiinn Co.) 90/01/24 
MtjflLEV.T.E. Office of Nuclear fleactoi floguloiion, O.roctot (Post 8704t(J- 2pp 
52605:229-52506.230. 

9002230440 Certifies that util coveiod lor decontaminaiion liability & excess property 
Inaucance.effeclivo on 900208. 

JACKSON.C 0. Nuclear Electric Insurance Ltd. 90/02/08 Oocumeni Control Brartclt 
(Document Control Desk). 4pp. 52702.216-52702 219. 


M- Antitrust correspondence 


M03320&99 Forwatde exeminor rept & proposed order re appi.cailon of Cap Rock Elec- 
tric Cooperairve.lnc for oi.ir.onty to change rmos.Open meeting schodutad lor B90207 
in Ausi*n.TX to consider case 

OCONRELL.RS Texas. S’-ato of #100 9659. 89/01/11 NRC • No Doieilod AfMl- 
ahon Gtvan 2tpp 52645:039-526-15 059 

9002228616 Reply Of Cap Rock Electric Cooparaclva.inc lo commenis of Texas Uiiia 
Electric Co' Texas Uils response considorod Irrolsveni.malnly inccriect or 
m stoading Ceniiicaio cJ Svc enci 

O'NEiL.RA., AORAQNA.J.M. Cap Rock Etactric Cooperative. Inc. O’NEiL.R.A 
M.'iler.ea'is & O'Neil #190 9870 69/02/10. Corrmiesionere. Oepp 52845 003- 
52845036 

9002220621 Forwards reply pi Cap Rrock Eicciric Cooperaiivo.lnc to comments ol 
Tokos Uthj EFxcinc Co (o ass'Si m rendering advice to Commisslon.per ponding OL 
anubiisl revdw ol unn.w/o crcl. 

V03LER.8.H. Clilico ol the Gon.oral Counsel (Poet 860701). #190 9871. 89/02/21. 
unOAN.J. Justice, Oapt ol. ip. S2d45.0O2-52645:OO2. 

9002220637 Adv.eos lhai an: rrusi rovletv ol unii OL urtr.ecessBry.per NRC draft linaing 
that na signif-canl changes In eciiviiios or proposed activities of licensee have oc- 
curred s rtcop-iot roviuws 

SCHECaiTEfl.MC. Justco. Oopl. o(. ff 100 9073 89/00/06. RUTBEHG.J. OMice of Iho 
Gonoi8'Co-jnsol(P08t86070l| lp 52645:001-52645.001. 

00022208S8 Pages 28.865 896 to F'fT.nciifying ihsi NRR made find.ng that no aigniflcaril 
nni.iiiisi changes to I cor.soo activities or pioposod aclrv.tios have occurred, per enli- 
trust Cl’ rdvKhV for unit 

* NRC No Oofafed Alhlelien G'vnn fflOO 0876. 89/06/26 . 2pp. 52640:126 
52646 I2H 

9002220722 Page 37171 to FR.notltymg that Cap Rock Electric Co.Inc has requested 
tcova'aaiton by Nflf) Procter ol hrtaing ol ho sigrilficBni criange to OL ertLirosl review 
lot unit 

* NRC ' No Oufai'cd AHillatlor) Q'ven digp 9879 69/09/07 Ip 52648 138- 
52646 136 

9002230007 Forwards Texas UUs commonts to filing err bohaif ol Cep Rock Electric 
Coqpcr8ih«e.ir*c.W/o end 

VCgLFR.RH. Ass'sloni Oonoral Counsel lor Hoer.ngs & Enlorcomenl #100 6866 
80/11/04. AORAGNA.JM. Mi.lOf.Bo’iS & O’NeT. tp. 52652 001-52652:001. 

6002220663 Comencho Peak Sioorn Elocliic Slot on.UnU 1 OL anliirusl review, finding ol 
no si^iicanl chongo. ' Recommends (ha( no aiirrmeirvn e gniiiconi change doiermina- 
lion no mndo to app’IcDiioh lo' OL for un't 

MuniEV.TC. Oiirco Ol Nwetoar Roecior npguioiiori. D, racier (Post 07O4iij, #190 
9075 00/02/01 Ii3pp 52648001-52641) 113. 

6002220696 neevai-.jaiicn & ailirnaiion of no s-gn’ficanl lind'ng.per Corrisnclio Peak 
Steam Etoctric Siai on.un t i Ol aniiirusi rev’-ow? Advises thoi plant lind'ng ol no slg- 
i-j|ir.em ant trust changes wi.i not be chengod- 

MURLEY.TE. OHiCO Ol NuclOB' ROBCtC ROQUloHon, O.roClor (Post 070411). #190 
01)76 60/02/01 tlpp. 62048:127-52648 137. 


P. Operating license aisge documenis t> corioapondence 

9082)30000 Advises that uiii ready lor issuonce of Ol auinoriying fuel load 6 oporei'on 
up to 5% rated pewor (or Umi i Oeaign, conei & proopoiaiion lesiing of unit complete 
in accoirlanco w/FSAR 

CAH'U.WJ TU Etooti.c (fo’inoiN Texas UtHihos Gonmaiing Co). 00/02/00. Docu- 
ment Control Oianch (Decumonl Coniroi Desk). 7pp. 62646;33&-52e4e 34 1. 


O. Inepectlpn raporte, IE Sullellns ft cerreapondence 


900)300490 Advises (nsi draft final rept for closseut of IE BuJet.n 70-23 (ound 
accoplety-e.Loarl onginaois lor IE Buliot'ns B4-02.&8 06 ft 87-002 loassignod as l.stod. 
OEnl'NGeR.C H Cenonc Corrmunicaitons Biencit. NnC-06-85- 167. 90/0f/l7. 
lOrY.R,A. PARAMETER, Inc 3pp 52513:266-52513:258 

9002010110 Ack rece'pt of 900112 Hr Informing NRC of aieps taken lo coned violatons 
noted In In^ Repts 50-446/80-71 & 50 446/89-71. 

WARNICK-mF Asbiaianl Director lor Inspection Progiems. 90/01/18. CAHILL.W.J. 
TU E'-QCitiC (fotrr.oriy Texas Ulilillos Gonoreirig Co). 4pp. 62531:121-52531:124. 

9001310123 EN-90 008pn 000125, nollco ot nioposed Imposition ol civil penalty In 
amount ol $30,000 wi'l bo Issued to l-consoe based on multiple violations Ideniil'.ed by 
Augmoniod Insp T cam 

TROSKOSKLW , I.IEBERMAN.J. Ofc Of Enforcomont (Post 670413). 90/01/22. Ip. 
62504:137-52504 137. 

9002010338 CMscussos Insp Repts 50-446/00-30 & 50-446/00-30 on 890516- 0616 & 
forwards notice ol yiplaiicn ft propoaod Imposiilort of cM penalty In amounl ot 
$30,000 

CRUTCHFIELO.O. Associate Dirocior lor Spndal Projects (Post 860101). 90/01/26. 
CAlViLl.W.j TU Electric (formerly Texas Ulilillos Genoratlng Co). 6pp. 52522 097- 
52522:105 

—9002010340 Notice ol u.olation & proitosod Imposilion ol civil partalty In amount of 
^3.000. Violations no'od orr OOOSOS.lmpropcr sequence to Procedure SOP-305A el- 
lowod revorse Held How path from eteam goneretors lo condensate storage lank. 
CflUrCHf-lELO.O. Associate Orrecior for Special FYo(ac(8 (Po3( SBOlOf). 90/01/25. 
4pp 52522:102-52522:105. 

9002070016 Forwards sddl into In rosponsn to NRC Oul'.etm 68 005 & Suppis 1 & 2 re 
nor>contormlr>g mall supp'tod by Piping Supplies.Inc 8 Wes) Jersey Mfg Co.TsbIe list- 
ing 12 nonconforming flanges instaVedIn safety-TO'ated sys end. 

CAHIluW.J.. WALKER. R D. TU Electric (foimoriy Texas Ulililios Oeneratlne CoJ. 90/ 
01/25. Document Control Branch (Document Control Oosk). I6pp. 6257().013- 
52670.020 



DOCKETED ITEMS 


MOM8016O Insp HoplS SO 4^S/69 5J 4 50-446/09 ?3 on B90W5j)»2.V.^- 

bons roiedUH shouio p-ops-o lo pieje'-! Qsvossnuni ol S*lo:y sflrjfi.an.e.foo 

"^maoche PeaV PiO.iCi D vliO•^ 30/OU*6 CAHJIL.WJ TU E'oclnc 
(lormerl/ T0>a? U-.libfiS Gor.e/ai.ng Cc ) 4ep 526^9 2?0 -j26O9 300 

-900?080»61 insp Repis 50 445/89 23 4 SO-445/89 23 O'* OM2 \6mal.on 

nc'.eflMeiC' a'oas ir.ssoctec) e«ii me6;fq w/ng', to'..a*> ol coirporion. cod. g waiof 
HX wo/vrepa'/ 01 d.6soi gane/aiw MX I appica-.i ac'on cn P'f 
PHILLIPS.HS Ol'ca ol Ntcloa/ f’oa'io- 

IIVERMOREHH Co'na'.cha PoaK Ptojo;! D/v.5CO. 89/0o4l6 ?7pp 52609 2/4- 
62609 300 

9001230126 NRC l'•‘P Nobcn 90 0C6. ' l-.w Sysle-n Oitcharga oJ Roaclw Codflnl" 

ROSs'cE^ Oiviipn cl Operaiioial Events AssesameM jPosI 070411) 90/01/29. 
Ccnw;'.6blodeov5nCo c( Ne-w Yo-V., -rti tQlpp. 52535 125 52535 227. 

9001230176 NRC hlo Ncbc© 90 C06, "Poioriiai lor LOSS Ol Sr.uKlo«ft Codng Wh ie 8i 

Low Reador Coo'ani levels '■ Svc I St as:i ___ 

flOSSi.CE Division o' Opeiational Events Assessrrom (Posi 870411) 00/01/29 
Cons© dated Edison Co of New York, inc IQlpp 52535025 52535124. 

9001240190 NRC in'o Notice 90007. -Now Info to insuie’-on Mali Poriormarce & 
Oobns Blockage ol PWR Coma nr, oni SuTps " Svc l.si end 

FVOSSl.CE. Ov,s.or» d Ows-ato'd Events Assessment LPosi 870411) 90/01/30 
Consoldalod Ed.son Co ol New York, -nc 99op 52535 228 52535329 

9001250020 SuppI 2 to NRC Into Ndco 86 023, ' Polenta* (or Gas 0fKli'.O Ot HPSI 
Pumps Ounng LOCA " Svc list end 

ROSS', C6 Division ol Opoiaticnai Events Assessmoni (Post 870411) 90/Oi/Ji. 
ConsoMatod Ed sen Co oINew ’Yoik. Inc 95pp 52533 329-52534 062. 


9002060387 BespcmlS to NRC 900125 Mi 'e violabons 4 prttecsod Impoail.an ol dvi 
penaiiea concemng insp Repi S0 445'89 jOCcaiedwe adcnsd-dCk. valves «« 
evems mod 6ed Comrnents on siaiem.e.nis m 900125 lir e’so eisd 
CAHILLWJ TU E'ecvic (Ifl'medy Te»as Utl.ues Genetatog Co) 90/01/31 
LIEBERMANJ OI:ofEnlo-cemoni(Pcs!8704i3j I5p5 $2560 004.52560018 


-9002160290 Irital SAlP RoptS 50-445/60 05 & 50-446/00 01 1oi Sept IJM 
1999- 

• Comettdte Peak Pioioci O.vision 09/00/31. 20pp. 52676 270-52676 238. 

9002130067 ArMsos thal uhi will clar.ly 4 reissue procedu.'ea re issuance d mw,.,. 
mancoropts by D00214,oei insp Flopts 50 445/90 05 4 50 440/90-05 
CAHILl.W J flECK.J W TU Elcctr c (loimgily Toxus Utilities General no Co i 

07 Oocijoionl Ccnirol B'fiiiCh (Uocumrtnt r4irilrol Desk) lp 52646341-52845^4, ' 

900222074 1 Rospcnds to NITC OCO 1 1 2 Mr ro v.olat oris noted in Insp Rep's 50-44« s- 
06 4 50-440/09 BO.CoiiCClivo actions procoduro tor controlling tfimpoiary 
visad 10 autOo/i/e simplo connoct ons to valves & piping on gononc bas s * 

CAHtt-LV/J. TU Eleculc (loimudy To*as UUIIUos GCr-xiratinQ Co.) 90(02/01 tiy, 
menl Corttfd Brandi (DdCumoitl Control Oosk). 4pp 526n3.l30-62603 133 

0003140269 Ack rocolpl ol 900131 Hi 4 payment ol Civil penalty In amount ol 530K/ 
proposed In NRC 900125 It/ NRC will to'it nuo lo monitor acuv-bes assooveav 
check valve la lures S assess ulleciivonoss ol corroctwo act ons 
LIEBERMAN-J. 01c Ct Enlorcemont (Post 0/0413) 90/02/09. CAHILL.W J TU Eec 
tre (lorm-e/Iy Texas Unities Gonoiaiiiio Co) ip. 52653.181 -52653 iei 

9002220604 Rosporos to 891113 appeal ol PU Gnms'oy 000104 response to FOblis. 
quasi lo' records ro Insp Repis 50 445/flD 30 4 50-4. 16/00 36 Records cortae lous 
w thiio'd (rof FO'A Exe-mplion 5) 

THOMPSON H L Dep Exec D:r lor Nuc Mails SBleiy.Sofoguards 4 Opers'jors 5* 
pert tPosi 890205). 90/02/21. OAUMAH.l.. Rotilrwcut. nob.riscn. Pe’.erson, Qeft, p, 
da'pti. C'OSS & CiardO. 2pp 62660 Olifi-52660 072. 


ft. Periodic operating reports 4 rolsled correspondence 

9002060052 RosporCS to 09 1 20.5 ii|>pnnl ol dnnlal ol I'OIA req uosi tO’ poAKir.s ol si 
records on ert'orotogv o< uvonis piupaiod bv onsite Ole ol Spoc'Oi Pio|ecis sisti te 
girtmng 1965 Appeal parUa ly denied (rel EClA Everrplion 6) 

Thompson. H L nep C<i>c Dir for Nuc MhHs Saioiy.Saloguards 4 Operetiors Sia- 
port iPosi 890205) 00/01/30 DAUMAN.L 1,. Robinson, Hohinson, Peterson, Bel. R> 
doV>b. Cross & Garde 3pp 52520 237.52520.350. 


9002120331 Eorwe.'ds Ir.sp RepIS 50-445/90 05 4 50448/9005 on 9C0193 30.VCla- 
tons noted NRC ccr<otn« that vioiaticn ol emplovee prelect on may have 
OCCuneO EniorcsTs.nt conlorance scheduled lor wk ol 900205 
GRIMES, Cl Comanche Peak Prolec' Orv.sicn M/Ol/31. CAK-ll.WJ TU Electric 
(Icrmert/ Texas Util ues Gene-'a'-ng Co ) 6pp- 52627 077-52827.095 

-9002120324 Ins? R«pU 50-445/90-05 & 50-446/90-05 on 900103-30 Vclaiions 
noted Maior areas i.nspccied -consee action on prevtcvs 'ns? kac ngs.ioncwup on vie- 
ia'.of>8/aev-ations 4 a’^^egai'cn lo'iowup co Theim-A-Lag issues 
LATTA.flW. LivERMOfie.HH Oifico Ol Nuclear Rsactor Roguaion. Ot-ecior (Post 
870411). 90/01/30 1 3?? 52627 093-S2627.C95. 

9002120334 Ack reco pi 0' 9001 12 Hr l.nlo.-rr.'ng ARC r>l steps taken lo to/'OCi v o'ai«ns 
noted in inso Repta 50-44S/69'78 4 50-446/89 78 

WARN'CK.RE Ass.siani Oiedor lor inspedon Progra.ms. 90/0i/3i CAHili.Wj. 
TU Electric |t?rme/lY '<'9>4S Ut. it'«S Gens.-eiiig Co ) 4pp. 52627:063 52627 066. 

9001260198 NRC inlo Noltce 90 006. "Ki-8S Haiatda From Oeceycd fs.ef Svc Ysi 
end 

ROSSi.CE. Oivisien cl Operaticnai Everts Asaossmeri (Post 6704ii) 90/02/01. 
Consol dated Edison Co ol New York, me 77pp 52663 leo 52583 256 

9002220253 Requests repiecc.mont of Paces 3.4 4 7 oi 900130 response ie -ssi/os w/ 
end /svised pages issues mc'ude check vaivo lailures that occurred dunng hoi (unc- 
lonai losing In Apr 4 May 1889 4 augmented msp leamrnd.ngs 
LYONS.JE Comanche Peak Pro,oci Oivison 90/02/01. QRiNK.B Ouie-ns for Eel' 
UU-ty Regda'von Spp 52688 347-52688051 

9001290102 Suppi 1 to NRC In'p NpLce 68 030. ' Ta'gei Rock Two-Stage Saiety/fto'iel 
vaVo Seipo m Drtt Update " SvC ‘isi end 

ROSSI.CE Division ot Opeietior.a! Events Assessment (Post 870411) 90/02/02 
Conso/daied Edison Co ol New York, Inc 76pp. 62556 235-52559317 

9002120245 Rospo.nds 10 NRC BU'eiln 88-OCS. "Nonconlorming Mail Supplied bu 
Piping Supp’ies.lnc si rolson.NJ 4 West Jersey MIg Co.W.l'ismsiOwn.NJ " No lu-dher 
scbon loquiied lor Unn i ir.stai ed l.anges w/i s'.ed host numbers 
CAHILI.WJ TU E'ocirlc (tormeriy Texas Ui.'itds Qenoraing Co) 90/02/02 Docu- 
ment Ccntioi Branch (Document con'jol Desk) 6pp. 52606.043-52606 048 

9002220310 Forwa-ds insp Repis 50-445/89-13 4 50-448/89-13 on 681205- 
9001 27 No violations or devtaiions noted NRC concludes that uhl impiemontaHon ol 
A5ME Section XI mod.repair & replacomom prpgiam met requsemonis ot ASME 
Code. 

GRIMES.C I Com.anch0 Peak Prcjecl Division 90/02/02 COUNStL.W.G. TU Electric 
{lormerlyTexasU'-'itiOsGoneralngCo.i Spp 52683 343 52683359. 

-9002220312 Insp Ropis 50-445/89-13 4 50-446/89-13 on 88 1205-900127 No viola- 
bons or deviations noted Maior areas Inspected prevlo'jsly fdontifred ASME Code msp 
fmdwvgs.OA/QC 4 fastener mall iasaues assoc sled w/NflC BjHeiin 87-002 

WiLLIAMS.CC, GfliMES.Cl CcmaiKho Peak Prolect DNlston 90/02/02 »2 do 
52663.346-52663 359. 


9001300424 NBC Ir'o Notice 90-009, "Extended Inicnm Storage cl Low Level Red- 
waste bv Fuel C^le 4 Mails Licensees " Svc i si end. 

CUNNiNGHAM.n E Dvision ol ind-jstnal 4 Med cal Nudoar Safety (Posi 870729) 
90/02/05. Consoidaied Ed son Co ol Now York. me. l08po 52583 257-52564.004. 

9002148174 Provides IMowop lo 891208 m re lac-.itySALP process & reaulBioty proc- 
ess associaied w/fnat licensing declson NRC concludes that issues raised have 
been or being adequately addressed W/o staled oncl. 

TAYLOR.J M. Ole Of the Execu’-ve D.redoi lor Operaiio.ns 90/02/05 GARDE B P 
"^hson. Robmson, Peieisorv, Beik. Ruddph, 6oss & Garde. 3pp. 52848367- 


SALP Repis 50-445/88-85 4 50-448/88-61 lorSep1 1008- 
Awg 1969.AII functional areas evaluated as Category 2.Ccmmon atronoihs were stall- 
ing & ellecUvonoss ot i/a.ning 4 porsonnei qualifications 

Director lor Special Projects (Post 090101). 90/02/05 
ElecLic (foimeriy Texas UULiies Oeneratmg Co) Spp 52876287- 

OikC/'D 690 


-9002080060 Fprwaiits compiolo iipdotod Chronology of aclivitos lor Apr, May 4 Jj-e 
1980 

WARNiCK.flF. Ass Slant Director let Inspncllon Programs. 00/07/07, ORI.MtS.Cl 
Comarrcho Poflk Pfolprt Divls en. I6p() 62520 24n-5?520 255. 

-9002060062 fortvftids complolu updoluil chronology of act villOS for Jul. Aug S Sect 
1989 

WARNCKH.r. Asssiani Di-'octei tn/ inspuciien ProQ’nme 08/10/25. GRIMES, Ci 
Comancho Poak lho,oci Division 22pp. 52S2(''2f>6 52520.277. 

-9002060068 Forwards ccin|>liilo updnioit cli'onolngy ot actlvllius 10/ Oel.Nov & Ok 
1989 

WARMCK.RF Asalstant Duecicr tor lns(iQCilon Progiorns 89/01/06 GRIUESCI 
Comanche Peak Pro;oci Division 28po 52520. 27()-.52520.306, 

-9002060090 Peiiially lolonaod memo foiwnrij.ng chronology of actlvntlos tor Apr Mi/ j 
June 1980 

WARNl^.RF Assisioni Dioclur lo.' Itispociion PruQiams. 89/07/05. GRMESCi 
Comancl-.0 Peak ProjOCI P vision llpp 52520'306'525?0.3S0.. 


d. Reponebie occunencea. lERs 8 lelaied conoeporideTice 

9002000241 PNO'AUSP'90 002 OK OOOiSO.poioniioi Violation re mtimdai.on o'OCre 
ceipi msp porsornoi noiod.On 000202, leiophono ih'aat roceivod by wi'a ol 
■nspedor Police >opi Ifad.UiT. aocunty oihQiilrotlon mvlowlng event. 

WAHNICK.RF.. LATTA.R.L Assorloto DiiQClot lor Special PfOiOCls (Post 860101) 
90/02/05 Ip 52500 049 52500 049 

9002160161 Final Oetic'cniy Ropl CP-90 03 re debtie in one train of coniaw.s'i’ sprar 
syslnliialiy roponed on OOOOIO.MntI p/obably Introclucod tlutlng work pRflcrmoo or. 
upstream hx In 1983 Accossiblo piping Inspected for cloonlinasa 
CAlilLL.WJ. TU Elodne (lormerty Texes Utilities Gonerating Co). 90/02/07 Oooi- 
monl Control Branch (Oocumonl Control DobK). 3pp. 52650 356-52656 368 

9002150165 S'upp'emontsl Doi ciuncy Ropl CP OO-41 ro Wostinghouse W-2 type caf 
switches Ininef.'y roportod on 881202 Coll swilchas & spring totalnor assembles re 
placed at Unit i . Coll switches will not ho ropfacod at Unit 2. 

CAHILL.W.J TU Electric (formerly Texas UIiIiUqs Genoraiing Co) 90/02/07. Ooai 
ment Control Drench (Docuniom Control Dnsk) 2pp. 52666:077-52656 076 

9002220033 PNO-ADSP 00-004:on 900214,1031 fuel assembly loaded Into roacidvessal 
10 days ahead ol schotJu'o w/imno’ iKieTiupi ons Rosidonl inspot'.ws wit', prewie 
backshtt covorago lor soleciotf plan) evolutions. 

WIEBE.J, JOHNSON.W. Roglon 4, Ole ol Iho D.reclor, 90/02/16 Ip. 62674 358- 
52674 358 

9002220037 PNO-ADSP-90 002A-iipdalod info re poionllal intimidal'on ol DC 
Inspector Phono cal' did not Imply death iMreai & not os serious as orig nally charae 
tensed- 

WARNICK.n.F,. LAHA.RL Hog on 4, Ole of Iho Director. 90/02/15 Ip. 52870 274- 
52878 274, 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION. UNIT 2 


A. Appilcalion/construciion stage documents & correspondence 


9002060048 Appeals den'ei ol FOIA roquosi lor App 0 rocords , 

Bau.MAN.LL. Robinson, Robinson Peterson Berk Rudolph. Cross 4 Garde. 89'i7' 
05. Otc of Iho Executive Director for Oporaiions. ip 52520 236-62520:239. 


9002020023 Forvjanla Suppi 4 lo ''Hurnan Faciots CRDR Ol Comanche 
Electric Sletlon." conia n'ng summa^ of surveys, addressing comp'ianco per NUF 
0700 & Ide.ntifying throo listed items licensee deems appropriate. _ 

CAHILL.W.J, TU Electric (lormerly Texas Uti'ilios Generating Co). OO/Ol/e® Li 
mom Conliol Qranch (Oocumont Conitol Oosk). 2pp. 52526-.t74-62526:l03 



-9002020029 Suppi 4 lo ' Human Factors CROP oi Comanche Peak steam Electric 
SiaiJoh " 

• TU Electric (lormotly Texas Ui.'ities Gonoraiing Co). 90/0l/3t. 8 dp 52526:176- 
52528 103. 

2002050170 Forwards 900124 Ur to ulU re llcar^soo 900122 rospoitso to CASE 900110 
Ur & advises that iir so'i explanatory A cortiains Into neodod to resolve mattere rarsod 
.n CASE OOOftO llr from OP Gortfo to tociploni 

ELLlS.J. Ciiiaerts Assoc alion tor Sound Energy. 90/01725. MURLEV.nE- Olhco ol 
Nuclear Roaclor Pcgulalion, Oroclor (Post 07041 1). 5pp. 62540: 197-52548-201. 

9002020070 Advises that ticonsoo performed further evaluation oi es'lnstelieO l>olis.pat 
rocenl cjisrussipns w/NFIC Engmeorlng ovoluation rlocumontod in OoCumoni CPSES- 
B301654 & ava.inhio for NHC tevlow 

CAHILL.W.I. TU Elocfr c (formerly Texas Ul.iiilos Gonorelmg Co ) 00/01/26. DoCu- 
manl Conlrc^ Oranch (Oocumoni dorrlrol Oesli) Jp 52533 ID2-52533 182 

9002020074 Provides roquns’.od add! into on FSAR Section 3 0 t.2 5 re act<9r.g eiccop- 
Uon to ASM£ ACt 359 document tor I quid ponotrani or rnagneiic particle owmof luH 
penetration attachment wo'ds 

CAHILL, W.J TU Electric (formerly Texas iJiiiiioa Goneralirtg Co ) 00/01/26. Docu- 
ment Control Branch (Documenl (Zontrol Desk). Gpp. 52526.182-52526 164. 

9002050288 Responds lo Gpnorlc Llr 80- 1 3 re sve water ays probtoma aHecUno salaiy- 
le'atod equIpmenl.Ui.i w.ll provide written notincaiion within 30 days altci coinploilon 
of all action items lot each unit 

CAHILL, W.J. TU Electric (formerly Texas Uli'iflos Gonorating Co.) 00/01/20 Doew- 
moni Control Branch (Documoni Control Desk) 9pp 52547.327-52547.332- 

9002070017 Responds to tequosi for eddi iefo ro fracluro toughness of mam steam & 
feedwater sys mails. Util ccnctuelon that Iractuo toughnoss ot Ur>it t loedwaloi iseta- 
ton valvQ lorriiic p'sssuro boundory malls sulflcioni noted 

CAHILL, W.J., WALKEn,R 0. TU Electric (lotmctiy Toxoa Uli'itlos Gervoraing Co). 00/ 
01/26 Document Control Branch (Document Coniiol Desk) 2pp 52593.163- 
52503 164. 

9002080204 Forwards adrii CASE Concorn Ropls 09 0025 re oppareni 3i.Mianda'd 
shop appi’ed wcW.s Irtiereal lo soconOaiy <iie ol aioam oonomiois & 89 0034 on apo- 
cific wiring & connection method damaging saloiV'ielato J olocincet wiring 
ELLIS, J. Ciiiiana Aaaoclai'on lot SounrI Energy. 80/01/27. COUNSll.w Ttj Electric 
(formerly Texas Ult'ihas Generating Cq.). I3pp 52603 32/-5?5f)3 330 

9082080102 Responds to concorns reisod by Cihiona fur Fair Ul.l Rog-.ilaiion in 891016 
raquoai for stay, 801100 llr & 801207 rr.eoi r>ti ro AHogaiion OSP OO-AOOflO iseuoa 
ra'sod do not adversely afiQCt viab.iity ol LWRe. 

LYONS,J.E Comanche Peak Piojoci Division 90/01/30. ORlNK.B auiona lor Far 
Utility Rogulatign 24pp. 52509 028 52599 051. 

980(29005 f Qonodc Lfr 00-02 to e'l LWR i.eonsnoa 1 eppl'cjnis ro aiiernAiivp reo/;lro- 
tnenia lor luol assQmh'ias in design loatu'os section ol rech Spocs Sve T$t end 
PARTl(DW,jO, Asencioto D.iocloi lor Ptoiocia (Post 07041 1). oO/02/Oi. Consoikiai- 
ad Edison Co. of ffaw Voik, ine. 39po. 5253/ 05^62837 093 

9002220263 Raquesis mpiacomnni ol Pages 3,4 6 7 ol 900130 rosponse lo Issues w/ 
and revised pages. issues include chock vaivo leiiurea that occurred dunng i>oi tunc- 
T.onal teal’ngln Api & May 1080 A Ougmcnied lose loam lindings 
LYONS, JB, Comanche Peek Pto)oci Oiv.sion 0tll/02/0i. BRINK, 0. CrWens for fak 
Utility Roguletlon Spp. 52686:-J47*52e80.351. 

9002120279 Adwaea lha( Amonda 1I a >0 to CPa CPPB-f28 4 CPPn-l27. 
iespociivoly,auihori 20 d itansfor oi 2-1/6% ownership mioresi from Tex LaCiecinc Co- 
operetivo 01 Texas inc to Texas Uiila Elociric Co Tronslor comep'otod on 000201 
CAHiLL,Wj. TU Eiocirte (formofiy Texas UU'iiios Qehoradnfl Co). 90/02/0? Oocw- 
meni Control Branch (Oocumont Control Desk), ip. 62527 128-53827:120 


E. NRC Selsty Evaluation Report (SER), supple t correspondence 

9002080281 Forwards Suppi 22 to NUREO-OTO? ro operation ol elonl.W/o orxl 
QRIWES.Cl Comanche Peak Pio|oct Olvis'on 00/02/02. CAHILL.WJ TU Eloctric 
(formerly Texas Uiilil.es Genorallng Co ) 3pp 52593:224-52503 228. 


F. Security, medical, emergency 6 (Ire protection plena 

9001310192 Forwards l-.nal "Rado'.og.cal Emorgoncy Proparodnoss Exercise Ri»i" 
Several areas requiring corrocilvc acTion & areas recommended lor imp'ovomont idon- 
lifed In exercise, 

KWIATKOWSKI.O. Federal Emergency Management Agency. 90/01/12. CONGEl.F.i. 
Division 01 Radiation Protection & Emorgoncy Proparodness (Post 870411). 2pp 
626»3;3e5-52514.0De. 

-9001310203 Final ‘'Rad ological Emorgoncy Proparednoss Exercise RopC on 800726- 
26 

■ Federal Emergoniy Managomom Agency. 89/l2/t5 99pp. 62798004-52700.103 

9002160287 Forwards Iniilal SALP Repts 50'445/80-8& & 60-448/80 61 for SopI 1088 - 
Aug t6B9.All functional areas ovo'uatod as Ceiogory O.Common strengths were staff- 
Ing & ellectiveness of ireinino & porsonnal pualilicatlons. 

CRUTCHFIELD, 0. Assoclato Director lor Spec.ol Prolecis (Post 690101). 90/02/05 
CAHILL.W.J. TU Electric ((ormorly Texas Uir.iiios aonorailng Co). Spp. 62676:267. 
52678 288. 

-9002160290 Initial SALP Repts 50-445/08-06 A 50-446/80-61 lor Sept 1088 • Aug 
1969. 

■ Comanche Peak PfO|oci Division. 09/00/31. 29pp 62676 270-52678 29B. 

9008230184 Procedure change notices.inclucllng PCN-EPP-203-B6-3 to Rev 9 of EPP* 
203,PCN-EPP-208-R7.l to Rov 7 ol EPP-206 & PCN EPP-313 RO-4 foRevOolEPP- 
313.W/9002I2 llr. 

CAHILL.W.J. TU Electric (lormeriy Texas Utilities Generaiing Co.) 90/02/12. lOpp. 
52716:017-52716:026. 


G. Adfudlcatory correspondence 

S003010033 Second roquest for stay Citizens lor Fail Udl noouieton.* Requesla that 
NRC Slay fuol loading & low power oporadon ot Unit 1 uni. I 000209.Coni(icaio of Sve 
end. 

GRIFFIN.RL. Citizens lor Fair Uii'ity Regu'atlon. 9740. 90/01/27. Commission- 

era. 6pp 52445 3 13-52445:317. 

9002080096 App'icani answer to request lor stay by Citizens (or Fe-r Utii Regulation 
(CFUFI).* CFuR fai'ed to saiiaV bu-'dan to ifamonsiraia noceasihi for slay S roxjuesi 
should be den.nil (^nihcale ol Sve end 

ETOAR.GL TU Electric (formerly Texes Uti'i'.ss Gonerotir.g Co) EOOAR,OL. 
NawrnaA A Hoitzingor. ,^100 ©7/7. ©0/02/01 Commlaslonors. l3pp. 52S3?rl©0- 
52537:202 

90020^136 NRC Stall responso 10 Ciilzens lor Fa'r Ubi Regulation second roquosl for 
Slay.* Request for stsy shou'd be donlod due to laMjro to satisfy sids sot bnh in 
10(iFn2 768(0) Cort.l.catO of SvC encl. 

MOOR£,J E. Ass.siani General Counsel lor Hearings & Enlorcnmenl A^tdO 6783. 90/ 
02/02 Oommlsslonets Hpp 52537 213 52537:223 

9OO313OI0S Order.’ Denies Cilizons tor Far Ull Regulation 000127 motion for stay of 
ticense fo* fuel loatl & low power tost.ng up to 5% ol rated power until 000209 due to 
maolness Co/I’JIcbIO ol Sve cnci Served on 000308. 

CHH.K.SJ Office ol Iho Secretary ol iho Corr.misslori #<00 9613 90/02/08 Citizens 
lor Fair UH ty RogJatlOiV Opp 52572 21 1 -52572:21 0 


J. Insurance A Indemnity Information 


9002010394 Forwards Endorserr.onts 7 & 0 to NELIA Cortillcaie NW-167 & MAELU Cor- 
(ificaio MW>dO. respectively 

CAHILL.WJ.. MARSHALL. JS. TU Electric (lormorly Texas UtIMios Oenoratino Co.|. 
00/01/24 MuRLEY.T. Ofl.ca of Nuclear Reactor Rogulalon, Diecior (Post 670411). 
3pp. 52505 037-52505030 

90020)0399 FmvurJs Eridcirsomool 20 lo NELIA Pol cy NF-274 lo fuiti'l financial proiec- 
don red/ro-Tienls of lOCFiRMO 13 

CAHILLWJ. TU Elncd.c (foimeiCy Texoa Utilities Qonoratlng Co). 90/01/34. 
AtUftlEY.TE, Dftco ol Nui'oer fieociot Roeu'nDon. Draeftv (Posf 67041)). 2pp. 
62505 220 52505 230. 

9002230440 CerdliDS that uti'. coverod for doconiamfnatlon l.sbi'ity & excess properly 
■nsuranco.oKociive on 900200 

JACKSON.CO Nuclear Electric insurance Lid 90/02/06. Ooeumenl Control Branch 
(Oocumeol Control Desk) 4pp 527O2 ?ie 627O2;210 


M. Antitrust cotraspondence 

90022208)0 Roi>iy ol Cop Rock Eloeiric Cooperative, Inc to oommonls ol Taxes Lillis 
Eiocinc Co * Texas Uii'-a rosponso considorod lrreiovant,ma1nly Ineorroei or 
m'eieadngCeftif'cato of Svc er'd. 

O'NEiL.HA.. AORAONA.j.M. Cap Rock Electric Cooporativo, Inc. O'NEIL, R.A. 
M-lioi.ee'is & O’N 0 )l. It/ioo 0870. 09/02/10. Commissionera. 36pp. 62046:003- 
62645038. 

9002230007 Forwards *t»xa» UN’s commonie to liilng on bohaii ol Cap Rock Elociric 
Cooporauvo,incw/o onci. 

vOOLER.BH Ass'slani General Counsol for Moarinus & Enlorcemont. S'lBO 9686. 
80/11/04. AORAONA-J M M.i’ior.Belis & O'Noil. tp. 528S2.001-52862.001. 


O. Jnapecllon reporle, IF Bullell.'is A correspondence 

9001300498 Advisos that droit final ropi for closeout ol lE Bulletin 70-23 lound 
acceptsMo Leer) enginoets lor IE □ullolina 84 02,60-06 & 87-002 reassigned as l.sied. 
BCHUNQER.Cli Qsnoric Communlcaiinns Branch. NRC-05-e5-l57. 80/01/17. 
LOFY.RA. PARAMETER. Inc 3pp 52513 256-52613:250. 

9002010110 AcK receipt of BOOHS llr Informing NRC of slops taken to correct Yiolallqns 
noted In (nsp Ropfs 50-446/80 71 & 50-4<l6/6©-7i. 

WARN'CK.m.F. Ass'siant Director for Inspection Programs. 00/01/16. CAHILL.W.J. 
TU Elecidc (formerly Texas Un'iHes Qoneralino Co ). 4pp. 52531:121-52631:124. 

9802010338 Discussos Insp ReplB 50-445/89.30 & 50-446/89.30 on 600515- 0616 & 
forwards noliCa of violaiicn & proposed ImpoRiiion ol civil penalty in amount of 
$30,000. 

CRUTCHFlflO.D. Associate Dlroctor for Special Prolecis (Post 690101). 00/01/25. 
CAHILL.WJ TU Eloctric (formsily Texas Utl.lios Ger.emllng Co.). 6pp. 52522:097- 
52622106. 

9002078016 Forwards addi ;n(o in responso lo NRC GuNotln 86-<705 S Sup^s I A 2 re 
nonc^orming msll supp'led by Piping Supplies, Inc & Wosi Jersey Mlg Co Table list- 
Irio 12 nonconforminn flanges Instolleo In saloty-relatod sys encL 
CAHILI.WJ, WALfCER.R.O. TU Electric {fotmeriy Texes Utilllios Generating Co.). 90/ 
01/28 Ooeumenl Control Branch (Document Control Desk). 16pp. 52570:013- 
62570.026. 

0802080180 Forwards Insp Repts 50 445/89-23 & 60-446/89-23 on 890405.0502.Viola- 
©009 rtoied.Upl should prepare to present sssessmeryl of saloty slgnincanco.root 
cause & corroctivo ectlona. 

GRIMES, C.l. Comanche Peak Pro|aci O.v'.aion, 90/01/26. CAHILL,W.J. TU Electric 
(fonnorly Texas OUilllOB Oenaraiirzg Co ). 4pp 62600.270-62609'300. 

-9002080161 Insp Repis 50.44&/06-23 & 60-446/69-S3 on 800405'0502. Violation 
no’.8d Motor areas inspectodioxii meeting w/rngl, review ol component cooling water 
NX wc^ repair of diesel genoralor HX & applicant action on previous insp tindings. 
PHILLIPS.M.B. Office ol Nuclear Reactor Regulation, Director (Post 870411). 
UVERMORE.H.H. Comanche Peak Proioci Division. 60/08/10. 27pp. 62609:274- 
62609:300 


9001230126 ^‘’C In'o Noiice 90^5, ■iniof-Sysiem Discha/ge o' Reactcf Cotfant" 

ROSSI.CE Division ol Ooeraiior.al Evonts Assessmcnl (Post 820411). 90/01/59 
Conso'iCaiad ECiSO.n Co. of Now Yo.ni, Inc lOIpp 52535.125-52S35 257. 


9001210175 NRC into Uowo 90-003. "Poian-,ai (O' Loss o' ShudJown Cookng Wla'e al 
Low HeacW Coo'ant Leva's Svc 1 8t end. 

ROSSI.CE Division cl Oporaiional Events Assessment (Post 8/0411). 90/01/58 
Consc'idated Etlson Co of New Yoni. inc lOlpP 52536 025'52535 154. 


9001240190 NRC inio Nonce 90 007, New lr»o re inau'alon Mail Pertoiwanca & 
Debris BiocVeoool PVvR Contanmeni Sumps " Svc l.si end 

ROSSI.CE Oivisicn ol Oporationai Events Assessment {Post 870411). 90/01/30. 
ConscWated Ecf son Co. of Now Yoik. Inc 99pp. 52535.528-52535 329. 


900I2S0020 Suppi 2 to NRC .'nio Noiico 68 023. Polo.ntial for Gas BMy(ir.g Ol HPSI 
Pumps Oi.n.''a LOCA " SvC list and 

ROSSI.CE Division cl Operator.ai Evenis Assessment (Post 8704U) 90/01/31. 
Consolidated Edison Co of New Ycik. Inc 95pp 52533 329-53534:062. 


9002120321 Forwards Insp Roots 59-445/90 05 8 50 446/90-05 on 900103-30.Vnla- 
tions rpietJNflC concernecl ihai vioiaton of employee protecion may hawo 
occurred Enlorcemoni conlerence scheduled 1oi wk el 900205 
GRIMES.C.I Com.8nche Peak Prciecl Orvision. 90/01/31. CAHILL.W.J. TU Eteclrtc 
(lormorty Texas Uti dies Generamg Co ). 6pp 52627 077-52627.095 

-9002120324 Insp Repts 50-445/90 05 6 50-448/90 05 on 900103-30 Vro-'abons 
noted Ma;or areas i.nspscled i-censee action on prevous msp F.ndk'igs.loilowup o.n vio- 
taLons/deviaiions 8 aregaiion followup o.n Therm-A-Lag issues 
LATTA R M . LIVERMORE.H H. Office ol Nuclea.' Reactor Regu'aiKWi. Oiecior (Post 
S704II). 90/01/30. I3PP. 52627 063-52627.095. 


R. Periodic operating reporta & roiateo corroapondence 


9002060062 Responds to 891205 appeal ol denial ol FOIA request lor porxv.rj 
records on chronology of oventa propaied by onalto Ole of Spoc al Proief.s ^ 
glnnng 1965 Appeal partiai'y denied (rel FOiA Exemption 6). ^ 

ThOMPSON.H.L. Oep Exec Dit tor Nuc Mails Saloty.Saleguards 8 Qoeiav»-xc 
port (Post 800205) 90/01/30. BAUMAN.L L. Rcbinson. Robinson Pois-son^^ 
SomA C ross & Garde. 3PP 52520.23/-52520 350. wn.uen.^ 


-9002060080 Forwards complete updated chronology ol actiuiies loi Apr Mg, 4 ,, 
1986 ^ 

WARNlCK.fl.F. Aaslaianl Ci/ecior foi Inspodlon Programs. 88/07/07. GPiufei- 
Comanche Peak Pioject Division. t6pp. 52520:240-52520.255. 


-9002060062 Foiwsrds compleio updated cmcnology ol activities tor Jui Aua a 
•988 ' ^ ^ 

WARNICK.H.F. Assistant Director lor Inspodlon Programs. 80/10/25 Qqupsn 
Comanche Peak Project Division. 22pp 52520 260-5252O.277, 


-9002060086 forwards complota updaieil chronology of acUv.tlos l« Oci tiov & iw- 

1988. 

WARNlCK.n.f. Asslstanl Olrecior lor Inspodlon Programs. 89/01/06 GRlM'Sfi 
Corrancho Peak Piojoct Division. 2Bpp. 52520 270-52520:305. 


-9M>2960D9D Partial.y releasad memo lorwaidlng chronology of aciivii os tor Apr Va, t 
June 1088 

WARNCK.R.f. Assistant Orocior lor Inspoclion Programs 89/07/05 Q.rmfsCi 
C omanche Peak Project D.vislon. Hpp. 52520 308 52520:350 


8. Reportable occurrences, LERs 8 related correspondence 


9002120334 Ack race pi 0) 900112 itr infcrm no NRC of steps taken lo conect violations 
noted in Insp ReplS 50-445/69-78 8 50-446/69-76 

WARNiCK.HF. Assislani Drecior lor inspecL-on Programs go/Qi/31. CAHILL.W.J. 
TU E.'ectnc (loimo/ly Texas Uiilites Genereti>''g Co). 4pp 52627:063 52627.068 

9001260198 NRC Into Not.ee 90008. "Kr-a5 Haia/ds From Decayed Fuel" Svc list 
and 

ROSSI.CE. Division ol Opeiauonal Events Assessment (Post 870411). 60/02/01. 
Consolidated Ed.son Co of Now York, Inc. 77pp 52563 160-52563 256 


9002160165 Supp'omoniBl Doliclency Ropt CP-08-41 ro Weslinghouso W-2 type «l 
swiichea.initiaiiy reported on 68 1 202 Cell swiicltos & spring retainer asssmbr-si -» 
placed al Unit 1 . Coll swilchos w.ll not bu ropincod at Un:l 2 
CAHILL.WJ. TU Elocific (lo.'morly Taxes Ulihtlos Gonoraling Co.) 90/02/07 Oof,r 
meni Control Qrancit (Documom Ccnlrol Desk) 2pp 52856.0/7-52656076 


DOCKET STN-50-464 BYRON STATION, UNIT 1 


99022297&3 Requests replacement q1 Pages 3.4 8 7 ot 900130 respease to issues w/ 
end levtsed pages. Issues include check valve (allures ihai occu'red dunng hot func- 
tional teshng m Api 8 May 1989 8 augmented insp team linairgs 
LYONS, JE. Com-anche Peak Prejeci Dw-sion. 9o/02/01. BRINK, S Ctti/ens lor Far 
unity Reguiauon Spp S26e8.347-S2668.351 

9001290102 Suppi 1 lo NRC Into Notice 86-030. "Target Rock Twe-Stago Saieiy/ReikM 
vaNe Setpomi O'lti Upds'-a." Svc l-si enei 

ROSSI.CE Division ol Operetionsi Events Assessment (Post 8704ii). 90/02/02 
Conso'idated Edison Co. Ol New York. Inc 7600 S2SS6 236-52556317. 

9002120243 Responds lO NRC Bul'etin 66-005. "Nonconformng Mail Supplied bu 
piping Suppiiss.inc 61 Folson.Nj 8 West Jersey Mig Co.Wii'iemsiowA.Nj." No (unhei 
action required (or Umi l msia'ied (langes w/usted host numbers. 

CAHILL.W.J. TU Electric (icrTTietty Texas ULtnes GenetaL'ng 99/02/92. Oocu- 
mem Control Sranch lOoeumenl Conuol Desk). 6pp 52606043-52606048. 

9002330310 Forwards Insp Repls 50-445/69-13 8 50'446/69-l3 on 88(205- 
900127 No vkiiaiians or devistions noted. NRC co.nciudes ihsi uU implementation ol 
aSME SecLon xi mod.ropau 8 repiacemoni program mei tequiremenis 01 ASME 
Code 

GRIMES.C I Ckimanche Peak Project Division 90/02/02. COUNSlL.W.Q. TU Electric 
(lormeriy Texas Utilities Generating Co.). Spp 52683.343-52663.359 

-9002220312 Insp Reple 50-445/69-13 8 50-446/89-13 on 88I205-800127.NO viola- 
Uons or dev''ation9 nolod.Majcr areas inspected: prev'cusly idenniied ASME Code insp 
findings.OA/OC progiam 8 fastener mail isssues associated w/NRC Bui'eiin 87-002 
WILLIAMS, CC., GRiMES,Cl Comanche Peak Project Division. 90/02/0? I2pp 
62683348-52663.359 

9001300424 NRC Into Notce 90-009, "Extended Inierim Storage oi low level Rad- 
wasle by Fuel Cycle & Malls Ijcensees " Svc list end 

CUNNINGHAM, H E. Divisqn ol indusinai 8 Medical Nuclear Safety (Post 870729) 
90/02/05 Consoiidaled Edison Co of New York, Inc. 108pp. 52 w 267-52604-OO4 

9002150367 Forwards Initial SALP Repts 50 445/86-85 & 50-446/86-81 ior Sepi 1908 - 
Aug 1989 All (unctortal areas evaluated as Caiegcry 2 Common strengths were stall- 
ing 8 effecUvenass o( ueMing & personnel queklications. 

CRUTCHFiELp.D. Assooaie Director for Specai Ptoiecis (Post 880101) 90/02/05 
CAHILL.WJ TU Electric (formerfy Texas Utilities Generating Co.) 3pp. 52876:267- 


F. SacutHy. medical, amaioency & Hio proloclion ploni 

9002060148 Rov 3 to EPiP N8EP-EOF-1. "Mnnago/ of L’mnrgoncy Oppratipni ' 
CARSON.R.T. Commonwealih Ed-eon Co 00/12/19. 23pp. 52569:183-52569.18^ 

9002060166 Rev 2 to EPiP NSEP-EOF'25, "Proioctivu Moasu'os Dnectoi." 
CABSON.R Commonweplfh Ed son Co 00/12/10. 14pp 62569.05t 52569064 

8001300220 Advises ibal 891222 Rov 20 lo physical socuhiy plen consislerit w/prt^ 
sionsoi i0CFR50.54(p) 8 acceptable. 

QREOEn.t n Ren on 3. Ole ol ino Dirodor. 00/01/04. KOVACH, T.J. CoTimoriAM':- 
EdieOA Co 2pp 52482 332-52402:333. 

8001300242 Forwards SalOly ln$p Ropie 60>464/Q0'tQ & 50-455/69 20 on 691265 
08 NO viofahons nolod 

GReCEn,lR Rogon 3, Olc ot tho D.roctor. 00/01/04. HEED,C ConThon*M".i 
Edison Co. 2pp 62473 212 52473:238. 

-8001309258 Insp Rspis 50-454/80-18 & 50-455/08-20 bn 831205-06lt& 
vioiaiions.doiiciancios or doviaiiona notod.Mojof oroas (iispuciod:omorgoncy prepc'id 
need exerciso.inyoiving obsorvaiions ol koy lunclions 8 locaiibns during axoreiis 
PATT€flSON,j., FOSHn,J., SNELL,W. Region 3. Olc ol ihe O-iector. 90/01(03 
29pp 62473 214-52473:238. 

8001200078 Advises ihai 091123 Rev 3(1 to oninrnuncy plen annex.includ ng psrUliSr 
to emotg^tcy action lovole in Table OYA 5-1 (jondifion e,Pege BYA 5 l.l7,accept» 
bie 

GREQER.LR, RoQion 3, Olc ot ll\u Otfoaot. 90/01/09. REED,C CqrrmcrivrSi'/ 
Edison Co 2pp 62468.192-52469:193 

8001290094 Rev 4 lo EPIP B2P 300 04, "Post-Accidont Sampling of Siaiion 8 owdew’' 
Monitor," 

* Commonwealih Edison Co. 90/01/00. 7pp. 52453:225-52463:231. 

8002160089 Revised EPIPs.including Rov 3 lo EG-1B & Rov 6 lo EG-2.W/8ii' oveiwe 

maps 

• Commonwealih Edison Co. 90/02/02. 2ipp. 52660 051-52660:071. 


K- Utilily Final Safely Analyala Report (F8AR) & amende 


-%(»21502» Inhlal SALP Repts 50-445/88-85 8 50-446/88-81 lor Sept 1908 - Aw 
1989. 

• Comanche Peak Project Division. 69/08/31. 29pp. S2676-270.S267&298. 

9002130067 Advises that util will clanfy 8 reissue proced-jres re issuance of nonconlot 
martce repts by 9002l4,per Insp Repts 50-445/00-05 8 50-446/90 05. 

CAflilUWJ , BECK j w. TU ElocWc (lormeriy Texas UU'ities GeneraPngCo) 90/02, 
Or Documeni Conuol Branch (Documem Conuol Desk). lp. 52645:341-52645:341. 

900112 ftr ta vtoiaboris noted In insp Repts 50-445/89 
69 o 50-446/89 86.CoffecUve actions procedure for controlling lemporarv mods re 
connections to vaVes 8 piping on genehc Das s 
CAHILL.W.J. TU ElecUlc (formerly Texas Uiilities Generaimg Co ) 90/02/07 Docu 
rreni Conuol Branch (Document Conuo! Desk). 4pp 62683:130-52683:133. 

9002220664 Responds to 891 1 13 appeal of DH Gnmsley 900104 response to FOIA re 
as ^ 50.44^/e9.38.RecoS’s contwuo to b. 

Sataiy,Sa(aguatds & Opereiioitt Sun 
800205). 90/02/21. BAUMAN.L Robinson, flobmson, Peterson, Berk.^ 
dolph. Cross 8 Garde. 2pp 52666.065-52668.072. 


8002060049 Reissued llr corieciing dolo ol util llr lo NRC which forwarded upds’a) 
FSAR (or E)yron/0raidwood plania from 801214 lo n912l4.W/o updated FSARs 
HUNSAOER.S.C. Commonwealih Edson Co 00/01/10. MUnLEY,TE. Office oINj- 
cloar Roactor Regulalion, Director (Post 670411). Ip. 5265e:2l2-S2556-2l2. 

M02220160 Forwards euppi lo Rev 1 to updated FSAR fof Braldwood Stai.on.Lfniis 1 4 
2 8 Byron Station, Units 1 & 2,por 881214 & 091214 submlliale. , 

HUNs/^ER.S.C. Commonwealth Edison Co 00/02/16 MURLEY.T.E. Office ol w 
Clear Reactor Regulation, Diroclor (Post 870411). 4pp. 62604:107-52095 270. 

— 9(K>2220163 Suppi to Rev 1 to updated FSAR (or Braldwood Slation, Units 1 8 2 S 
Byran SlaLon.Unlia 1 8 2. 

• Commonwealth Edison Co. 00/02/16. 440pp. 52694:191-52695:270. 


P. Operating license alage documents & correspondence 

8002160066 Ack receipt ol util 891027 responao to Genetic Llr 80-20. "Individual Plsr-i 
Exams." NRC will document accopiab lily ol ulil plan & schedule In 891201 lU. 
SHEMANSKI.P.C. Project Oitocioraie 111-2 89/11/24 KOVACH, TJ. Commonv.ea-'' 
Etfeon Co. 8pp. 62669.012-62669:010. 



LI' 06- 1 7 re loss ol OHn Co'nputo' qrapti cs u f<Dlay da'a o re&'- bmo & ro*;ecl siaius 
ol rofjo.'og waier level S RHR pump paiamoie's 

SCHUSTEH.T K. Comr^cin,v£)a'lh Eii'son Co 90/01/22 MUFlLCY.TE C!liceofNiic!&- 
er RoacIO' Rogjlalion, Droclor (Posi 070411) Ip 62504 135 52504 135 

901)2010089 Adv.sos that 00102/ responso l(i Cior.euc L!> 03 20 ta ipcindual plant 
ovatn app'oach.moif'odology S scnecuio occopiable. 

SHEMANSKI.PC P'o.OCI D.rccloralo 111 2. 90/01/24 KQVACll.TJ Com-ninweallh 
Ed.5CnCo 5pp. 52539 090 52530 100 

9002060389 FoAva'ds rospo'iso lo Gunn c Lir OO- 13 ro ossura'.co that uln &ve water 
sys In comp'iance w/lOCFnsO.App A.GUC 44,45 & 46 A App Q.Scrlion XI- 
RiCHTER M H. CommonvvoallM tcison Co 90/01/23 Cooirnonl Control Bra'Xh (Ooc- 
uT.enl Conircl Desk). 65pp. 52555 316-52656 009 

9002140103 Foiwards envi'ori osseasm.ent Ruppoii.ng Q60731 rcruost loi oxe-npiion lo 
pormit use ol VANTAGE 5 luel Ql tac l.lios. 

OLSHAN.LN Pro, eel O.fecio/aio III-2 OO/Ot/31 KOVACH J J. CommormoaWi 

Edisori Co 3PR 52855 173 52655.170. 

-9002140108 Environ a&sossmoni A lindinn ol no s.QniliCsnt tTipaci auixtoding oil re- 
r,Lest Ic' amends lo Licenses NPF-37 & NPF-GG to perm i use ot VANTAGE 5 luol ai 
>90! ties 

CRAIG.JW. Prejoct Cireciotalo 111-2 90/01/24 3pp 52G55 1 76-52e55 I7B 

9002160131 roiwards Amonds 36 (o LIconeos NPF 37 & NPF 66 & safely 
evaljotlon Amends approvo cliangos lo Toch Specs lo ai'ow oso ot VANTAGE 5 luoi 
O'.SHAN.LN Piojeci Urocioratu 111-2 90/Q1/31. KOVACii.TJ CominonwoalOi 

Edison Co. 4pp 52670 034.52670 002. 

-9002160133 Airmnds 36 10 Licenses Ni-'F-37 S NPP-66,opp.‘Ov.og c/umces lo Tech 
Specs 10 e'lew use ol VANTAGE 5 t'lel 

CRAIG, J.W. Project O reciornto 111-2 00/01/31 IBpp 52670028-52670055. 

-9002180092 Safely ovaluollon supporting Amanda 36 to Llconsos NPi'-37 6 NPF-(>6 
' OJf'ce pJ Nucica.' nowcia* nogu'aiion, D^ocios (Poal 670411). 00/01/31. 7pp 
52670;056-52670.062 

900318014S Forwards noiico ol issuance ol A'rioncl 36 lo Licenaus f'JPF-37 A NPf- 
6C,rovisino Tech Spocs to allow uso ol Vaniauri 5 luul Noiico iJocI w/Olc ol fn tor 
publ'cation 

OlSHAN.UN Projoct Cltoclorelu 111-2 90/01/31. KQVACR.T 3 CvinmciiwoaMh 
EdisanCo 1p 52679.09Q-520/0 101. 

-9002160146 fJollCO Ot issuance ol Amond 36 to Liconso NPF-37 A NPF-es. rovlslng 
Tech Specs lo O'lOw uso ol Vantnuo 5 funi ElS noi wcirro’iiod 
CRAIG.J.W. Proloci Ouccloralo 1112 90/01/31. 2pp. 52679.100-52070. lOi. 

900)290081 Gorier/c LIr 00-02 lo all LVVP I'censoas A «p/)3c<w»s r© allft-flaln-o rOQ-l/O 
monU lor luoi assorrb'ius in design loaluros soclion oi Tech Spocs Sve list ©nci 
PARTLOW,JQ, Associflio O.fOClcr lor ProjOClid (POSI 670411). 00/02/01 Consol-dal- 
Pd Edison Co. Ol New York, Inc 39r)p. 6263/.056-52637.093 

9003140259 Provides oitornaiivn dos.gn sn'ul.on to DCROR hip'oma.niouon a' 
leclinlos.Slmciar dosini duvieod, using oynlai sorow msoricd in switch namopiaie wl> ch 
1$ ideni.esi lo providing caution cants lO close uroolmny to swiicn handle 
SCHUSrER.T.K Commonwoeidi Edison Co 90/02/02 MaRtF.Y.T.E OH<o ol 7»'ocio- 
ar Reactor Regulation, Droctnr (Post 0704 1 1) ip. 52655.301-52655 30i 

9002320170 Advises that 001201 Rov 57 lo OA Toincai Rop* CIM-Aconslsionl w/pro 
v.slon8 ol lOCFRSOApp 0 & accoplab'o 

WRIGHT, OC Reaw/I 3. Ofc ol lli© Orrncio/. 00/02/12 RGEO.C Coaimofiweeah 
Edison Co. 2pp. 52670.210-52670.211. 

8092230104 Roduosis NRC approval for iiSC Ul Alloy 690 sioam paneraior lulio plugs 
for laci'iN prior 10 00030i.pcnd.ng final ASME approval ol cado case lor Aikty 690. 
R;CHTER.MH. Ccmmonwoplin Euison C© 90/02/14. Documcnl C«atr©l Prancli (Ooc- 
u-ment Cenitol Desk). 2pp. 527l5.335-5i>7t5:336. 


Q. Inepeotlon reports, IE Bulloilna & corrospondence 

9001 130034 Responds lo NRC 061020 Ur ro Open Item noted In Insp Ropis 60-454/69- 
17 & 50-455/69.t9.Oporaling engnoers & esslslanl lechinlcai siall supervisor wrj 
meoi to discuss solely e'gn licant oil-nctnial oquipmoni or opotalior<s as needed. 
SCHUSTER, T. Commonwoaliti Edison Co 00/12/14. DAVIS.A.B nog>of> 3. Ole of Iho 
Director. Ip 52655 064-62655 664 

9001300242 Forwards Saloty Insp Rople 60.464/89-10 & 60-46S/09-20 on 091205- 
06.No vio’ailons noted. 

GREGER.LR. Region 3. Otc ol the Dlroctor. 00/01/04 REED.C. Commonweaiin 
Ed.90n Co. 2pp. B2473 212-52473230. 

-9901300266 Insp Rupls 50454/09-18 & 50 455/09-20 on 891205-OBNo 
violailons.doficlunaes or dovialions noiod.Mnjar eroas Inspected attor^ncy prepared- 
ness exorclso, Involving observai ons ol koy luncuons & local ons during oxerdse. 
PATTERSON.J.. FOSTER, J , SNELL, W. Region 3. Ofc of Iho Oroclor. 00/91/03. 
25pp. 62473:214-52473 236. 

9001300498 Advises inal droll final ropi for closeout of IE Dui'etn 79-23 
acceptable Load enginoers tor IE Uu'.loiins 84-02.80-06 & 67-002 reassigned as bsied. 
BEBLINGER.CH Qonoric Commun'caiions Oronch NRC-0585-157. 90/01/17. 
LOFY.RA PARAMETER, inc 3po. 82513;250-5S513 266. 

9002090302 Advisos Itiat Insp Ropi SO 455/D9-22 issued on 091306, incorrecMy nu-n- 
bated 80-454/89-21. 

GREQER.L.R. Region 3. Ole ol tho Oirociot. 00/01/24 REED.C. CorrmonweaHh 
Edison Co. Ip. 62626-250-62626.259 

9001230126 NRC Inlo Noiico 90-005, "Inter-Sysiom Oiacharge of Reactor Coolant." 
Sve Hsl end. 

ROSSl.CE Division of OporoUonal Events Asaessmoni (Post 870411). 00/01/29 
Consolidaied Edison Co. of New York. Inc lOipp. 52535 125-52535 ?27 

9001230175 NRC Inlo NolicQ 90 006. "PoieriiiQl lot Loss of Shutdown Cooling Wh/e al 
Low Reactor Coolant Levels " Sve I si enci 

ROSSl.CE. Div.slon ol Operai'onal Events Assessmoni (Post 670411). 90/01/29- 
Conjolidsfed Edison Co of Now York, Inc. lOipp. 52535 025-52636 124. 


or reviews S approvos each core ta'oad lor plants & ralue' ng oporaio'is rocenlly re- 
vid-wed to 8.nsu.'e eppropriaio prococlurai controls in piece 

RICHTER MU.Ccm-nonwoo Ui Edison Co. 90/01/20 Oocurr.eni Control Branch (Doc- 
ument Cor.vol Cosk) 5pp 52560. 246-52560 250. 

9001240190 NRC Inlo Noico 90007, "Now Into ro li’Su'a'Jory Matt Perlotmanco & 
Oebrie Dicckego ol PWR Conlo-nmonl Surn.-ts" Sve 1 si one). 

ROSSl.CE CiviS'on ol Cperai-onoi Evonis Asaessmoni (Post 870411) 90/01/30. 
Consol-daieci CrI son Co of Now Yo-k, Inc OOpp 52535 226-52635.320 

9001250020 Suppl 2 to NRC Inlo Nol'CO 08-023, "Poloniiat lor Gas Dhtfing Ol HPSI 
Pumps DttinqLOCA Svo l'9l one' 

ROSSl.CE. O-vaton ol Oporaiionai Events Assessmoni (Post 070411). 90/01/31. 
Ccnscldatod Edison Co. ol Now York. tno. 9Spp 52533 329 52534:062. 

0002220173 Oiscussos appiicabi'iiy Ol saloty ava'uat'ons prior to man.pu'aiibn ol ECCS 
vaivosiii tosp<yso to vIpIbI'Ois no'od In Insp Rep's 5O-454/8e-r0 A 50-455/69- 
18 Nudoa' opofdibns dirociivo ro ECCS volva positions -a*II bo son! by 900415 
SCHUSrER.TK CcmT.onwoaiih Etiison Co. 00/01/31. BERT, A B Region 3, Ole ol 
(hoOtecict. 2pp 52668 350 S26S6 360 

9001260196 NRC Inlo Noiico 90 008, "Kr-65 Karards From Oocayed Fuel" Sve list 
enci 

ROSSl.CE. CtviS'on cl Otorolionei Evonta Assaasmeni (Post 670411) 00/02/01. 
Conatfidaied EdsenCo. cf New York. i-c. 77c(>. 525O3;10O-525B3 256. 

9001290102 Suppl 1 to NRC in'o Noi.co 63-030, "Tdryet Rock Two-Stago Saloiy/Rei-ei 
Vaivo Seioorni Onli Updalo " Sve list and. 

ROSSl.CE Ciwls'wi ol Opotoiipnei Evonis Assossma/U (Post 670411). 00/02/02. 
Conso'KiaiM Ed son Co of New York, in; 70pp. 52556:239-52550 317 

0001300424 NRC Info Notico 00 000. "E«iendad Interim Storage of Low level Red- 
wasfo by Fuol Cydo A MaLs Licensoos. ' Sve i at enci 

CuNNiNGHAM.n E D-visi©/) cl Indusins) A Mod-ce' Nuclear Safely (Post 070729). 
90/02/05 Cooso-ldaled Efl-sen Co ol New York, Inc lOCpp. 62563-257-526B4;004. 

9002130194 ParL<al tespo-'tso 10 FOiA roqjoat App N A O documunis avaliQblo h 
PUR O r^umonla oncl.App P ciocunonts wllhho'd (ref FOIA Exempuon 5). 
GniMSlEY.O.H 0-vf.ilon ol Ffoodom of intjrntotian A Pub'icatfons Sorv.'ces (Post 
800205) 00/02/00 PEPPERMAN.DR Glochor & CoTns 6pp. 52595:156 52595:239. 

-0807270102 Rotiuosie Ihal enprcpriaie p-o;ocl managar enniact ideniiLod ulil A pro- 
ved irrio re purenaso ol circuit broakers Irom suspncl comparUos. 

MAnilCWS.O S. P/o(uci Ofocloroie U-S. 88/07/16 SUTCEB.W.R. Projeci Diracloraio 
I 2. 55pp 52505316 52595.344. 


8. Reportable occurrencea, LERa A raietod corroapondence 


9002150012 LCR 87-CD4-01 on 67i)225,inadvortoni safely Inleclicn occurred during 
mo-ni itcu(iiosf-boii ''9 Caused by cogn nvo personnel error by condoi aye (ochnlclan 
involvod Olaciplmtify a;iion lakon A CPinsoUnn done-1N/900124 lit. 

SNOW.M. PlEN,£wiC2.R Convnonwaailh EdiSun Co 00/02/05. 5pp. 62654:160- 
52654 162 


V. Operatof Eiomlnations 

90013IO0B6 Ptovidos into ro gonotic lundamuniala exam sociion ol operator liconslng 
exam on 900207 A eOvisoa ihal rcsuiis of exam anouid he Bveuaua wiiim 3 wks loT 
■owitM com^oilon c< Cxem. 

WRiGiiT.QC Region 3. Ofc ol iho D.rocior. 90/01/16. Commoriweaitli Edison Co 
5PP 62497 213 52497:217. 

9002220260 ProvkJdS Info to CbR'f'cailon of V Loughney V LougHney rasfg'ied offecUvO 
OOOilO.prior 10 cor 4 )ioliori o! writion exam asalgnmoni A Iherofote.did not compioto 
ceriii<ai.Ofi W/o Biol'id documoniod quaiuicotlorys A avs'uaiiona. 
wniGHT.OC. flogon 3. Ole ol tho Director. OD/02/06 PERKINS, K.E. Operelor Li- 
consing Oranch ip &2690 001-52096091 

9002230278 Roquosis onci rol mats Bl loasi 60 days prior lo roquelilication program 
©vaiuaHoik achodu'od lor wk of 000528 A 0804. 

WRIGHT.QC Rogori 3. 0!c ol iho Director. 00/02/06 REED.C. Comironweallh 
Edison Co 8pp 5260B2I3-52699 220. 


DOCKET 8TN'50-45S BYRON STATION, UNIT 2 


f. Security, medical, emergancy A tire protection piarxe 


9002060149 Rov 3 fo EPIP WSEP-EOF- 1, '"Managor of EmefQoncy Oporationa." 
CARSON/1.T. Comrr.cinweallh Ed-soiyCo. B0/I3/1B. 23pp. 52569:133- 52660:185. 

9002050185 Rov 2 lo EPIP NSEP-EOF-as, "Protective Measures Diroctor." 

CARSCM^.R. CQmtT>onwdQllhCa,son Co. 69/12/19. I4pp. 52569:051-52569:064. 

9001300230 Advisos that 001222 Rev 29 to physical security plan consistent w/provl- 
sfonsef lOCFR5().54fp| A accopiablo 

GREGER.L R Rog'on 3, Ole ol iho Olrooiot. 00/01/04. KOVACH. T.J. CommonwaaliU 
Edison Co Zpp 52492 332-52492:333 

WOI300242 Forwards Saloty Insp Rople 50-454/0916 & 60-455/00-20 on 881205- 
06 No violations noted. 

GREGER.l.R. Rog.on 3, Ofc of Iho Dlroctor. 90/01/04. REEO.C. Commonwealth 
Ed.sonCo 2pp 52473 212-52473 236 

-9001300268 Insp Ropie 6O-4S4/09-1Q A 50-455/80-20 on 691206-09.No 
vio'aUons.deLcier'.cioa or deviai ons noiod. Major aioae inspected emergency prepared- 
ness oxetdso.lnvolving obsorvations ol Koy furict ons A locallons during exercise. 
PATTERSON.J BDQ:pn 3, Otc of ll'o Director- 90/01/03- 26pp. 62473-214-B2473-23B. 


DOCKETED ITEMS 


9001290075 Arfvisos lhai 091 123 Rav 3(1 10 OT.efgaricy plan arr.ox.l-.clutJu'^ partial tow 
10 emorsenc^y acnon lovers n Tablo BYA &-i. Conation O.Poge BYA b vi7.8«:6pta- 
t'o 

GREGERtn. Region 3, Ole ol IR® D.roctor. 90/01/09 REEO.C Comnonwea’-lh 
Ed son Co 2pp. 52^463 192-52469 193 

9001290094 Rev 4 to EPIP 0ZP 380 04, '•Posi-AcciOent San-.pling Ol Station Blowdown 
Mon toi ’’ 

■ ^mmonwea'ih Edison Co. 90/01/09. 7pp 52453 226 52453 231. 

9002150089 flovised EFiPe.incljding Hov 3 to EG-18 8 Rev 6 to EG-2.W/6i» ovcrsizd 
maps 

• Commanwealih Edison Co. 90/02/02. 2ipp 52666 05i-5266e 071. 


K. Utility Final Safety Anaiyals Report (FSAR) & emenda 

9002060049 Reissued lir coireciing date of util Itr to NRC whlcb forwarded updaiod 
FSAR tor Byron/Sralcfwood plants from 681214 to B9tai4.w/Q ^delod FSARs. 
HUNSAOEFt.S.C. Commonwoflitn Edison Co. 90/01/10. MURLEY.l E. Otiice of Nu- 
e’eaf Rear^or RoQuiation. O.iectpi tPoat 67041 ly ip 62566 212-52S56;212. 

9002220159 Forwards suOPl to Rev 1 to updated FSAR lor Bra'tiwoocf Staiicn.Unlla i A 
2 A Byron Station, Unite 1 A 2.por89l2t4 8 891214 subrntiels 
hUNSAOER,S.C. Cominonwaaiih Ed sen Co. 90/02/16. MURLEY.T.E OMice ol N'u- 
cioar Reactor Rogulai on. Oiioclor {Post 870411). 4pp, 62694 167 •52695270 

-9002220163 Suppi lo Rov 1 to updated FSAR (or Bra dwood Siatlcn.Unlls i A 2 A 
Byron Station. Units t A 2 

■ Commonwealth Ediso-n Co. 90/02/16. 440op 52694:191-52695 270. 


P. Operating license etege documenia A canespondenee 


9002160066 Ack reco-pl of uti' 891027 rosponse 10 Qenoric Ltr 88-20, "Indio dual Plant 
Exams " F/RC wi i documanl accepieN ty of ut i plan 8 schedule in 601201 |ir 
SHEMANSKI.PC. Pro)oci Direcioralo 111-2 69/11/24 KOVACri.T.J. Ccmmnnweahn 
Edison Co. 8PP 52669012-52669019. 


0001310208 Stbm is update on siatua of RHR sys iconic display at faclinos.pe-* Oene<'c 
Lir 86-17 re loss of OllRComputor g.-aphics disp'ay data In real t-me A lelieci status 
of rofueting water level 8 RHR ptrnp paramclors. 

SCHU3TER.T K Commonwealth Ed.son Co. 90/01/22. M-JRLEY.TE, OKco el Nucle- 
ar Reactor Regulation, Oireeior (Post 870411). ip. 52504 138-52604.135 


9902010069 Achdsea that 091027 response to Gonotic Ltr 68-20 re indr/iduaf pieni 
exam aoproach.moihodology A schoouie accosiab'e 

SHEMANSKI.P C. Project Dlieclorate ll(•^. 90/01/24 KQVACH.T.J. Commonwea'ih 
Edison Co. 5pp 52539 966-52530:190 


9092060366 Porwarde rownse to Generic LI' 69 13 ro assurance trial vni sve water 
sys In compHance w/l0CFfl50,App A.OOC 44.45 8 46 A Apo O.SectionXf. 
F4^^CHTER,M.H Commonwealth Ed son Co 90/01/29 Oocumcnt Control Otanch (Ooc- 
umonl Control OosM 53PP 52555:316-52558 009 

9002140103 Forwards environ assossrr.oni support ng 900731 roQuesi for uxempiion to 
permit use of VANTAGE 5 fuel at faci itlos. 

OLSHANLN Project Oractsrate 111-2. 00/0t/3l. KOVACH.T.J. Commonweanti 
Edison Co. 3pp. 62665:173-52655-178 


-9002140106 En/ron asaossme.nt A finding of no significant impact stmporilng ut4 re- 
guost for amends to licenses NPr-37 A NRF-58 to permt use of VANTAGE 5 fuel ei 
facii.iies 

CRAIG.J.W. Projoci Oirectoiale 111-2. 60/01/24. 3pp. 52855 176 S26C5 178. 

9002160131 Forwards Amends 36 lo Licenses NPF-37 A NPP-60 A eafety 
evaluation Amends approve changes to Tech Spocs to a'low use of VANTAGE 5 luel 
OLSHANLN- Project Di'oclorate 111-2 90/01/31. KOVACH.TJ Cotrmonwoallh 
Edison Co. App 82670.034.62670 062. 

-9002160133 Amends 36 to Licenses NPF-37 A NPF-eo.approving changes to Toch 
Spocs to a'low use ol VANTAGE S fuel. 

CRAIG, J.W. Project f>iOC!Orale 111-2. 90/01/31. 18pp. 62670.038 52670056 


-9002180092 Satety evaluailon supponing Amends 38 lo licenses NPF-37 8 NPF-66 
■ Office o( Nuclear Reactor Regulation. Orecior (Post 870411). 60/01/31- 7pp 
6267005S-52670:062 


900216014S Forwards notice of issuance of Amend 36 lo Licenses NPF-37 A NPF- 
8A,rovis'ng Tech Spocs to allow use ol Vantage 5 tuai Notico Med w/Olc ol FR lor 
puOl.cation. 

OLSHAN,L.N. Proleci Oirocioraie III-?. eo/Ot/31. KOVACH.T.J. -Commonweoiih 
Ed-son Co. tp. 52679.099-52679.101. 


— 90021B0146 Notice Of Issuance ol Amend 36 to License NPF-37 A NPF-66, revising 
Toch Spocs to ai'ow use of Vantage 8 fuel.ElS not warrsnisd. 

CRAIG.J.W. Project Oiroctcraio 111-2. 90/01/31. 2pp, 52679:100-52679:101. 


9001290051 Gsnenc Ltr 60-02 to a'l LWR Tconieos 8 a^Mcanis re aliernalrvo require- 
ments for (i)Ol essemb'ics In design features section of Tech Spocs Sve hsi enci 
PARTLOW.J G. Associate Director for Projects (Post 870411). 60/02/01. Consoildal- 
ed Edison Co. ol NewYorL, Inc. 39pp. 52637:055-52837.093. 

9002140256 Provides aUernaiive design solulon to OCROR implemenleUon si 
facilitles.Slmplor design devised, us'ng eyelet screw ’nserlod in switch nemeprele which 
Is Idon'Jcal to providing caution cards In dose provlmiiy to switch hand's. 

SCHUSTER, T.K. Commonwealih Edison Co. 90/02/02. MURLEY.T.E. Olfce ol Nucle- 
ar Reactor Regulation, Director (Post 070411) lp. 52&S5:30l-6265S:3f>l. 

9002120291 Forwards WCAP- 12431, "Analysis o! Capsule U From Comm Ed Syron Un4 
2 Reactor Vessel Rad at on Surve.lfance Prog’sm” A advises oi no need lo amend 
Tech Spec requirements providing prossure-iemp lim.latlons 
SCHUSTER,T.K. Commonwealth Edison Co. 90^2/05. MURLEY.T.E. Office of Muda- 
ei Reactor Regulation, Oitecior (Post 870411). tp 62645:227-62645.310- 

—9002120303 "Analysis of Capsule U From Comm Ed Byron Un.t 2 Reactor Vessel Ra- 
diation Survoil'ance Program." 

TEREK.E , LlPPlNCOTT,E P., MEVER.T.A. Westinghouse Electric Coro. WC/lP-t243l 
80/10/31. 63pp. 62645--226-.52645-.3l0. 


9002220170 Adv^lsos thBl 891201 Rov 57 to OA Topical Rept CE-1-A consistent w/p4i>. 
visions of 1CCFR50 App B & acceptable 

WRIGHTGC. Region 3, Ole O' the Director 90/02/12. REED.C. CommonwaaTh 
Edisen Co. 2pp 52679 210 52679 21 1. 

9002230104 Requests NRC approval for use ol Alloy 690 steam geno.-aior tube ptogs 
for faal.ly.prior to 900301, po.nd'og fnal ASME approval ot code case lor A'-oy 6>>. 
RICHTER MH Com.T.onwoalih Eti.son Co. 90/02/14. Document Convol Bror'chiDoc- 
uirem Control DesV) ?PP 52715 335-52715 336 


O. tnspactloii reports, IE Bulletins A correspondence 

9001120034 Rospor.ds lo NRC 891020 ltr ro open Item notod In insp Ropls 50 454/63 
17 A S9-45S/89-l6.0porating onginoers A assistant technical stall 8U[>orvlso< wi7 
mnei lo discuss safoh' signit can) oil-normal oquipmsnl or operaiions as noadr>d 
SCHUSTEft.T. Commonwealth Edison Co 89/12/14. DAVIS, A 0. Region 3, CIco' the 
arecior lp 52855;064-S2655 064 

9001300242 Forwards Safety Insp RoplS 50-454/69-10 A 50 455/69 20 on 691206- 
08 No vio’atlons noted 

GHEGERLR Region 3, Cic of the Diroctor. 90/01/04. REED.C. Co-monwoaih 
Ed son Co 2pp. 52473 212-52473 238 

-9001300266 (nsp Ropts 50-454/89-10 8 50-455/09-20 on 09120500 No 

vidsuons.deticiencies or deviations noted. Major oreos lnspocied:emoigorcy propa-oi- 
noss exerdse.lnvolving observations ot key functions A locations du.'ing exercise. 
PAnEflSONJ., FOStER,J, SN'ELL.W. Region 3. Ofc of the O.-ector. 90/01/33. 
2Spp 52473:214-52473 236 

9001300498 Advises that draft fnaf rept lor cfoseoul of lE Bul'otm 70 23 found 
acccpiabte.Load ongineors for IE Bul.'eiins 04 02, 00 06 8 07-002 roassgnod os l-slod 
OEnuNGEfl.C H. Generic Communications Branch. NRC O5-05 l5y 00/01/17 
LOFY.R A PARAMETER. Ir-C. 3pp. 52513 256-52513.260. 

9002090302 Advises that insp Rept 50-455/00-22 issued on 001208. Incorrectly nu-n- 
bared 50-454/69-21 

GREGERlR. Region 3, Ofc of Iho D.reclor. 90/01/24, REED.C Ccn-mofTwoftHr 
CdSOnCo Ip 52626 259 S2626 259 

0001230126 NRC Info Notice 90-005. "Inler-Sysism Discharge of Roodor Coolartl '* 
Svc list one) 

ROSSlCE. Division of Oporaiionsi Events Assossmom (Post G70iii). 00/01/2G 
Coftsohdaied Edtson ot New Vork, Inc lOlpp. 52535.125-52535-227 

9001230175 NRC inip NOf ce 90-006, "Poioniiol for Loss ot Shutdown Cooling Vriiio a*, 
low Reactor Codsnt lovsis ' 5vc list onci. 

ROSSlCE. Olws-pn el Opr^ratlonal Events Assossmenl (Post 670411). 00/01/20 
Consoldsied Edison Co. of Now York, Inc. lOIpp. 53535 025-52535124 

9002080230 Forwards lospcnso to NRC Bulletin G9'003.Util nuclear luoln dopi den g-nt 
or reviews 8 approves oech core roieod for pinnis 8 rofubl-ng opursions iocon'.fy ro- 
v.ewed to oissuro apprepnatn p'ocorluiei controls in place. 

RICHTER.M.H. CommenwoAim Edison Co. 90/01/20. Oocumoni Convul flMnch (Doc- 
«.-moni Conuol Desk). 5pp 52569 246-52560 250. 

9001240190 NRC Info Notice 90 007, "New Into re insulation Mall Pnrlormsnco 8 
Oobds Blockage ol PWR CorMslrxment Sumps." Svc list end 

ROSSLCE Division d Opoiauohai Events Aesossmoni (Post 67041 1). 00/01/30. 
Consofidatod Edison Co of Now York. Inc. OOpp. 62635-22a-S2535 32Q. 

9001250020 8uppl 2 10 NRC Into Notico 66023. "Potonllsl for Gas Dndlng of 
Pomps Ounng lOCA ■' SvC list end. 

nO&i.C.E. Iwision of Operational Events Assessment (Post 6704ii). 00/01/31. 
Consol dated EOlson of Now York, Inc 95pp. 62533:329-52534:062 

9002220179 Oiscuases appicab lity of safety evaluations prior to manipu'nlion ol EfX^ 
vSNos.in reftponso to violations noted In Insp Ropia 60-454/60-16 & 50 455/C9- 
iBNjcloor operai'ons d rociivo ro ECCS valve positions will bo soni by OOOilli 
SCHUSTER.T.K Corr.monwoaith Edison Co 90/01/31. BERT.A.B. Rog.on I), 0!c of 
the O/eclor 2pp 52668 359-52B6B 360. 

9(K>12801Be NRC Info Not.ee 90-000, "Kr-BS Hazards From Decayed Riol ' Avc bet 
end. 

ROSSI.C.E. Ovislon ol Operational Evonls Assessment (Post 670411). 00/02 /01. 
Consoiidaled Edison Co. of New York, Inc. 77pp. 52593:160-52563 256. 

9001290102 Suppi 1 to NRC Info Notice 66-030, "Target Rock Two-Siago Sefoiy/nol>«l 
Valve ^tpolnt Drift Update " Svc list oncl. 

ROSSI.C.E. Kv.sion of Onorallonal Events Aasessmont (Post 870411). 00/02/02 
Conaohdaied ErJison Co. of New York, Inc. 76pp. 52656:238-52556-317. 

9001300424 NRC Info Notice 90 009. "Extondod Interim Storage ol Low Lovoi FTsd- 
waste by Fuel Cycle 8 Mails Licensees " Svc list oncl. 

CUNNINGHAM, R E. Division ot Industrial 8 Medical Nuclear Safoiy (Post 8/0720) 
M/02/05 Consolldolod Edison Co of New York, tno. I08pp 52603.26 /•52504 00* 

0002130194 Partial rosponsn to FOIA request App N 8 O documonte aviillelifo h 
POR-AppO documents end App P documents withhold (ref FOIA Exemption 5). 
ORIMSLEY.D.H. Division ol Freedom of Information & Publications son.‘lcos (Post 
690205). 80/02/08. PEPPERMAN.O.R. Blocher & Colli(\s. 0pp. 52505 150-52595 B3-) 

-6007270162 Reoubsis that appropriate projoci manager contact idontifiod uhl & p<o- 
vtdo Info re purenaae of circuit breakers from suspect companies 
MATINEWS.D.D. Project Directorate 11-3. 86/07/18. OUTLER.W.R. PfOjnct D roctexa'-® 
V2.65MJ. 52595:318-52595-344. 


S. Reportable occurrences, LERs A related correspondence 

9002220074 LER 90-001-00:on 9001 Id.during functional surveillanco on atoam gorvora- 
tor pressure channel 526,channal 626 spiked low, causing reactor trip A safofy 
iniGcUon.Caused by failure ol pressure transmliler.Trahsmiuer replaced. W/600t20 Hr. 
GIERICH,T., PLEN1EWIC2.R. Commonwealth Edison Co 90/02^9. 4pp. D267&064- 
52879.087. 



V. Operator Examlaatlons 

90013100B5 Provides ln<o re generic fur\c)amorttais exam section o( operator llcerwItM 
exam on 600307 & advises that results of exam stiouid be availablo within 3 who (ol* 
lov/ing completion of exam 

WRiGHT.G.C. fleo'on 3, Ofc of the Oiiecior. 00/01/16. Commonwealth Edison Co. 
5pP- 62497 2I3-52497 217. 

9002220260 Provides Into re certification of V Loughnoy.V Loughnoy resigned oHecUve 
OOOllOprior to completion of writton exam assignment & therefore. did not coinpteio 
certification W/o stated documented ouailf.caiions & ovaluotione. 

WftIGHT.GC nog on 3. Ofc of the Diirsctoi. 90/02/06. PERKINS, K.E. Operator U- 
ceitsing Branch, ip 5269609l-52696.09f. 

0002220270 Requests encf ref mails ol feast 50 days pilar to requaMlcaifor} program 
evaluation scheduled (or wk of OOOS20 & 0604. 

wniQHTGC Region 3. Ofc of the 0 rector. 90/02/06. REEO.C. Commonweatih 
Edison Co 6pp 62696 213-52696:220. 


DOCKET STN-60-4S6 BRAIOWOOD STATION. UNIT t 


f. Security, medical, emergency & (Ire protection plans 

9003060149 Rev 3 to EPIP NSEP-EOF-l, "Mentor of Emergency Oporatrons." 
CARSON, R.T., Gll.MAN,T.n. Commonwealth Edison Co. 09/12/19. 23pp. 52566: 163- 
62669.IBS. 

9002060166 Rev 2 to EPIP NSEP-EOF-2S, "Proioctive Measures Orector" 

CARSON.n., Gll.MAN,T.fl. Commomvoallh Edisor) Co. a9/t2/J6. f4pp 62569.061- 
62569.064 

9002060206 Provides rosulia ol review of accossibil.ty of valves iRK970iB 6 
1RHe702B located within Unit 1 contalnmenl.pof Insp Bopta 5O-450/89.t1 & 60-467/ 
89-1 i. Design change reguoai submitted tor boiler access (o valve IRH67026. 
KOVACtf.T.I Commonwealth Edison Cq 60/1 2/29. OAVIS.A B Bogion 3. 0(c of the 
Director. 2pp. 525e4:273-52684:274. 

9001300152 Artvlses that 691222 Rev 17 to phyaical socunty plan consistent w/provl- 
siona of i0CFn60.S4(p) & acceptable 

QREGER.L R. Region 3, Ofc Of the Difocloi. 90/0 1 /04. KOVACKT J Commonwealth 
Edison Co 2pp. 62400.326-52490 327. 

9002160069 Revised EPlPalncludlng Rov 3 lo EO-16 & Rev 6 lo £C-2.W/si« oversire 
maps 

• Commonwoa'ih Edison Co. 90/02/02. 21pp. 62060 051-52666071. 


K. UfllKy Pinal Safety Analysli Report (PSAR) A amende 

9002060049 Rolssuod Hr coirocUng ddio Of u(4 Hf (d NRC which lorwardod updatod 
FSAR ffli Oyron/Bte'dwood plants from 601214 to 0912I4.W/O updated FSARe. 
HUN8AOER.&C Ccnimonwoalih Edison Co. 00/01/10. MURLEV.TE Otiice of No* 
cleat Reactor Regulation, Oirocior (Post 070411) tp 62SSd:2t2-626662i2. 

9002330 159 Foiwards auppi to Rov 1 10 updated FSAR lor Braidwood Siaiion.Unila t & 
3 & Bytort Sietion.Unite \ & 3, per 061214 & 601214 aubmtiiais. 
hun8^AD£R,SC Commonwcaiit\ edition Co. 00/02/16 MUR(.EV.T.E. OlAco of Nu- 
clear Reactor Regu'at-on. Director (Post 670411). 4pp. 62694:107-62099:270 

-9002320163 SuppI 10 Rev 1 to updated FSAR lor Broidwood Sietion.Unite i & 2 ft 
Byron Station, Units 1 & 2 

* Commonwealth Edison Co. 60/02/18. 440pp. 52604:t01-S2€99:270. 


P. Operating license stage documents & correspondence 

9002100066 Ack receipt Ol Util Q0I027 rosponso lo Gononc Ltr 60-20. "Incflvidual Plant 
Exams " NRC wiH clocumoni acceptability of uUl plan & schedule in 601201 Hr. 
SHEMANSKI.P.C. Pioloci Dirocioiate 111-2. 69/11/24. KOVACH.U. Con>n>onwoe«h 
Edison Co. 8pp. 62660.012-52669:016. 

9002020127 Forwards completed q^uesilonnafros lor Temporary instntciion 2516/104. 
"Fitness for Oufy-lnsp al inli'al Training Program" S discusses OiscrepaiKles 
TAYLOR.T.E. Region 3, Ofc of the Dirocior. 89/12/26. MCKEE, P.P. Reactor Sete- 
guerds Branch tOpp 62540:122-52540:131. 

9001310)66 Responds to Genedc Ui 85-12. TMI Action Item II.K.a.6 re piant-specllic ap- 
plication of Woslinghouso Owners Group moihodology to address reactor coofeni 

C ump Issue.Llst ol emergency operating procedures provided. 

UfJSADER.S.C. Commonwealth Edison Co. 90/01/22. MURLCy.T.E. Office of No- 
cloar Reactor Regulation, Director (Post 670411). 2pp. 52504: 140-52604:141. 

9001310208 Submits update on status of RHR sys Iconic display at facmttes.por Qenerio 
Ltr 88-17 re loss of OKR.Compulor graphics display dale In real lime & reflect status 
of reiue'lng water level & RHR pump parameiora. 

SCHUST^.T.K. CommonwGBlih Ed'son Co. 90/01/22. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Dieocioi (Post 870411). Ip. S3604;l35-52504;f35. 

9003150313 Forwards Info ro Inva'ld tost leiluro experienced on Diesel Qonoraiors 
10Q01KA& lOOOlKB.per Reg Guido MOO. 

HUNSAOER,S.C. Commonwealth Edison Co. 90/01/22. DAVIS.A.B. Region 3. Ofc ot 
the Otrector. t6pp. 52676:(6t-62676;i76. 

9002080369 Forwards responao to Qonaric Lir 69-13 re assurance Ihei utff sve wafer 
sys In compliance w/)0CFR60,App A, GDC 44,45 & 46 & App B.Sectlon XI. 
RlCHTER.M.H. Commonwealth Edison Co. 90/01/89- Document Control Oranch (Doc- 
umer^l Control Desk). 66pp. 62555:315-62656.009. 

9091390051 Generic Ltr 90-02 (o ell LWR licensees & a^desma re afternaffve requ^ 
msnts lor fuel assemblies in design features section of Tech Specs.Svo Lsl end. 
PARTLOW.J.G. Associate Dlrcclor for Prelects (Post 870411). 90/02/01. ConsoUdat- 
ed Edison Co. ol New York. Ir\c. 39pp. 52837:O55-62637;093. 


9003140300 Provides etiernstive design soluHon to OCRDR impien'er^iaUon si 
faculties Simpler design davised.ualng eyelot screw Irtserted In switch nameplate which 
ta Idonocal lo provid'ng caution cards in c'ose proximity to switch handle 
SCHUSTEfl.T lC. Commonwealth Edison Co. 90/02/02. MURLEY.T.E, Office of Nucle- 
ar Reader Rogutailon. Diroctor (Post 870411). ip. 82655.331-52655 301. 

9003230170 Advises that 091201 Rov 67 io OA Topical Ropi CE-l-A consistent w/pro- 
vlskins ef 1DCFR50 App 6 8 eccepiebio. 

WRiOtIT.G.C Region 3. Ofc of the Director. 90/02/12. REED.C. Commonwealth 
Ed«onCo 2pp 52679 210-52679:211. 

9002230104 Requests NRC approval for use ol Alloy R90 steam gonetaior tube plugs 
for fdcf^.prior to 900301, pending finof ASME approval of code case for Alloy 690. 
fliCHTEH.M H Commonwealth Edison Co. 90/02/14. OocumorH Cor^Yol Branch (Doc- 
ument ConUDi Desk) 2pp. 62715335-52715:336 


O. tnepeellon reports, IE Bulletins & correspondence 


9002)30364 Roaponds to NRC 691117 ltr ra violations notorf In Insp Repts 60-456/89- 
26 & S0-4S7/69-26 on 8909l7-l003.CorTecitve actions occepiebte alieinalive to axisl- 
Irtg Tech Spec rs use ol dc cross-tie broakers wf.i be developed. 

KOVACH.r J. Commonwealth Edison Co. 89/12/16. DAVIS.A.B. Region 3, Ofc ol the 
Okecla. I4pp. 62847:162-62847:165. 

9OO3MO2O0 Provides results d review of access'bli'iy o< valves IRH8701B 8 
1RH8702B Idcaied within Unit 1 contalnmont.per Insp Repia 50-456/69-1 1 & 60-457/ 
69-li.Oes^n change requoai subrndtad for bolter access to valve 1RH6702B. 
KOVACH.r j. Commonwealth Edison Co 69/1 2/26. OAYis.A B. Reg on 3 Ofc of the 
Obectiy 2pp 62584:273-62564:374 

9003330347 Responds to NRC 691222 Mr ra violations noiad In Insp Repis 50-456/69- 
20 & 60 457/69-27 Corrective ac|iens:/na'nl work requosi procedure wn be revised to 
clarity tear'ng porformod within nuclear work request package. 

KOVACH.T I Commonwoallh Edison Co. 90/01/16. DAVIS.A.B. Region 3. Ole ot the 
Otecrai 3pp 62671:049-52671:051 

9001300496 Acfvisos Ihsi (fiafi final repi for cfosooul of IE Buli’etin 79-23 found 
sccoptablo Load enNr>oors lor lE Bulletins 84-02. 80-06 & 87-002 reassigned as llslod. 
BERlfNOER.CH Generic Communfeations Drancfi NRC-05-65-167. 90/017)7, 
lOFY.ft A. PARAMETER, Irxc 3pp 52513 256-5251 3:269 

6001300165 Provides current status ol DS bieakot insps lor plant (ol'ow'.na completion 
of recant unit t lofuo'ing oulorio & adv.ses that remaining DS breaker Insps will be 
complaiad by end ol upcoming tfn’l 2 cofueting oulogo. 

RICHTER-MH. Commenweoiih Edison Co. 0Q/0)/22. DAVIS,A.B. Region 3. Ofc of 
UieDlrecler 2pp 62467 340-62487 340 

9001230126 NRC info Notice 00-005, "inier-Sysiom Oisciiarge ol Reactor Coolanl." 
Sve tst 

ROSSt.CE. Division ol Operational Evonta Aasesameni (Post 870411). 90/01/26. 
ConsoKfaied Ed’Son Co. or Now Yoik, Inc. lOtpp. 62335: t2S-S263S:227. 

9001230176 NRC 'nfo Noitco 90-006. "Polonf'Sl tor Loss ol Shutdown Cool.rtg Whlia at 
low Roactor Coolant Levaia.” 8vc iisl enoi. 

ROSSlCE. Division ol Oporailonm Evanta Aasossmeni (Post 670411). 00/0)/29. 
ConsNldatod Edison Co of New Yoih. me. lOIpp. 52536:025-S2535:)24. 

9002060230 Forwards rosponso (o NRC BuHolin 69-003 litli nuclear fuels dept designs 
or loviews & approves oach core reload lor plants & icluoling operations recently re- 
sowed to ensure appropriate procedural conirole in piaco 
RICHTER.M.H Commonwoeiin Ediaort Co. 90/01/20. Oocumont Control Branch (Doc- 
ument Centro) DosK). &PP 52569 248 52589:250. 

9001240199 NRC Info NoiiCD 90-007. "New mto ro insulation Mall Performance & 
Debris Blockego ol PWR Conieinmeni Sumps." Sve list end. 

ROSSi.CE. Division ol Operallonsi Events Assessment (Post 870411). 90/01/30. 
ConsoHdatocf Ed.son Co or Now York, Inc. 99pp. 52535 22Q-52636 329 

90C13S0030 SuppJ 2 lo NRC Info Nolfce 86-023, ' Poiontfal for Gas Binding of HPSi 
Pumps During LOCA." Sve list end 

RO^.C.E. Division ol Operational Events Assessment (Post 070411). 90/01/31. 
CensoFdated Edison Co. of New York. Inc. B&pp. 52530:329-52534.062. 

9001260196 NRC (nfo Notico 00-008, ''Kr-B5 Hasards From Decayed Fuel." Sve lisi 
ettef 

nOSSl.C.E. Drvlslon of Operational Evonis Aesessmont (Post 870411). 90/02/01. 
ConsoDdetod Edison Co. ol New York, Irtc. 77pp. 62563 180 52663:266. 

0001390102 SuppI ) lo NRC Into Nct'ca 68-030. "Target Rock Two-Stage Safaty/Rellel 
Valve SetooInt Onit Update." Sve Ust end. 

ROSSI.C.E. Ovislon of Operational Events Assaasmervt (Post 070411). 90/02/02. 
Consolidated Edison Co. of New York. Inc 70pp. 52550 236-52556:317. 

900I3D0424 NRC Info Notice 90-009. "Exior^ded Interim Storage of Low Level Red- 
wBste tjv Fuel Cycle & Mails Licensees." Sve Iisl end. 

CUNNINGHAM, H.E. Division ol Induetriel & Mod'eal Nuclear Safety (Poet 870729), 
90/02/05. Consol'.dalod Ed-son Co. of Now York. Inc. 106pp. 62583257-52584:004. 

9002130194 Partial rosponae to FOIA request.App N & O documonta available In 
^RtopO docurnants enci App P documenie wllhfieid (ref FOIA Exemption 5). 
ORIMSlEY.D.H. Division ol Freedom of Inlormation & Publ'Callons Services (Post 
680206). B0/02/0a PEPPERMAN.O B. Blechw 6 Co'J-ns. 6pp. 62595:1 B6-62596-239. 

-8607270162 Reguosla Ihnl appropriate project manager contact identified util & pro- 
'Adelnlo re putcfiasa of circuit breakers from suspect companies. 

MATT>4EWS.D.6. Prolecl Diroclorate l(-3. 86/07/lB. BUTLER.W.R. Pro|ect Directorate 
(-2.6Spp. 626953(6-52595.344 

9002230478 Forwards Insp flepla 50-456/90.04 a 50-457/90-04 on &001ie-l9.No vio- 
lationa noted. 

GREO£R,L.R. Region 3, Ofc ol the Diroctor. 90/02/13. REEO.C. Commonwealth 
EtUson Co. 2pp. 62701:260-52701:283. 



DOCKETED ITEMS 


-5005230479 r.sp Hep's iO 4&e/33 04 & 50-457(90 C4 cn 9S01 t6-19J3 & 30 Nova 
•aliens noic-J '.'aior a.-eas inspected chem stry P;03'e"\.. 
pioceduos croa-i zat on 8 Ua n ng onT-a-y 8 soccndary SyS wale.- & assurance OC 

HCLT*2MAN H B . SCHUMACt-EH.f.' flegio-n 3. Cic 0( Iho Oi'eclc' S0702713 l2pp 
52701 252 5270' 263 


S. floportabie occurrences. LEfls & related correspondence 

9002010005 LElrT 6901900 cn 89i2'9 ciscovered trial proceou'Q dd noi 
test tesporso Tnes let hgn s’eairino p'assu:e re'e s’eamliiie iSO atK>.n s gnat Cajseo 
1/ dohcieni ptoceog.o Procedu-es to rospo-se i:to revised W/9C0n2lu 
STANC2AK P CUEHiO.Ht Co.T(ronv<ea'1fi Ec SOn Co 90/01/12. 4pp 52550049 
52550 C52 ’ 

9002230074 LER 00 001 OC On 9001 12,iea:lc.' '-'pped du.-.ng dc 9'0“0d 
•.es v.ncn auniaty re'a/ ere-g sed cajsmg tu.'brie govornct * 
vaivfis -0 cioso.Causeo by mcreas-ng steam p-essuie '/aivea cicsMW/900^lj- 
LAU P OJEPiO.RE COTtrodwaa'iri Edison Co 9J/02/02 4pp. 627130/4* 

52713677. 

9002230320 LER 90 002 03 on 9001 19.d sccve-ed l'’■al (a.'-gos noi addea to Proc^ue 
lUwOS ' Ptimety Conia.r.(re.*i iniogriTy Vcr.ficaticn ci Outs do Ccnta nmeni isCawn 

D(3vi;es Caused by program v.oakn€SSTiai.nng Held W/M0216 III. 

•_AU P ObERlO.Rfc commonv.ealth Ed son Co 90/02/C6 5pp 52713.066- 

52713070 

9002220113 Fc-iv,a'fls AEOO'E90O2. • Ctcsby Lo-n Prossu'e Ko'.ial VaNroS Norte Ri^ 
Prebems, ” & proposed ir'o notice lecommenced to bo sent lo etl icensoeos to 

lelofm o1 bc'eliis ol propet mai.nl ol valves ^ , .k 

NOVAK, T M Orvisan o! Ssloty Progiams (Post 8/0413). 90/02/12. RC^i.CE 0-vi- 
sen ol Ope-a'cnal Events Asseasrrani (Post 670411) 2pp. 62696093-52696 112 


-9002220 1 16 "Crosby LO'rr Prassu-e Re' el Valves N07Jlo Rma ProC'eins " 

'SRaEL S Ol'ce fo' Ansysa 4 Evausi-on o' Opeiaiicnai Data. D-recioi. 90/02/26 
I2pp 52696 101-52696 112 


DOCKET STN-50-457 BRAlDWOOO STATION, UNIT 2 


E. Security, medical, err.ergeriey 6 lire preteciion plana 

9003060149 Re 
CARSCN,RT 
52569 165 

6008060185 Rev 3 Id EPiP NSCP ECF.25, ' Pioieeuve Weasutos OirecW 
CARSCN,fl, GILMAN,! R Coir.monv.oallh El'iSO-i Co 89/12/19 tapp 52569 051- 
52569 064 

0008060208 Pio'.iJos rasuis of 'oview ol access bc'iiy ot valves iRH670i6 6 
inH6702B located witnin Un.l 1 coniainmeni.per irsp Repts SO-456/69-tl 6 50-457/ 
69- 1 1 Oosign change reguesi eubTiiiiad for bettor Access to valve iRH6702d. 
KOVACH,! J Ccmmo-iivea'ih Ed son Co 89/12/23. OAVIS.A 0 Region 3. Ole ol ino 
Oisecici. 3pp. 53564 375-53564 274 

9001300153 Advises L^ai 691222 Rev |7 to phys-eal secunty p'an ccnsieieol w/piovi- 
sions ul i0CFn50.54(p) 8 ACCCpiab'e 

QREGER.Lfl Recicn 3, QIC Of me OfeciCt 90/01/04 KOVACKTJ Corrmof.weallh 
ECiSCtiCo 2pp 53490336-52490327. 

9002150069 Rev.sed EFiPs, ncludmg Rev 3 lo EG-18 8 Rev 6 to E0 2W/si> ovoral/e 
traps 

' Co/rmpnvreal'Ii Edison Co 90/02/02 21pp. 52656:051-52666 071 


r 3 10 EPiP NSEP-EOF-1. Manage,- oi Erre-gency Operations- 
, OILMAN.! B Com,T,cr.we9'!h Edison Co 69/i2/t9 23op. 52569 i63- 


K. Lfimty Final Safely Analysis Report (FSAR) & amends 

9002060049 Peiisied lu conecl-.ng date of v'->i lit lo NBC whicn (orvtarded updated 
FSAR lor Gyio.n/Bradivood plants from 861214 lo 691214.W/0 t^aiedfSARs 
hunSAOEh.sC. CoTmcniveallti Ed son Co 90/01/10 MLIRleY.T.E. OBIco ol Nu- 
C'oar'ReactOt Rcgu'ai-on, Oirecicr (Post 870411) tp 52556 212-52556212. 

9003320159 Fbnvaids suppl 19 Rev 1 lo updated FSAR lo' Bialdnood Siatpn.Unts t & 
2 & ^on Station.Lin:ts 1 & 2.p6r 631214 8 891214 suDmniats. 

HUNSaoER.SC Ccm.-nonivea'in Ediso.n Co 90/02/16 MURlEY.T.E Olfceol Nu- 
clear Reactor Regulation. 0 lecipr (Post 870411] 4pp. 52694 te7>S2605.27O. 

-9002220163 Suppi lo Rev 1 to updated FSAR lot Braldwood $taeon,UnilS 1 & 2 & 
Qyron Siation.UniS 1 8 2. 

• Comnior.v.oaim Ediso.n Co 90/02/16 440p? 62694.101-52695:270. 


P. Operating license stage documents 8 correspondence 


9002160066 Ack receipt of u'jI 691027 rospo.nse lo Cene-lc Lir 88 20, "i(>d>vitfual Plant 
Exams ” NRC will document accepisbi ly ol un: plan 8 schedu'e In B91201 Itr 
SHEMANSKI.PC Proleci Directoraio HV2 09/11/24. KOVACH.TJ Commonwoallh 
Edison Co 6pp 52669012-52669019 


0002020127 Forwards completed guesi-er.na res lot Ton-po.'ary Insiruct-on 2515/104. 
■ f ii.ness lot Duty insp oi In.iial Tram no Progism" 8 discusses discrepanc-'es 
TAYlOR.TE. Region 3, Ole o! the D-'ocior. 69/12/28. MCKEE.P.F Roacior Sala 
guards Branch lOpp. 52540 122-52540 131. 


9001310188 Responds lo Genenc Lit 85-12, TMl Action Hem ll.K 3.5 is ptanl-apedlic ap- 
pt'Cation ol Wes'in^nouSQ Owrprs Group meihodo'.og-/ lo address roacior cociani 

C u.-Tip issue.Ust ot emergency operating procedures prov,ded 
UNSADER.S.C Comn'or.wea'th Ed son Co 90/01/22 MURLEY.TE Office of Nu> 
cioar Reactor Rogulai, on. Director (Posi 87041 1). 2pp 52504 140-52504 141 


9001310306 Subrm's updsio on siaius ol RHH sys iconic display ai lacil.iiasper Gener 
Ur 80 17 re loss Ol uHR.Ccmpuior graphics d.splay data In real time & rarieci stati 
cl lofuei ng walor leva! 8 RHR pump parameters. 

SCHUSTER,! K. Commonwealth Edison Co 90/01/22. MURLEyTE Ottice Ol Nud' 
ar Reactor Regu'aiion, Oirocior (Post 670411). ip, 62504:136.52504 135 


Q003060366 Forwa'OS response 10 Gonoiic Ur 09 13 10 ussumnee that u'jI 
svs in ccirpiiance w/10{rfB50.App A.GOC- 44,45 8 46 A App B.Section XI ' ’ 
RICHTER MH. CoirmpnwL'flliti Ld.son Co 00/01/20. Document Control B-a-w n. 
umwtconpoioasxi 65pp 52555 315 52556 009 


menisfer tuei assomb ios m ilDs-gn toniuros section ol Toch Specs Sve hsiena 
PAHTLOWJ.G ASSOCialo Dirocloi lor Projocls (Post 070411). 90/02/01 ConW/-,., 
OdEciSOnCo oINowYwk, Inc. 3npp 52637.055 5263/003. ^ 


9002140258 Prov.dos nlierf'aiivo tlns-gn solut-on lo DCRCR mplomerstAr ., 
laci mes Sumpier design dev sot(,u»irig oyoim scrow Insoriod In switch namsp'a-e .v 
IS identical to pfov,cino reution cards m dosn proximity ip switch handle. 
SC-HUSTERIK CrmmonwosUh Edison Co 00/02/02 MURLEY.T.E Olf-'ootNxu. 
w neac'-or Reatfatian.Ctoctof (Post 07041 1) ip 52655 301-52655 331 

0002220170 Adv.ses that 091201 Hov 57 to OA Top cal Rept CE-1-A consisten 
vislonaol ICCFRSOApp B 8 accoplablo 

WniGHTGC Region 3. Ole ol Iho DireulDi. 90/02/12. REED.C Commorwaj-, 
EdisonCo 2pp 526/921052679211 


9002230104 flaquosls NRC epprovn' for uso ol Alloy 690 steam gorerator •ube pi,« 
lor (adUy.prlor (0 900301, pond.r.n Inal ASME approval of code case lot a|iciy$T 
ntCHTEfl.MH. Comniorrwoell'i FasonCn 90/02/14 Doci'moniConiiciBiarich'ix. 
umeM Control Oosk) 2pp 52715 335 52/15.336 


Q. lAapaciion repoHa, IE Dullellna & corroapoiidence 


9002I303S4 Responds lo NRC 691 117 Hr to vlo'iiHona r-oied In Insp Repts S0-4Se/fT 
26 8 50-457/89 26 on BOO017-1OO3 Corroctivo nci pns acceptable allc-naive loetp 
iiM Tech Spoc re use of dc cross 1 0 b-'onkors will bo iluvotoped. 
kOVACh.iJ. CommonwoBlih Edison Co 00/12/10 DAViS.A.Q Region 3, 0*0 ol -.la 
Ofeecicr I4pp. 52647 152-52647 105 

9002060206 Rrovidos results ol leviuw ol accossibiiiy of valves iRHa/CiB L 
IRH8702B locaiod wthin umi 1 conial'irnunl por Insp Ropis 50-456/89-11 8 504V/ 
M-ii Oosicn char'-go lequcitii submtiod tor butipi accoas 10 valve inHS702B 
KOV/lCli.rj. Cemmcnweollh Edison Co. 09/12/20 OAVIS.A B. Reg on 3, 0*0 01 1*4 
Oirocior 2 fp 52S04 273 52504:274 

9002220347 Rospor'-dS to NHC 1101222 Hr ru violations noted m Insp Reels 5(U5t'e3 
20 8 50-457/09-2/ Coiiect-ve ocilcns rnai.-ii work (oguoBi procedure w-.li be reviwd 19 
Clanly lOSUng potlermocl wiihln iv.icluut work roriuest packogo 
KOVACH.I J. Corxxnwiwofllih Ed son Co 00/01/16 DAViS.A Q. ftoglo,i 3. 0!c c! Fa 
CH'octoi- 3pp 52671040 52071 051 

9001300498 Advises ihsi dialt final rnpi lor r-loanoul ol IE Bulein 79-23 IWK 
accopiabie lead engmoe's lor lE Ouiioi’iia 04-02,00-06 & 07-002 reassgned si iftsd 
BEnCiNGER.CH Gsnsilc Cammun-cslione Branch NIWOS-BS-tS/. 90/Olllt 
LOFY.RA PARAMETER, inn Gpp 52513 256-52513 258. 


9001290165 Provides cu»onl Shilus ol DS bioakui Insps lor ploni lo'IOwin^ corrp'sboii 
ol receni Unit 1 roiuo mg oulugu 8 silviaoa iimi rome'n ng OS b/oakei -naps ivli m 
comptoied by ond of u.xomi'ig Ur.i> 2 ruhioimn ouiauo. 

RlCHTER.M.H. Commonwonim Ed.80n Co 00/01/22 DAVIS, A.O fiogion 3, Cc Ol 
lt!0 Ot-ector. 2pp 52407:340 52467:341) 

9001230126 NRC Into Nat-fo 90-005. "inlor-Systom DiaciiNtgu ol Bbsclcii Coesm' 
Sve ksi onci 

ROSSl.CE. Orv.ston of OpOrailniial Evonis Assuasmonl (Post 070411) 93/01/29 
ConsoTdaied Ediscn Co. oINow York, Inc lOIpp 52535:125-52535227. 

9001230175 NRC IntoNolco 00 006. "Poionilal for LOSS of Shuldown Cool.'igYi'/ilea’ 
Low Roacior Coi^ani Lovols.'' Sve l,st oncl _ 

ROSSl.CE OiviBiC'i of Cporotional Cvnnts Assessment (Po.sl C704U) 90/01/29 
Consol-daiorl Edison Cto of Now York, Inc. tOIpp. 52635 025-52535:124. 


9002080230 Forwards rosponso lo NRC Buiiolln 60 ODS.Util nucloei fuels dept dssg-n 
or rov-ows & approves oach coro loiond lor planis & retooling operailons fBcenty ts- 
viewod to onsuro appropriaio procedural uoniroto in place. 

BICHIER.MH CommotwreBlin Ed-son Co 90/OI/2O. Documom Conlro! 0renih(O«- 
umonl Control Oosk) 5pp 52569 240-52560 250 

9001240190 NRC Into Not co 90-007, "New Into ro insuioHon Mall Parforma/vW * 
Oohi» Oiockaga of PWR Coniainmoni Sumps." Sve Lst end 
HOSSl.C.E. Gvlson ol Opuieiional Evonis Assossineni (Post 070411). go/oi'-j-) 
Conaol4lai8d Edison Co. of Now York, Inn. 09pp. 52535-220-52635:329. 

9001250020 Suppt 2 lo NRC Info Noiice 68 023, "Potential lor Gas B.ndlng of HPSI 
Pumps Ouiing LOCA." Sve liauinu. . „a,a,,-ii 

ROSSl.CE. Divison ol Operailonol Events Assessment (Post 870411). 90/0i'Ji 
Consoidated Edison Co 01 Now York, Inc. 95pp. 52533:320-52534:062. 


9001260196 NRC Into Notice OO-OOO, "Kr-OS Hazards From Decayed Fuel" Svciai 

ROSSl.CE. Division of Operational Evonis Assessment (Peel 670411) 90/02/0' 
Coneo'Waied Edison Co. of New York, Inc. 77pp. 62503:100-52683 256. 

9001290102 Suppi 1 to NRC Into Not.co 80-030. "Torgoi Rock Two-Stage 
VeVo Seipolni Drill Update." Sve list end. . . 

ROSSl.CE. Division ol Operational Events Assossmoni (Post 870411). BO/u/'vr- 
Consolldaiad Edison Cto ofNow York, Inc 70pp. 52550:236-62656.317. 


9001300424 NRC Info Notice 90 009, "Extended Iniorlm Storage of Low Level Rsi- 
waste by Fuel Cydo & Malls Licensees." Sve list end 

CUNNINGKWM.IT.E. Diwslon ot Industrial & Medical Nuclear Safety (Post B/O/znl 
00/02/05. Consoidated Ed.son Co. ol Now York. Inc. lO0pp. 52683-257-62584-w* 


9002130194 PaiHal response to FOlA requosl.App N & O documents av^itu-- 
PDR./top O documonis oncl.App P tlocumonls withhold (ref FOIA Exemption 6) 
QRIMslEY.O.H. Division ol Ffoedom ot Inlormallon A Publications -Rnrvuie! 
880205). 90/02/06. PEPPERMAN.O.R. Blochei A CoHna. Bpp 52595 



-8807270182 Boqjesis lhai appropriate prolect ntanagor cortieci idarti.fied i.'l & pto- 
«)© mio re purchsss of circu'f broafiara from soapecj companlej 
fiTMTHEWlOB Project 0 locioraie II 3 68/07/18. BUTLER.WR. Projocl Oiiociorale 
12. 55pp. 52595 316-52596 344. 

9002230476 Forwards Insp Flopts 50-456/90-04 & 50-457/60-04 on 900n6-19.No vto- 
laiona /loied. 

GREOER.LR Fteeion 3. Ofe of Oio 0:rector. 90/02/13. REED.C. Commcmwoolth 
Edison Co. 2pp. 62701:250 62701 263. 

-9002230479 Insp Ropts 60 466/90-04 & 50-467/90-04 on 900116-19,23 & 30. No vio- 
lations no!^ Major erees Inspeciedct^misirY Drogram, inchMfing 
procedures.oraanltalion & training, primary & seconderv ays waier & aasutanco OC 
ptoorams In labs 

HOl.TZfMN,ft.B., SCHUMACHER,M. ReQlon 3, Olc of the D-.rocior. 90/02/13. 12pp. 
52701 252-52701 263. 


DOCKET 50-468 RIVER BEND STATION. UNIT 1 


F. Security, medical, emergency & lire protection plans 

8911090356 Responrds to Generic Lir 86 07. "Pawor Roactar Sateguarde Conilrtgetscy 
Fiann'ng lor Surface Veh,cle Bombs " Sliort-torm acHons to protect against aitetnpled 
radiological saboiaga involving larrd veh'clo bomb threel added lo pt&rt. 

QOOKtR.J E. Ou'.f Sialos Utilities Co. 69/11/03. Document Control Btench (Oocu- 
rrent Control Desit) 2pp. 62655 073-52656.074. 

6001290117 Ack receipt ol 601122 lir transrnluing objociives lot upcomlno 
enerc'se Obloctivos appear reasonable Exorclao scenario presently under tovl^ 
COLLlNS,S.J. Region 4, Olc ol tho Director. 90/Q1/12. DEODENS,j.C Quit Steles 
Uli'ilOsCo 3pp &2454:U2-S2454:U4. 

9002080208 Forwards Insp Ropt 50-458/89-46 on 861211-16. No violations or dovi- 
Blions noted.Two c^on items Identijiod re lack ol response & oporabi'tiy criocka ol ra- 
diation dotaciion Instruments & training lor omorgency response personnel. 
COLLINS.SJ RQg.on 4, Olc ol the Dirocior. 90/02/01. OEODENS.JC Gull Sfeies 
UU'IIIIOS Co. 3pp. 52S89.a37-S2689.04€. 

-9002080213 Insp Ropi 50-458/86-40 on 89121 M5.No violalions -Major e/oas 
Inspected operational status ol emergency preparedness progrerrkchanges to omer- 
gancy plan 6 implementing procedures 6 ebanges to emergency (acfltloa. 

TeRg.N M . P0WERS,0 A. Region 4. Olc of the 0,feclOf. §0/0l/3t. 7pp 62569:040- 
S2688.046. 

9002140007 Forwards Insp Repl 60-4S6/BQ-39 on 691 1 13-17 8 notice dl vKi'aUon NRC 
eoncernod that some violations <nd ceto naod to irnpiovo stall (raining on logulaiory 
rM'ji'omants NoUcs of vlolat-on withhold (rol 10CPR73 2l) 

C0LLINS,SJ. Region 4, Otc of the Director. 90/02/07. OEOOENS.J.C. Gull Sieioa 
UtiUlies Cc 4pp. 52853 242'.52e53 246. 

-M03140006 Partloily withhold map Rent 60-450/09 39 on 091113-17 (ref 
iCCPn73 21). Violations noted Major areas inspected physical socurtiy 
progrom,inc'.ud ng records & repte.mgt oliociivonoss.assossmeni aids & piiys<cai bat- 
nora. 

EARNEST.A.B., POWERS.U. Region 4, Olc ol the Director. 90/02/0t ip. 62653:246- 
52553:246. 


H. General correspondence 

9002080247 Commertia on proposed rule lOCPP?! fo compsutnHy al uansportation 
regulations w/IAEA.Concura w/piopoaod rule re iransponation regulations w/excep- 
tion of proposed requirements for low-spaclfic-aclivily matt. 

GOOkeR.JE Gull Plates Ulllltlos Co. 00/01/24. Docketing & Services Branch. 2Dp. 
62667:157.52567:158. 


0. Insurance & indemnity information 

9002060101 Forwards notification of nuclear liability Insurance coverage for lacihty. 
BOOKER. J.E. Gulf Stales UMiHes Co. 90/01/25. Oocument Control Brartch (Docu- 
ment Control Desk), ip. &2666.04e-S2669;047. 

-9002060198 Forwards Endorsoment 0 to NELIA & MAELU Certificates N-100 & M- 
lOO.respecuely.Gndorsomenl 5 lo NELIA & MAELU Certiilcaios NW-l7e A MW-60.i»- 
spoctively & Endorsement 36 to NELIA Policy NP.20B.W/O encle. 

SAM.UELS.J.L. Marsh & McLennan, Inc. 90/ot/09. OINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 67041 1). Ip. 62666.047-62569.047. 


M. Antitrust correspondence 


9002260266 Responds lo FOIA roquoat lor records. App document erKi & available In 

pon. 

PHILIPS.J.O. Division of Freedom of Information A Publlcaiions Services (Bosf 
890205). 90/02/27. SPECTOR.B.S. Goral, Heffner. Carpenter & PodgorsKy. 2pp. 
62727:131.52727:183 

-9002260262 Forwards Info roquostod by Ally Gonerel loi aniitrusl review ol appilcaiion 
tor OL 

SHAPAR.H.K. Atomic Energy Commission (Pro 750101). 73/12/28. BOBK.R.H, 
SAUNOERS.JJ JusUcsl Ospt of. Attorney General, Office ol. 52pa 62727:133* 
62727:193. 


P. Operating license stage documents & correspondence 


9001290192 Notllication of 900128 meeting w/ulil In Region IV olc to brief NFtC mg| on 
Inil'iStives implemeniod at faciUiy to reduce radlsilon exposure rales 
CONSTABLE.G L. Region 4. Olc ol tho OIrocior. 90/01/18. Region 4. Olc ol the Di- 
rector. 2pp. 52467:357-62467:350. 


9002090163 Forwards safety ovelualion accepLng licensoe 680721 & 890512 re- 
apofses to Generic Lir 88*01 re lOSCC In 8wn euslenltlc starless stsol pip'ng w/ 
exception of two positions for leak detection. Toch Specs rooueslod 
PAU(.^N.W.A. Project Oirociorate IV. 60/0t/2S. DEOQENS.J.C. Gu'l Slates Ui.liilos 
Co- 4Dp. 52607:318-52807:348. 

— 9002090165 Safely evaleatlon accepUng uiil 880721 8 690512 responses lo Generic 
Ltr SB-OI. “NRC Pos'iion on iQSCC In 6WR Austenitic Siainloss Steel Piping," except 
for twoaltorr^ace positions on leaknge detection. 

* Office of Nuclear Reactor Regulailor^. Director (Post 070411). 90/01/25. 2pp 
62607:322-62607:323 

—8908210101 Final "Techn'col Evaluation Ropt on Response From Gu'l States Ui.l Co 
lo Generic Ur 66-01 re Rtver Bend Station, Unit i ." 

8ATES.n.C.. lAKNER.A VLking Systems inlerr^ationai. NRC-03-e7-02e. 89/06/30. 
NRC - No Deia'.led Aflillalon 0>;en. 2Spp. 52607.324-52607:348. 

0002060228 "RIvst Bond Station Un-l 1 Startup Tost Repi (Suppi t4)” W/900131 ltr 
eO(^ER,J.G. Gull States Utilities Co. 90/01/27. 7pp 62589.030-52689;03e. 

W>020&0211 Provides curronily identiliod outage & ncnoulege-relatod activities to 
update NRC pi util licensing aci'vlias in ordor oT prionry. 

BOOKER, J.E Gulf Slates Uiillios Co 90/01/29. Document Control Drench (Docu- 
ment (Control Desk) 6pp. 52693 218-62593 223 

9<M>I860051 <3enerlc Ltr 90-02 to ail LWB ticonsoes & O0;iicants ro oHornalive require- 
ments for fuel assomblles in design fesiures socllon of Tech Specs Sve I si end. 
PARTLOWJ.G. Associate D.rociot for Ptojecls (Post 870411). 90/02/01. Consolidat- 
ed Ed-son Co. of New York, inc. 39pp. 52637.055-52637.093. 

8002180270 Application for amend to License NPF-47, revising Tech Spec 4 8.1.1 ro 
proiesi rei^romanis for ON I & II d.asel nanprato/ survei'ianco lesling 
DEOO£NS,J.C. Gull Statos Utilities Co 90/02/02. Document Control Branch [Docu 
moraConUcM (Ossk) 0pp. 62676:203*62676:214. 

-9002160274 Proposed Tech Specs. rev.sing preteat requirements for Dlv I & II diesol 
oane/stor surveillance lasling. 

'cult Steles Utilities Co. 90/02/02. 4Dp. 52675:211-52675 214. 

9002150296 Provides tn-.iial response to Genetic Lir 69-i3. "Sve Water Sys Problems 
Allociing Ssioty-Relaied EqupmsnL'' Exlsilnq training mails asaociatod w/svc water 
sye adMuate to ensure iltai qpcvaiors will penorm eHocUvoiy. 

CIEC^NSJ.C. Gull Stales ji'litlos Co 90/02/02. DocumonI Coniroi Branch (Docu- 
ment ConVd Desk) 7pp 52e77.097-52677;t03. 

9002160090 Appllcsiiort lor amend to Llconae NPF'47.rov'i8’ing Oiv 1 8 ii diosol gons'e- 
104 crenkshafi insp scheduling conialned In Aitochmeni 3 ip license & Survall'anoe 
Requ/emem 4.8.i i. Change requested prior to ihird reiuolmg outage 
OEODENS.J C. Qu'l Slates UMinos Co 90/02/02. Document Conirof Branch (Docu 
metu Cwitrol Desk) 6pp. $2857:327 52657:336. 

-9602160094 Proposed Tech Specs re tdi diesel engirte crenkshafi insp schodule. 

’ Gulf Simee UMnies Co. 90/02/02. 2pp. 52657:335-52657:336. 

9002220744 Forwards 900129 Hr 8 sefnty ovaiueiion accopt-.no BWR Owners Group po- 
sition re pbsi-accidoni neuiron ilux mon.loimg as aitomativo lo Caiogoty l 
recommendations per Reg Ou do 1 97 

PAULSOt4.W.A. Pioiocl Diroctorsie IV. 90/02/07. DEDDENS.J.C. Gulf SiaiOS UMiliSS 
Co 4pp 62669.192-52689:195. 


O- inspaeiion reperla, IE BufleUrrs A correapondenca 

9001900498 Advises ihal d'aH linal ropt (or cioscoui of lE Bu'letin 79-23 lounq 
acceptable lead eng.neerB for IE Bu'lolins 04-02,80-06 6 B7-002 roassig^natj as listed. 
BEHLiNGEB.C.K Oeneio Communications Disncn. NnC-05-05-157. 00/01/17. 
LOFY.aA PARAMETER. IrC. 3pp. 526I3.256-S26I3 256. 

0001300124 Rasponds to violations noiod In Insp Rept 60-460/80-04 on 860918. 
IOl7.Correciive acl'ons loiomsn counseled on Incidont & cautioned lo employ more 
careinfuiuro & memorondum sent lo ma:nl paraonnol re polontlal safety ha2ard6 
6O0KCR.J.E Gulf SiatQs Licililles Co. 00/6(718. Oocumont Control Sranch (Oocu- 
ment Control Desk). 6pp 52401:235.52401:240 

9001300979 Ack receipt ol 891201 ltr informing NRC ol slops taken to correct violations 
looted In Insp Rept 60-458/6B-04. implemantalion of corrective aci.ons will be re- 
viewed during future Insp. 

C0LIIN8.S.J Region 4, Olc ol the Director. 00/01/22. OEODENS.JC. Gulf States 
UMlIes Co. 3pp 52460:221-52400:226. 

9002010124 Ack receipt of 861216 llr.aupplemetM-ng 690707 rosponse to violations 
noted In (nap Rept 50-466/89- 1 1 . 

COU.INS,SJ. Region 4, Ofc of Ihe Dlreclot. DO/Ol/22. OEOOENS.J.C. Gulf Stales 
Uhltles Co. 3pp. 62632 01 1-52632:019. 

9002020171 Provides Interim staius ol actions discussed during 691117 exit meeling 
pem^ receipt of fnsp RepI $0-156/89-200. licensee has obtained latosi melat In- 
atruedon index & eniered Index Into vendor lechn'csl Info program. 

OEOOENS,JC Gulf States UliMas Co. 90/01/25 Oocument Control Branch (Docu* 
merit Control Desk). 4pp. S2548;264.52&46:257 

9002020213 Forwards response lo vfolarons noted In Insp Repi 50-456/d9-S6 on 
a9l016-20.Rasponso withheld (ref 10CPR73.21). 

OEOOENS.J.C. Gull Stales Utilitlee Co. 90/01/25. Oocument Control Branch {Docu- 
ment Conbol Desk). ip. 62546:232 -&2&46;232. 

90020$0020 Forwards Requests for Relief RR0007,Rov 4 & RFTOOI3.Rev 3 re fnservice 
low program plart,lor revlew.Reva correct pipe weld numbering errors & idenl.fy re- 
mainder of Loop B wolds on RCS omittad during previous rev. 

BOOKER.J.G. Gulf Stales Utiiitlea Co. 90/01/26. Document Control Branch (Docu- 
ment Control Desk). 9pp. 62542:021*52542.029. 

9001230126 NRC Info Notice 90-005. "Inter. System Discharge of Reactor Coolant." 
Sve list end. 

nOSSI,C.E. Division of Operational Events Assessment (Post 870411). 90/01/29. 
Consolidaced Ed.son Co. of New York. Inc. lOlpp- 52635;l26-S2535:227. 



160 DOCKETED ITEMS 


9001230175 Into Nonce 90-006, "Potenlia' lot Loss ol Shutdown Coobng WhBe at 
Low Fleaclor Cooinni Lovois " Svc list onci 

ROSS'.CS Dr^s'On ol Oporahonal Events Asscssrr.onI {Post 67QA1I) 90/01/20. 
Consc'idsisd Ed.son Co of New Voik, Inc. lOipp 52535 025 5 2535 1 24 

9001240190 Nnc Into Malice 00-007. "New into re Insu'oiian Malt Poricimanco & 
Debits Blockaao ol PWfl Conlammcrl Sumps " Svc I %l onci 

ROSSl.C.E Division o' Operai-cnal Events Assessment (Post 070411) 00/01/30. 
Consolidalec; Edison Co oi Now /oik, inc. OOpp 52535 220-52535:320 

9002060322 Ack receipt O' 9001 12 iti Inloiming NRC Ol stops 'akcn to correct vto'at-orts 
natpd In insp 50-458/89-37. Impiomontatie-'i ot correct.ve acicns wnil bo iov4e-wed 
dunrn iulcre Insp 

COLIINSS.J Rugon 4, Olc Ol the Orocto' 90/01/30 OEOOENS.JC Gull Stales 
Utl'.tlesCo 2pp 52556100 52558 166 

9(H)t250020 S-jppi 2 to NRC Ir.'o Notice 80-023, "Potential lot Gas B-nding ol HPSI 
PuTps Duiing LOCA " Svc I si enci 

ROSSi.CE Division ol Oporationai Evonia Assasama.i'. (Post 870411). 00/01/31, 
Consolidated Ecison Co of Mew /ork, Inc 95pp 52533 329 52534 062. 

9001260196 NRC inlo Notice 90 006. "Kr-85 Ha?a'ds Prom Oeceyed Fuot." Svc Sst 
end 

ROSSi.CE. Orvlson ot Operational Evenis Assessment (Post B704tl). 90/02/01 
Consolidated Ed<son Co of Now Vo/k, Ir.c. 77pp 52503 100 52583:256. 

9002030208 Forwards Insp Ropi 50-450/89 48 on 891211-15110 vlolQltons or devl- 
eticna noted. Two open items Ider-.Mlad le lack of response & operab’lity checks ot ra- 
dial on delccilon .nsirumenla 3> t/alrlng for emergo.i-ev response person-'iel 
COL(INSS.J. Rogiort 4. O'c ol tho Director 90/02/01 OEOOENS.J.C. Guil States 
Util-nesCo 3pp. 52589 037-52589 046 

-9002060213 Insp Rept 50 458/69-46 on 891211-15 No vio'aLcns noted M8|or areas 
Inspected operational status of emergency preparedness program.cti&nges to emor- 

f ency plan & Impleme.nting ptoecduros A changes to emergency fackiies 
ERCNM. POWERS, OA Region 4, Olc Of the Oirecior 90/0i/3t 7pp. 52569 040- 
52569 046 

9001290102 Suppi 1 lo NRC Into Motlco 68 030. "Target Rock rwo-Siefid Salety/Raiiel 
Valve Setpoint Onii Update." Svc l-si end. 

ROSSI.CE. DMaon ot Opo-alona' Events Assessment (Post 870411). 00/02/02 
ConsQUdQled Edison Co ol New York, Inc 78pp 52556:238-52556317. 

9002160090 Appi cation lor emend to License NPF-47.rovisi.'ig ON 1 3 It (kesoi genera 
lor crankahait msp achoduing conteinod m Anachmom 3 to kenso & Surveilance 
Rooulremeni 4.e.l.l- Change rcQuesied prior to ihi-d roiueing outage 
DEO[3ENS.JC. Gull States LJbliiios Co 80/02/02. Oocumem Control Branch (Oocu- 
menl Control Desk) 8pp. 52657:327-52657:336. 

-8002160004 Proposed Tech Specs ra TDi diosoi o.nglno cranvshsit map schedu'e. 

• Qu'l Siaias UlMWl Co. 80/02/02. 2pp. 62057.335-52657 336. 

9001360424 NRC Info Notice 80 009. "Extended interim Storage ol low Level Rad- 
wesie try Fuel Cycts &iM.a6s Ucensoes" Svckst end. 

CUNNINGHAM, R E. Ovie.on ol Industrial & Ued.cai Nueiaar Safory tPosi 676729). 
80/02/05 Consolidaiod Edison Co of New Vodi, me lOdpp 52563:257-52564:004. 

9002 f 40007 Forwards Inso Rapt S0-458/Ce'39 O-i 601 f 10-17 A noica cl violniion.NRC 
concerned met some vfo'atmns l.idicaie need lo m^rove sta'i (rsmng on regulatory 
reQuirements Motlco ol v.olatlon w.thhe'd (rof iOCrR73 2f). 

COLLINS.SJ RdCion i. O'c of the Oirector 90/02/07. OEOOENS.J.C Cdl Stales 
Uli n-os Co. 4pp. R653'242-52653 246. 

-9002140009 ParHs'l/ wihbeld Insp Rept 50-456/69-39 on 891113-17 (tel 
l0CFR73.2t].Viclalions nofedMsjor areas Inspected phvs'cal socunty 
program.inc'udfng records A repla.mgi ottecln'oness.assessn'am aids A physical bar- 
rfors 

EARNEST A.B.. ROWERS.a Roglon 4. Olc ol the Olroctor. 90/02/01. (p. 52653 246- 
62653246. 

0002160260 Ack granting of onforcemeni discretion on 900202 for temporary roief from 
Tech Spoc 3.0.3 which was entered when unit lalird to meet operatonai conditions In 
Tech Spoc 7 3.2. "Man Control Room At Ccndiilonng Sys." 

MARTIN.ro Region 4. Olc ol iha Director. 60/02/^07. OEOOENS.JC. Gull States 
UlllillasCo 3pp. 52856.11 1-52656113 

9002140266 Forwards insp Rapt 50-458/89-43 on 691204-00 No vlolat>o-'is or devi- 
ations noted Inspectors noted that water chem.stry A radiological environ monitoring 

a rams Implemsnied In elfactive manner A in accordance w/NRC requ'remenis 
LiNS.S.J. Rogion 4. Olc of iha Director. 90/02/08. OEDDENS.JC Gull Steles 
Uli'ilios Co. 3pp. 52652 006-62652:04 1 . 

-9002140261 Insp Rapt 60-456/66-43 on 69120408. No vio'aHons or davlailons 
noted. Major areas inspected i censee radiological environ momiorlng program A water 
chemistry A rad ochemistry A conlirmaioryrneasuremenis. 

NiCHOLAS.J.B., WILBORN.L, MURRAV.B- Region 4, Olc of iho Oireclor. 00/02/01. 
33pp. 52662.000-52652 041. 

9002320151 Responds to v.olelion noled in Insp Rept SO-A50/e9-4i on 69l10l-l&.Coi- 
rectve actions proceduro which would provide guide'inas for future troubleshooting ol 
recirculation flow control valve sys being developed. 

OEOOENS.JC. QuT Slates Util.ties Co. 90/02/09. Oocumenl Conirel Branch (Docu- 
ment Control Desk). 7pp. 62674.0?6-52674.08t. 

9002220576 Responds to violations noted in Insp Rept 50-4SB/69-40. Corrective 
acilons:ail prosieged mall removed from containment A radlai.on protorliort peraocmel 
cautioned on placement ol rneil cn 65 ft elevation ol containment 
OEOOENS.J.C. Gull Stales Uti'i'Jea Co. 90/02/09. Oocumenl Conirol Branch (Docu- 
moni Control Desk). 4pp. 62696:067-52696 076. 


S. Reportable occurrences, LERa A related correapondence 

9602066616 LER 69-0S3-O1.on 890616,toss □< power to Div II 120-voh ac datnbuUon 
panel causoct au>o-slsrt ol standby gas traairr.ont A annulus mixing sys,rosi4tng In 
bSF actualons. Caused^ transformer ta-lura.Valves opened.W/600i36itr. 
ENGLANO.L.A. BOOKEr.J.E. Gull Slates ULlitles Co. 90/01/30. 7pp. 62590.031- 
52590.037. 


6062090021 LER 60 601 OO.on 0OOiO3.lsclntion ol RCIC steam supply inboard isoisxy 
velva occurred during su-voillance testing ol RCIC sya.Causod by lochnician liltrg 
wrortg lead.caus ng ESF aciuet:on Lead ro’ended on terminal W/900136 Hr 
ENGCaNO.LA., SOCkERJE Gull Stales Ulililles Co. 60/01/30 4pn 52530D27- 
52590030. 

4002120299 LER RO 038 01 on 8910Q7 .discovered that various nwlot- epota'-od vsVres 
onerg'z^.contrary to assumptions contained In pioni lire hazards analysis Cause net 
aiaiod.Oporetions In tiatad requrod ii'e watches on valves W/90013 1 iv. 
ENGLAND.LA, BOOKER.JE GuT Slates unities Co 90/01/31. 8pp. 62635218- 
6263S22S 

6602120339 LER 66 016 04 on 8B002S,roocior scram occurred due to mein genereior 
excitor brush taiTi'u Preveni-ve maim procodure rov-sed lo establish spec l-o Vroar cn- 
lerfe at which brushes to be replaced w/600 1 3 1 in 

ENGLAND.LA, BOOKER.J E Gult Stains Ulilitioa Co. 90/01/31. 12pp. 62635226- 
52635 237 

4003220426 PNO-iV-00 009 un 000211, ur.lt exporiancod partial ESF actualon ol s:ar>d- 
by dosol gonainior. Caused by Topaz invniior trip Licensee suspended fui'hor uio e( 
procadjro involved A lagged out cnnrgui m FLOAT position. 

CONST ABLE.G l.. Rogton 4, Olc ot the D-reclor. 90/02/12 2pp 6?074Oe2- 
52674 063 


V. Operator Examlnatlona 

0402130257 Provklos into re goner c lundamoniaia exam section ot oporatw (icon; ng 
exam to ba admlma'O'ed cn 903207 W/inap ot orea.bsl ol iQclg'ng A pre rmiuiy ir- 
airucl ons 

COlunSSJ Roglon 4, Otc ot tho Director 00/01/20. DEDDENSJC. Gull S'.eiC5 
UlritiOSCo 4pp 52647 200 52047 211 


DOCKET 50-469 RIVER BEND STATION, UNIT 2 


M. Anlitruat correapondence 

400226Q266 Roaponde to FOIA lUQuest tor lecoide ApP documeiM encl A evntzibie m 
POR 

PiiillPS.J.O Division pt Froedom ot inioimaiion A Publications Sotvlcos (Post 
090205). 00/02/27. 5PECTOR.U S Go.'sl. HeKnor, Carpenior A Podgorsky. 2pp 
52727:131-52727 103, 

->4002260262 Forwards l.nip loguosiud by Atty General tor aniitrusi rovow Ot oppIrcaLOrk 
lorOL 

SHAPAR.HK. Atomic Energy Commission (Pre 760101), 73/12/20. DORit.n H . 
SAUNOERS.JJ Justice. Dopi ol. Aiioinoy General, Ollica of. 6?pp. 52727.t33* 
52727 103 


DOCKET 60*460 WPPSS NUCLEAR PROJECT. UNIT 1 


A. Appiicstlon/constructhn stoge documents A correspondence 

0001290051 Gononc lit 90 02 to all LWR I consoos A oi^licants re aliornailvo toqu ti> 
monte lor lue< essomblios m des'gn lonturos aocllon of Tech Spocs.Svc list oncl. 
parTlOW.JQ Assooeie Di'octor for Proiects (Pnsi 070411) 90/02/01. Consoiidai- 
ed Edison Co- ol New YO'k, tnc 39pp 52637:055-52037:003. 


I. Financial Inlormallon 


4002060001 ’WPPSS. 1009 Annual Rapt " W/0D0120 Hr. 

HAIVORSON.C.M., MAZUR.DW.. SORENSEN.G C. Washington Pub'lc Towor Su|>ply 
Syeiom 0e/12/3t 40pp 52556:32/-52557:0O5 


O- Inapecllon reporla, IE Bulletlna A correapondence 

4002030001 Forwards Insp Repis 50-397/00-34 A 60-400/00-02 on 891113- 12l7.Mo 
vtotaUons noted. Only Paragraph 6 addrossos Unit 1 ro prosorvallon activities 
RICHAROS.SA. Reg on 6, Olc ol Iho D.roclor. 90/01/16. SORENSEN.Q.C. Washing- 
ton Public Power Supply Systom ?pp 52526:t07-52636:100. 

-0002020002 Insp Repis 50-397/69 34 A 50-460/B9-02 on 091 1 t3-1217.No ylolatkxsa 
or dowationa noted Except tor Paragrogph B.ropt discusses Unit 2 oiiiy.Mn|or erona 
■n9pectod:n>ntrol room oporalions.licensue action on previous findings A LERs. 
JOHNSON.P.H. Region 5, Olc of Iho Director. 90/01/18. 1 tpp. 52526:109 52520.109 


DOCKET 6M61 CLINTON POWER STATION, UNIT 1 


F. Security, metfloal, emergency A (Ire protection plans 

4001300216 Responds lo 691 120 hr which torwardad Insp RopI 60-46l/09-3l.roquost- 
Ing Identiflcailon ol actions underway lo ensure that lalsilicatlon ol Inlorlm socutbty 
screening records would bo detected In timely manner In tuluro. 

HOLTZSCHER.D.L. ITir.ola Power Co 89/12/26. DAVIS.A.B. Rogion 3. Ofc ol tim Ol- 
fOCtOf. 2pp 5247»:3Z0-62471:329 

9001290099 Advance Change Notice ACN 3/1 lo Rov 2 lo AP-04 A AP-10. 

' ICInole Power Co. 90/01/16. 17pp. 62454:141-52464:157. 

9002060370 Responds lo NRC 691207 lir re violations noted In Insp RepI 50-401/89- 
35.Correcnve actlonsemorgnncy planni.ng buileiin Issuod to all emergency lespon&o 
oraanizaUory members emphasizing imporlanco of attending required training. 
HOLTZSOfER.D.L. ITncis Power Co. 00/02/05. DAVIS, AB. Raglon 3. Olc of f%o Dl- 
rector. 62626 028-52626 030. 



DOCKETED ITEMS 


900?39D207 Revised EPiPs inciudng Rev 3 lo EC OO.Rev 6 to EC-07.PaQos t ft &• 
e.Rav 3 lo EC-l2,Pago$ 1 ft 4-7.Rov 6 10 FE-06 & oliachmonis ft Rev 2 la RA-05 ft 
atiachmenis 

• I lino 9 Power Co 90/02/07. B9pp 52603.041.5P6U3.129 


P. Operating license stage documents ft correspondence 

9001390290 Fema/ds Rov 3 lo "insorveo Enam Plan" Changes to text 
descr.bod Approval of ctiangos by 00060 1 to allow tirr.o to plan roluoung outage aciivt- 
les re Inservlco exam program roquesiod 

HOLT2SCHER.OL. I'linols Power Co. 90/01/23. Uocurnonl Control Ota'tch (Docii- 
me.'it Conirol CoskJ 2pp. 52460 007.52460 130 

-9001300297 Rev 3 lo "Inservico Exam Plan.” 

BELI..SR Illinois Power Co. 89/10/20 123pp. 52469009 52469.130 

9002070087 Appi cation for emond to Liconso NPF.62. incorporating progremmattc con- 
trols >n adminisireiive controls saciion oi Toch Spec ft relocating (ixlsimg piecodural 
daia/'9 invoMng radioactive effiuonf rrtofdtoring imi'iimenioi on 
FERRyPS III nols Power Co 00/01/26. Oocumuni Control Branch (Document Con* 
irolOesk) <lpp 52570 109-52571:-07. 

-9002070008 Proposed Toch Specs incorporeiing p'ogrommaiic coniio's in odmnaiia- 
live ccnirols sect'on & rolocoting existing prncedurei iluiai's involving ladioaciivo oiliu- 
ent mon.loring instrumenlaiiQn & control of gesoous odlunnis 

• nols Power Co. flO/0 1/20 12app S2570 )03 S2S70 3PO. 

-9002070107 Rov 6 to "OOCM." 

• liNoiS Power Co. 89/12/31. 247pp. 52670.321-5257 1.207. 

9002090076 Forwards response fa Generic Ltr 69-13, "Sve Wafer Sya PtoCloms Alleci- 
hg Sarefy-Relatod Eguipmeni" Now chiorinai'on ays irisialnri using hypocivonio 
rather then gaseous chlorine ft lost program wi:! bn dovo'opod 
HOLTZSCMER.DL. Illinois Power Co 00/01/29. Oocurnont Control Branch (Oocu- 
meni Control Desk). 5pp. S2S99.060'52699.073. 

9002120206 Responds to Ganodc Ltr 63-20. "Rogufred AcHcns Qasoo on Gonone (nipN- 
cotions al Salem ATWS Events " Lliii inlunds to disconiinuu eond rvg ecK upen rec^i 
of vendor manual matla. 

HCITZSCHEROL. Illlno^ Power Co 90/01/30 Oorumoni Ccnirot Branch (Oocu- 
rrant Control OesK). 2pp. 52617. 270.52617.270. 

9002160197 Forwards Amend 29 to LIconso NPF 62.sa(oty evaluation ft noi cos of i$$u- 
anco ft denial Amend revises Toch Spec Tnbm j.3.7.s.r rn acodorit aion.to<in 9 aiefni- 
rriOhiailon ft time- limit values (or timora lo rosoivu inoonsisioneies 
H;CKMAN,JB. Pioioct Dlroctoraio lll-z. 90/01/30 HOLTZSCMER.DL. Mnols Powor 
Co 3pp. 6265ai9e.S2668 2ll 

-9002160201 Amend 29 to License NPF.62, revising Tech Spec TeOio 3 3 7.6.1 reecd. 
dent monltoilng instrumonlatlon ft lime i mii valiioa spocnied (or timers m order lo 
deiQio sataty/ tailof valve acoustic mon.iora (rom rnHCtumeniairon 
CRAIQ.JW. PraleclOlfeclOialolll'2 OO/Ot/30. Spu. 52690.199 52ese;203. 

-9002160202 Safety evaluation supporting Amend 29 to Lxonso NPF-62. 

• Office of Nuclear Reactor fieguiation, Oiiucior (Post 8704ii). oO/Of/30. 2pp. 
S265e:204-S265e:209. 

-BOOZt6Q2C4 Forwards onwron oesaasniunt ft rinding of no aigniitcam unpaci to 
671030 appilcai'On lo chango Tuch Specs lor aecidoni monlionng insirumonlaiioft A 
lime I m.t values. 

H.CKMAN.J.B. Project Oiroctorato I1|.2. OO/Ol/IO HOLTZSCMEn.O.L. Clnole Power 
Co 1p 52656 206.52658:211. 

-9002160205 Environ assessment ft lind.ng ol no algnlUcanl impact ro amend to K- 
osnse NPF.62,raW5lrM Toch Specs for acc'doni momlor/ng instrumonloUon ft Umo- 
litr.ii values specllled /or timers. 

CRAIG,J.W. Project Oitocloraie III-2. 00/01/19. Gpp. 62650 207-52650211 

9002180116 Fonivards Amend 30 to l.iconse NnF.02 ft saioty evaVallot) /Vrrond rovisos 
Toch Spec Table 4.3.I.1-1 to dolotc note (h). 

HICKMAN.J.B. Proieci Olreciotalo 111-2 90/01/31 MOI.T2SCHEH.O.L. Il’mo'a Powor 
Co. 3pp. 52670.122-52679:133. 

-9002160118 Amend 30 to Llconsa NPF.62,revl9lno Toch Spec Table 43.1.1-1 lo 
dele to note (h). 

CRAlQ.J.W. Proloci Oiroctorato III 2. 90/01/31. 6pp. 62670.125-52678 12B. 

-90021601 19 Saioty evaluation ai^portmg Amend 30 lo License NPF.62. 

• Olfxo ol Nuclear Reaclor Hegulalion. D.rocior (Posi 070411). 90/01/31. 4pp. 
52670 130-52679:133. 

9001290051 Generic Ltr 90 02 to all LVUR liconsaoa & applicants re aliernaBvo roqulre- 
menis (or fuel assemblies in design foalures section ol Toch Specs Sve ftsf end. 
PARTLOW.J.G. Associate Diroclot (or Pioiocis (Post 870411) OO/02/Oi. Consoldat- 
ed Edison Co. ol Now York, Inc. 30pp. 62637 055.52637.003. 

9002160161 Advises that epproach.memotlology ft schedule lor rospond.ng to Generic 
Ltr 88-20, "Individuel Plant Exams.” coniainod In G91027 llr.accoplobte. NRC should 
be notified ol any proposed schedule changes. 

HICKMAN,J6. Rojeci Oitocloraie 1(1-2. 90/02/12. SPANGENBCRG.F. rixwls Power 
Co. 3pp. 62656:181-52658:183. 


0. inspeotlon reports, IE Bulletins ft correspondence 

9002070296 Responds to NRC 891 121 ltr ro violations noted In insp Repi 50.461/89- 
32. Corrective ectlons:rovlow performed to idenllly eurvoi'.lances which requiro kiting of 
leads In main control room. 

HOLTZSCHER.D.L. Illinois Power Co. Q0/12/'>1. DAVIS, A B. Region 3. CKc ol the 01- 
rootof. 1 Ipp. 62864:270.52804.280. 

9001300216 Responds to 891129 Ur which lorwardod Insp Ropt 6O.46l/89-3l/equ08t. 
Ing Idenlilicatlon ol actions underway to ensure that fals'ilcation of Interim security 
screening records would be detected In limoly manner in future. 

uni T^cr-uco n/„.,a. n.n an/io/on nAwiCAD Ranlnn ft rK>- xif thn Rl. 


9001300498 Advisos that droll f-nai repi lor closeout ol lE BLlielin 79-23 found 
accoptablo Load onn-neers lor IE Bulletins 64.02,60-06 ft 67-002 roassignod as lislocl. 
SEnUNGER.CH. Gonoric Communications Brnr.ch NRC-05-85-157. 90/01/17. 
LOFY.n A. PARAMETER, Inc 3pp. 62513 256-52513:258. 

9001306265 Forwards Rev 3 lo 'Trrservico Exam Plan •' Changes lo loxt 
Oesc^Mid Approval ol changes by OOOGOt to al ow time to plan rofuoling outago acivi. 
bes re insarwca oxam program raquosted 

HOLTZSCHEH.D L Illinois Power Co. 00/01/23 Document Control Branch (Docu- 
mertt Conao! Desk) 2pp 52489 007-52469 1 30 

9001310147 Forwards OpoioUonal Salaty Team Insp RopI £0 481/69 30 on 390925- 
l003.No vra'atiens nolac/.lnsp venfiod lhal plan! being oparsiod safely in confomianco 
w/regulato<Y requYemonis 

GRE^MAN.E G. Region 3, Ole ol Ihs Director 00/01/24 PERRY.J S Iliino a Power 
Co 3pp 52512:144-52512.185 

-9001310150 Insp Ropt 60-461/89-30 on B90925- 1003 No violations noted Major 
areas inspociod liconses inieorotod plant opcroilons ft porfcrmanco ol organizations 
(hal confr^ft support p'linl epars* on 

KNOP.R C. Rogton 3. Ole ol the Diroctor 90/01/22 3app 52512:140-52512.165 

9001230126 NRC Info Nolico 00-005, "irtlor-Systam Oischorgp of Reectpr Coolant” 
Sve end 

ROSSI.CE. OMSion of Ops'siionai Evoncs Assessment (Post 070411). 60/01/29. 
Consoll^ted Edison Co ol Now York. Inc lOIpp 52535 125 52535 227 

9(M>123017& NRC (nfo Not'co 90 006, "Potential lot Loss ol Shutdown Cooling Wh le al 
Low Reactor Coolant Levels ” Sve list enci 

ROSSl.C.E Oivfaort ol Opwailono' Events Asscssmeni (Posi B704H> 99/01/20. 
Consol (Jalod Edison Co otNowYctk. Inc. lOlpp 62535.025-52535.124. 

9001240190 NRC Info Notice 60 007, "Now inio ro insulalon Mali Porloiri'ance ft 
OMrfs O'oekago ol PWR Conta nmcnl Sumps ” Sve iiai end 

ROSSI.CE Division ol Operational Evtintg Asspssmoni (Post 870411). 00/01/30. 
ConsoMolod Edison (^. of Now York, Inc 99pp. 62535 23Q-S2535:326. 

9001260020 Su^l 2 lb NRC Into Notico 86 023, "Polonllai tO' Gas DIndng ol HPSI 
Rumps Ouimg UOCA ’’ Svc llsl oncL 

ROSSl.C.E. Division ol Opereiionei Events Assassmoni (Post 870411). QO/Oi/31. 
ConsolMlalod Edison Co oi New Yc'k, lr.c. 95pp. 52533:329-52534 062. 

9001260168 NRC Into Notice 90 008. "Kr-85 Hazards Prom Decayed Fuel.” Svc list 
enci 

ROSSI.CE Division ol Operatonei Evontg Assossmont (Poet 8704it). 90/02/01. 
Consokoalod Ed-aon Co. oi New Yoik, Inc. 77pp 52563:160 62563 256. 

9002060375 Fcrweids Roqual Hcailon Exsrn Repi 50-40t/OL'60-02 on 000122-23.AII 
oporeioiepdMed leiako oxams 

WRiGHT.O.C Renton 3. Ole oi me Duoctot. 90/02/01. PERRY.J S. Illinois Powoi Co. 
2pp. 52600 1 70-52600 166. 

-OMTOBOjei Ekiim Rapt 60.461/OL-00-02 on 0001 22-23 Exam losulistsll operators 
passed retails Msms 

NEJFElT.G.M.. JORDAN.M.J Rog.ori 3. Ofe ol tho D-reclor. 00/02/01. Opp 
52600:181-52800 186 

9002160037 Forwards Exam Rapt 50-401 /OL-98-0t edmln'sierod during wk of 900115- 
19 

WRIOHT.G C Rooion 3. Oic 01 the Director. 90/02/t) 1 PE RRY.J S III nule Power Co 
2pp 82669041-52659 049 

-8002160040 Exem Ropt 50-461 /OL-OQ-01 on 900115-19 Exam rosuMo all Fivo senior 
roactM (^oieior candidates passod wdilon exem.Ono candidato laileU administrni.vo 
topics ft miograted plant operations portions of nporating losi. 

RAU ED. MiKKELbON.K., ORTON.B. Rog on 3, Ole oT the Director. 00/02/01. Tpp. 
62660 043-52669 049 

9001200102 Si^pl 1 to NRC Into NoUco 60 030. "Teigot Rock Two Stage Saloty/Reliof 
Ve'-vo Solpmnl Drill Update.” SvC l si oricI 

nOSSl.Ct Oviston of Oporallonal Events Assosnmonl (Post B704I1). 90/02/02. 
Consoildshtd Edison Co. ol New York. Inc. 76pp. 52056:236.52556.317. 

9002331)056 Forwards matrix ot plant perforrrencu whan oxamlnod by SALP process 
ovaluaUve crr(erla.ratriQT than by each functional area. 

OAVISAO Region 3. Ofc of lha Director. 00/02/02. PERRY, J.S. Dlmoia Power Co. 
3pp. 52709:201-52709 263 

9001300424 NRC Inlo Notico 90-006, ‘'Extondod Inlorim Storago ol Low level Rad- 
waste i» Fuel Cycle ft Mails Licensees.” Svc Lst enci. 

CUNNINGHAM, RE. D'.ytGon ol Indusirlal ft Medical Nuclear Safety (Post 670729). 
90/O2/0S. Conso'ldaled Edison Co of Now York, Inc. lOBpp 52683:257-52504;OO4. 

9002060370 Responds to NRC 091207 Hr ro vio'ai-ons noted In Insp Ropi 50-461/89- 
ftSCorzecUve acllons:omersOhcy p'onrtnp buJ'otrn Issued to e'l emwgency response 
organization members emphasizing Importance of attondino lecuircd Iraln'.ng. 
L^TZSCHEH.D.L. Illinois Power Co 90/02/05 DAVIS.AB, Ffoglort 3, Ole ol iho Di- 
rector. 3pp 52626:02B-52626 030. 

9002130194 Partial response to FOIA request. App N & O documenia ava.iab'.o in 
POR.Am O documents oncl.App i' documents withhold (rel FOIA ExompUon 6). 
GRIWsLEY.D.H. Orvl.ston Ol Freedom ol Inlormatloo ft Fubl cations Servicaa (Posi 
800205). 90/02/08. PEPPERMAN.D.R. Blechor ft Co'.MnS. Gpp. 52695;15e-52595-.230. 

-8807270162 Roouests lhat appropriate pro, eel manager contact tdentir.od util & pro- 
vldo Info re purcliase ol circuit broeKera from suspect companies. 

MATTHEWID.0. Project Direclorato 11-0. 08/07/18. BUTLER.WR. Projoci Direciorato 
1-2. 6Spp 6250&:3te-52665.344. 


n. Periodic operating reports ft related correspondence 


aO02230S24 "Annual Onorallnn Real tor Clinton Power Sinion lor 1069.” W/900212 ltr. 



900I3WI082 Fo'v.atds Jev^^sed pages io 1987 lao orogicai environ men lor.ngrepi 
HCLT2SCM=ROL llinois Power Co. 90/01/10 Document Control Branch (Oocu* 
menl CcnucI Desk). 2pp 52474.3<19.52474.360 

-9001300158 Revised pages io "1987 Clmron Power Siaicn Raoio'og cal Erwiron Morl- 
lOf no RepI ' 

• : :rioiS Power Co. 87/12/31. lOpp 52474 351-52474 360 

9002230294 WoniW/ operaii.-g repi (or Jan 1S90 fo' Cinto.n Power SlaiK>n.Unil 1.W/ 
900212 lu 

SPANG5N8ERG P. Ilnc-s Power Co 90/01/31. 5pp 52701.135-62701:139. 


S. Reponable occurrences. LERs & related correspondence 

9002120156 Spec-ai repi on 69t230.durlr.g lest to restore d:esel cer^oraior 1A Io opera- 
ble status fo'icw.ng laiu’e on 891227, geneiaicr cranked but ad riot siart.Caused by 
lai j.-e ol contacts on K19 control set-up reiay.Relay replaced. 
hOLTZSChERO.L. li'i.'ois Power Co. 90/01/29. Oocumcnl Control Brench (Oocu- 
rrentCcmjClDesk) lOpp 52607 035-52607 044 


V. Operator Examinations 

9002080376 Forwards Rogua'it cation E>em Repi 50 461/OL-90 02 Oh 900122-23AII 
operators passed retake prams. 

WfliGHr.GC fieoon 3, 0(c of the Otaciof. 90/02/01. PERRY.J.S. Hno-9 POwor Co 
2pp 52609179 52609.186 

-9002080381 Exam RepI 60-461/OL'90'02 on 900l22-23Exam results all operalors 
passed retake exams. 

NEJFELT.GV, JDROAN.MJ Region 3. Oic ol the Dlrecior. 90/02/01 6pp 
52609.181-52609186. 

9002160037 Forwards Exam Rept 50-461/01-90-01 administorod durno wk ol 900115- 
19 

WRiGHr.GC Reg on 3. Ole of the Director. 90/02/01 PERRYJ.S. iCros Powoi Co 
2pp 52669.041-52669 049 

-9002160040 Exam Rept 60-461/0l.'90'01 on 9001 15-19 Exarn tesuHs.a'I five senor 
reactor operator cand.daios passed wntien exam One candKlaie (ei'ed edmAisiranvo 
topics 6 inleg.'a'ed plant oparaiions portions ol operating tost 
Rau.E 0.. W KKELSON.K. CRTCN.B Region 3, Olc OUhe O-recior. 00/02/01. 7pp. 
52669 043 52669 046. 


DOCKET 8TN-SO-470 CE8SAR SYSTEM 80. COMBUSTION ENQiNEERINQ. INC. 


A. Applicailen/eonstruetion stags documanis 8 correspondance 


9001300096 Raouests that consolidated cnanoai siatome.nis submiied to NRC by 
691121 Ur re ind-rect trar.sier ol c-E licenses be treated as caniicieni«i.pe< 
I0CPR2 790 Supporting aliidavii enci 

BURT.RM ASEA Brown Boveii. inc 60/01/05 MURlEYT.E Odce ol Nudesr Ro- 
actor Regulation, Otrecio/ (Post 67041 1). 3pp 52490 294-52490 296 


9003010306 Forwards roouest for eddi i-nio to compteie rev ew oi Sys 80- design com- 
ncation lor CESSAR-OC.inc'udmg lire protection anaiysis.fuel assombty aiorage 
oepaciry.storege dens.tios (or spam luoi pool S spam luoi pool storage racks 
SiNQH.R. Oivision ol Reactor Proiecis • lii.iv.v £ Special Projects (Post 6704ii) 98/ 
01/24 8CH6fl£R,A 6. Combui'.-on Eng nearing, |p,c. I7pp. 52523 055 52523 071 


6002090070 Forwards response to 68i2i6 reguesi Im addi into ro CESSAR- 
OC.Cheplers 3,4,5 A 8 re lurOtne rPissi.'as.coninjl uio.-wif dnvo sfiucfuiel 
rnatls.cieaniryg S comaminetion protection procedures & reactor iniorrra's mails 
8CHEREH.AE. Combustion Engineerng, Inc 90/01/25. DocuiiKni Conirol Branch 
(Document Conuol Desk). 35pp 52599 194-52599 228. 


F. Security, medical, emergency & (Ire proleellon plans 

9002010306 Forwards request (or addi ln(o lo complete review ol Sys 80 design com 
i-cawn lor CESSAfl-OC.including fire proiocilon analyste,(oe/ asse.mbry aioraoe 
capscity.siorage densibes lor spent fuel pool A spent fuel pool storece tacks 
nl/ST crScnco" jl Reaciof Pro)ecis - lll.iv.v £ Special Prolocis (Post 87041 1). 00/ 
1)1/24 bCHEREH.AE. Com.bu8t,on Eng-neofing, Inc. 17pp 52523 055-52523.071. 

DOCKET STN-50-482 WOLF CREEK QENERATlNQ STATION 


F. Secutliy, medical, emergency & (Ire protecllon plans 


Forwards amend to physcal securiiy plan Proposed eftange wll roogi 
eubmiital of firigerpnni cards lo NRC In lieu ol currently required ^mlnal recorr 
checkPfoposed changes A safety ovaluaUon wihheld 

WITHERS, 0 0. Woll Creek Nuclear Operating Corp. 90/02/08 Oocomoni Contr, 
Branch (Document ConVol Oesk). 3pp 52653:255 62653 257 


9001290051 Gonodc Lir 90 02 to a'l LWR iicenseos & applicants re ai-en-x-- 
menislor (uol assemb'ios l-n doslgn teaturea section ol Tecfi Specs 
PARTLOW.J.Q. Assoclaie Director lor Prolocis (Post 87041 ij Bo/0?/ni’'r ' 
edEdSOnCo of Now York. Inc. 30pp 52637:055-52637.093 ucnic-i 


9002220IB4 Applicatlpn tor amotid to Llconso NPF-42, revising Tech Specs 
A 3.76 r« control room ometgoncy veniiiniion sys allowed outage times r'.ivi 
mg sys In emergoncy operation mode 

WITHERS.S.D Wolf creek Nuclear Oporatir^g Corp. 90/02/07 Doci.mB,., r 
Oranch (Oocomeni Ckinirol Oosk). 9pp 62096.073-52696:089 « • Uir-,-. 


-9002220100 Proposed Tach Specs ro limiting condition lor opo.-aiion 8 su-,- 
q..romeni8 for ESFAS Instrumentation, radiation mon toring insirumevat'oiTR r 
room emorgency vent latlon sye. ocor.i 

• WoW Crook Nuclaer Dporaiing Corp. 90/02/07. 6pp. 52696 002-52696 083 


O. Inspection repona, l£ BulloVna A corroapondence 

000129000S Forwards insp Rapt 50-482/89-31 on 891201-31 No vioiat-ns w 
aiions noted " 

COLLINS.SJ flegkJ.n 4, Ole ol Ihe Diroclor. 90/01/17. WITHERSBD WrM r,- 
NudcarOporeiingCcrp 3pp. 52488.067-52468:076 ' 

-6001290006 Insp Ropl 50-402/09-31 on 0ni2013I.No vlo'ai-ons nc'ed Ma-w art-, 
inspected plant staius.oporational safety vorllicatlon.moriihly sjrveli'arce 8 .tay- 
ebsonrslioacotd waaihai preparations A litnoss-lor-duly Irelninn ' ^ 

llOLLEfl.E.J Reg on 4, Ole ol the D.roclor. 00/01/17. 7pp. 58468.070- 5246807c 

9001300498 Advises ihat draft Inal ropi ipr closaout ol IF Buletn 79.23 tj.?- 
acceptabta Load anginoars lor IE Oulioiins 84 0?,00‘0B A 67-002 resssanodasH'..-' 
6ERUNGER.C.H. Gonoric Communications Branch. NnC05-B5i57 eo/f,-’ 
LOFY.fl A. PARAMETER, Inc. 3pp. 52513 260-52513 250. 

9002020210 Forwards response to NRC Dullotin 89-003. "Potoniial Loss ol Peem^' 
Shutdown Margin D^rl'-.g Raluollng Opoiailons.’' ^ ' 

WiTHEfiS.fl.O. Woll Creek Ni/cloor Oporallryg Corp. 90/01/23 Oocurrie*! Cc-'-j 
Branch (Oocumant Control Desk) 3pp 62520 353-52529:355 

9001230126 NRC Info Notice DO 005, "Intpr-System Discharge of Raacior CcCi-i 
Sve I St one! 

ROSSi.CE Division of Oporelionsi Events Assossmant (Rost 0 70411) 90/0if» 
Consol dated EdisooCe. ei Now York, inp. lOipp. 62535’ 125-52535 227. 

9001230176 NRC Into NoiiCO 60-009. '’Pplenllal lOf LOSS df Shutdown Coo no s r 
low Reactor Coolant Levels.” Sve i-si end 

ROSSi.CE Owtian of OpereHonsI Events Assossmoni (Post 870411} 90/0i-'7i 
CoAsoldalod Edison Co of Now York, Inc 101pp. 52636.025-52935.124 

9001240190 NRC inie Nonce 90 007, "Now Into ro Insulaion Mail Porterm-aiw S 
Oebns (Mockaga 01 PWR Conioinmont Sumps ’’ Sve list end. 

ROSSI.CE Oiwsibn el Oporalionoi Evonia Aaaossmoiil (Post 870411) 90/0'f3C 
Consol dated Edison Co of New York, Inc. 00pp. 52535 220-52635 329. 

•0012S0020 Suppl 2 to NRC Inlo NoUco 80-023. '■Potonlial lor Qes Bndne 8' Kfli 
Pumps During lOCA '■ Sve l SI enci 

ROSSI.C E D.viscn ol Onoraiienai Events Assossmoni (Posl 870411) 90/01/3' 
Consoixiaiad Ed'SOn Co. of Nuw York, inc. 95pp 52633.328-S2G34 062 

•001260196 NRC Info Notico 90-000, "Kr-oS MaTOids From Deesyod Fuel ' SrC :» 
Of4A 

ROSSI.CE. 0.viscn ol Oparaiional Evonia Assossmoni (Post 870411). 90/02/0' 
Consol dated Edson Co of New York, inc. 77pp. 62503:160-52563.256 

9001290102 Suppl 1 to NRC Info Noilco 00 030. '•Target Rock Two-Sieaa Salety/Ss'd 
Vsive Seipornt Ofifi i/ptfato.'' Sve list onci. 

ROSSi.CE 0.vi9dn ot Oporational Evonia Assossmoni (Post 6?04ii) 90'02.'Ct 
Consol dated Epson Co. of Now York. Inc. 70pp. 62660:23B-5255B-3l7. 

9001300424 NRC Into Notreo 00-009, "Exlondod Interim Slorago ol Lo* level RsF 
waste by Fuel (^lo A Malls LIconsooo" Sve list enci. 

CUNNINGHAM.R.E D.vlslun of Industrial A Medical Nuclear Saloty (Posl 87072^1 
00/02/05. Conso'idalod Edison Co. ol Now York, Inc. tO0pp. 52581257-625840W 

•002220736 Responds to NRC 900103 lit ro violations nolod In Insp Rapt 50 492'tT 
30Corroclivo acUons.communlcaiions flow process botwoen ieciMies s loc8‘.e"4:i 
operations slolus boards w.ll ba fovlowoo lo Idonllly nooded improvemoils 
WITHERS.B.O. WoH Crook Nuclear Dporaiing Corp 90/02/07. Oocumeri Cor'.a 
Branch (Oocumont Control Dusk) 4pp 62883.140-52683:143. 

9002140033 Forwards Insp Ropl 60-402/90 01 on 000108-11 No violsions or dm 
at ona noted. 

COLL1NS.S J. Region 4, Ole ol Iho Diroclor 00/02/08 WITHERS, B 0 Wo'l 
Nuclear Oporalmg Corp 3pp. 52650:273 52050 282 

-0002140037 Insp Ropl 50-482/00-01 on 000108-tl.No vlOloUons or davia'-rtm 
nolod Ma(or aroos inspocied. training A oualilicailon oUoctlvoness A re'aiod tsilowjp 
■toms 

VICKREY .R.8.. WC(X)Y,M.C., QAGLIAROO.J.E. Region 4, Ofc ol the D recib'. 90/C7/ 
06. 7pp. 52650:276-52650 282 


P. Operating license stage documents A correspondence 

9002021)267 Grants 691214 requosl lor use ol ASMS Codo Case N-401.1 re dia tired 

Sm iro-iS » "C ■' ■’ “I* 

recommended occompish 

oRKo?.^' MARTIN.RO. Region 4. 




ivKvt so 




Monthly oporaiing ropl lor Jan 1 990 for Woll Crook Gonerai rg Sis’^or Vi; 

vOOzi S l|f. 

Crook Nuclear Oporatlng Corp. 90/01/31 

S. Reporlablo occurrences, LERs A related correspondence 

•M214M12 PNO lV.0O-OO7:on 0OO2O6,planl tripped from 100% reacior power oUC* 
now.C^ed by differential element ovorcurient relay signal tripping reaeWfOW®’ 
pui^ Reluol-ng outage scheduled lor 900306 Slate of KS will be Informed 
HOLIEH.G. Region 4, Die of the Director 90/02/07 2pp. 52865:360 52856361. 



V. Operator Examinations 

9001310051 Discusses ro^.siration & exam gudoi.nes tor GFES ol written oporeior & 
.icerts ncj exam, per Gertanc (.tr fie- 1 7. Sample reglsiraion llr one). 

COLLIN^.SJ Region «l, Olc of mo Director 90/01/00. WITHERS, RD Wdl Cieek 
Nuclear Operating Corp. 6pp. 62498. 192-52408 196 

9tM2'f30224 Forwards map of exam acimlnloirellon area & pro.'im.narv lostruclfons to 
participants lor generic (undamonlais exam section ol oporeior IlconsInQ written exam 
on 900207. 

COLllNS,S J Region 4. Olc ol the Director. 00/01/29 WITHERS, B.D. Well Creek 
Hjcloar Oporatng Cotp. 4pp. 52640. 166-62648.169. 

9002220247 Advises that BT KcKlnney.senior reactor oporator.no longer employed at 
util. 

OA'LEV.J.A. Woll Creek Nuclear Opoiaiing Corn. 90/02/07. Document Corklrol Branch 
(Document Control Desk). 2pp. 52o66:35/-52688:360. 

9002140033 Forwards Insp Ropi 50-482/90-01 on 900tOS'11.No vfolbtions or devl- 
s'Jons nolsd. 

COLllNS.SJ- Region 4. Ofo of the Director 00/02/08. WITHERS, B.D. Wolf Creek 
Nuclear Operating Corp. 3pp. 52650 273. 62650. 282. 

>9002140037 Insp Repi 50-482/60'Ot on 900108-1 1. No vio'ations or doviaUm 
noiea.Ma}or areas inepocied training & gualificallon otfeciivenese & related tollowup 
i;eir,3. 

VICKREY, R.B.. MCCOY.M.C.. QAG(.lAnOOJ.E. Region 4, Ofc of Iho Director. 80/027 
06 7pp. 52650:276 52650:202. 


DOCKET 8TN*S0-483 CALLAWAY PLANT, UNIT 1 


9002160166 Forwards environ assossmeni & fnd ng of no S'gnificoni Impact ro 890602 

5 4226 applications to amond Toch Spec Soclion 3/4 1.3 to a'low conlnuad 
(miaUon.for 72 h.w/one or more co.nirol rod essembhes Inoperable. 

ATHAVALE.SV. Pro,ocl Oirectorate l'i-3 90/02/09 SCMNELl.D.F. Union Electric Co 
2pp. S26e8:29l-S266B:296 

>9002180167 Env.ron assossmeni & finding ol no eignificani impact ro 890802 & 1228 
appf^an^ts to amend Tech Spec Section 3/4 1 3 lo allotv continuod operaiiorj.tof 72 
tvfor diagnosis & repalr,w/one or more control rod assombl.es Inoperable 
HALL.JR.Pro;ociDlrectoralO 111-3. 90/02/09 4pp 52666:293-52668 296. 

9002220146 Renuosta cian/icalion ro positive lost rosulls for conirollod 
eubsiances.spocKca'iy how second contirrr.oU positive tost results are handled. 
NASLUNOCO. Unon Eiacinc Co. 90/02/12. Documoni Ccnuol Branch (Document 
Control Desk). 3pp. 52662:066-52662.068. 

90022203S5 Forwards Amend 50 lo License NPF.fiO 6 sofoty ovaluailon Amend relo- 
cates oxlsting procedural details of current radioogical olfiuont Tech Specs lo ODCM 

6 ptoeodu/Bi daialla lo' sol d radwaslo lo process conirol program. 

ATtlAVAl£,S.V. Project Oireotoralo 111-3. 60/02/12. SCHNELL.D.F. Unlot^ Elecinc Co. 
2pp 62679:221-5267g 269 

>9002220366 Amend 50 to Llccnso NPF-30.rolcicacfng oxlsiing procedural deialia of cur- 
lervt raoioioglCBl oHluenl Toch Specs lo ODCM S proceo^jral dota'ls for so'ld rad- 
wastes to process control program. 

HANNONJ.N. Projocl Direciorelo III-3. 90/02/12. 43pp. 52679 223-52679 265. 

>6002220359 Salely evaluai-on supporting Amend 60 to Liconae NPF-30. 

* Olftce ol Nuclear Reactor RegulQlion, Director (Post 870411). 90/02/12. 4pp. 
62679 266-52679 269. 


F. Security, medical, emergency & firs protection plans 

691 1060223 Submits response lo Suppl 1 lo Oonerlc Ltr 89 07 re saloguards coniiegen- 
cy plann.ng lor surface vohlclo bomba. Short-lorm actions Includad to protect against 
ellempied rarAological sabotage InvdMng lend vebicio bomb 
SCHNELL.D.F. Union Eloctric Co. 89/10/23. Document Corklrol BrarKh (OocumerkI 
Control Desk). 4pp. 52448:033 62448:038 

SiK203i}273 Forwards schedules 6 esslgnmenia for omergsney dperaiing procedures 
insp el plant. 

HASSE.n.A. Rog'on 3, Ofc of me Olroclor. flO/Ot/16. HOPKINS.J A Region 3. Olc ol 
me Olroclor. I2pp. 52a4l:209-52541:3l0. 

9002010160 Forwards "Exerdso Evaluation of implomeniaiion of State & Local Redo- 
iogcal Emergency Response Plans Conducted Q9l0it lor Co'-isway Nuciaa/ Power 
Plent." Four cited deficiencies remedied- 

KWIATKOW8KI.D. Federal Emergency Managemoni Agency. 90/01/22. CONOEL.F J. 
Orvlsloh of Radiation Protection & Emergency Preparedness (Post $7041 1). tp. 
52522.329-52523.045. 

>9002010161 "Exerciso Evaluation of implementation of Stale & Lccat Rad<oiooic«l 
Emergency Response Plans Conducted 09i0it for Caiiawey Nuclear Power Plent.'* 
' Federel Emergency Manegamenl Agency. 09/i2/ii. 77pp. 52522:330-52523:04&- 

9002070166 Forwards "Caiiawey Plant Annuel Exorcise-OOiOit." emergency oxerciso 
scenario for 1669 oxerciso. 

stiller, M.A. Union Electric Co. 00/01/24. Document Control Branch (Document 
Control Oosk). fp. 62550:065-52651:100. 

>9002070163 "Ce'laway Plont Annual Exereiao,09l0tt." 

' Union Electric Co. 09/06/13. 4SSpp. 52650.086-52651:180. 

9002160096 Temporary Change Request 00-0074 lo Rev It to Procedure CiP-ZZ- 
00230. "Accountability & Evacuation " 

DAMPF.J. Union Eloctric Co 90/02/02. 9pp. 628S6;177-G2656'179. 

9002230143 Temporary Change Notice 00-0060 to Rev 1 1 lo Procoduro EtP-ZZ-00230. 
"Accountability & Evacuation " 

SLAULKOW.M., LEVINE.O. Union Etocinc Co. 90/02/12 3pp 62702-196-52702 200. 


J. Insurance & Indemnity Information 

9002160016 Forwards Endorsement 41 lo NELIA Policy NF-264,Endor8emet)t 27 to 
MAELU Policy MF-i il.Endoraemeni 6 lo NELIA Policy NW-lSO.Endorsemont 6 to 
MAELU Policy UW-81,Endorsement 10 lo NELIA Policy N-99 & Endorsement 10 to 
MAELU PoLcy U-OS. 

BUCKLES, J.A. Marsh & McLennan, Inc. 90/02/00. DINITZ.I. NHC - No Detailed AfffJ- 
aiion Given. 7pp. 62660.032-52689.038. 


P. Operating license stage documents & correepondenee 

9<K)2<I90307 Provides Info ro oporafor acllon (imos from six elmuleted eieem gerteraior 
lube ruptures w/stuck-open atmospheric relief valve. AddI scenarios run to e'mulBle 
steam generator overfill case unsuccesslui due to unreellatio conditions 
SCHNELL.D.F. Union Elocirto Co. 00/01/20. Document Control Branch (Document 
Control Desk). I4pp. 62608.046-62608:059. 

9002120103 Responds to Genorlo Hr 69-13, "Svo Water Sys Problems Affecting Setoly- 
Reletod Equipment." Dredge & visual shoreline Insps of Missouri Rivor near plant 
intake indicated presence of ama'.l numbers ol Asiatic clams. 

SCHNELL.D.F. Union Electrlo Co. 90/01/29. Document Control Branch (Documem 
Conuol Desk). 21pp. 62627:142-62627:162. 

9001290051 Generic Llr 00-02 lo all LWR licensees & epptlcania re alternative require- 
ments for fuel aaaembilea In design features section of Tech Specs Svc list fttd. 
PARTLOW.J.G. Associate Director for Prelects (Post 870411). SO/02/01. ConsoMal- 
ed Edison Co. of New York, Ino. SOpp. 52037:O56-52fl37.-O03. 

9002130962 Approves util 000202 request for temporary waiver of comp'iance from 
Tech Spec 3/4.1.3, "Moveable Control Assemblies " Approval based on urgent fatfue 
alarm received on 900202 during routine control rod motion testing. 

ZWOLINSKI,J.A. Assistant Director (or Region III Reactors (Post 891001). 90/02/06. 
SCHNELL,O.F. Union Electric Co. 3pp. 62034;289-52634:27l. 


O. Inspection raporls, IE BuHetlna & correspondence 

9001300498 Advises mai draft iinal ropt lor closeout ol lE Oultetn 79-23 lound 
accoptabio Load engineers lor IE Dul otlns 64-02.60-06 & 87-002 mass gned as llsiod. 
DERLIN'QERCH Gonotlc Communicat-ons Bfflnch. NRC-05-B6-16/. 90/01/17. 
LOFY.RJL PARAMETER, tnc 3pp. 52513 250-52513 256. 

9002020273 Forwards sclted-jlos & asslgnmonts lor emorgoncy oporaiing pioceduras 
Insp at pfonr 

HASSe.RA Regon 3. Die ol Iho Duoctrtr. 00/01/18. HOPKIN5.J A. Rog'on 3. Ofc of 
ir >0 Oiroctor. I2pp 52641 206-52641:310. 

9001200167 Advises that 690331 & 1107 responses to NRC Buhetin 88-010. Suppl ( re 
nonconforming molded caso ciicuit breakers aecoplsblo Dolaiiad technical lotdsw not 
vot pctforrrMd 

ALEXION.T.W. Project DreciOielO III-3. 60/01/22. SCHNELL.D.F. Union EteCVIC Co. 
2pp. 52453:256-52453 257 

0001230126 NRC Info NoUco 90-005. "inter-Systom Discharge ol Roectoi Coolant." 
Sve Far encf 

noSSi.CE. Division ol Operational Events Assoesmont (Post B704ti) 90/01/29 
Consotidated Edison Co o' Now Yoik, Inc lOipp 62535:125-52535:227. 

9001230178 NRC (nfo Noi'co 90-006, ‘ Poieniial for loss of Shutdown Cooing While at 
LOW Roactor Coolant Levels ’’ Sve I'St onci 

ROSSf.CE Division of Operational Evanis Asaoasmenl (Poet 070411). 90/01/26 
Consoiidalod Ed-son Co of Now York, Inc. i0lpp. 52S35.025-52535.t24. 

9002120103 RosporMfs lo Oonorie l.U 09-13, "Sve Water 3ya Probicma Atlecting Saloly- 
Rclatod Equipmeni." Dredge & visual ahoraimo Inapa ol Missouri River near plant 
miako Indicated presence oT smell numbera ol Aaianc cloma. 

SCHNELL.D.F. ut^lo^ Electric Co. OO/Ot/29. Document Control Branch (Document 
ConlrotOo^) 2lpp 62627:t42.52627;te2. 

9OOt24Ot90 NRC Info Noilco 90 007, "New Info to (nauleilon Mail Porferrrancd 8 
Oobtfs B'oek^e of PWR (3ohie:nmonl Sumps." Sve Hat end. 

ROS^.CE. Cfvislon of Opoialional Events Aesossrtroni (Post 670411) 90/01/30. 
Consol-dated Edison Co. of New York, Inc. 00pp. S2&35:223-S2635.329. 

9002981)091 Forwards Saloly Insp Repl 60-483/6l>-02 on 900108 l2.No vidallons 
notod. 

GREQER.l R. Region 3. Olc of the Director. 90/01/30. SCHNELL.D.F. Union Electrlo 
Co. 2pt> 52584-276 62594:203. 

-9002060096 Inap Repl 60-403/90 02 on 900108-12. No violations or deviations 
noted.M^ ereas Inspecied radfoioglcal prolocilon program during power 
operalionjncluding audita S> survelilancos & Internal & external exposure controls. 
ORANT.W.O. SNELL.W. Roglon 3. Ofc of tho Diroctor. 90/01/30. 7pp. 52694:277- 
52594-.263. 

9001250020 Suppl 2 to NRC Info Notice 66-023. "Potonljel lor Oss Binding ol HPS1 
^mp9 Ourtno LOCA." Sve list end. 

ROSSi.C.E. Dlvialon ol Ojeerallonal Events Assessment (Post 870411). 90/01/31. 
ConaoDdaled Edison (^. of New York, inc. 9Spp. 62533 320-52534:062. 

9801260196 NRC Into Nolico 90-008, "Kr-G5 Hazards Frorn Decayed Fuel." Sve list 
end. 

ROSSl.CE. Division ol Oparallonel Events Assessment (Post 870411). fiO/02/01. 
Consoridated Edison Co. of New York, inc. 77pp. 62663:160-52583:266. 

9001290102 Suppl f (0 NRC Info NoUce S8-030, "Target Rock Two-Scage Salely/Rel'Ol 
Valvo Setpoint Drift Update." Sve list oncl. 

ROSSI.C.E. Division ol Opersllonal Evonts Assossmeni (Post 670411). 90/02/02. 
Consdidsted Edison Co. of New York, Ino. 76pp. 62656:238.52656:317. 

9001300424 NRC Into Notice 90-009. "Evtanded Interim Storage of Low Level Red- 
waste by Fuel Cycle & Mails Licensees." Svo list oncl. 

CUNN1NQHAM.R E- Division ol Industrial & Medical Nuclear Safety (Post 670729). 
90/02/05. Consolidated Edison Co. ol New York, Inc. 108pp. &25Q3:257-S2584:004. 

9002230549 Forwards Safety Insp Repl 60 463/89-20 on 891201-900131. Violation 
twtodJ^ noilca of vfolaridr) issu^. 

KNOP.R.C. Roglon 3, Ofo of the Director. 90/02/13. SCHNELL.D.F. Union Electric 
Ca 2pp. 5270 1 : 1 62-6270 1 : 1 76 . 



docketed items 


HSflLt4f;:;7Srora%.roc.O. go/os/n ^PP 5!701:.6..5?70...76 

H. Pertodic opetaiing taport* b related caneapondence 

9001310505 Fc/wards ECCS eva'uauon model revs lOCFfiSO-ie 

^rovdo lollop ropt bssed on toslUs ol Wesi,'' 9 iojS 0 invesiigai ot> to bo comple.od 

ScSLoVTCeietinc Co 90rot/t9 Oocoment Control Bror^b (Docomeni 
Control Desk) 10pp. 5?J98 Oa 1 •52«8 050 

9002 HOOK Woomiy opotsling ropi for Jan ’990 <0' r« ® on/iVini M6K-334- 

MCCAN.'JFIJ., BLOSSEFl.JO Unon Electric Co. 90/01/3) 6w> WtwbJJ^ 

52655339. 


S. Reporteble occurrences, LERe S related correspondence 

6002)30277 \.ER 9000) 00 on 900)08, disccvorad that 24-mQnth T«h f^u)t^ 
®^ai leak rale tost surve nance lo' comainmoni eiectncal lir^ 

performed since 67091 7. Caused by porsomel 

C2ESCHINGJ, BLOSSEn.JO. Un'on Electric Co 60/02/05. 5pp 52637019 
52637.023 ' 


DOCKET STN-50-486 CALLAWAY PLANT. UNIT 2 


j. insurance A indemnity Information 

9002160015 Foiviards EndorSQTient 41 to NELlA Po'icy NF-264,En«Jorsomeni 27 to 
" MAELU Polcy MF-1 1 LEndorsomont 6 10 NEUA Policy NW-1MEndcrsomenl 6 10 
MAELU Policy MW 01,Endotsorrenl 10 10 NEU* Pol cy N-95 & Endorsemoni 10 to 

eiJCKLE*^J^ Ma^sri A McLennan, Inc 90/02/06 OiNiTZ,! NFtC • No Oeieited Atli»- 
aion Qrvon 7op 52669 032-52669 038. 


DOCKET 8TN-S0-498 SOUTH TEXAS PROJECT. UNIT | 


F. Security, medical, emergency A fire protection plans 


9001300227 Forwards response lo wiclaiions noted in insp flepts 60 498/d6-36 & 50- 
469/63-39 Response withheld. ^ ~ ^ ^ 

VAUGHN.G E. Houston Ughlnfl A Power Co. 90/01/26 Oocumeni Control 6tar>cli 
(Document Conlrol Desk) Jpp 52490 068-52490 069 


6002120152 Revised EPlPe,‘ncl'Jding Rov 17 lo Page 47 ol OPGP03-2A-0002. A fiov 6 
loPaa9l9olOPOP03'ZA-0003,vJ/«)Oi29»i. 

MC8flflNETr.MA. Houston Ughing A PowO' Co. 90/01/29 lOpP- 52627.166- 
62827.177. 


9002080042 Forwards compariMn ol instrusion defection eys proposed for various 

© 8104) sacuflNupflrade.Enci withheld yOCfn73.2)) 

SUflNeTT,MA. Houston Lighting A Power Co 60/01/31. Ooctmteni Control 
Branch (Document Control (Jeshj. 2pp. 62556.267-62655 266. 


9002090180 Forwards Insp flepls 50-498/88-46 A 8O-499/09-48 on 881204- 08 No vlo- 
lebons or deviiUoris noted. 

COLLINS SJ. Reg'on 4, Ofc of the O.iecior 00/02/01. MALL,0 P. Houston llghling A 
Powered 4pp 62626 315-52626 316 


■'9002090161 Pertlaliy withheld Insp Repis 50 498/89-45 A 60-499/89-45 on 891204-08 
(rel t0CFR73 21). No vfolaiior<e or deviations notod.Major areas inspecledphysicai ee- 
curitv prooram, Includ.ng plane A procedures.mgi effeci.veness A repis 
6ARNESi.Ae., POWERS.D.A. Region 4, gfc ol the Olrodor 90/01/19. lp 
52628319-52626 319. 


9002230087 Advises lhal Rov 12 lo ul-l security personnel (reming A quaMicalion plan 
consistent w/prov.sions of lOCFRbO 54{p) A acceptable. 

COILINS.S J. Region 4. 01c of the Director. 90/02/06. HALL.O.P. Houston UghUng A 
Power Co. 4pp. 52714 235-52714 230. 


G. AdludtcaVory cotiespontience 

9002130118 Order CLI 90 01.* Der. es J Corder moLon (or proiectrvo order slaying en- 
lorcomenl of NRC 891201 subpoena on basis ihai no reason exists to delay Confer 
compliance w/subpoena. W/Cortificaie ol Svc.Scnied on 900209 Re-soivod on 
900212. 

CHILK.S J Ofnee ol me Socreiaty ol (he Corrmlsson. rinoo 9815. 90/02/09. Corder, 
J. 7pp. 52607 001-52607:007. 


K. Utility fInM Safety Anslysls Report (FSAR) A amends 

9001310096 Corrected Pages OAR 5 2-5 - OAR 6 2-8 ol Vcl 21 lo updated FSAR tor 
SoulhTexas Pto|ect Unit i. 

• Housion lighting A Power Co. 90/01/06. 5pp 62497;249-62497:253. 


P, Operating license stege documents A correspondence 

9001300139 Forwards "IREOI inservice Insp Summary Repl for Sye Pressure Teste et 
South Texas Pio|ecl Electric Genarahng Siarion. Unit v" 

MCBURNETT.M A. Houston LIgniing A Power Co. 90/01/16. Oocumeni Conlrol 
Branch (Document Control Desk). 3pp 52490:083-52490:1 13. 

-9001300143 "IRE01 Inservice insp Summary Rept tor Sys Pressure Tests at South 
Texas Protect EtectncGeneratiHQ stat on.Ur),) 

PATHAK.A.P., TIMMARAJU.S. MClNTYRE,AC. Houston Ughimg A Power Co 90/ 
01/09. 20pp. 52490:091-52490:1 13. 


fl«»2010420 Fonwards Rov 4 to -Pump A Valvo Inservico Tost Plan " Rev inciuaM*.M. 
lion ol componani cool no water velvos FV-0864,FV-OB62 A FV-0863 & cor-a.— 
eys vavos 1^-1025, FV-l026,rV-)027 A FV-)026. 

MCQURNETT.MA. Houston Lighi ng A Power Co. 90/01/23. Docuto-.i r-,-- . 
n .... rAnirnl ?nn 52516:253-62516 017 


-9002010424 Rev 4 to "Pump A Volvo Insorv.co Tost Plan " 

POST 8 E- JORDAN,.) J Houston LlQlilng A Powoi Co. 90/0) /08 123w 525)5H5. 

52516:017. 


9002030181 Forwards Into requestod by Saodia during 091120-.10 plan) vlsiieOsw-: 
baitorv chargors w/two overaizo drawings 

MCQuRNE^.MA Houston Lighting A Power Co. 00/01/25. Oocuman' Cvvy 
Srartch (Oocumom Control Desk). 8pp. 52532 093-52532 lOO 

9002070293 Advises lhal 691212 Rev 0 10 OA program moois rociuirorrer,a u 
lOCFRSOApp B A accoptablo 

COILINS.S J. Region 4, Otc of iho Director. 90/01/29. HALL.O.P. HousionLgh'jias 
Pnu,airA 400 62587:345 52597 34B 


OOOM60I24 Rosponds lo Gonorlc Lir 89-13, "Sve Water Sys Problems Ai'ect.-'g EeV, 
Related Equipment " Throe beys ol ossonilal cooling water Intake struciuie w: i b« r 
soeclod oniM every ifl monins tor macroscopic biological loulmg orgsnisms 
VAUGHNOE Houston Ligt'llng A Power CO 00/01/20. Docuniom Coruoi B-rcr 
(Oocumerit Control Desk) 1 tpp 52594:2B7-S25B4;207 


9002090004 Requests approval of scheduler oxempUon from 1 0CFRSO.App j, ; 
local loek leio tosting requirements by DOODOl.bosod on Ininrval between coup'sxr 
of umi 1 hrst reluel.ng ouloge A second roluni ng outage start ol on'y 6 rron-ji$ 
VAUGHNG.E Houston Llgrtilng A Power Co. 90/01/30 Documom Co-vjci J-i-xr 
(Oocumorit Control Desk) 4pp 52699 1 76-52590: 1 79 


9001290051 Oonetlc Lif 90 02 10 all I.WR licnnsoos A opp'icanis re aternaive reewe- 
menia lor fu« assamhlios In design features socllon of Tech Specs Sve lis> avi 
PARTLOW J.G Associate Dirocior for Projocta (Post B7041 1), 00/02/01. Cocm'j;' 


9002120111 App'ication for amonds lo LIcnnsos NPF-76 A NPn-8O,f0vs ng Tech Swes 
10 extond aiiownd outage times A strive, llanco lost iniorvats based o.i PRA cl cvre'i 


loch Specs. 

VAUGHN.G £. Houston Uohllng 
(Oocumonl Control Desk). I2pp. 


A Power Co 90/02/01 Documeri Cortol S-im? 
62616:107-52617:020. 


-9002120 1 14 Proposed Toch Spocs.extonding eiiowod ouiftgo limes A a’jfvoi.!en:s t«ii 
Intervals basod on PRA el current Tech Specs. 

• Houston Dghl-ng A Power Co. 00/02/of 202pp. 520l6;t 10-52617:020. 

9002160247 Forwards updated echoduio ot responsos to NRC Gensr-e Lbs 83-28,14 
1700-2009-05.e9 06,00 0?.B9-08,nO-10.00-l2,09-13, 09-1 7,09-10 A 03 21 A Ou'eari 
66 001.8^006.68-010.00 011, 09’00i,00’002.u0-003.00-000,suppl 1 A OO-OIOScpp 

MCBUflNETT.M-A HOuSlon Lighting A Power Co. 00/02/07. DocumsY Cofll'd 
^artch (Oo^rnoni Control Desk). 6pp 52075‘t90-52675i202. 


0. Inspection reports. IE Bulletins A correspondonce 

9001300126 Forwards "IREOI Insorvlco Insp Summary Root for fleps'.'S & Repute- 
menis et South Texas Pro|oct Electric Gonornting Unii i." Including period I•o■n»v 
rnerdsi operation (000826) to compieiion ol f>r5t relueling outago (B9I019) 
MCBURNETT.M.A. Houston Llghllng A Power Co. 00/0 t/i6. DocunsY Con.'d 
Granch (Oocumoht Con'tol Ooak) 3pp 52496:236-52406:267. 

-9001300131 ''IREOI insnrvlco mep Summary Ropi (or Repairs A Raplacem^nii i' 
South Texas Project Eloctnc Qonorallng Slatirjn, Unit 1." 

PATHAKA.P.. TIMMARAJU.S., MCINTYRE, A.C. Houston Lighting A Power Co w- 
01/09, tOpp 52496:239-52498 267 

9001500139 Forwards "IREOI Insorvlco Insp Summary Rept tor SyS Pressure Tests*' 
South Texas Ptoloci Eloctric Gonoraiing Station. UniM ." ^ 

MCeuRNETT.MA. Houaion Llghllng A Power Co. 90/01/10 Doeu.me'i. COf.or 
Branch gj^ment Conlrol Doak). 3pp. 52490 OQQ-52400 1 13 

-9001300148 "IREOI Insorvlco Inso Summary Repl tor Sys Pressure Tesis ai S*.'.- 
Texes ^o)ect Eloctric Generating oietlon, Unit 1." „ - nr. 

PATHAK.A.P.. TIMMARAJU.S.. MCINTYRE.A.C. Houston Lighting A Power CO- H 
GUG9. 2CTO. 52490,091-52490:1 13 

9001300498 Advisos ihei draft final repl for closoout of IE Bu-lotm 79^23 1^^ 
acceplabte.Lead onginoeia for IC Bulletins 84-02,8D-06 A 07-002 
OERLINGER.C.H. Gonorlc Commun’catlons Branch. NRC-05-05-15/- y®'®’'' 
LOFY.RA- PARAMETER, Inc. 3pp. 52513:258-525)3:256. 

9001310216 Rosponds to NRC Ou'lelln 09 002, "Slro.ss Corrosion Cracking ot^ 
Hardness Typo 410 Stainless Steel imernal Preloaded Bolting in Anchor caning. 
Plant has no aaloty-rolaied velvos sub) lo bulletin. . . , ^..-w 

VAUGVlN.G.e. Hbua'.on Ughtlno A Power Co. 00/0)/22. Oocumonl Conioi u'a^ 
(Oocumeni Convol Desk). 3pp. 52503:107-52503:1B9. 

9002060011 Forwards insp Repis 50-498/00-47 A 60 490/B0-47 on ®9‘20'-31 A 
Of vWatiDnNRC concorned re violation duo to oxamplo of inaiianioi to ro * 

COLLIN&SJ. Rag'on 4. Ole ol tho Director. 90/01/23. HALL.D P- Housion Ligh-H'flf 
POWOrCo. 4pp. 62642:100 52542:123. 

-8002060012 Notice ol violation from Insp on 09l2Ol-31.Vio1allon noted f":® 
cedutas ostabUshocl to verily ce'.tpf acturacy ol heat trace control circuis 
accomplieh Tech Spec Survelilanco Requirements 4.l.2 l.a. 

• Rogkm 4. Ofc ol me Director. 00/01/23. Ip 62542.104-62542:104. 

-9002050014 Insp Repts 60 490/89-47 A 50-499-89-47 on 80’2OL31 Vio^^ 
noled.MaJoi areas InspocleO. plant siatus.onsite Wlowup ol evenis ai opera' g 
reactor.ESF sys waikdown A monthly survolllance A malnl observations^ 
HOLLER.EJ. Region 4, Olo ot me Director- 90/01/22. I9pp. 52642:105-3x3 



VAUGHN, Q E. Houston Liohling & Power Co 90/01/26 Document Control Branch 
(Document Control Dosk). 2pp 52490 068-52'i90. 069 

9001310102 Provides aool info re surge Inn siraiii:cQlion at (aci'ity, per NRC BuieUn 06< 
01 i.W/except on ol ono noaiup cyclo, siraiiMcetlon ohsorved in surge hne dotertn/ied 
to be with n bounds of WCAP-l2067,Rov 1. 

ROSEN.S.L. Housion Lighting & Power Co. 90/01/26 Document Control ^anch 
iDocumonl Contiol Oosk). 6pp 62514 054-525t4.060. 

9001230126 NRC Info Notice 90 005. "Intor-Syslom Discharge of Doactor Coolant" 
S‘C ist end 

ROSS' .C.E. Division of Opoiatlonai Events Assessment (Post 070411). 80/01/29. 
Consolidated Edison ot New York, me lOipp. 52505:125 52S35 227. 

9001230176 NRC Into Notice 90-006. 'Poientfai lor Lose of Shutdown CoofinB Wnro qi 
L ow Reactor Coolant Levels." Sve f si onci 

ROSSi.C E. Division ol Operational EvooiS Assossrnoni (Post 670411) 80/01/20. 
Consol dated Edison Co ot Now York, inc lOtpp 62535 025.52635.124 

9001240190 NRC Into Notice 90 007, "Now Info re Insulniion Moil Pertwmartce & 
Oobria Blockage of PWR Contoinmoni Sumps." Svc ksl oncl. 

ROSSI, C.E. division of Operailonal Evania Assessmani (Post 670411). 60/01/30. 
Ccnsotidaiea Edison Co of New York, Inc 99pp. 52535 220 52535.328. 

9001260020 Suppt 2 to NRC Inlo Nohee 00-023, ' Potential lor Gas Binding of HPSI 
Punws Dunng LOCA." Svc list oncl. 

ROSSI.C.E. Division ol Oporeiional Evenla Assnssmont (Post 870411). 90/01/31. 
Consol detod Edison Co ot New York, Inc OSpp 52533:320 5353-1:062. 

9002070 165 Ack recepi of 091201 Hr Infotm.ing NRC ol slops taken to coiioci vtoiaiiorts 
notad in Insp Repts 50 498/00 25 & 50'40d/09'25. 

COLL1N5.3 J. Region 4, Ole of the Director. 90/01/31. HALL, OP. Houston Lighling & 
Power Co. 4pp. 52571:208-62571:217. 

9002060013 Eoiwards Insp Repts 50-498/60-46 & 50-409/69-46 on a9ll29-i222.No 
vio'atlons or dovlaiions noiod 

COLLINS.S J. Region 4, Ole ol the Director 90/01/31. HAU.D.P Housion Itghiino & 
Power Co 4pp. 62594 063-52694:094 

-9003080014 Insp Ropia 60 400/60-40 i 50-490/69-40 oo 89112&-1333.NO vlo'abons 
or deviations noted. Major areas inspected: licensee action lekon (n responso to 
891126 fa-lure ot Standby Diesel 22 

QARfllSON.O.L.. BARNES.!. Roglon 4. Ofc ol the Oiror.lot. 00/01/26. 8pp. 
52S94.0&7-52&94:094. 

9001280198 NRC Info NoHCQ 00-006, "Kr-OS Hazardn Fiorn Oucayod Fuel" Svc lial 
oncl. 

ROSSI.CE Division of Operational Events Assosemoni (Post 6704M). 90/02/01. 
ConsoHdaiod Edison Co. ol Now York, inc. 77pp. 62503:100.62603 258- 

9002090 too Forwards Insp Rspis 50-400/09-16 & 50-409/80-19 on 89f204>08No vio- 
lations or rteviBlions noted. 

COlliNS.S.J. Region 4. oic ol iho Dirocior. 90/02/01. HAll.OP. Houston Ugltiing & 
Power Co 4po. 62620 315-52626:310 

>9002090161 Pertialty withheld insp Ropis 60 406/80-43 6 50 409/09-45 on 091204 ou 
(rol lClCFH73.2l).No violations or deviations noiod Moior areas inspociedpitysicai so 
cuT/ty program, Muding p'ana A proeeduroe.mgi offoc/ivonnss 6 ropis 
EARNEST, A.B. POWbRS.D.A Rng.on 4, Ofc of the Oirocior. 90/01/10. ip. 
62626:3t0-52626:3t9 

9001298102 SuppI 1 10 NRC Inlo Notice 06 030, "Target Rock Two-Siogo Seiety/Aoitaf 
Valvo Soipoint Orilt Update." Svc list oncl 

ROSSi.CE. Division ol Operational Events Assossmoni (Post 870411). 90/02/02 
Consoildaiod Edison Co. of New York, inc. 78p0. 52656-238-6265631 7. 

9001300434 NRC Into Noiice 90-000, "Extended Interim Storage ot low level Rad- 
waste by Fuel Cycle & Matis Licensees." Svc iisi oncl, 

Cunningham, n £ O,vis'on ol indueMal a MerUcal Nuctear SalolY (Post 870729) 
90/02/05. ConsoLdaiod Edison Co. of Now York, inc. lOOpp. 62583 267-52584 004. 

9002160247 Forwards updated schodu'.e of responses to NRC Generic K's 03-28.80- 
17.06-20.69 05.89-06.89 07 Be-a0.00-10.e9-1?.89-l3, 09-17.80.I9 6 09-21 A OulfeUns 
88 001.86-008.88-010,80-011, 00-00t.09-002.00-003.00-000.suppl 1 A Oe-OIO.SuppI 
1 . 

MCSIJBNETT.M.A. Housion llQhTng A Power Co. 90/02/07 Ooru/no/ii Control 
Branch (Document Control Desk). 5pp. 52076:108-52675:202. 

9002230016 Responds 10 NRC IE Bullotln 80-003, “Polentlal Loss of Roqu’rod Shut- 
down f/aigin During Reluoflng Opoiailons." Udt conckrded dial sullicioni precaubons 
will be inplace to ensure agalnsl loss of looulrod shutdown margin. 

ROSEN, EL. Houston Lighting & Power Co. 00/02/16. Document Control BrarKh 
(Oocumenl Control Desk). 6pp. 52702:276-52702.279. 


R. Periodic operating reports & related corrospondenca 

9001300319 Monihiy operating repts for Doc 1989 tor South Texas Oonereling 
Sialion.Unlls 1 & 2.W/e00l 16 Hr. 

KENT,A.P., MCBUfiNETT.M.A. Houston Lighting & Power Co. 89/12/31. 14pp. 
52474:320-52474:333. 

9002230267 Monthly operating ropts lor Jan 1 990 (or South Texas Ptojocf Electric Qon- 
eiaiuw Station Vruts 1 A 2.VV/e002M Hr. 

KENTTA.P.. MCBURNETT.M.A. Housion Lighting & Power Co. 90/01/31. 14pp- 
52701;192-5270l:206. 


5. Reportable occurrences, LERa & related correapondenca 

9002010(16 lER 89-023-00.on e9l2(6,standby diesel generator (I fa'ied Toeh Speo 
required operability tost & attempt to secure essential chiller t2C resisted In 
Irip.Causee by failure of voltage regulalor.Regulaior returned lo mfg W/900t16ttr. 
AYALA.C., VAUGHN.Q.E. Houston Lighting & Power Co. 90/01/18. 0pp. 62550 063- 
52550.056. 


swc.^ inoperable from 690909-t206.Tesl control proceduroa revised W/OOol 19 lu 
VAUGHM.GE., AYALA,C. Houston Ughling 8 Power Co. 00/01/19. 6pp. 52550 059- 
62558063 

9002020263 LER 09-024-00;on 89t23e,requ red sample from sefety Injection accutr.uie- 
tor 1C of boron concenirai-on not taken. Caused by insuiriclenl adminisiraiivo controls 
lo traefr Siwpj.'ance tests Bul'ein wpibe issued kv/900f25 lu. 

AYAIA.C.. VAUGHN.G.E. Houston Lighting s Power Co 90/01/25. 6pp. 52536 051- 
52536:056 

6002130184 LER 90-002-00:on 000103. rodundani solenoid valve which actuates Train 
C ieedwBier va'va fai'ed Caused by excessive paniculate buildup Solenoids cleaned & 
hydrauVoe'i flushed & filtered to remove paniculalo W/900202 lir. 

AYALA.C. VAUQHN.GE. Hpusion Lighihg & Power Co 90/02/02. Opp 52664.043- 
62654:043. 

9002140052 LER 60-02301:an 69tSi6.standby diosel generator It fai'ed Tech Spec 
rernared opcrabllty losi A declared inoperable. Caused by contaci oxidai'on A low 
coniact pressure.Chi'ier auxiiiery relay cleaned A ed|u8tod.W/900202 Itr. 

AYALA.C. VAUGHN.G.E. Houston Lighting a Powor Co. 90/02/02 6pp. 52654049- 
SP654 0&4 

9002230036 lER OO-QOl-OO.cn 000i03.conialnrrenl ventilation isoia'ion occu'tcd due to 
loss ol power to radiation monitor acluaiion telay.Causod by technician l.lting power 
iesKf. TecOtWefane framed A counsoled kV/d002(6 (Ir 

AYALA.C.. VAUGHN.G.E. Houston Lighting & Power Co 90/02/16 6pp. S27t3.lll- 
62713:118 


DOCKET 8TN-60-409 SOUTH TEXAS PROJECT, UNIT 2 


F. Security, medical, emergency & lira protection plana 

0001300227 Foiwnrds response (0 violations nofeef in Insp Rapid 5O-408/6O-39 A 50- 
4d0/&9-38.Rosponsa wilnho'd 

VAUGHN.QE Houston llghtinii & Power Co 90/01/28. Document Control Branch 
(Oocumenl Centro) Desk) 3pp 52490 068-52460 009 

9002120152 Revised EPIPs.includmg Rav 17 lo Pago 47 ol OPGP03-ZA-0002. & Rev 0 
to Pago l6ofOPQP03-ZA.00Cl3.v9/g0012n Hr. 

MCeURN£TT,M.A. Houston Ughimg A Power Co 80/01/20. tOpp. 52e2/,l68- 
62627:177. 

9002060042 Forwards con^nrlson of Instruslon doiootlon sye proposed for various 
physfcal security upgtsde.Enci withheld (10CFR73.21). 

M(^URN£rr.MA Houston Lighting & Power Co. 90/OU3I Oocumem Control 
Branch (Oocumont Control Desk) 2pp. 52666:267-52665 266 

9002090180 Forweids Insp RopiS 60-490/09.45 & 50-499/09 46 on 801204- 08.No v>0- 
lauoAe or devienons noiod 

COLLINS.S j. Region 4. Ole ol iha Director. 90/02/01. HALL, OP. Houston Ughilng & 
Powor Co 4pp 52626:316-52626.319. 

-9002090191 Pamauy withheld insp Ropis 5n-408/0B-45 8 SO-4Q0/0g-46 on 691204.00 
(rot iOCFR732i}.No vfofoions or devratons noiod.Major areas fnspsoiedphyalcaf so- 
curtly program. Includ>ng plans A proceduios.mgt otlociluanose & ropts. 

EARNEST.AS Region 4. DICOt ino Onactor. 90/01/19. ip 62826.319-52626:310. 

9002230067 Advises ihai Rev 12 to util socvrity porsonnoi train'ng A qual fleaiion plan 
consisioni w/provisions ol l0CFR50.S4(p) A occepteblo. 

COILINS.S J. Rogbn 4, Ofc of the Oirecior. 90/02/06. HAIL.O.P. Houston Ughtlng A 
Power Co 4pp 5|7t4’23S-S27f4’£3d. 


Q. Adjudicalory correspondence 

9002130116 Order CLI-90 01.* Denies J Cordor motion lor proiaclivo order stayng en- 
lorcemem of NRC 691201 subpoena on basis that no toason oxisla lo delay Corder 
coi^-isnce w/subpoona. W/(JertlliCBie ol Svc.Servod on 000209. Re-setvod on 
000212 

CHILK.SJ. OiOce of the Secraiaiy ot iho Commiss'on. #190 9815. 00/02/03. Cordor, 
J. 7pp. 53«)700f-62807.007 


P. Operailng license stage documante 6 correspondence 

9002010056 Forwards Rov 2 to "Unil 2 Pump A Valvo inservIce Tost Plan." Stroke lime 
criteria Incorpotaiod Inlo rev. 

MCBURNETT.MA. Houston Ughilng A Power Co. 90/01/22. Oocumenl Control 
Drench (Document Control Desk). 2pp. 62623.072-52523:194. 

—9002010057 Rav 2 to, "Unit 2 Pump & Valve Inson/lce Test Plan.'' 

POST.B.e . JORDAN, J.J Houston Ughilng 8 Power Co, 90/01/08. 12 1pp. 52523:074- 
62623194. 

M0202018I Forwards inlo requested by Sand a during 091 126-30 plant visit re Class 1E 
baiierychargars.W/two ovorsizo drawings. 

MCBURNETT.M.A. Houston Lighting A Power Co. 90/01/26. Oocumem Control 
eranch (Documem CenIroJ Desk). Bpp. 52532:093-52632. 100. 

90020702B3 Advises that 001212 Rev 0 to OA program meets requiromonis ol 
t0CFR50/pp B A accoprable. 

COLLINS.S J. Retfoh4, Ole ol iho Director. 90/01/20. HALl.D P- Houston Ughling A 
PowerCo. 4pp. 62587:345-52567:348. 

9002(780124 Responds to Genoric Ltr 89-13, "Svc Water Sya Problotrs Allsctitg Safety- 
Relaisd Equipment." Three bays ol ossontlal cooling water Intake atruciura wi'l ba In- 
spected once every 16 months for macroscopic biological toul'ng organisms. 
VAUGHN.Q.E. Houston Ughling A Power (jo. 90/01/20. Document Control Branch 
(Oocumont Control Desk) llpp. 62594-287.52594:297. 


eO012B005t Ga.''.oi^c Llr 00 02 to Qii LWP ticensoes A a^l cents ro aitemabve re<iulra- 
T.enis tor fuol essojr.b'ios in design feolures seciion of Tech Specs Svc ist encl. 
PAnTUOiiV.J G. Associate O roclor tci Projects (Post G70'li 4. 00/02/01. Consolklai’ 
ed Edison Co. of New York, Irc 30pp 52637.055'52637.093. 

9002120111 Application lor aTionds to Lconsos NPF-76 & NPR-eO.re^s'ng Tech Specs 
to extend s'lowed Outage times & survoiHance tost tnte vals based 00 PnA of current 
tech Specs. 

VAUGHN, Q£ Hoi.stcn Light, ng & Power Co. GO/02/Oi. Document Control Branch 
(Document Ccntrci Desk). i2pp. S2016 107-S261 7 020. 

-9002120114 Proposed Tech Specs, extend. ng allowed outage times & sutvaJIsrrco last 
intonrals based on PRA ot current Toch Specs 
■ Houston Ughtng & Power Co. 90/02/01. 262pp. 52816:1 19-52617.020. 

9002t60247 Forwards updated schedu'o o< responses to NRC Generic Lire 83'28.66‘ 
t7,66 20.89 05.80 06,a9 07.69-08.89-l0.89'l2.89-13, 89-17.BQ-19 & 89-21 & BuTellns 
88-001.88-008.68 010.68 011. 89-001.89-002.89 OOS.aO-OOQ.SuppI 1 A 88-010.Suppi 
1 . 

WCBUBNETT.MA. Houston Ughl.ng A Power Co 90/02707. Oocumoni Control 
Branch (Document Control Desk). Spp 62675.198-62676 202. 


0. Inspection reports, IE Bulletins & correspondence 

9001300498 Advises that draft l.nsl rept lor closeout of IE OuKeiin 78-23 lountl 
acceptab’o.Load onaneors lot IE Ou'lelins 84-02.80-06 & 67 002 roesstfvtod as listed 
BERLlNGEfl.CH Genetic Communcolons Branch NRC-05-86-tW. 90/01/17. 
LOFY.RA PARAWETEfl, Inc. 3op. 62513 256-52513 258. 

9001310218 Responds to NRC Quileiin 89-002. "Stress Conosion decking ol High 
Hardness Type 4i0 Sian'ess Stool Internal Preloaded Boii.ng in Arvehor Oar9r»g " 
Plant has no safety rotated valves sub] to bu'lsln. 

VAUGHN, G.E. Houston Lighting & Power Co. 90/01/22. Oocumeni Cortirol Brartcrt 
(Document Control Desk). 3pp. 62503:187-52503 100. 

90020S0OI1 Forwards Insp Repls 50-498/89-47 & 50-499/89 47 on 691201-31 & rwiico 
of violaionNnc concerned re violation due to example of Inattention to nortseloty- 
rolatod egupmenl impacting safety related (unction. Util response reguosied 
COLUNS.S J. Region 4. Ofc of the Director. 90/01/23. HALL.DP Houston Lighiing 8 
Power Co. 4pp. 62542 100-52542 123. 

-9002050012 Notice of violation from Insp on 891 201-31.Vialauon nocod' no wniien pro- 
cedures established to venfy ca'ibr accuracy ol heat trace oontro' cireutts noorlod to 
accomplish Toch Spec Survoi'ience Requiromenia 4. 1. 2.1. a. 

’ Region 4. Ole of Ihe 0 rector. 90/01/23 ip 52642.104-52542.(04. 

-9002050014 Insp ReplS 60-496/8047 A 50-409-69-47 on 691201-31. VIolabone 
noied.MsiOf areas inspected pisni stalus.onsiie (onowup ol evonis at oporaiinQ power 
reactor .EsF gys vra'kdewn A monthly survei/ance 6 rnami observations. 

HOLLER.E.J. Raglon 4. Olo of the DLecior. OO/Ot/22. lOpp. 52542.105-62542:123 

9001300937 Porwarda response to violations noted in insp Repis 60-498/69-39 & SO- 
490/60-30. Response withheld 

VAUGHN, O.E. Houston ughtmg & Powor Co. 90/01/26. Oocumoni Control etanch 
(Oocument Control Desk). 2pp. 62490.068-52490.069. 

0001310102 Providos addi info re surge line svaiificatlon at laciMy. per NRC Budaiin 66- 
Oll.W/axcoplion ol one noatup cycle, airaiificaiion observed m surge tine deiarmined 
to be within boundaol V‘/CAP-i2067.Rsv 1. 

noSEN.SL Houston Lighting & Power Co. 90/01/26. Oocumont CoAtiol Brancb 
(Document Control Desk) 6pp 92614.054-52514:056. 

9001230126 NRC Into Noiico 60 006, “Inier-Sysiem Discharge ol Reactor Coolant'' 
Sve list end. 

ROSSf.ce. OrWsion 0/ Operelonaf Evenis Aaaaasmant (Post 67d4it). 60/ot/29. 
Consolidated Edison (^9. 01 Now York. Inc. tOtpp 52535 125 S2S39-227 

9001230176 NRC Info Nollco 00-006, "Potential lor Loss of Shutdown Cooung While at 
Low Reactor Coolant Levels " Sve list encl. 

ROSSI. CE. Division ct Operational Events Assessment (Post 670411). 90/01/29. 
Conso'idaled Edison Co. of New York, Inc 101pp. 62635.025-52535:124. 

6001240190 NRC info Notice 90-007. "Now Inlo re tnsuisllon Mail PerfocmarKe A 
Debris Blockage ol PWR Coniain.'iieni Su-mps." Sve lisl encl 

ROSSI, C E Division of Opeiat onal Events Assessment (Post 670411). 90/01/30 
Consolidated Edison Co. of New York, Inc. 99pp. 62635:228-52535:329 

9001250020 Suppi 2 10 NRC Inlo Nonce 86-023, "Potential lor Gas Btndng ol HPSI 
Pumps Oudng LOCA " Sve lisl encl 

ROSSi.C.E. Division ol Ooerational Events Assessment (Post 87(Mll>. 60/01/31. 
Consolidated Ed.8on Co. 01 New York. Inc. 9Spp. 52533:329-52634:062. 

0003070166 Ack receipt of 891201 Itr informing NRC ol steps taken to co/rect violeiions 
noted in Insp Repts 60-496/69-25 & 60-499/69 25. 

COLLINS.S.J. Region 4. Ole of the OIrecloi. 60/01/31. HALL □ P. Houston U^tlr» 6 
Power Co 4pp. 5257l:208-52671;217, 

9002060013 Forwards Insp Repls 50-493/69 46 & 50-469/69-46 on 691129-1222140 
vfolsiions or deviations noted. 

(90LLINS,S.J. Rog'on 4. Olc Ol the Diecloi. 90/01/31. HALL, OP. Houston Lighling & 
Power Co. 4pp. 52594.063-52594:004. 

-9002060014 Insp Repls 60-498/09-46 & 50-499/89-46 on 891 l?9-t222.No vldaHons 
or deviations noted. Major areas inspected: licensee sction taken In response to 
891126 (allure of Standby Diesel 22. 

GARRlSON.O.L., SARNES.t. Region 4, Ofc 01 the Director. 90/01/26. Spp. 
52694:087-62594:094. 

9001360196 NRC Into Notice 90-006, "Kr-SS Haiards From Decayed Fuel." Sve list 
encl. 

ROSSI.C.E. DKrlslon of Operational Events Assessment (Post 670411). 90/02/01. 
Consolidated Edison Co. ol New York, Inc. 77pp. 52583:180-52683.256. 

9002090160 Fonwards Irtsp Repls 50-498/89-45 6 50-499/69-45 on 801204- OaNo vio- 
lations 01 dei^aUons noted. 

COLLINS.S J. Raglon 4, Olc ol Ihe Director. 90/02/Of. HALL.O.P. Houston UohUng 6 
Power Co. 4pp. 52626:316-52826 319. 


-9002090161 Pa/fally withheld Insp Repls 50-498/80-45 & 50-496/89-45 on 691204-06 
(ref iOCFR73.2l}.No violeiions or deviations nolod Major areas Inspected physical se- 
cunty program, includ ng plons A procoduios.mgl effectiveness A repls. 

EARNEST .AB., POWERS.D.A. Region 4. Olc ol the D.rocior 90/Oi/ie ip 
52626 3(9 52626 319 

9001290102 Suppi 1 to NRC info Notice 60 030. "Tergel Rock Two Stage Salety/Rcrel 
VaKro Se^lnl Drift Update " Svc list encl. 

ROSSl.CE. DSvlsdn ol Operations! Events Assessment (Post 870411). 90/02/02. 
Const^idstod Edison Co 01 New York, Inc. 70pp. 52556 236-52556317. 

9001300424 NRC Inlo Notice 90-009, "Extondod Interim Storage oi Low Loxol Re"!- 
waste by Fuol Cycle & Metis I Icensees." Svc l.sl encl. 

CUNNINGHAM.R E Oivls'on ol Industrial A Modical Nucloat Safety (Post 870729' 
90/02/05. Consolidsied Edison Co. of Now York. Inc. loepp 52583-257-62564 004 

9002160347 Forwards updated schedule of responses to NRC Generic Lira 63-26.66 
17,M-20.89-05.60'06.69-07,89.0B.89-lO,89-t2.dO'13. 89-17.69-16 & 69-21 & Quiet r.s 
88-001.86-006.68 OI0.S8-011, B0-O01.89 002.09-003,e6-008,Suppl 1 A eO-OtO.SuppI 

I. 

MCBURNETT.M.A. Houston Lighting A Power Co. 90/02/07. Document Conbcl 
Bran^ (Document Control Desk) Spp. 52675:198-52076:202. 

9003330016 Responds to NRC lE Bulletin 69 003, "Po’.ontlol Loss o' Roqui'Od S'-ul- 
dowA Margin During Refuel ng Operations." Util concluded that sullicloni p-ecau'Jcvs 
will be In place to onsuro against loss ol required shutdown margin 
ROSEN.S.L. Houston Llghtmg A Powor Co. 00/03/16. Oocumoni Con'rc' Dianci' 
(Oocumoni Control Desk) Spp. 52702 276-52702:279 


R. Periodic operating reports & related correspondence 


9001300319 Monthly operating ropis for Doe 1089 (or South Texas Oensraling 
Station Unite I & 2 W/9001 is iir. 

KENT.AP., MCBURNETT.M.A. Houston Lighting A Power Co. 00/12/31. 14pp. 
52474:320-52474 333 

9002230267 Monthly oporatlng lepls (or Jan 1090 lor South Texas Projoci Electric Got- 
orauig Siodon Units 1 & 2 W/gC02l4 llr. 

KENT.AP.. MCBURNETT.M.A. Houston Lighting A Power Co. 90/01/31 I4pp 
52701:102-52701:206 


8. Rsponable occurrences. LERe & related correspondence 

9002220296 PNO iV-90'006:on 600202.reacior iiip occurred when Train S hieaxer 
opervod.Causo uridoi invasiigeiion.Train reactor inp broskors repiscod Stale of TX kv 
foimed 

MOLL£n.E. Region 4. Olc ol the Direcior. 00/02/02. 2pp. 62606:260-5261)5 200. 

9002230059 LER 90 001-00 on 900106, Train S low steam I nc piossuro blocking svAlcJ* 

E aced in btookad pos iioaceuslng actuation ol saleiy injection & ESF sys Causod by 
ck ol inauvcHona.Tialnlng program modiliOd.W/900212 Itr. 

AYALA.C.. VAUGHN.O.E. Houston Lighting & Powor Co. 90/02/12. 6pp 62712:344. 
62712.346. 


DOCKET STN-50-608 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Appllcstlon/conatruotlon stage documanta & corraapondenca 

000129DD51 Generic Llr 00-02 to Oil LWR llcensoos & applicants ro a'toinawo rcti'.Aro- 
menie tor fuel assemblies in design features section olToch Spocs Sue list orKi 
PARTlOW.JO Aaeodata Diroctor lor Projects (Post 070411). 00/02/01. Conso9"Jsi- 
ed Edlsori Co. ol New York. Inc. 39pp. 52637:055-52637:093. 


I. Flftanclal Information 


•002060001 "V/PPSS,1989 Annuel Repl." W/900129 Itr. 

HAIVORSON.C.M., MAZUR, D.W.. SORENSEN, Q.C. Washington Pubic Power Supply 
Syslem S9/12/3I. 40pp. 52558:327-52657:005. 


a. (napectlon raporla, IE Bulletins A correspondence 

9001230126 NRC Inlo Notice 90-005, "Inler-Systom Discharge ol Reactor Coolart" 
Svo let and. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 00/01/29 
Consdtdated Edison Co. of New York, Inc. 101pp. 52536:126-62635 227. 

9001230176 NRC Info Notice 90-006, "Potential lor Loss of Shutdown Coollr^ Whi e at 
Low Rescior Coolant Levels." Svc lisl end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 00/01/20. 
Consolidsied Edison Co. 01 New York, Inc. lOtpp. 62535:026-62535:124. 

9001240100 NRC Into Notice 90-007, "New Info re Insulallon Moil Porformartco & 
Debris Blockage of PWR Containment Sumps." Svc list oncl. 

flOSSLC.C. Olvlatort 0/ OperaltortsI Evenia Assessment (Post 87(J4!f). 00/01/30 
Conaolldaled Edison Co. ol New York, Inc. 09pp. 62535:22B-52635.329. 

0001260020 Suppi 2 to NRC Inlo Nollco 88-023, "Potential for Gas Oindng ol HPSI 
Pumps During LOCA." Svc list encl. 

ROSSI.C.E. Division ol Operational Events Assossmont (Post 870411). 00/01/31 
Conaolidalad Edison Co. 01 New York. Inc. 95pp. 52633:329-52534:062. 

9001280198 NRC Inlo Notice 90-008, "Kr-SB Hazards From Decayed Fuol" Svo ks1 
ertcl 

ROSSl.CE. Division of Operational Events Assessment (Post 670411). 90/02/01 
Consolldaied Edison Co. of New York. Inc. 77pp. 52583:180-62683:256. 



9001290102 Suppi 1 10 NRC Info Nolico OB-030, 'Targoi Roci< Tvvo Stago Sa'ety/Fl«l:a1 
Vdit'o S^ipoirtt 0 ."(f Upcfais ’ Svi: list end 

ROSSl.Cfc- Division Of Cporaionni Gvenis Assossment (Posi 87Q'iii) 03/02/02 
Co'iSOl dated Edison Co of New York, ir.c 70pp. 52656 23Q-52550:317 

9001300124 NRC Info Nonce 00 009. "E<iondod inCcnn Stoiago of Low Levs' Rad- 
waste b/ Fuel Cycle S Matis Lice.'isoos." Sve i si o.nci 

CCN’^INGHAM.H E. 0, vision of inUusirial & Modcol Nucioar Snfoty (Posi 870720). 
SO/02/05 Censoiidaiod Edison Co of Now Yoik, Inc lQ8pp 52583 257-5P8B4-C04 


DOCKET STN-80-S26 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, modical, emergency & lire protection plans 

9002150146 Fenvards ohjociives & dxient Ol play lor 1990 annual einoigoncy plan oner- 
else schodulod toi 900425. 

CCHWAY.W.F A'ljcna Public Service Co (lotmerly Ariicna Nudon' Povrot Prolect) 
50/01/26 Document Coniio) Brandi fOocuTient ConUd Dosh) lOpp 52658:3<8- 
52656 355. 

9002220137 Forwards obJocLves & e>toni ol ploy loi 1900 annual omotgortcy plan onor- 
c so achodu’ed for 900425 

CONWAY .WF. Arizona Pubic Service Co (lorniorly Arizona Nuctear Power Ptcjoci). 
00/01/26 l/AnTlN.J.B Begon 5. Ole ol Uio Diiocicr. 10pp.,. 52671 053-52671:062 

9002160184 Forwards revised securiry plan implementing procedures (or p'antEra 
williiield (ref 10CFR73 21 & 2 7Q0(dl). 

COWAY.W.F Arizona Public Service Co (tormn-iy Arizer’a Nuclear Power Pto|oci). 
90/01/29. fVOnCERHAUG.L R. Boglon 5, Olc OJ the O.racior. Ip. 52650 182- 
52659:162. 

9002000316 AdvSQS that Q91220 rospense to SALP Repts 50-528/69-‘ia. 50-529/89-48 
& 50-S30/6d'4e,accQpint:le.NRC ccrrccied Tab'es I 6 2 of Imt-af r«p; ro ladolOQlcat 
ccnt'ols & emergency preparednoas 

MARTIN J.B. Reg on 5, Olc ol the Director. 90/01 /30. CONWAY.W.F. Anzora Public 
Service Co (lormorly Arizona Nuclear Power Prajeci) Spp 62609 106-52606 316. 

9002150207 Fenwards safety ovaluetion approving I ro proiocHon piogram cevlaiions per 
u!l 69C630 request (cr deviation from lOCFRSO.Soctfon lll.G.2,App'H. 

CHAN.T.L. WfiCi Cl/ocio/aio V 93/01/30. CONWAY.W.F, Arizona P««ln5 SrwrCO 
Co Uortncrly Arizona Nuclear Power Prolect). 3pp 62660:t8O-526''O.l63. 

-9003160211 Safety evaiuaton supporting util 60C630 roquest lor devleiian Itom 
fOCFnsO.Seclion Iff Q 2.Apo R ro fire proisciion 

• Olfico of Nudoor Reactor Rogulation, D-rocior (Post 670<iit). 00/01/30. 2 pp. 
52656.192-52656193 

6003320037 Forwards Socunty Insp Rqpts S0-52n/&9 52.50-539/89-52 & SO 530/69-52 
cn 691209'909l08 & notice of v.olailqn.NotIcu Ol v.olei'On & Insp tcpis wiHiMd I'ol 
10CFR2 790). Areas inspoctod pliys'cai protection. 

PA7E,nj. negfon 6, Olc of m« 0/ocfor, 90/02/05. CO.YWAY.WF. Anzena PuWc 
Seivco Co. (loirp.oily Arizona Nucloa' Power Pt0|0Ct). 3p(). 52673 269-62673 26I 

9C03320736 Forwards info on surval.ienco ol o'Out seals 6 spero conduil tn'oadeO 
plugs -n Pre-reiod assombfioe as diScuaaod w/u Kuqichi on 69 1096 & i9.Uai mtonds 
tODCCorm in» ol penotrations eeotod by grout os pert of luQ ba<t-or ,nw 
CONWAY.W.F. Arizona Publ'C Service Co. jlormotiy Arizona Nuc'-out powor Proluci) 
90/02/05. Documenl Control Branch (Oocumeni Control Onsk). 2np 52663327- 
52680:326. 


J. inBuratico A (ndemnfty Informotlon 

9003220735 Forwords tislod ondorsomenis to NELIA & MAELU peUciCd. mdudng En- 
dorsnmenis 15 to NELIA & MAELtI Policies N-QS. M.eO,N-ii4 & M-iH.tosnedlve'y ro 
secondary i.nanclsl proiocllon 

CONWAY.W.F. Arizo.no Public Service Co. (lormerly Anzurm Nuclosi Power Piofeci). 
90102/06 Document Control Branch (Document Control Oosk). I2pp 52663.159- 
52683.170. 


P. Operating license stage documenis & correapondence 

9002160106 Fonvards corrected restart lisi.rallocilng actual commitir>ont as stated n 
steam bypass control sys overall linel ropt.dld 890S06.Pago 8.5owniy-iwo action 
ilorrs nolod as closed. 

COnvi/AY.wF. Arizona Public Service Co. (lormorly Arizona Nuclear Powor Project). 
90/01/11. MARTIN.J.B. Region 5, Olc ot Iho Direclor. eopp. 52677:196-52677 274. 

908(260(97 Forwards. "Sys Engineering," (or (iccnseo parsonnef w/ zespons^yrty <0 
isted dockots.Sungoeteu considerallons (or program alti,buie definition & iraning 
needs (or sys englnea.'s listed. 

KIRSCH.OF. RoQion 5. Olc of iho Dirocior. 90/01/17. Reg on 6. Olc ol Ihe 0/oclof- 
5pp. 62463:261-52453:266. 

9002010374 Advises that propnetary CEN-300 (V)-P, "Palo Verde Nuclear Gonoraung 
SieHon Unii l.End-o.'-Cydo 2 Pool Exam PepI," contains trade socrots or proprietary 
commercial into & Will bo wlihhoid from publ.c d sdosure per iOCFR2.7BO|bi(6). 
CHAN.T.L. Projocl D.rectorato V. 90/01/19. SCHERER./V E. Combustion Eivcltxjoring. 
•re 4pp 62523;046-52623.049. 

9002050211 Forwards ledmical |usiificaiion lo assure NRC that lac/ity design hee tn- 
c'jdod foaiures toqu'red by Generic Ltr 69-10. 

CONWAY.W.F. Arizona PubLc Service Co. (lormorly Arizona Nuclear Power Projadl- 
09/01/22. Document Control Branch (Document Coniral Desk). 6pp. 62547:2l4- 
52547:219. 

9003060369 Forwards rev to Section 3 of Cycle 3 reload analysis repl. Rev/elfecie ro- 
placement ol eight now luel essorr.bties. 

CO.'iJWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Projocl)- 
00/01/26. Document Control Branch (Document ConUoi DosW), 6pp. 62541:316- 
62641:320. 

-9002050426 Rev to Section 3 of reload analysts ropt. 

* Arizona Pub'.lc Service Co. (lormeily Arizona Nuclear Power Project) 80/01/25. 4pp. 
52641:317-62541:320. 


9002080011 Cenll'ms 0001 1 2 lo'ccn re eros:on/conoslon-inducad pipe wall ihm?ing,per 
Go-nonc Ltr 69-08. Insp prog'am for eiof cn/corroslon Induced pipe wall (I'.innlng devel- 
oped 8 app'oved S oipscted to achlovo lull approval by 900131. 

CONWAY.W.F. Arizona Pubi c Service Co (formerly Arizona Nuclear Pevver Prolect) 
90/01/25. Oocurr.oni Cenirol Branch (Document Control Oosk) ip 52606 345- 

52608 345 

0002060145 Ptovdes etaius oi recommended actions In lesponsu to NRC Generic Lir 
69-13. "Sve Wafor Sys ProWa.ms Affeciing Safety- Ro'aled Equipmoni." Spray pond 
Bys rncoilcrod tor flow & RX pressure on monthly basis 

□AILEYJ.N Arizona Pub'lc Serv.ee Co (lormerly Arizona Nue'ear Rower Projecl) 90/ 
01/26. Oocu.-nent Control Branch (OocLmoni Conirol Desk) 7cp 5256(3.023- 
52569 029 

9002060060 Forwards sddi in'o ro se.sm c adequacy ol nylon cable ties ai plant. per 
890928 (dfeon Nylon cable (.es not uti ized irslUe contelnmenl bldg on safely rotated 
cables but used m aut i aiy.conttol & lue! bldgs. 

CONWAY.W.F. Arizona Pub'ic Service Co. (Tormeiiy Anzona Nuclear Power Prelect). 
60/01/26 Document Control Branch (Document Control Oosk) 4pp 52609 116 

52609 lie. 

90012(K>051 Generic Ltr 90-02 to a‘l LWR licensees S applicants re aliornaiivo requ te- 
monta tor luel esscmoios In design fealuros section of Tocri Specs Svc 'isi encl. 
PAnTLOW.JO. Associate D.rocor lor Prelects (Post 070411) 90/02/01 Ccnsoldai- 
Od Edtson Co. ol New Yo'k, Inc. 39pp 52837:055-52637:093- 

9002220563 Forwards Amanda 46.33 & 21 IP llconsos NPF-4t.NPF.51 & NPF.74,re 
speclivo'y & safely evaluBiion.Amonds chsnge Tech Specs Section 3/4. 3.1 (o add 
new action stalcmoni lor oxcore log power & RPS nistrix logic channels 
CHANJL Projecl Dt'ecicrafo V. 98/02/13 CO, NWAY.trV.F Arizona PuCic Sorviee 
Co. (fdrmotly Arizona Nuclear Power Protect). 3pp. 52676:330-52676:358. 

-9002226568 Amends 46.33 S 21 to Licenses NPF.4i.NPF.5t & NPF-74. 
(aspoaiveiy.char.ging Tech Spec 3/4 3.1 to add now acbon siatomoni for excore log 
owei & RPS moitU logic channels. 

RAMMELL.C.M. Projecl Direclorslo V. 90/02/13. 18pp. £2678 339-52676:356. 

-9002320&90 Saiuty ava'uBicn supporiing Amoncls 46,33 8 21 to licenses NPF- 
II.NPF-Sl 6 NPR-74,iesp0ctively 

* Oliico ol Nucloar RoBClor Rooulaiion, OIrocic/ iPosi 670411) 00/02/13. 2pp 
52676 357-52076 306. 


O. inspacllon repoils, lE Bulletins & correspondenca 


9001390496 Adwsos ihsi craft final (Opt lof closeout oi IE Bu’loim 7923 lou'id 
accopidbfo.iead ong'noo'S for i£ Surouns 64-02.80'06 & 07-002 rossslgnod as fisted. 
BERLiNGER.C H. Generic Ccmmunicelions Branch. NRC'05-e9-l67. 90/01/17. 
LOFY.R.A PARAMETER. Inc. 3pp. 52513 266-62513 250 

9001300268 FoAva'ds suppierr.oniai info pot cpmmitmoni m ul 1 691 121 response lo vio- 
lal-on noicit -n insp Roots 50'528/86-3d. 60'&29/60 36 & SO‘630/89'80, consisting of 
aciieduio 01 eherttorm & long term ecuons io bo lmp'.emoniod. 

COnway.wP. Ariiora Puhtc Service Co. (formoiiy Arizona Nucluar Powei Projoci). 
00/01/23 Docume.ni CerMiol Brench (Documoni Conirol Oosk). 2pp 52466104- 
52466:105 

9002140008 Forwards Insp Repis 50,526/89-S0.60-520/Oe-50 & SO'530f8Q>50 on 
691113-1217 6 nonce oi vioioiion Evonis dsmcnairalo neod to improve communica' 
lions boiweo-n mgt levels to assure prompt & compietn resolution ol issues. 
2iMMenMAN.R. Region 6, Ofc of the Olrocioi. 90/0t/2J. CQNWAY.WF. Arizona 
Public Scrvxo Co (lormerty Arizona Nuoleor Power Prcioci). 2pp 5265S302- 
62655:333 

-9002140010 Nollco Ol vio'aiion from Insp on 691 1 i3'12l7.Vlolai.on noted laHuto to 
properly document comp'otlon ot steps ol procoduro & issuance ol drcctlons for core 
reload which contained error. 

ZIMMEnMAN.R Rogion 6. Ofc of tho O.recior. 90/01/22. 2pp. S2655 304-52655:305 

-000214001) msp Repts 50-528/B9-50.50-520/B9-50 & aO-&30/D9-50 on 091113- 
t2i7V;olalf9AS no:edMa;or eroes mspeefod ESF sya walxdowns.pfonl 
act-viUes.ptevlo'JSly ider^i.tied itoms, monthly survei'larico losling & monthly plont 
malnl 

WONG.H Rogion S.OIcOI the D.reclor. 60/01/19. 2epp. 52fl55.306-S2656:333. 

900208001 1 ConiKms 9001 12 tcicon ro aros.on/corroslon induced pipe wall ihinning.por 
Generic Ltr 68-08 Insp program For oroslon/corrosion -induced pipe waii Ihinnlng devel- 
oped & app.'oved A expocfed to acrueve full approval by 900 13 1 . 

CONWAY.W.F. Arizona Public Sorv.co Co. tlcrmorly Arizona Nucloar Power Projocl) 
90/01/25 Document Conirol Branch (Document Conirol Desk) Ip. 52608:345- 
62608345. 

9002060122 Provlrfes status of actions requested In losponso to NRC QuI'olin 60 003. 
*‘PolcnHal loss of Roouirod Shutdown Margm During Refueling Operations " Fuel 
loed-ru procedures for Urtiis 2 £i 3 ivll be revised prior lo nexi ouiago. 

BAILEY,JN. Arizona Public Service Co (lormerly Arizorsa Nuclear Power Projocl). 00/ 
01/26. (^ument Control Branch (Documont Conirol Desk). 4pp. 52&5(>.234- 
52556:237. 

0001230126 NRC Into Notice 90-005. "Intor-Sysiem Oischatgo of Roecior Coolant." 
S<K l.stencl. 

nC^SI.C.E. Division of Operational Evenis Assossment (Posi 8704) i). 90/01/29. 
Consordsied Ed son Co. of Now York, Inc. 101pp. 62535:125-52535:227. 

80U1230176 NRC Info Notice 90 006, "Potential for Loss ol Shutdown Coo'mg While at 
Low Reactor Coolant Lovola." Svc lisl encl. 

ROSSI.C.E. Division of Opereionat Events Assessment (Post 87l}4tl). 90/01/29. 
Conso8dated Ed.son Co ol New York, Inc. lOtpp. &2635:026-52&3S:124. 

9001240100 NRC Into Noico 90-007, "New Into re Insulation Mall Performance & 
O^ls Blockage of PWR Conla'nment Sumps." Svo list end. 

ROSSI.C.E. Division ol Operational Events Asssssmeni (Post 670411). 90/01/30 
ConscMdaiad Edison Co. of New York, Inc. 96pp. 5263S:228*52535:329. 





CIVIO 


60020603 to Advises inai 891220 response lo 5ALP PoplS £0-528/80-40, 50-520/80-4e 
& 60-S30/80-40.accop;ehio NHC corrected Tehlos 1 & 2 of iniiiBi ropi ro tedio!o(;iCQ' 
Cor\'Jol3 & ocnecgercy propa'OdP-oss 

MARTIN, J 8 no 0 !On 5, Cic of the Director. 90/01/30. CONWAY.WF Arl?oea PubHc 
Sorv co Co. (formerly Anrcna NuC'onr Power Prr|nct). fipp. 52603 106-52608 318 

0001350020 SuppI 2 to NRC Into Notice 60 023. "Potential (or Gas Grtdng of HPSI 
Pumps O.iring LOCA ■' Svc list one! > 

nOSSI.CE- D.v.sipn of Oporoi-oral Events Assossmom (Post 670411) 88/01/31 
Consol datorl Ed sen Co of Wow York, inc. 05pp 62533.320 52534.062. 


DOCKET STN-SO 620 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, b,nergency A tire prolecdon plane 

00021S014S Forwards otijociivos & exior.i oi play lor 1993 annual omergancy plan e>er- 
cise echedutod Icr 900425 

CONWAY.WF Arizona Pubic Service Co. {formerly Arizona Nuclonf Power Prol^t) 
00/01/26' Oocumont Control B-anch (Documont Contro! Desk) tOpp. £2656 346- 
52656355 


8001360188 NRC l.-rio Nolica 90 008. "Kr-65 Hazards From Oecayod Fuel" Svc liel 
one'. 

ROSSI.CE. Dv.sion of Cpetatonc' Events Assossmont (Post 870411). 80/02/01 
Consol.daiod fd sen Co or Now Yeti', Inc 7/pp 52583. i&0-52683:25B. 


0002228137 Forwards cb,OCliv08 A o^enl pi play for 1990 annual einnrgnr'cy p'an o<0/ 
clao sctieduind (or 900425 

CONWAY.WF. Arizona Pubic Sorvco Co. (lormoiiy Anzona NoCicfli Pcwoi P-o)e<t) 
90/0l/20' MAfTIIN.JB. Rogon 5. Die ot llio Diiocior ICpp... 52671 053-52671:062 


8001290102 SuppI 1 lo NRC Inlo Notice 80-033, ' Tarool Rock Two-Slage Salety/RolKil 
Volvo Saipoini Onic Upriaio " Svc lisi oncl. 

ROSSI.CE. Oiv.eo.n of Onorenonal Events Assassmem (Post 870411) eO/02/02. 
Consol dated Ed son Co ot Now York. Inc 78pp 52556 238-62556:317. 

8001900424 NRC itp'o Notice 00-009, "Eirtcndod Inlorim Sicraga ol Low Level Red- 
waslo by Fuel Cvcin A Mai's Liconsues." Svc Iibi vnci 

CUNNINGHAM. n.E. Ovision ol (ndusitial & Medical Nuclear Saloty (Post B70728). 
90/02/06- Coiisolidaiod Edison Co. ol Now York. Ir.c I08pp. 52583:257-52584 004 

8002230027 Forwards Socurity Insp Rents 50-528/89 52.50 529/89 52 6 50-530/89-52 
on 891209 QOOlOfl A nolico ol vlo'ation.Nciica Qt vio'ation A map zopts wnhheld pel 
10CFR2 790) AtQ9S Inspocind physical pro'.ociicn. 

PATE.n.J. Rog'on 5. Olc Ol Ibo DIrof.lor 80/02/06 CONWAY.W F. Arizona Public 
Service Co (lorrnorly Arizona Nuclear Power Pro|oci) 3pp. 52673 250 52673:261 

8003220726 Forwa'ds Inlo on autveriance ol orout eeala & spate co-iduil Itvaaded 
p'ugs in llro-ratod essombiQS aa discussed w/D Kubicki on 691000 A id.Ut-l inionds 
to porfoim insp of poneirations sooicd by gicul as part ol l.re batrinr in^ 

CONWAY W fv Arizona Pub ic Service co (loimoily Arizona Nucloai Powot Proioci) 
00/02/05' DocuToni Conlrcl Brercb iDocumont Control Desk) 2pp. 52663327. 
52683-320. 


R. Periodic operallOQ reports A related correspondence 

9003220246 Monitily opornunn ropts for Jan 1090 tor Pa'o Verdo Nucieer Goneraing 
Siat'On Units 1.2 A 3 W/900214 Itr 

POmcn.KF. LEVINE.JM. Arizona Pubic Sorvxe Co. Cfoirr.orty Arizona Nucoor 
PoworPiciaci). 80/01/31. lOpp 82701 001-52701 016. 


9. Roponebie occurrences, LERe A related correspondence 


8002IS0I64 Forwards revlsnd soeunly plan Implnmonlng procoduios fo- psnlfrtci 
Wilhhafd (ret 10CFn73 21 A 2 70n((1|) 

CO.NWAYWF Anzona Pubic Setveo Co. (formoriy Arizona Nur.ieai Powor Pio.oci) 
00/01/20 NORDFHHAUG.L.R. Reglcm 5, Olc ol tho Diroctor. Ip. 52856:162- 
52656:102 


9002060318 Advises Inal B01229 rosponso lo SALT Ropis 50-520/89-4e. 60-829/09-48 
A 60-63O/6O-48,flccopiah'i> NRC corroded Tables 1 A 2 ol initial rcpl ro iad>0‘O9*CAl 
controls & eirorgo.'icy pioparodross. 

MARTIN.JB Rag'-on 5, Ofc ol Ihn Drodor. 90/01/30 CONWAY.WF. Ar zona PiibT< 
Sorwco Co. (lorrrorly Arizona NuCoar Powor Pro.ect) 5pp 52608 168 52808:310 

9002160207 Forwards saloty ovaiuoUon approving tiro ptoiociicn program deviaUona.por 
uUl 890830 rdCTJOSl fo' dowallon Irp.m lOCFRSO.Sociion 111 G 2.App P. 

CHAN.TL. P<o|ocl D.todoraie V. 90/01/30 CONWAY.WF. Anzora Public Sorvv« 
Co. (loffliarly Anzona Nudoa' Power Projocl) 3pp 52656.189 52650 193 

-9002150211 Solely ovaliiaiioii support.ng ubl 890030 roqiiosi lor dovalion (ii>n 
lOCFRSO.Sociion III.G.2.App R re I ro proloclion 

• Oilice ol NueJear Reactor Rogulailon, Drocter (Post 870411) 90/01/30. 2pp 
52656 102-52656 193 


9002220027 Forwards Secii'ity Insp Ropis 50-526/09-52,.50 520/09 52 & EO-STlJ/dS 52 
on 891209-000106 A nonco ol violation Nolico of v.olni on A msp lopla w.inhcld (ref 
lOCFfl2 790) Areas Inspecled physical proiocnon. _ 

PATE.RJ Regon 5. (Die ol iMo Diredor 00/02/05 CONWAY.WF. Anzona Potolic 
Se<v:CO Co (tormoily Anzona Ni/dnei Power ProlOtt). 3pp. 52673.259-52673 <61. 

9002220726 Fo'wardJ infp on a'urvei’ianco of oroui aoa'fl A aparo cer-duH ibroedod 
p'ugs Ki Ire raiofi assornhi os as discussod w/D Kubicki on 061006 A 10 U:il I'lMfHji 
lo porioim Insp ol peneiretions sealed by p'Oiit ne pan of i ro bamor Iom. 
CCNWAV.w.r Arizona PuOic Service Co (tormoriy Aiizcna Nucleflf “owe/ PtolocW 
90/02/05 Oocumom Conuol Dianch (Documoni Conirol Desk) 2pp 62663 n2*- 
52683320. 


6002020246 Special Rapt i-SR-OO-OOC-Oiion OOiOin.'oose pans detect on ays ebanno: 
6 doclarod inopsfsblo due lo repealed apunoua «larrr,8 a not tolu'nod W opersDie 
e1o(us wilhn 30 days Alaim aoiponi will be rosol A cnannol ruturne'Jiosvc 
LEVINE.J M. Arizona PuD'lc Serv.co Co. (lormoiiy Anzona Nudeor Po*« Piolect) 90/ 
01/20. Document Conirol Siancn (Ooci-mem Coniio' OesH) 3pp. 52539269- 
62530.271. 

9002130168 LGR 80-007-02 on 6904l2.dscovored two ol lour preseunzor code salety 
VBIV09 out ol Tech Spec tolerance o( 2,500 pS'O plus or m:n-v8 l ^.Caused by per- 
loimanco iirr.iiolion Valvoa odjus'.ed & roccsted 9eiistaciorliy.w/900t2d i«. 
BRADlSHjn, lEVINE.j.M Arizona Pub'ic Service Co (lormoriy Anzona Nudoar 
Powor Projeci). 90/01/28. Spp 52036:006 52635:100 

9003120182 LER 09 020 0i:on 090907,omo.'floncy diosol generalor 0, essential spray 
pond pump 8 A essential cooling waioi pump 0 atanod during removal < 3 > 
lumpera Caused by poiaonnal Oiior. Woml proc^uro rovisod.W/OOOl3t itr. 

DrIldiSM T R. LtVINE.J M. Arizo.no Pubic Sorvice Co. (formally Anyone Nudoei 
Power ProlacT). 00/01/31. 8pp. 52835 130-S2S3E'-137 

9002230265 LER e9 02l-0l:on 891100 A O9.d.scovor6d Ibol locked high rod'aUen eiee 
galo open A unguardod,coiiirarY to Tech Spec 6.12.2 requiremenis Caused by person. 
nol error Gales socurod 6 addi locWng mocbfl'i.sms Instal'efl on doors W/800208 Hr. 
BRADISHTR.. LEVINE.J.M. Arizona Public Service Co. (formerty Arizona Nudoar 
Power Proloci). 00/02/08. 9pp. 62713:170-52713.178. 


V. Operator Examinations 

9042150126 Corlifios lhai BJ Rash comploled Inal 120 h ol plant operal-on.under 
Iralning.al power levels ol at least 20% as requesiod In 890921 senior reader opera- 
lor waivet lecuesl. „ 

LEViNE.J.M. Arizona Pubi c Sorvlco Co (formerly Arizona Nuclear Powot Protect) 99/ 
10/25. MARTIN.JB. Region 5. Ofo ol ihe Oirecior. 2pp 52656:160-52656:16®- 

900216019S Adv.sas Ol exp ralion of DG Maika aonlot operaior licenso Present omploy- 
menl w/util dees not roquire mal.ni ol operator license 

LEVINE, J M. Anzona Public Service Co (formo/ty Arizona Nuclear Powor Ptojed). 80/ 
10/28. MAflTlN,J.B. Region 6, Olo ol Ihe Dnecior. ip. 52658 206-52656.206- 

9002160093 Forwards approved rot matl foi us© in admlnlslenr.g (n bal opeialer A za- 
q-jaliiicailon retako simulator exams on 800320 A 2l.por 801220 requost.Suggesied 
crews to support e»oms A m.nlmlzo impact on opeiaiions abifi schedules also encl. 
LEVINE J M Arizona Public Service Co. (lormeily Anzona Nuc'oar Power Protect). 94/ 
01/10. MARTIN.J B. Region 6, Oicol the D.roclor. 9pp. 52675:238-52676:246. 

9402150160 Requests (hat I siod candidates take ganedc fundamaniais exam aeciion of 
990207 operator licensing examM CkJivi.n repealing lundamenials section ot exam 
previously admlrtisiered In Aug 1909 to upgrade current license. 

LEVtNEJM Anzona Public Service Co [lormerly Artzona Nuclear Power PrtYeci). 90/ 
01 /23. MARTIN.J 8. Region 6, OJe ol the Dlrectcr. 2pp. 52656:162-52856 163. 

9003160139 Forwards inlo re plant licensed operator requalilication program A etalus of 
corrective aclions.per NRC 891222 Hr. , 

LEVINE J M Arizona Publio Service Co. (lormerly Anzona Nuclear Power Prtwl). 90/ 
02/02. MARTIN.J.B. Region 5, Olc ot the Direcior. lOpp. 62677-O69-62077.O68- 


J. Inauranea A indemnity intormalion 

9002220736 Forwards listed ondo'aomonls to NELIA A MAELU pol.Clos. <ncludnu En- 
(forsorrkmis ISioNEHA A MAELU Policies N-B8. M-BS.N-iin A M-il4,ro9pcc’.)vo)y la 
secondary tinancia' pioiocton 

CONWAY.W F. Arizona Pub'ic Survico Co. (lormerly Arizona Nudoar Powe' Pr&loc-J 
00/02/06 Docuineni Conirol Branch (Documoni Control Ooek) I2pp 52563 1&9- 
52663 170 


P. Operating ilcenee aiage documenta A correapondenca 

9003190106 Foiwaids conociod rosia'I liat.ioftncting actual rommlimorl ea slatod In 
steam bniaas control ays ovoia'I Until lopi.dld QB0506,Pogo 0 Sovnniy-iwo acbon 
Homs noted as dosed 

CONWAY.W.F Arizona Public Service Co (formerly Arizona Nuclear Powot Proloci) 
90/01/11 MARTIN.JB. Region 5. Olc ot ine Director. 60pp 52677 108-620/7:274 

9001290197 Forwards, 'Sys Engineering," fo' llconsoo personnel w/ rosponsJill (y re 
listed dockots.S'./ggesied considerations lor program nilnbulo dnfinitlon A tralrU-ng 
needs Igr aya or.gTneers listed 

KIRSCH Of. Regiot 5, Olc ol iha Dlmctoi. 90/01/17 Region 5, Olc ol the Diroctor. 
Spp 52453 261 -52453 265 

9001290105 Forwards revised Tocli Spec Page 3/4 3-i7,lnBdve.'icnily om-r iioO trorn 
Amend 30 lo Liconao NPF-5l,lssuod on 891222. Amend granted ono-timo oxtonslon 
of cotiate aurvelllancos Irem 18 month surveillance roqu remoni unh' next outage. 
CHAN.T.L. Prr^BCi Dreciorelo V. 90/01/19. CONWAY.WF. Anzona Public Sorvice 
Co. (lo-'meriy Arizono Nuclaar Power Project). 3pp. 52453 251-52453:265. 

-9001290106 RoviBeOToch Spec Pages 3/4 3-17 A 3-18 lo Amend 30 to Licoroo NPF- 
51 re lirnl-ng cond ton lor operation A aurvelHanco roqulromonls tor ESFAS Irvstru- 
meniaOon 

• NRC - No Detailed Alfiliation Given 00/01/19. 2pp. 62453 254-52453 255. 

9002050211 Forwards lochnical jusiilicalion to assure NRC that ladity design has iiv 
eluded isaluroB roqu'rod by Qe-noric Lii 89-10. 

CONWAY.W.F. Arizona Pubi c Service Co. (formerly Arizona Nudoar Powor Projocl) 
90/01/22. Document Control Branch (Document Conuol Desk) Opp. 52547:214. 
6254/ 219 

900206001 1 Conlirms ODOl 12 te'con ro ©roaion/coirosion-induced pp© wo I ih nn.rvg oer 
Generic LM 89-08 insp program for oroslon/corrosion induced pip© wall llilnh'vg devot- 
opad A approved A expected to achieve lull approval by 900131. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nucioa' Power PiO/OCO. 
90/01/25. Document Conirol Branch (Documoni Control Desk) ip 62603 345- 
52606.345. 

9(K>2060146 Provides status of renommondod actions In response id NRC Genorlc Id 
89-13, ”Svc Water Sys Problems Affecting Saloty- Rolalod Equemonl" Spray porid 
sys morvi^ed for How A HX pressure pn monthly Deals 

BAILEY. J N. Arizona Pub'ic Sorvice Co (formerly Arizona Nuclear Powor Pk^ocI). 30/ 
01/26. Oocumant Control Branch (Document Control Desk) 7pp. 52569.023- 
52569.029. 



.oyw 




3d0326 leicon Nylon ceblo >:S9 not utiiizod insicfo conio n'noni b'dg o‘> safety relaled 
cables but used In eu>iliary.control & fuel bldgs 

CONWAY, W.F. Arizona Pctlic Sofvico Co (lormo.'ly Arizona Nuc'oar POwor Pro;ecl). 
90/'0t/26 Oocomont Control Drench (Oocurnonl Control Desk) 4(»p 62609116- 
52609.119. 

9001290051 Gonoric Ltr 90 02 to aH LWR liconsuus & o^licanis ro aMeittaiivo roqjiro- 
ments tor fuel assemblies in des'gn leaiuros section of Yoch Specs Svc fcst enci 
PARTLOW.JG Associate Director lor Pro.ocie fPosi 6704U) 90/02/01. Conso'Klai- 
Od Edison Co of New York, Inc 30pp 62037 050 52637 093 

90021<I0065 Forwards Amend 32 to License NPF-Oi & safety ouaiuatton. Amend revise!) 
Survai lance neguiremont <t t 3. 12 ro movable control assomb'les. 

CHAN.T.L Project Dirocioraie V 00/02/02 CONW/\Y,w F Arizona PuhKc Servicn 
Co. (formerly Arizona Nuclear Power Project). 3pp S2656 202-62055 2t6 

-9002140066 Amend 32 to License NPF-5l,cheng'r.Q Tnch Spec 4 t.3 i2 ro movablo 
conlroS assombties. 

TRAMMELUCM Project Oiroctoraie V. 90/02/02 Spp. 52655 205-62655:208 

-9002140070 Salely evolueiion supporting Amend 32 to License MPF-51. 

’ Olfice of Nuclear Poector Poguiaiion, Director (Post 670411) 90/02/02 8pp 
62653 200 52655.216. 

9002220SB3 Forwards Amends 46,33 S 2i to l.iconaes NPF-4 i,nPF 61 & NPF74.re. 
spcctively & safety evaluation. Amends change Tecb Spoca Soclton 3/4 3 I lo add 
new ection stalomeni lor evcoro log power & rPS nieirlii logic channels 
CHAN,TC. Project Directorate V. 00/02/13 CONWAY,W.K. Arizona Pbbf* Service 
Co (formerly Arizona Nuclear Power Ptojecl] 3pp. 62670 336-62676:350. 

-9002220588 Amends 46,33 & 21 to Licenses NPF-4l,NPF-6t & NPF-74. 
respeciveiy,chQng.ng Toch Spoc 3/4.3. t to add new action sioieinonl ioi eitcore log 
power & RPS matnv logic channels 

TRAMMELL,CM. Project Olrectorala V. 90/02/13. lOpp 62670 330-52670 356. 

-9002220590 Salely eveluallon supporting Amends 40,33 & 2t lo Licenses NPF- 
41,NPF-Sl a NPF-74, reapactivoiy 

' Offloe of Nuclear Roactor Rcguioilan, O'ocior (Post 870411). 00/02/13 2pp. 
52678 357.52678 356 


0. Inspection reports, IE Dulletins & correspondence 

9001300498 Advisoa thoi draft f.nal ropi fo: dosoQul of IE Duileim 70-23 found 
accepiable.Lead ongmoots for IE Bu'letins 04-02,00 06 A 67-002 roasstgr^ed ss Ssied 
DERLINGER.C.H Gonoric Communicotiftns BtanrJt. NRC-05-85-157 90/01/17 
LOFV.R.A. PARAMETEn, Inc 3pp 525l3.aS9-62513-2S0. 

9001300350 Forwards supplemoniol Into pur comm imont in util 691 12i rosponao to vk>- 
iBlIcn noted In Inep Repia 50-520/89-30, 50-520/89-39 8 S0'530/89-3A.con8«hng el 
schocJuie of short-term & long-tnrm actions to bo impiomonlod 
CONWAY, w.F. Arizona Pubi.c Sofvico Co. (lormoriy Arizona Nuc'oar Power Rtoloci). 
00/01/23. Document Control Branch (Oocumoni Control Desk). 2pp 52466.104- 
52466:105. 

»0<l2t40006 Forwards Insp Rcpia 50-526/80 50.50-520/09<50 8 5Q-S30/e0'50 on 
691113-1217 & nOLco of violation Events domonsiralo need to improve coramunlca- 
lone beiwoan mgi levels lo assure piompt 8 complelo loso'ukon of issues 
2'MMERMAN,R. Rofllon 6, Ole of Iho OroclOf. 90/01/23. CONWAV.W.F. Anzona 
Pub'lc Service Co. (forntorly Arizona Nuciaer Power Prujoct) 2pp. 52655:302- 
52695.333. 

-9002140011 Insp Roots SO-526/00-S0.50-529/60 SO & 50 530/69-50 on 110111.3- 
i2i7.Vloistlon8 noiod. Major areas mspociodESE sys waMown$.pifini 

ac'-ividss.previausly identiliod iioms, monthly aurvoii'ance testing 8 moniMy plant 
ma-nl. 

WONQ.H. Region S, Ofe of the Oiroclor. 90/01/19. 20pp. 52655 306'5265S'333. 

9602060011 Confirms 900112 trrlcon ro orosion/corroslon-fnduced pipe wail iMnnsig.poi 
Generic Lir 09-08 Insp program lor erosion/corros'on Induced pipe wall iMnnng devel- 
oped & approved & expeciod to achiove full oppiovai by 900i3i 
CONWAY ,W.F. Arizona Public Sor/ico Co. (formerly Arizono Nuclear Power Pio|eci) 
90/01/25 Document Conitoi Branch (Oocun-.oni Control OosK) Ip 52660346- 
52606.345. 

9002060122 Provides status of actions roguesied In response lo NRC Bui'edn 09 003. 
"Potential Loss of Required Shutdown Margin Ounng Refueling Oporatione" Fool 
loading procedures lor L/nlls 2 8 3 will be revised prior to next ouiage. 

BAILEY.J.N. Arizona Pub'.lc Sorvico Co (formerly Arizona Nuclear Power Prqiocn 00/ 
01/26. Document Control Branch (Document Control Desk) 4pp 6255o234- 
62556237. 

9061230126 NRC Into Notice 90-005, "imer-Syalom Discharge of Rescioc Coolenl." 
Svc list end. 

ROSSI.C.E. Division of Oporaflortal Events Asao.ssmenf (Post 870411). 80/0U2d. 
Cortsoi-dalod Erfison ot Now York, Inc. iOlpp 62535:125-52535:227. 

9001230176 NRC Info Notice 60-006. ''Patemial for Loss of Shutdown Cool>ng WhJo at 
low Reactor Cootanl Levels." Svc list enci 

ROSSI, C.S. OMsion of Operational Evonis Assossmanf (Post 670411) 90/01/29 
Consoildated Ed son Co. of Now York. Inc. 101pp. 52535:025-52535 t24. 

9001240190 NRC Info Notice 60-007, "Now Info ro Insulation Mall Porfomtance 8 
Debris Blockage of PWR Containment Sumps." Svc list enci 

ROSSI.C.E. O.vislon ol Oparallonal Events Assessmonl (Post 870411) 90/01/30. 
Consolidaled Edison Co. of Now York, Inc. 00pp. 52535:228-52535:329. 

9002080318 Advises that 691229 response to SALP Repts 50 526/e6-48. 60-526/89-48 
8 SO-530/89-48.acceplable.NRC corrocted Tables 1 8 2 of Initial repl re radologicel 
controls & emergency preparedness. 

MARTIN, J.B. Reg'on 6. Ofc ol the D.reclor. 90/01/30. CONWAY ,W.F. Arizona Pubic 
Service Co (formerly Arizona Nuclear Power Project). Spp. 52608 166-52500318. 

9001280020 Suppi 2 lo NRC Info Noltco 88-023. "Polaniia) for Oaa Bindmg o» IIPSI 
Pumps During LOCA." Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/01/31. 
Consolidated Edison Co. of Now York. Inc. 95pp. 52533:326-52534 002 


end. 

ROSSI.C.E Owisloh of Opetetio.nai Events Assossmoni (Post B70411). 90/02/01 
Conse'ldated Edison Co. of Now York. Inc 77pp 52583 180-52583 256. 

9001290102 Suppi i to NRC Info NoUco 69 030, "Targol Dock Two-Stage Safety/Rellef 
Valve Se^ni Drift Updaio." Svc Hat oncl. 

ROSSl.C.t O.v.alon of Opeietlonai Events Assessmo.nt (Post 870411). 90/02/02 
ConsdWaiOd Ediaort Co. ol New York, Inc TGpp 52566 230-52650 317, 

9001300424 NRC Info Notice 00-009. "Extendod Intonm Storage ol Low Lcvol Rad 
waste by Fuel Cycle & Mails Licensees." Svc list oncl 

CUNNINGHAM, R E D-vision ol Industrial & Mod cal Nucioar Safety (Post 870729). 
90/02/05. ConsoUdalBd Etiaon Co. of New Yo/H, Inc lOSpp. 62583 257-52584:004 

9002220027 Forwards Security Insp Repts 60'526/8e-52.50-529/e6'52 & 50-530/69 52 
on 091209-000106 & noiico of violation. NoUco of vio'alion 8 Insp ropis withhold (ref 
10CFR2.790J. Areas In3poctod:phy9ical prelection 

PATE.Rj Region 5, Ofc of the Orecior. 00/03/05. CONWAY.W.F. Arizona Pub'ic 
Servicn Co (formerly Anzona NuCeer Power Pto|bct). 3pp 52073.259 52673.261. 

9402220726 Forwards inlo on surveillance of groul sea's & eparo conduit threaded 
plugs Iri firo-rsied asso.r.hlios as d scussed w/D Kubicki on 891009 & lO.Uiii intends 
lo d^orm Inw of peno'raldns soa'od Iw groul aa part ol fire hamor n^. 
CONVYAY.W.F. Anzona Public Service Co (formerly Arizona Nucioar Powor Rrojoci). 
90/02/05. Document Conitol Branch (Document Control Desk). 2pp 52603:327- 
52683 328 


ft. Periodie operating reports & related correspondence 


9002220245 Monthly oporBti"g ropis lor Jan 1690 lor Polo Vordo Nuc'oar Oenoraiing 
Sieuonun.ls i.2 & 3W/000214 ltr 

POnTEfl.K.F.. LEVINE.J M Arizona Puhl c Service Co (formerly Anzona Nuclear 
Power Prolect) 90/01/31. I6pp 52701:001-52701016 


S. fteporiabie occurranees, LERe 8 related correspondence 

0002020238 LER 60-015-02. on 881207, now luol radiation area monitor RU-tO discov- 
ered mopotabioOn 6012O4.rad.aliort survoys ol area ad;acent lo new fuel slorago 
tacks not porformod Caused by rralfunct on :n monitor clock W/900i2i ltr. 
BRAOISH.T.n.. LGVINE.J.M, Arizona Pub'lc Service Co (lormridy Arizona Nuclear 
Power ProjOCI). 90/01/21. 7pp 52536;031-52536.037. 

0002080133 Suppiomenial Special Repl 2-SR-09-OD7:on 000920, radloacivo gaseous el- 
(luont moniiors declared Inoporeblo duo lo froquonl low flow alarms MonltaiK leiurnod 
to operable siaius on 6Bt002.vloieting 72 h iim-i. 

LEVlNE,JM Arizona Public Service Co. (formody Anzong Nudoer Power Proluci). 90/ 
01/20 Document Control Bmnch (Oocuma.ni Coniroi Dnsk). 2pp 62600 066- 
52500087. 


V. Operaior Ekamlnaliona 

0402160126 Ceriifios ihdi Dj Rnah complotod finol 120 h of plant operation, undei 
lraining.ai power tevols ol ai loasi 20% as lequostod in 890021 aenloi roaolor opera- 
(or wA.ver toquosi. 

iEViNE.j.M. Arizona Pubi c SoYico Co. (loimorly Arizona Nuclear Povror Proloci). BQ/ 
10/25 MARTiN.J.O Rogic-i 6. Old of the Oiiocior 2pp. 52650 1 98-52056 tSd 

9002160196 Advises of eipiraiion ol DQ Marks sonioi oporaioi llcorise Present omp'oy- 
meni w/uUi does not tee.nio ma'ni of operaior i conse. 

lEViNE.J.M. Arizona Pub'ic SorvicaCo. (formerly Anzona Nucioar Powor Projocl) 09/ 
10/26. MAATfN.J.Q. Region 5. Ofc ol tlio Curodor. ip. $2858 208-S2f Se;200. 

9002160093 Forwards approved ref mail lor uso <n adnilnisioring In'uai opococor & to- 
quairflcaiion roleke simulator oxoma on 600320 8 21.par 691220 roquosl Sugoestod 
crows 10 au^iori otams & min mizo Impacl on operetior^a shilt Bchodu'os also end. 
iEViN£.J.M Arizona Pubi.c Service Co. (formerly Arizona Nuefoor Power Projeci). 90/ 
01/16. MARTIN.J B. Region 5. Ofc of the Director. 0pp. 52675:230-52675 246. 

9002160160 Roquosts Ihal l-aiod candidaies lake gonoric lundamcnlals exam soction ol 
900247 oporaioi licensing oxem.M (^Ivln repoollng lundamoniaia section of exam 
prov4>u8iy adm'n'.storod In Aug 1969 to upgrado current liconse. 

LEViNtJ.M. Arizona Public Serves Co. (formally Arizona Nuclear Power Proloci). 90/ 
01/25. MARTIN J B Region 6. Olcol the Olredor. 2pp. 52656 162-52656.161 

9002160139 Forwards Info re ^enl i censed operelor requal-flcaiion progrem £ status of 
coHOCiive actfons.per NRC 891222 Hr. 

LEVINE.J.M Arizona Public Service Co. (tormaily Arizona Nucioar Powor Proloci). 90/ 
02/09. MARTIN.J6. Region 5. Ole of ihe Director. lOpp 62677 069-52677:068. 
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F. Security, medical, emergency & lire protection plans 

90021S0146 Forwards objectives & extent of play for 1990 annual omoigoncy plan exer- 
cise ech^u'od lor 900426. 

CONVVAY.W.F Arizona Pub'lc Service Co. (formerly Arizona Nuclear Power Project). 
90/01/24. Oocumani Conlrol BrarKh (Oocomonf Control Desk). 10pp. 52858:340- 
62656.365. 

M02220137 Forwards objeoiivas & extcnl of ploy lor 1060 annual omergency plan oxer- 
cleo scheduled (or 900425. 

CONWAY, V/.F. Arizona Pub'lc Servfce Co. (formerly Anzona Nucioar Power Project). 
00/01/26. MARTIN,J.e. Region 6. Ofc ol the Oiroctor. 10pp.,. 52671 053-52671:062. 

9002160184 Forwards revised socurity plart Implemonling procedures (ot plant End 
wiihbaldPef tOCFR79 21 8 2.790(d)) 

CONWAY.W.F. Arizona Public Service Co. (lormoriy Arizona Nucioar Powor Projocl). 
90/01/29. NOROERHAUG.LR. Reg'on 5, Ole of the Oiroctor. Ip. 52666:182- 
626^182 


90(}20e0jl9>Vc(viSQs that 601220 response lo SALP Repts 60-S28/69-4e. S0-529/8S-48 
8 5O-S30/B9-4a,ecceptabio NRC corioclad Tables i & 3 ol initial repi re iadioioc>cai 
console & OT^ergency propareOnass 

MARTIN.J.B Region 6, Ole of Ihe DroclOr. 90/01/30. CONWAY, W.P. /^Izone Public 
Service Co. (formorty Arijona Nudea.' Power Project). 5pp. 52608 iee-52eOB;3lB. 

900216020T Forwards so'ety evaluation approving lira protectlort program (tav.ationa per 
i.ti; 800030 request tor deviation from lOCPRSO.Secilon lll.G.2,App R. 

CHAN.TL. Project Directorate V. 00/01/30. CONWAY, W.F. Arliona PuWe Sorvico 
Co. (tonr.Qriy Arliona Nuclear Povner Project). 3pp. 52666:189-52656 103. 

-9602160211 Safety evaluation supporting ulii 890830 request let deviaiiory (rom 
fOCFRSO.Section III.G.3,App R re tra prelection 

* Office of Nuclear Reactor Regulacon, Orector (Post 870411). 90/01/30. 2pp. 
52656:192-5263e,l93. 

9002220027 Forwards Secuity Insp Rests 50-528/89 52.60-629/e9 S2 & 60-530/69-52 
o.n 801209-900106 & notice ot vIolelio.n.Notice of violelon & Insp repia wiihl>e'(l (ref 
10CFfl2.790).Areas Inspected physcal proioct on. 

PATE.RJ. Region 6, Ofo ol the Oirecior. 90/02/05. CONWAY.W.F. Arizona Public 
Sorvico Co. (formerly Anzona Nuclear Power Projeci). 3pp. 52673:259-52673:261. 

9002220728 Forwards nlo on surval'lanca el grout seats & apare conduit throaded 
plugs K tire-ralod esscmbl os as discussed w/b KubicH on 891006 & lO.viil iniei^ds 
lo perform in^ o( peneiraiions sealed by grout as pen of fire banior In^. 
CONWAY.W.F. Arizona Public Sorvico Co (lormerty Arizona Nuclear (War Proleci). 
00/03/05. Document Control Branch (Document Conirol Desk). 2pp 52663:327- 
62603:328. 


J. Insurance 8 Indemnity Information 

9003220735 Forwards listed endorsements to NELIA & MAELU policies kicludng Ert- 
dorsaments i5 to NELIA & MAELU Po'iclea N-BS. M-ee.N-lia & M-l l4/0BpecilvaVre 
secondary financial protection. 

CONWAY.W.F. Arizona Pubic Service Co (formerly Ano/ia Nuclear Power Project). 
00/02/06 Oocumoni CorMrol Branch (Oocument Conirol Oash). i2po 52663:159- 
52683:170. 


P. Operating llcenae alege documartti & eorratpondance 

9001290244 Conf.rms cemp'.ianca w/sgreod upon course ol action tor rostart ol ptani 8 
completion ol items contained in reslart I'sLper 890628 8 0607 lirs Formal Unit 3 re- 
start ovorsighi program Implomertled.Unit reedy lor restan 
CONWAY,w F. Arizona Publ'C Service Co. (icrmeny Arizona Nucieai Powat Piolect). 
88/12/24. MARTiN,J.e. Region 6, Ole of the Director. 3pp. 52472:354-52472:356. 

90021SQ106 Forwards corrected resiert tisi/etiacung aciusi commitment as stated in 
steam b/pase control sys overall (mai repi.did 690S06.Page 8.SeveAcy-two acUon 
liema noted as closed. 

CONWAY.W.F. Arizona Publc Service Co. (lormoeiy Anzona Nudear Power Protect). 
00/01/11. MARTIN.J.B. Region 9, Ole ol the Drectcr. 69pp. 62677:198-52677:274. 

6001290167 Forwards, ‘'Sve Eng.neer1ng.“ for licensee personnel w/ responsiWHiy re 
I Sled dockota Suggosiod considora'iona (or Qrog.'am aitnbute doiimiion 8 training 
needs (or aya engineers fisied. 

KiRSCH.O F. Region 5. Ole of the Orocior. 90/01/17. Region S. Ok oi the 0/ecior. 
5pp. 52463'261-S2463:26S. 

6002050311 Forwards lechncoi justilication to assure NRC that isdity doeign has in- 
cluded (aaturea requi'Od by Oenonc Lu 69-19. 

CONWAY.W.F. Anzona Public Service Co. (formerly Anzona Nuelesr Power Proloci). 
90/01/22. Oocumcni Conirol Branch (Document Control Desk). 6pp 52547 214- 
52647:219 

9002160029 Forwards joAi engmeenng evelustons/nudear ongineenng waikdown 
lepisjior 891201 mgt 

BailEY.J.N. Arizona Public Service Co (formerly Anzona Nuclear Power Pioleci) 90/ 
01/22. MARTIN.J.Q. Regions. Ole ol Ihe oirecior. I9pp. 52976.179-52675197. 

9002080011 Confirms 800112 lelcon re eroalon/corros on-lnduced pipe wall ihinnii>g.per 
Generip Lir 89 08 Insp program (or cros'on/corrosldn- induced pipe well tfunn'ng devel- 
oped 8 approved 8 oxpecled to echleva full approval by 900131. 

CONWAY.W.F. Arizona Public Service Co. (lormerly Arizona Nuclear Power Protect). 
90/01/25. Document Conirol Branch (Oocumoni Control Desk) tp 62606345- 
52608:345. 

9003060145 Provides status ot recommended actions In response to NRC Generic Ltr 
89-13, "Sve Water Sys Problems Atleciing Setoty- Related Equprnent" Spray pond 
sys monitored lor How 8 HX pressure on rronitily basis. 

BAILEY.J.N. Arizona Public Service Co. (formerly Anzona Nuclear Power Proleci) 00/ 
01/26. Document Conf/ol Branch IDocurtienl Control Desk). 7<7o 52509023- 
62669:029. 

8002060060 Forwards addl info re seismic adequacy ol nylon cable les at pianijser 
680926 lelcon.Nylon cable ties not utilized Inside contelnmenl bldg on safety-tdieloO 
ceblos but used In euxillary.conliol 8 fuel bldgs. 

CONWAY.W.F. Arizona Pub'lc Service Co. (To.'merly Anzona Nuclear Power Project). 
90/01/29. Document Control Branch (Oocumem Conirol Desk). 4pp B2609'tl6' 
62609:119. 

9001290081 Generic LI; 90-02 to all LWR licensees 8 appi cents re eliernslrve requYe- 
ments for fuel aesemblles in desgn features section ol Tech Specs. Sve list and 
PAflTLOW.J.G Associate Diracfor tor Projects (Post 8704 1 f). 90/02/01 Consoftfai- 
ed Edison Co. ot New York. Inc. 36pp. 62637.055-52637 .093. 

901)2220663 Forwards Amends 46.33 8 2t to Llconsas NPF-4l,NPF.5t & NPF>74re- 
spectlveV & ssfety evaluation Amends change Tech Specs Section 3/4.3.1 to add 
new action atatameni for excore log power 8 FIPS matrix logic chanrieie. 

CHAN.T.L. Project Directorate V. 90/02/13. CONWAY, WP. Arizona Public Service 
Co. (formerly Arizona Nuclear Power Projaol). 3pp. 62676:336-62676:358. 

-9002220688 Amends 46.33 8 21 lo Licenses NPF-41.NPP.6l & NPF-74. 
respectively, changing Tech Spec 3/4 3.1 to add new action statement for excore log 

? ower & RPS mafrixioglo channe'a. 

flAMMELL.C.M. Pfoleot Ofreclorate V. 90/02/13. I8pp. 62676.339-62678-056 


—9002220590 Safety evaluation supporting Amends 46,33 8 21 lo Licenses NPf- 
41,NPF-6l 8 NPF-74,resRoct(vely. 

• Office of Nuclear Reactor Regu’alion, Director (Post 8704H). 90/02/13 Jock 
52678357 62078:350 


Q. Inapeclloft reports. IE Bulletins 8 correspondence 


9001300498 Advisos that dratl final ropl for closeout ol lE Buloii.n 79-23 fo-jnd 
accopUdsle Lead endreere (or IE Bulletins 84-02,60 06 8 87-002 reassknod as lis'^ 
BERUNGER.C.H. Generic Communical-une Branch NRC-OS-es-iSX 9a'0J/l7 
lOFYJI.A. PARAMETER. Inc. 3pp. 52513.258-52513:258. 

9001300258 Forwerde auppfomentel .’nlo per comrnitmeni m util 891121 resporso to v>> 
lailon noted in Insp Repts 50-528/69 36. 50-529/89-36 8 50-530/6g-Se.conss(i'4 o' 
schedule of short-lerm 8 long-term actions to bo implementod. 

CONWAY.W.F. Arizone Pub'lc Service Co. (lormerly Arizona Nuclear Power Prejz^ci). 
90/01/23. Document Conirol Branch (Oocumeni Conbol Desk). 2pp 52456 104- 
52486105 

9002140006 Forwerda map Repts 50-520/89-50.50-529/B9-50 & SO 530/89-60 on 
601113-1217 & no’. ce ol vlolellon Events demonstrele need to improve ccn.'nurJca 
L'ons between mgt levels to assure prompt 8 complelo resolution ol Issues 
2IMMERMAN,R. Region 5, Ole of Iho Director. 90/01/23. CONWAY.WF. Arizotu 
Pubac Service Co. (formerly Arizona Nuclear Power Projeci). 2pp. 52^5 302- 
52655333. 


-9002140011 Insp Repts 50-526/69 50.60-629/69-60 8 50-530/89-50 on 891 1 ‘3 
i2l7.\/kiiailons noiedMajor areas inspocledESF aye walkdowns.ptan: 
aciMues.pteviousiy ideniKiad Items, monthly surveillance testing 8 monthly ptar: 
oiainl 

WONG.H. Region 6, Ole of lha Director. 90/01/19. 2epp. 52655:306-62655:33). 

9002060011 Confirms 900112 lelcon ro erosion/corrosion-lnduced pipe woi- tt'/'iing-po' 
Oenenc Ltr 89 08. insp program for oroslon/corroslon-Inducod pipe wa I Ihnnlng do-tP-- 
oped 8a(movod 8 expecied to achieve full approval by 900131. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Powor Profoctj 
90/01/25. Oocument Control Branch (Document Conirol Desk), ip. 62606 34& 
52608345 


9002080122 Provides sielus of acHons (oquosled In rosponse to NRC BuTotin 89-003. 
"Potenilel Loss ol Required Shutdown Margin During Refueling Opo'aLona.' Fuel 
loading fxocedures for Units 2 8 3 will be revised prior to next outago. 

BAILEY.JN. Arizone Public Sorvico Co. (lormerly Arizona Nuclear Power ProjoclJ. 00/ 
01/26. Document Control Branch (Oocumoni Control Desk). 4pp. 6S85d'234- 
52556 237 


9001230126 NRC info Notice 90-005. "inier-System Discharge ol Roaclor Coolart" 
Sve fist one). 

ROSSLCE Dfvisior ol OpeiaHonal Events Asseasmeni (Poet 870411). 00/01/29. 
Consoiidaied Ed son Co. of New York, Inc. lOipp. 62635:126-52535 227. 

9001230175 NRC Into NoHca 90-006. "Poiential lor loss ol Shutdown Cooling WTiilo a'. 
Low Reactor Cooiani Levels." Sve list end. 

ROS&.C.E Diyision ol OporationsI Events Assossmeni (Poai 670411) eo/OW?9 
Consolidated Edison (3o. of New York, Inc. lOtpp. 62535.026-52635:124. 

9001240190 NRC Info Notice 90-007. "New Info re Insuiotion Mall Poifotrrienco 8 
Oobris B’ockago ol PWR ContoinmenI Sumps." Sve list oncl. 

ROSSi.C.E. OiVisPn ol Operaiional Events Aesesameni (Post 670411). oO/Ot/GO. 
ConaoiKfaiod Edison Co. of New York, Inc. OOpp. 62635-228-62535:329. 

9002080316 Advises thst 091229 response to SALP Repts 50-528/69-46. 50-529/60-49 
8 50-530/69-46, acceptable NRC corrected Tables 1 & 2 ol Initial ropl lo radioiogk^ 
controls 8 emsrgency proparedness. 

MAHTIN.JB Region 6. Ole ol the Orector 60/01/30. CONWAY.W.F. Arizona Public 
Service (lormerly Arizona Nuclear Powor Projeci). 5pp. 52600:196-52600 318. 

9001250020 SuppI 2 lo NRC Info Notice 96 023, "Potential lor Goa BIr.dng ol UPSI 
Pumps During LOCA." Sve list end. 

RO^.C.E. Division of Operational Evenla Assessment (Post B70411) 99/01/31. 
ConsoSdsied Edison Co ol Now York, Ino. 86pp. 52633-329-52634:062- 

9001280108 NRC Info Notice 60-006. "Kr-B5 Hazards From Decoyed Fuol ' 8vc ksl 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 8704tt). 00/02/01. 
Consoiidaied Edison Co. ol New York. Inc. 77pp. 62683:180-62683:256. 

9001290102 SuppI I to NRC Inlo Notice 86-030, "Target Rock Two Stage Sa'oty/Rol-ol 
Velve Seipolnl Drill Update." Sve list oncl. 

ROSSLCE. Division of Operational Evenla Assessment (Post 870411). 00/02/02. 
ConsoBdaied Edison Co. of New York, Inc. 7epp. 62566:238-52666 31 7. 

9001300424 NRC Info Notice 60-009, "Extended Interim Storage of Low Lovdl Ratf- 
waste bv Fuel CYcle 8 Metis Licensees." Sve list end. 

CUNNINGHAM.fl.E. Division ol Industrial 8 Medical Nuclear Safety (Post 070723) 
00/02/05. Consolidated Ed, son Co. of New York. inc. I06pp. 52663 257-62564:004. 

9002220027 Forwards Security Insp Repts 60-52e/89-52,50-529/89-52 & 60-630/60-52 
on 891209-900100 8 notice of violation.Nollce of violation 8 Insp repts withheld (lel 
I0CFR2. 790). Areas Inspected physical prolection. 

PATE.H.J. Region 5, Ofo of the Director. 90/02/05. CONWAY.W.F. Arizona PubOc 
Service Co. (formerly Arizona Nuclear Power Projeci). 3pp. 62673:259-62e73;2&l . 

9002220726 Forwards Info on surveillance of grout seals 8 spare conduit th'eadod 
pUigs In fire -rated assernblles as discussed w/D KubIckI on 091006 & 19.U1I livlende 
tojierfonTi ln» of penetrations sealed by grout as part of fire barrier Insp. 
CwWAY.W.F. Arizona Public Service Co. (formerly Arizona Nudaar Power RrolecO 
90/02/05. Oocument Conirol Branch (Document Control Desk). 2pp. 6266 3 32?. 
52863:320. 



n. ('«rl0(flc operBtlng reports & relaled corrospondencs 

9002220246 oporeting tepts lor Jor> 1993 lor Palo Ve/do Nwclea' GoAO/aIng 

S'aicn Units i,2 S 3W/9002t4 lu 

PO'tTEnKF, LEVINS, JM Atirone Potlc So'vico Co. ((orme-iy Arizona Nudoar 
Powe- Proleci) 90/01/31. I6pp. 62701 Cni-5270t 0l6 


S. Rsportsdie occurreocot, LBfig & rslateP correspondence 

9002160017 LER 890ii-00on 091206, discovered that (luancrly ASME survoJtance 
leslng not perlorrred on Train A ai' start fiys check valve (or Train Q omergoncy 
Ceseroenerato' Caused by insufticleni piococljial controls W/900106 iii 
BRADlSH,T.R., LEVINE.J M Arizona Pub'lc Sorvico Co (forrr.orly Arizona Nuclear 
Power Projeci). 90/01/05 7pp 626S4:14 7-S2654 tG3 

9002120160 LER 60 009 02. on Qg0726,'nadvertont tunl b'dg essontlal vonhlabon ESF 
actja’jcn signal i',itiaied Caused by personnel error. Malfur.cticn ng control toon e»- 
sent S' vcnlilat on sys Train 0 breaker rnplacod W/000120 Hr. 

BRADISH.tr, LEVINE.J M. Arizona Pubic Service Co. (lormorly Arizona Njcleat 
PowOr Prolect) flO/Ol/26 0pp. 62O35:tOt-520.35;lO8. 

9902120163 LER 69 00 1 03:00 690303 .electrical grid dsturbance resuttod in ntazi get). 
erator output breakers opon ng.rosultng m renctor powor cutback & eioam bypass 
cent'o' sys actuation Caused by maifuncidn in sub) control sys W/Q00128 Hr 
BRADlSHTB, LEVINE.J M Arizona Public Service Co (formerly Anzotra Ngc'eat 
Power Pro,eci). 90/01/28 l6pp. 62635:10Q-S2636:12‘I 

9002060142 LER 89 006-03 00 690030. malnl personnel Idoniifiod that aixlh trip lover 
arm found on lO ton fuel handi r.g crano rail. Caused by personnel error. Ciano bo'ley/ 
hook moved (ro-m overspent luel aiorago pom Sub) arm removed W/9OOt20 lit. 
atiAClSHTR, LEVINE, J.M. Arizona Pubic Service Co. ((ormoely Arizona Nuclear 
Power Prolecil 90/01/29. 6pp. S2600 044-62690 049. 

90021601Q9 Special Repi 3-SR 90 OOt-on QOOtOO.plant vent sya rertiOQCbvo gssoous 
otriLonc low-range mon tor nij.i43 declared Inoperable & remained out el sve tor 
rrore than 72 h uaused by anomaly in chock source circuitry. 

LEVINE, J.M Arizona PubMc Service Co. (fairrorly Arizona Nuclear Power Pimoci) 00/ 
02/06 Docume.ni Control Qran.ch (Document Control Ooskf 4pp 526S6 165- 
S285Q 168 


V. Operalor ExomlnaMona 

90021S0126 CertiliQS that 8J Rash complolod (mat 120 h of p'ani opo.-aucn.ijndor 
iianhg.et power tovois ol qi least 20% as requested in Q00021 sonror roactoi opera- 
tor waNor raquosi 

LEVINE.J.M Arizona Public Service Co. (formerly Arizonn Nucioar Power Piojoci). 69/ 
10/25 MAnTIN,J.ti negonS. OICoMhaOrecior 2pp. S2056 168 62666.166 

OOC31SOt96 Advises cl axp'ratlon of OQ Marks aoniur opcreior ilconso Piosopt omi:ioy- 
men! w/ul-l does not require malm ol opomior license. 

LEVINE.J.M. Arizona Public Service Co. (lorrneriy Arizono Nuclear Power Piofect) 09/ 
10/26. MARTIN,J.B Region 6. Ole Ol iho CIrocior lp 62666.206-62656206 

0002160093 Forwards Approved (Of mail lor use in ndmimsiering >niiiai oporoior & ro- 
Quelifcaion roiako smu'aior oxems on 000320 & 2i.oor 061220 request Suggosiod 
ciewa to support exama & minimize impaci on oporailone eh<ii acnoduios eiso onci. 
LEVINE.J.M Arizona Public Service Co. (formurly Anzonn Nudonr Pov«of ProloCI) 90/ 
0t/l6. MAflTIN,ja. Region 6, Ole of Iho D.rociOf. Opp 02676 238-52675240. 

9002160160 Reguesis ihai llsiod cand'Jalus lake guncnc lundnmeniois oium seci-cn of 
000207 oporsior licensing oxam.M Colvin repeating liindomaniais aocton of oxem 
provlously adminisiorod In Aug 1060 to upo/ade curroni liconse. 

LEViNE J.M. Anzona Pubi c Sorvico Co. (lormorly Arizona NuCloar Power Prohid) 99/ 
01/25. MARTIN. J.B. Reg on S, Ofc of me Oiroctor. 2op. 9265e;i62-52856 lO) 

9002160130 Forwards info ro plant liconsod operator roquaiiliceion program A stolus of 
corroctivo actlons.poi NRC 691222 Hr. 

LEVINE.J M Arizona Public Service Co. (lormorly Arizona Nucioar Power Pideci) 00/ 
02/02. MARTlN,j.a Region 5, Ole of iho Director. lOpp. 52677 059-52077.068 


DOCKET 60-537 CLINCH RIVER BREEDER REACTOR 


A. Appileatlon/conetructlon atago documents A correepondenca 


-9002160093 Envzort assessmoni & iird ng of no S'gnficani Irrpact rn oiienslon of 
consi cornpleien date from 091231 to 901231. 

WEISS SH Nofi-Pcwer Reader, Oocomm.ss oning A Envnonmontal Pro, eel Diroctor- 
aio 60/02/01. 3pp. 52670 015-52670 017. 

9002230501 Forwards rev, sod Tech Specs to roplaco all provious Toeb Spues submit- 

lois 

BAUERTL Texes Unv. ol Austin. TX 00/02/12 ADAMS, A. OHico ol N'uc'oat Reac- 
tor RcKT-itaUcn. Czccior (Post 87041 1>. 2pp. 52702.033-52702:089. 

—9002230509 Rav.aad Tech Specs far Jan 1090. 

• Texas. UrM. of. /Vusti), TX. flO/02/V2 54pp 52702 035-52702 089. 


F. S«eu/My. mtaieal. emerosney A fire prolecrion plans 

9001260236 Forwards Insp RepI 50-602/69 07 on 09l2l3 14No violatcns or dovi 
aiions noted 

BEACM>VB. Region 4, Ole of the Oi-octor 90/01/11. WEHRING.O.W. Toxes, Un.v. of. 
Austin. TX 2«) S2467 114.52467 122 

-9001240243 Partlaily wllhhald Ir-.ap Rept 50-002/8907 cn 691213-14 (rul 
IOCFn2.700)No violations or clovlal-cns r.olod.Malor areas inspeclodpioophial onal 
Insp of I censon radiation p'olocLonphyscsl socunty & umcigoncy proparodnuss. 
MURRAY 0. C/LRLSO.'J.D.M-, QEACH.A.B Hep'Cn 4, Olc of tti© Director. 90/01/11 
7pp. 62467 1 16-62407:1 22 


0. Infection reports, IE Bulletins A correspondenco 


9001280236 Forwards insp Rept 60-602/09 07 on 3912l3-14.No violations or ilovi- 
diNX-ne noted 

BE/CH AO. Rogon 4, CIc ol the Oirocior 00/01/11. WEHRING.BW. Texas, Un.v of. 
Auaim. TX 2pp 52467 114.62467:122 

-fKK>i260243 Partially wiilihold insp RepI 50-802/89-07 on 801213-14 (rul 
10CFR2 760) No vlolatons or dovioHons noiod.Ma|or oroas In9psctod:proopafational 
Insp of Fcotsso rad alien prolocl cn.phyalcal socunty & omcigoncy crupa/oCnoss. 
MUnflAYD. CARLSON.DM , BEACH, A B RoQ Of' 4. Olc ol tho Dl-'octor DO/01/1 1 
7pp 52407 116-52467 122. 

9002160076 Forwards ordm oxlor.d ng consi complol.pn dalu lor Unlv of Toxaa TRIQA 
Mark It research loaclor from 691231 lo 901231. Safety evaluation A r-R notico of 
onv/ron asseeemani A Irpn^ o! no figruticani Impact also oikI 
AOAMSVt Nbft-Powor Roacio'. Docerr.inibfipn ng & Enviipnmenial Prcleci 0.rocior- 
ato 00/02/06 FCX^KEN.G.J Toxes, Ur)|v of. Austin, TX 3pp. 52070008-52670 017 


'9002160060 Oidor oxtending const comnletlon data lor CPPn«t23 from 891231 to 
901231 Exientiion loovired due lo aodi lirr.o noodod tP comploid corroctivo 
wotk.includna (OSf ng i insp of eomo 6ys 

hOlaHANO^ Diinsio’) Of Reactor Pro, eels - lii.lV.V & Special Pro, sets (Post 
670411). 90/02/09 Texas. Unlv of. Auslln. TX. 2pp 52670 01) 62670.012. 


•'9092160961 Solely ovaiuailon euppeding oxtons'on of const compiailon dale lor 
CPPR-t23 bom 601231 10 901231 duO to teiin'notlon of pro|acl nonciHl contractor on 
061013 A to ensure adequaio i-mo lo comploie map program by NRC. 

* Oikco of Nuciua' Roac'ei Rogu'atinn. Oioeior (Poai 07o4il]. 00/02/09. 2pp 
52670:0l3-62e70014 


-9002160063 Environ assessment A lind.ng of no s'gn'f-coni Impact to oxtons'on of 
const compioilon deici from 89l23l te 60l23t 

WEiSS.Sii Non Power Roacipr, Oocomrn.sslon'ng A Environmanief Proloct 0 roefor- 
oto 00/02/01. 3pp 52070;C16-52670:017. 


DOCKET 60-693 ALCHEMIE FACILITY 1 -CPDF 


A. Applicstlon/consirucllon slago docunionta A correapendenee 

4002160064 Fonwords US Bankruptcy Court lor Eaetorn Distr.ct of Tonnossoo ordors A 
memorarrifum on dobloie motion to altar or amend order A opinion lo sieius of sales 
MraomeRi between DOE A A/CriemlE.OOE bol-eve» ag.'oomont expired on 800621 
HAUJ.C. Enotgy. Dept of 00/02/08. SWIFT .J.J. NRC - No Doialled Mfi'iaiion Given, 
lepp 52670 018-52670.033. 


9001290081 Generic Lir 90 02 to all LWR liconsGOS A appliconis re eltornaiivo roqulro- 
man'.s lor fuel assemblies In dos/on lealures socllon of Tecfi Specs Sve tisl pnci 
PARTLOW,JG. Assoclaio Diroclor lor PfOiecis (Post 070411). 90/02/01. Consol.dai- 
ed Edison Co. 01 New York, inc. 30pp 62637;055'S2637.063. 


DOCKET 60-602 UNIV. OF TEXAS RESEARCH REACTOR 


A Applloatlon/construotion stage docum«nis A oorrespondence 

9002t0(}076 Forwards order Oxtend.ng const completion dale for Unlv of Texas TBiGA 
Mark II research reactor from 091231 to 901231. Satoty evaluation A FR noilca of 
environ assessmoni A findng of no significant impact aiso oncL 
ADAMS, A Non-Powor Reactor. Decommissioning A Environmonial Pro)ocl Dfcector- 
aie. 90/02/09. FONKEN.G.J. Texas, Univ. of. Ausi.n, TX. 3pp 52670.008-62670.017. 

-9092160080 Order extending const compiotion doto lor CPPR-123 Irons 601231 to 
901231. Extension requ'rod duo to aadi iimo needed 10 complete corrective 
work.includng lesi-ng A insp of some sys. 

HOLAHAN.GM. Division of Reactor Prolocls • itl.lv.V A Special Pro|ecte (Post. 
870411). 90/02/09. Toxas, Univ. of. Austin, TX. 2pp. 62670.0ll-52670.0l2 

-9092160061 Safety evaluation supporting extension of const comp'.oDon dale tor 
CPPfl-123 from 891231 lo 901231 duo to termination ol pro|oct genoral contractor on 
601013 A to ensure adequate bme to complelo msp program by NRC. 

* Olf.ce of Nuclear Roador Regulaion, Director (Post 870411). 90/02/09. 2pp. 
52670:013-52670 014. 


Q. AdludlCBlory correspondence 

9002009087 Responds lo 900117 |olnt request on how NRC A applicani counsol expoct 
to move prcceedrng on heating calendar in new yr. Applicant has expiessod dasirn to 
tiave procoedng lira In abeysneo indefinitely eithougn NRC does not agree. 
OOROEN'-OCBM. Ass:stanl General CXiunsel for ftoarings A Enlorcemonl. #190 
0788 00/01/26. MAROULIES.M.B . SHON.F.J.. PARIS.O.H. Atom'c Saloty and U- 
censing Board Panel ?pp. 52537.110-52537:116. 

8002060054 Requests telephone conforer-ca bo eol up ai Board convon'enco duo to 
author rot bemn ab'o to roach llcensoo counsel. 

eOROENICK o'M. Assistant General Counsel feu Hoarlngs A Enfoicement. #190 
0780. 98/02/01. MAROULIES.M.B.. SHON.F.J.. PARIS.O.H. Alomic Safety end LI 
cens'-ng Board Penal, tp. 52538:985-52536:005. 

4002160084 Advisos ihst Board concluded that holding prehearing telcon ro schodul nq 
censidored prematuro duo to lack ol rocord.por 900201 Ur Roquosi lot future schedur- 
Ing suggested to bo submitted. W/Certi1icale of Sve Sorvod on 000209. 
AMRuUHESMB. Alomic Ssiuty and Licensing Board Panel. #100 9021. 00/02/06. 
BOROENICKB.M. Ass'slant General Counsel lor Hoarlngs A Enlorcomonl. 2pp. 
62608:298-52608:299 

9002280)27 NRC Stall motion for issuance ol Board schoduting order.' Certificate ol 
Svoenci 

BORDcNiCK B.M. Assisrant Ganoral Counsel lor Hearings A Enlorcomonl. #190 
9911. 60/02/16. Alomic Safety and Licensing Board Panel. Opp. 62664:153- 
52^4:158 





A. Appticallon/consiructlon stage documenta & correaporttfenca 

9002160064 Forwards US GanKruptcy Court tor Easierrt Oistrtct of Tonr.eaaoo orders & 
maTorendum on debtors motion to alter or amend order & oplr.lon ro status ot sates 
agroemani betwoon OOE & AlChomiEOOE be'ioves agroement emred on 890021. 
IMLLJC. Er'-orgy, Dept ol 90/02rCQ. SWIFT ,J J. NRC - No Ooia led AlfrIaUtn GIvon 
I6pp M670 016-5M70033 


Q. Adjudicatory correspondence 

9002090067 Responds to 900117 jont roquosl on how NRC & epp'icaryt counsel o^eci 
to rrtove proceoding on noa.nng caierrdar l‘i now yr Applicant has expressed desire to 
have proceeclirg hold in obayarco irtdcFin'te^v aiihougn NRC does not agree. 
GOROEn:CK.B.M. Assistant Gonorel Cojr^sol lor Hoanr.gs & Entorcomenl. <6190 
9768. 90/01/26. MAFIGULiES.M Q . SHON.F.J, PARiS.OH Alorr.lo Safety and Li- 
censing Board Panel 2pp 52837.1 18-52537. 1 19. 

9002080054 Re<iuo9ts lolephono conference be sot up at Board convenience due to 
author not bohg ebio to roach licensee counsel 

OORDENICK.BM Assstani General Counsel (or Heanngs & Enrorcoment. #190 
9780 90/02/01. MARGULiES.Me., SHON.FJ., PARIS.OH. Alom'c Salety arwj li- 
censing Board Panel, ip 52538 08S'52&38:085. 

9002160064 Advfsos ihol Board conc'ucfod (hef rrolaing prehearing lelcon re scfteduKng 
cons'dorod prorrialure due lo lack of record.por 900201 lirRoquest tor future scnerlui- 
Ing suggastod lo bo eubimtindW/Certficale ol Sve Served on 900209. 
MARdULlES.M.B Atom c Safely and Licensing Board Partei. <1190 9B2t. 90/02/08. 
BORnENICK.G.M Assisior^l General Counso. lor Koannge & Entorcenieni. 2pp 
52606:298-52606 299. 

9002280127 NRC Siefi molion (or Issuance ol Board scheduling order * Cemiicate ol 
Sve end. 

BORDENiCK.B.M Assisient Qonoral Counsel for Hearings 6 Enlorcemeni #100 
9911 90/02/16. Atomc Safety and Lcensng Goerd Panel 6pp 52684 153- 

52604:156. 


IXTCKET STN>50-60S OE AOVANCCO SWR DESIGN 


A. Appllcallon/conilruellon stage documenta & correspondence 

9002060031 Roquesls for sddi h‘o ro GE application ter certificason ot advancod BWR 
daslgn.RosMnao reciue&lod hy 900226 

SCaXetti.D C. Non Power Reactor. 0eeommi8sior.ng & Enw.ronmentai Ptoloci Dree* 
loralo. 90/01/26. MARRIOn.P.W. Qenorel Electric Co. Spp. 52542 0l4-$2542.0ie. 


DOCKET 50-606 ARKANSAS TECH UNIV., UNIT I 


A. Applloellen/conilrueilon stage doounents 6 correspondence 

9002020166 Requests withdrawal of 69121 1 aifidavii.New aiiidsvit w/ corroci m'o ertd. 
KERSH.K. Arkansas Toch Univ , Ru$sei:vc.io. AR 89/12/19. A0AMS.A. NRC - NoOe- 
la.led Afirelion Given. 2pp. 62S40'076.52S40.077. 

9002060095 Advises lhai Docket 50-606 ass gned to Arkansas Teen Uiuv TRiOa reac- 
tor S replaces Proioct677. 

ADAMS, A Non-Power Reactor, Oecommission'ng & Environmenrsl Project Director* 
ale 90/01/26. KERSH.K. Arkansas Teen univ.. RusseiViiie. AR. 3pp. 52SS6.I99- 
62555201. 


I. Finenclal Information 

9002120043 "Arkansas Tech Univ Financial Repl for Year Endod 890630" 

* Arkensas Tech Univ., Russel'.viila, AR. 89/06/30. i4pp. 52631 006-52631:021 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70H)026 ROCKETDYNE OlV. (ROCKWELL INTERNATIONAL CORP.), 
CANOGA 

9002280066 O.roct case lor lntgrver\or Susans Knolls Homeowners Assoc opposing re(- 
censlng ol Santa Susana Hold lab * Requested license sheu'd be do.nlod on bests ol 
Icensee not in to be rellcensed lo possess & use PuW/Cerfil:c8le of Sve. 
JOHNSON.G.U., MASON.MJ. Susans Knolls Homeowners Assoe'eten #190 9917. 
90/02/19. Atomic Safety and Licensing Board Panel. 2l0pp. 52685:107-52605:316. 

9001290067 Submits rno.-tthly Inventory diflerenco rept for Nov 1969.NoSNM hvontoty 
dllferenco8.norrr.al operating loss or discards for RISs LAL & ZAZ.ass'gnad to licens- 
ee. 

SCHAUBERT.V.J. Rockwell international Corp. 89/12/04. Office ol Nucieet Material 
Safety & Safeguards.Olrector. 2pp. S2469. 160 52469 160. 

9002080007 Requests that listed members ol Committeo lo Bndge the Gap. Southern 
Ca'lfontia Federation ol Scientists 6 Susana Knolls Homeowners Assoc be added lo 
SVC list for proceeding 

MCDOW.J. Atomic Safety and Uceneng Board Panel. #190 9754. 89/12/11. 
JULIAN.E.L. Docketing 6 Sorv.cos Brench. tp. 52536:094-52539.095. 

9001050219 Forwards response lo Judge Bloch qwesllons l/om 8Sl20t wemoS order 
SJOBLOM.Q.L. Fuel Cycle Safety Branch. 89/12/13. WOOOHEAD.C P. Olfico ol the 
General Counsel (Post 860701). 2pp. 52655.060-52655:081. 

9002080025 Add.Uon to sve list for Rockwell Inti Corp (Rockeidyne ON).* Requesls that 
R Saxon.prosident of Los Angeloe Physicians lot Social ResponsibJiCy be added lo 
SVC list Certificate ol Sve encliSecved on 900130. 

MCOOW.J. Atom-c Safety and Licensing Board Panel. #190 9761 80/01/25 
JULIAN.E. Docketing & Services Branch. 3pp. 52539:024-52539 026. 


w V* K 

that J Sherman. D Gross J Ooug'as & R Rubenstein bo deleted from sve list Cortfeete 
ol Sve ^1 Served on 900130. 

MCDOWJ. Atomic Saloty and Licensing Goerd Panol #100 0762 OO/OUOS 
JULIAN.E Dockeiing & Services Branch 3pp. 52539 021-62539 023. 

6002060092 Response to memorandum & ordoi motion for recons doreilon • Expros&ei 
concern that inio.'vencrs not avo.n chnneo to hio brials support rg & p ning riKti-on lor 
reconsTdoraifon bolero ASLAB 691221 momorendum & order W/Cortilcele ol SvC. 

LIT.E. Lit. £. RASKINS.J E. Rosk n, J £ JOHNSON.B Affi'ioilon Not Assigned i/l 30 
6789. 90/01/25. Atomc Safety and Licensmg Appeal Pnnnl. 3pp. 32537:167 
52537:189 

M02010l4e Advises that P Rutherlord wi'i assume all rosponsib.iitos essodetod w/Ll 
cense SNM-2l,'nc:ud.ng an inierfacos w/NRC. conlotmenco w/e'l NRC rcgulniions re 
opareiions & mgi & edm nistraiien ol nudonr sologuards & review panol. 

LANC£T.fl.T. Rockwell Inlemoionol Corp 90/01/26 SJOBLOM.GL. f-uC-l Oyc^ 
SafetyBranch 2pp. 52531:076-525.31 079 

0062060111 Request lo.' briefing scliedule.’ Requosis that schodu'o on coden Issues 
re TRUMP-S pfojoct bs esiab'ishod ns staled, unriificato of Sve e.-ci. 

HIRSCH.O. Commlttao 10 Bridge tim Gap #100 9762. 00/01/29. Atomic Sn'ol/ er*l 
Licensing Board Panel. 4pp 52537 200 52537 212. 

9002060032 Advisos that NRC wi ! npl sub.mit commersts on liconsec 801222 ro^rss 
lo Beard 691 120 momntnndum & ordor.NRC has not received responses f -od by Icr 
lervertors 

WOOOHEAO.C.P Assistant Ganerai Counsel for Hearings & Enfercomoni 4190 
9766 90/02/01 BLOCH, P.B. Alomc Satnty and LiconsT.g floa'c! Panel. Ip 
62537.105 52337 105 

9002130330 Forwards SNM Inventory ropts lor period and ng 00013I.W/O rapis. 
RUTH6RF<^D.P.0. Rockwal' Inlornaiionol Corp. 90/02/01. Office uf Nuclear Mo'oita 
Safety 5 Se<oguards.Dlrector. 2pp. S264S 215-32640 2I6 

9002130367 Submits monthly Inventory diflerenco repl lor Fob 1090 Np roceg-nlrod 
SNM ktvonlory dfloroncas.NOLs or discards exist for monlh ondng 000131 
RUTHERFORD.PO Rockwoli Intornationsi Corp 90/02/01. Office cl Nuclear MaiorUI 
Selaty & Safeguards.Oiroctor. 2pp 32640 220 52646 221 

9002130017 Changp in svc list lor Rockwo:! Inti Corp.* Roguosis that FIT Loncul be de- 
leted & PD Rulhorlord bo eddad to svC I si. por 900 1 29 roquast 
MCOOW.J Atomic Safety and Licensing Board Panel //lOO 9000. 90;0?/06 
JULIAN.E OocJreifng a Services Branch Ip. 62572. )99 52572202 

-9002130023 ncpibcement ol RT Loncoi by PO Ruthorlorcl for oH aciivloa ro Rockw-el 
Inu hoi lab * A^-ses ol RT Lancoi refircmonl offochve on 000131 & slates PU RuL'*- 
edoid edd.'«s$. Co'i<>-caio of Svc ortcl 

OI88S.OO Rockwell iniornaiionei Corp. 00/01/20. BLOCH.P 0 Atomc Saloty and 
licensing Board Panel. 3pp. 52572 200 52672’202. 

9^2130095 Momorendum & order (lequosi for brloUng schodu’o moro n*o nouiiod;* 
Advisos ihoi no suppi to Comm-iioe lo Bridge the Gop 0UO20I mcilo'i rocussaiypcx 
900201 10*000 w/fuago Corl<iiCbto of Svc oncl.Served on 000200 
BLOCH.P.B. Atomic safety ano Lleo.nsing Board Panol #100 0012. 00/02/C3 Ccktv 
miioe to Bridge mo Cap. 4pp 52572 20^52372:210. 

9002280010 O'roci cose for Souliiom ChHlcrnla Fodotollon ol Sciuni.sis In oppOLlrhg k 
cense renowoi app’icat on of Flockwo'i mil to continue operniing hot cells A imt lab ai 
Sente Susana Field Lab. ’ W/Coriiiicaie ol Svc. 

PLOTKIN.S.C So-jihern California Fodoration ol Scionlista //lOO 0021 00/02/10 
Aionxc Safely and Uconsmg Board Pano' 20pp. 32004 220-52604 247. 

9002260007 Amend 10 Iniervenoia ovidonilary hearing fiio * RequbSts for lullol lo o>- 
press concerns to lac Lty.inciuciing that facility will |aopardi 20 hoaiiM & saloty nf eur* 
founding commuTiios W/Cortiticalo ol Svc. 

IIT.E l>i E RASK1N.JE. Rsskin. J.E. #190 9010 90/02/16. Atomic Suluty eivd Li- 
censing Board Panel Spp. 52604.215-52004:219. 

9002260068 Okeci case for Los Arxgelos Physicians lor Social Rospons'tiilitv.* license 
for lacTiiy should bo denied on basis ol hoallh reasons.includlng unaccnpinble inoto- 
acbve refoesos from tacilily over yre W/CerUficate of Svc. 

SAXON.R.G. physlclsns lor Social Responsib'llly. #190 9916. 00/02/19. Alonic 
Salety end Licensing Board Panel 62pp 52606:044-52605:105. 


DOCKET 70-0027 BABCOCK & WILCOX CO.. LYNCHBURG. VA 


9002130326 Forwards replacon'ent panes to aafoguerds & physics' soci.riiy p'an Pages 
withheld. 

OLSENAF. Babcock 8 Wilcox Co. 69/12/16. KASUNDJ. OomosUC SO ft nogorvd 
Oversight Branch (Post 891210). 2pp. 52647:356-52047 357. 

9002130312 Forwards response lo Generic Ltr 69-20.W/O end 
OLSEN.A.F. Babcock ft Wilcox Co. 09/12/21. KASUN J.K Domestic SG ft neglorvaJ 
OvecSiQfil Branch (Post 801218). 2pp. 62647 076-52647;077. 

9001300060 Advises that complei:on daio lor redesign ol rocovory vom taUon eya ex- 
lendod until 900731 due to oddi now equipment ordered, per Insp Repl 70-0027/88- 
22 . 

OLSEN.A.F. Babcock ft Wilcox Co 00/01/12. flagon 2, Ofc ot mo Orociox. Ip. 
S2488:138-52<IB9:130. 

9002010130 Forwards Insp Repl 70 0027/00-201 on 0O1O23-27.No vio'elions.c'ovtebOAa 
or docknijmpDriormancB ideniihecl. Prev-ous violation conilnuos lobou.orr?50ivt>i3. 
CUNE.W.E. Reg'on 2, Ole of tho Director. 90/01/16 TETRAULT.H.E Da1)COC.k ft 
wncox Co 2pp 62532 033 52532.035 

-9002010147 Parllaiy wilhhold Insp Rept 70-0027/09-201 on 001023-27 (-ol 
l0CFn2.790(d)) No violations, deviations o' declining porformanco noicd.MeJor 
fnspwied measuremont sys. measurement control ft siatlstics ft physical Invorictry. 
WIlLIAMS.M.C.. CLAY.E.L , NELSON.Q.B. Region 2. Ofc ot the Oiroclor. 90/of/ift. 
Ip S2S32836 52632 035 


9003020254 PNO-ll 90 006 on 000l13.fire occuried in dryer uncaiMerrlnaied portion 
ol feci ity lQur^dlV whl'a drying rags contaln.r.g dyo ponotranl.Llconsoo Ovon(t.-R‘ly exUn- 
cjisl’iSd nre w/waior hoso No in'uiins or coniom nacon noted 
WCALPINE.E.J rtogion 2, Otc ol tf-Q Cuector. 90/01/16 ip 53540 135-62540:135 

9003090137 Forwa-ds Amend 36 lo License SNW'42,oulhoriiing processing ol IniMSsl- 
ed fuel for recovery ol U & rovis.ng Conditiori 0 to Ir.cludo riaies ol 09toi i & 000105 
& deleting Cond.ton 34 5ER onci 

SJOBLOmO.L. Fuel Cycle Safety BroncH 90/01/36 OLSEN, A F. Oebcock & WiXox 
Co. Ip. 53613352-52613350. 

-9092090126 AmenO 26 lo L'Consa SNM 43 for BsbcocW £ Wi.'co* Co, ouihoHiir^ use 
ol U-235.Am,241.Np-237 & CsIS? sod'.etl sources (ci use.per 

staiemonis.presoniatior^s & conCiLons in Serlions i-ix at 820322 appLcaiion 
SjOOLOM Q L. 0/vison of fndusi/iBi & Medical Nuclear Safety fPnst 670139) 90/0i/ 
26.3pp. 52613 353 52613 355 

-OOOTOdOirO SCR re 6910 1 1 apo' coi'on lor amand S 900105 Suppl ro processino vra- 
dialed fuel Siefi concludes arr.end can bu issued w/o und.je nsV to worl(e(&.publ c or 
envlion. 

SOO.VG.S. Fuel Cycle Safety Orancli 00/01/38. Opp 52013 358 S3CI335B. 

9002140168 Adv'ses mat 091027 Hev 0 to physical eocurity p'an consistom w/provi- 
sions ol 10CFR73 46 & accepiaiile £ rovisos £ rtussues physical soci».ty porfcn of 
Sa'eguards Amond SQ 2 to License SNM-42 os rei octod m ericl W/o nnct 
KASONOJ Oomosiic SG A Rog'ona' OverslgUt Branch (Post QB12I0). 00/01/31. 
OLSEN.'aF. Baocock £ kVilCo* Cd. Ip 52653.002.52852.002 

9002120065 Issues License Condiion TC (MC&A).t to Salogunrds Amond SQ.2 to Li- 
cense SNU-0042,por 900 1 20 leq uosi lo phya'col inventory of scrap recovery man bal- 
ance area 

QbnNETrR.F. OiviS'on of Sofegunids £ Ttnnsportaiion (Post 870413) 90/02/01. 
OLSEN.A.F. Babcock & Wilcox Co ?pp. 5281 7 228 636f7 329. 

9002150323 Forwards Insp RopI 70'QQ27/00'03 on 900108-12 Vio'alions rtolod but not 
olod. 

OOLLiNS.OM Region 2, Ole ol the U.rector 90/02/01 TETRAULT.nE. Oabcock £, 
WJcoicCo. 2pp 62e57,045-52657:057. 

-9002160331 InspRopt 70-0027/00-02 on 000108- 12.Vialntlona r.otod ro la Kjto to non 
duct annual compllanco oudil Ma,or omas inspoclori orr.orgcncy ptoparrxmoss pro- 
arem lo deiQ'mlne sialo ol oporallonal load'r'ess.luo pioioci-on & iniornot audits 
GOODEN A. RANKtN.W. Rogon 2, Olc ol tHo Drectcr. 00/01/30 lipp. 52657.047- 
52657,057 

9002120369 App'.lcsHon lor arr.end lo Hconso SNM-0042 aulhcrltlng possessioti ol up 
to 600 mCl Tb-160 In Iprm ol sealed souicus Fee paid 

OLSEN.A.F. Qabcock & Wilcox Co. 90/O2/OU. SJOBLOSf.O L Fuel Cycle Solely 
Branch epp 52627.057-52627:074. 

9002230365 Forwards Inap FlopI 70 0027/90-01 on GOOlOO 12 £ imiico et v«iaton. 
STOHn,J.P, Regon 2, Ofc ol the DItocior. 90/02/12 TCtRAULT.HC Oobcoev & 
W-'CP*Co, 3pp,M70);311-52701.338 

-9002230369 Notice of vio'atlan from map on OOOiOn-iS.Vio'mion noted: cporalors 
working In WFP fl'ea wltero reatfly cFspersrbId forms ol U oro processerf had ool f*>- 
ceNed onnual roirairiing os roouveri 

STOHR.J P. Rog on 2. Ofc of IhO Dlteclcr. 90/02/12. 3pp 63701-313 62701 315 

-9003230391 Insp Rept 70-0027/90-01 on G00l00-f2.Vloia«ans r.otod Motor oicee 
inspocied.ravfew of licensee radiai-on proiociicn eciiviiioa,inciuciinu prog"im sinfhny & 
- organlyaiion.fraining £ radioaclivo contam natlon contmi 
KIJ20QB, PorTERjP Region 2, Olc ol the Oioctor 90/02/02 23pp 52701:310- 
52701:335 


DOCKET 70-0036 COMBUSTION ENQINEEniNO. INC., WINDSOR. CT 


9002090110 Forwards Amend I7 to license SNM-OS.auihorung use ol pore'otrnet £ 
lubricanl in pelleluing l-rtes.sicrago of SNM in Bldg 254, rev to Condlt.cn 9 to liKkrdo 
dates ol 900103 £ 9001 13 & deletion ol Condlilans 36 & 37 SER also onci 
SJOBLOM.Q.L. Fuel Cycle Saloty Hranch. 00/01/24. RODE.J A Combustion Engl 
peering, Inc. 2pp 52606 029 52606 040 

-9002090121 Amond 17 to License SNM-33 for C-E.lnc.auitianiing use of U-235.Co-00 
£ Arn-241 for use.per giaiemonis.reprosGrtiailons S condiiion.s comanoU /» Pan I of 
820226 license renowal appllcaiion £ supp's dalod 820721,830321.840531.0429 £ 
0606. 

SJ0810M.G.L. O.vis'ort Of Indusirial £ Mcriica) Nuclear Safely {Post 070729) 90/01/ 
24. 5pp. 52606.031-53606:035. 

-9002090124 SER ro aumortzaf-dri to add poroformo/ £ lubncar^l lo now pellet produc- 
tion linos £ Bumontat'on lo storo SNM on second & ih'rd floors of Bldg 354 
MCCAUGHEY.O.A, Fuel Cycle Saloty Branch. 90/01/24. 4pp. 53606.036-52606.039. 

-9002090125 Discusses slall analyses ol caiogorlcol exclusion for amend loriunsi did 
900103 £ suppi did 900112 Proposed changes will nol causo arivorse effect to puITtc 
hea'th £ safety or environ. 

SJOBLOM.OL Fuel Cycle Safoty Branch. 00/01/24. Fuel Cycle Safety Branch lg 
62606:040-52606 040. 

9002090206 Requests locailon £ results ot samples on four l.mosto.nes conduciod by 
Oak Ridgo Associated Univ £ coiiocted by C-E. 

BIOfNGER.G. Fuel Cycle Safety Branch- 90/01/30 HOOF.J A. Comboston Engineef- 
ing. Inc. ip. 62626:260-62626:260. 

9002230130 Responds to NRC 900124 iir expressing concern over auarity of icenso 
amend application submitted by licensoo. Assessment of process for 
proposlng.esisbliahlng scona'los £ evaluating l.censo emend app'lcal-cns bCng con- 
ducted. 

RODE.J A. Combustion Eng-noerlng, Inc. 00/02/12. SJOOlOM.G.L. Oiv.sfon of Indus- 
tfiel £ Medical Nuclear Safely (Post 670729) 2pp. 62702:201-52702.202 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC-. ERWIN. TN 

9002)30348 Forwards response lo IrrspRopt 70-0 143/09 200 cr> 090710-14. Response 
wlUiheld. 

JOHNSON.se. NuCoar Fuel Serv.ces. Inc 09/11/29. KASUN.DJ DomosUc SO £ 
R^onat Ovpftfoht Branch fPpst 001216). 2pp 52647 056-62647 050 

9002130319 Forwards Rev 2 lo Mdamo-nia'. n-jcloar mall control plan (Pert 74),Secilon 
1 & Arnox ARov vrithho'd (rof tOCFR9.l7fa)|3)) 

HENSLEY.KO N-jcloar Fuel Services. Inc 09/12/06. KASUN.O.J Ovislon ol Safe- 
guards £ Ttansporlailon (PosI 870413). 3pp. 52646 .350-52646 360. 

9002140159 Appllcaiion lor emend lo License SNM-i24Encl w'lhhcld (ref 
10CFR2.7M(^) Foe psld 

MENSLEY.K.b. Nuclear Fuel Serveos. Inc 90/01/06. KASUN.DJ. Domesuc SG £ 
Rngxxial Ovorsiglil Branch (Post 861210). Ip. 62651 355 52061 355. 

9002140170 Aj^i.calon for amond lo License SNM-l24.Fee paid. End withheld (rof 
IOCFR2.700(dJ) 

HENSLEY.KO Nuclear Fuel Services, inc 90/01/09. KASUN.DJ. Oomosiic SG £ 
Rogonal Oversight Gisnch (f’oal 661215). lp. 53651:356-52051:356. 

0001200262 DscussQs status ol i.nal phase of burial ground Integrity onhancomont 
proloct A ad'vlsas ihai licenses coordinating projects luiry mindful el ouistand.ng 
items Aci'an on <.nnl two onhancemoni noms axpeciod to be compisio by m-d-yr. 
MAXIN.AM. N-jCioor Fue' Services, Inc 00/01/19. SJOBLOM.G.C. Ovision ot Indus- 
iriAi £ Medical Nuclear Sniety (Post 070729). 3pp 52407:354-52467:356. 

9002140235 Advisos tiiai 601005 Rev 0,w/80l22i addl changos.io phys cal saieguords 
p'an rnoots previs ons ol I0CFR73 46 £ accoplab'o. 

KASUN.UJ Oomesic 5G £ Rdg.onal OvoralghI Oran.cll (Past B812t6j. 90/01/31. 
PAINE.O Nuclear fuel SeMcos.ir.c Ip. 52660 360-62050 360 

0002130167 Forwarids Insp Rept 70-0143/90-01 on 0OOlO8-l2.No vloladdns or dovi- 
olions noted 

CLINE.WE. Hogloh 2. Die ol the Dl'ectpr BO/02/Oi. LONG. J. A Nuclear Fuel Sorv- 
,CO$.lao2pp 52646017-52348019 

-9002130102 Pomn'iy withheld Insp Ropt 70 0143/00 01 on 000108-12 (rel 
I0CFR2 790A 73 21) No violallons or dovieliona nviod. A4a(or aroas Inspecioif.mgt of- 
locPveness - eecu'ity prog'am, oud'ls-bcks & physical bantars • protocted area 
TILIMAN.A. MCGUIRE.DR Reg.on 2 , Otc of Iho Dlioclor. 00 / 02 / 01 . Ip 52646 : 019 - 
62648 919 

9002090164 ForwtrOs Amer-d 65 lo Liconso SNM-lEA.rovIs'ng Condition 9 to Include 
(totes el 690526 S 1006 ro M/X rgno tor U-235 uml SER also enci 
SJOOlOM.G.L Fuel Cyc'o Saloty Branch. 00/02/02. KNiGHT.B. Nudosr Fuel Serv- 
ices, inc ip 52600 02^52005 042. 

-9002090167 Amend 56 lo Vicenso SNM.124 lor NFS.Inc Amond authorizes modiflod 
criteria lo> sioiogo of vondo.’ mans h vsuHs. 

S.lOnLOM.G 1. l).v,s on of indusiniii £ Medical Nuclear Sofoty (Posi 870726). 90/02/ 
02. 14PP 52806 026-52805 030 

-9002090169 SER su.nporilrip 600525 apO'icnilon iQr amend to Liconso SNM'124 re 
storagn ol vntxJCi mail m Gljn 300 vnull 

WlL^N.RE Fuel Cyr'e Sefory Bmnch. 90/02/02 2np. 62800.040-5260804t. 

-9002090170 Dscvsses csiogoncal exclusion loi 090520 emend roquost lo rpiodify Crl- 
tonon 6 lo' Conkguisnon i unHs m Cubo’dsi array siorago in vauita Na EiS wnrranlod 
lor ptoposci) eclion 

SJOBLOM.O L Fgot Cycio Sefniy Biench 00/02/02. Fuoi Cyelo Saloty Branch. Ip. 
62608 042 52600.042 


DOCKET 70-0211 CORNELL UNiV., ITHACA, NY 

9002070197 ’’SiBilsilcal S'jmmary Ropl ol Parsonno) Whole Body Exposuro (o Radiation 
lor Ponod 090100 900104. " W/Q00I25 Itr. 

ORAOEn.WE GenciSlDynam csCorp 90/01/04 2pp 52628 022-52626 023 


DOCKET 70-0371 UNC, INC- UNCASVILLE, CT 

9001310190 /^pFcailon for renewal ol License SNM-36B.'Acorporoting Amonds 10-19 £ 
modiMng hoa^ pliys'cs progrBm.W/sevon ovorsiio drawings. 

GREGG.R J United Nuclear Corp. (subs, of UNC Rosources. Inc). 00/01/19. 
SJ06L0M.G i Fuel Cycto Safety Branch R50pp. 6240B:1O7-524OO:Oe8 

-9001310195 "Annual Ropl loi 1980" 

COlUSSY.OA Unllod Njcloai Coip (subs of UNC Rosouicos. Inc). 00/12/31. 35pp 
62499 069 52409 105 

9002139353 Forwards paymoni lor adminisirative costs £ new £ revised pagos 10 
FNMCP.Pago changos.submiilod as Rev G.nocossary lo Incorporate lursl operai.ons In 
MBA-9 Ent^fwillihold (rel I0CFR2 790] 

COLLOPY.T.J. Unllod Nuclear Corp. (subs, ol UNC Rosources. Inc.). 80/12/10. 
KASUN.DJ Domoslic SG 6 Regional Oversight Branch (Post 661218). 2pp. 
52647:060-52847:061. 

9O021M335 Forwards rept rc site conditions on prelected area longterm 
hrsusokoqpIng.W/o and 

GIQLIOTTIRJ. United Nuclear (^rp (subs, ol UNC Resourcos, inc.). 89/12/22. 
KASUN.OJ. DomesUc 50 £ Regional Ovorslght Branch (Post 861218). 2pp 
52646 222-52646 223 

9082140244 Responds to 090612.1101 £ 1215 Itrs transmitting Rava 9A.9B £ 
^.lospec^oly.to physical safeguards plan.Submillals acceplablo in moeiing provi- 
sions of lOCFR 73 46. Physical security portion of Safeguards Amend SQ‘2 revised. 
K/(SUN.D.J. Domoslic SG £ Regional Ovorslght Drench (Post 001216). 60/01/31. 
QK3LIOTTI.R.J UNC Resourcos. Inc 6pp. 62653 305-5a65.3;3t0. 

9002130315 Forwards rovisod Rel 68 to physical proiociion plan (Change 0>.W/o end. 
GIGLIORI.HJ. Unllod Nue'ear Corp (subs, of UNC Rosources, Inc ). 60/02/02. 
KASUN.OJ. Domestic SG £ Regional Oversight Drench (Post 081210). 2pp. 
52634:354.52634 356 



OOCK£T 70-039B COMMERCE, OEPT OF, WASHINGTON. DC 

9002090376 Application for emend to Liconsa SSM 362.'oquo9t(ng that Rooms A344 & 
B1 16 bo decomnrissioned & declarec) available lo' general uso loi NiST piolacts that 
would not nocossarily nvoive lad.oac'.viiics 

PEVEV.L.E. National insHlul® of Sterderds A Technology (tofmady National Bdfeau ol 
Sianda 90/02/05- ROJSE.L C Fool Cycle Salofy Oranch. 4pp 52614 t 25-526ia 289. 

-90021200 1 7 "OecomT.issionlng Plan fo' Room A3‘i4,0ic;g 222." 

EAGLESON.O National irsiraiio ol Standards & Technology (loimerty Naironal 
B'j'aaj of Sianda 89/12/19 67pp. 52614 129 52614 2 01. 

-9002120019 "Oacommssionhg P'an lor Room BiiO.Bldg 222." 

EAGlESON.n Nelonal institute ol Standards A Tochno’ogy (lormctly Neiional 
Bureau ol Stands 80/08/1 1. 67pp 52614 202 52614 289. 


DOCKET 7<M)687 CINTICHEM, INC , TUXEDO, NY 

9002140146 Di&cusses & lorwards rev, sod NRC Forms 396 & 398 Ar appixailons lor 
licenses should to suTiTnillecI on lavlsed lorms no later man aoO 20 t 
GALLO, R.M Region I, Ole ol Ibo Director 99/111/05 MCGOVERN.J.J. Cmbcbem. 
Inc. Bpp 52851:31O-52051.317. 

0001910436 Forvraids Insp Repis 50-054/69 89 A 70 0687/89 00 on 691023-27 6 
notice of violation.NRC concerned thai analytical moasurrr.Qnis p'ograrns do no; 
appaa' to bo auff-cieniiy conircNed. 

WAPP.M.R Reg-on 1. 0‘c of Ihe Dirocior. 90/01/23. MCGOVEBNJJ Cinllchom. 
Inc. 3pr- 62407:117-52407:169 

—9001310438 Noiico of vo'aiion frem Insp on e91023-27 Violatlona noted tour areas on 
boor had Nod a'pna coniamlnaiio-n action leva's rang ng itom 8,0{K) to 24.bb(> dpm/ 
too cm2 A woro no.lbor cleaned or labo'od w/ideniificaiio.n mari^ 

• Region 1,OICOl IhoD rector. 00/01/23. 3pp 52407 120-52497.122 

-9001310444 Insp RepiS SOOS4/B983 A 70 0667/89-60 on 891023-27 VrO'Obons 
noted.Major areas insneclodhol lab A reactor c^raiions.roacior 
oaper'.menla.rad anon prolaciion including contain nat on control A olflteni n'onironng 
ROTH,J. COLLlNS,O.J. COV.FORT,G Region 1, 0(c ol mo Dlrocici 00/01/22. 47pp 
52497.123-52497:169. 

9002010226 SER ro iiconsoe stc'sgn of U -n gamma pii. 

WILSON, ne. Fuel Cycio Safety Qrarch 90/01/23 OCMFORT.Q Fuel Cycle Saloiy 
B/ancb 2pp. 62531:069-52531 070. 

9001300411 Ack receipt ol 890915 app'icaiion ic lonov/al ol License Snm. 639 Liconso 
V. I' not aspire tnti' appiloaiion for innewai finally dota'mined by Commssion 
SJ0BL0M,QL FuQlCycIa Safety Branch 90/01/28- VAUGMN.T.l C-nHchem. inc 
ip B2497:015-52497;0fs. 

9002220177 PNO-l-90-01 1 on 900200.addl dlsch.argo ol comtamnaied water 
noted Cause of leak under mvostlqaiion uconsao tnuatad pumping of coniamnated 
water into available atorago (anka A hstaliaticn oi ion oicnango columns on ato'age 
tanks. 

ROTM,J., BORE8,n n«g-on I, Ole of the Oircclor. 90/02/09. ip 52674.084- 
&2674;084. 

9002280104 EN-90-018.9CI02l3.order mooi^lr.g i-cansoa (alteclive immedaloiy) iasuod 
to liconaee.Aeiion baaed on iden'.fica'.cn of unmon'tored raioaso of radioacirvely con- 
lominatod water from lacil.ty b'dg to retention pend 

JOHAN3EN.J, LIEBERMAN.J Ofc ol Enlorco-Tient (Post 070413). 90/02/13 ip. 
62e95:20l-53e95;2gi. 


DOCKET 704)734 GENERAL ATOMICS, SAN DIEGO, CA 

9002130243 Forwards SNM ptiya.cal Invoniory SLmrr.ary tepts rollect>r.g plant aclrvtty lor 
period ending 69a320.Rep{a witriheld 

WiSHAM.C L. Qonerel Alomica (loimeily GA Tochnolog os. inc./Oonorai Atomic Co.). 
89/04/17. PATE.RJ. Region 5. Ofc ol the 0 rector. 2pp 52844:331-52644 331. 

9002 1 30240 Forwards SNM ptiys.cal invoniory summary repis reflecting pteni ac>>vily lor 

R erlod ending 890724. Repfs wdhhe'd. 

ASHAM.C.L Qenarel Atomica {lorrr,ofly GA Technologies, Inc./Generei Atomk; Co) 
BO/08/16 KASUN,D.J. Domeslc SO A Regional Oversight Branch (Post 861218) 
2pp 52647:336-52647:337. 

9002130247 Forwards SNM physical Inventory summary repis reflecting plant acKviiy lor 
ported ending 891 l20Repls witfilield. 

WISHAM.C.L. General Atomics (formerly GA Technologios, Inc./Oenerel Alomx Co). 
69/12/15 KASUN.OJ. Oomestc SG A Regional Oversight Branch fPosi 861216). 
2pp. 52844:359-52644:380 


DOCKET 7041764 GENERAL ELECTRIC CO., PLEASANTON. CA 

9001300426 Ack receipt of 880421 epplicaion lor renewal of License SNM-OOO.Ucense 
will not expire uni I application finally determined by Commission 
8J03LOM.O.L. Fuel Cycle Safety B.'anch. 90/01 /20. CUNNINGHAM.O.E. General 
Electric Co. Ip. 52494:275-62494:275. 


DOCKET 704)620 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, HI 

0002120316 Discusses logisticsl Issues preventing vendor from In.heiing decommission- 
ing phase at feclity A compioling final steps necessary lor license 
tarminelion. Disposal ol mails will bo conducted l.n early Apr 1690. 

VELASQUEZ.J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). 90/02/08. 
SJ0BLOM,O. Fuel Cycle Safoty Branch. 2pp. 52616:196-52615:197. 


DOCKET 704)925 CIMARRON CORP., OKLAHOMA CITY, OK 

9001290032 Fotwards.for Info.NRC memo describing 891201 moeting re Cimarron A 
Cushing ailes.W/o end. 

SJOGLQM.Q.L. Division ot (ndusirtat A Med cal N-jclear Safety (Post &70729) 907017 
16. STAUTER.J.C. Cimarron Corp. Ip 52408.093-62468:093. 


9002050207 Appl.caiicn tor arrond to Llconse SNM-920, authorizing onsr.o disposi'jon ol 
U.conie'nng sols mooting NRC bronch lechnical position Option 2 cri'onaS^ls) 
scbsurlaco soli samp ing p-og'dm onci 

STAUTERJ-C Kerr-McGse Co.-p. 90/02/01. SJORLOM.G L. NRC - No Dels led A-'ij. 
atlon6.ven.20pp 52542 2I4 52542.233 

9002230189 Discusses resu is of rad.oiocicel survey of bldgs & sc-rourdiivg a>9as 
whore I censed source man aci-viios had boon conduciocf el OjshIrg.OK 
a.ie.psr 891201 mcei ng. 

STAUTERJ.C. Ke/r.McGoo Cetp 90/02/13 SJODLO.M.G. Mod.cal. Acedon-: A 
Commercial Use Safety Branch 4pp 52702.160-52702 103 


DOCKET 70-1 too COMBUSTION ENGINEERING, INC., WINDSOR, CT 


9001310383 Forwards Arr.ond 10 to Licnnan SNM- 1067 A safety evs'uai on. Arrerv) a> 
(hotlzes orgarvzational changes A revises Cnndihnn 9 to -nclude dates ol 09121 l.i3 A 
20 

SjOSLOM.G L Fuel Cycle Safely Branch 90/01/18 VAUGHAN.R. Combusion Eri^ 
noering. Irx. Ip 52531:032-52531 040. 

-9001310387 Amend 16 to License SNM-IOO? Ipr C-E.aulhorizlng uso of 500,000 Vg 
U.4.800 g U-235 A 160 m crogrems Pu as analytical samples 

^OBLOM.G L Division ol indusittal A Medii al Nuclear Safoiy (Post 070729) 0-3/0 1 / 
10 4pp 52531 033-52531 036 

-9001310370 SER accepimg 891211 amand application A s-jppis d'd 091213 A 20 re 
organizaucnal changes 

MCCAUGHEY.OA. BID.-NGER.GH Fuel Cycle Seioiy Branch. 90/01/10 ipp. 
92S31 037-62531 039 

-9001310372 O.scussas celegancai oxciusion lor amend request did 091211 A suppis 
did 001213 A 20 re o'ganizeilcnal changes 

* Fuel Cyde Saiuty Branch. 90/01/10 Fuel Cycle Safely Branch ip. 52531 C-40- 
52531040 

9002010209 Forwards Mgi Mooting Summary Ropi 70-1100/90-01 on 900104 
0£LLAMY.fl.R. Region 1, QIC Ol the Droctor. 90/01/10- WATERMAN.C.M. Co-Tbus- 
oon Englneeri-vg. Inc. 2pp. 52515:109 52515:141. 

-900201021 1 Mgi Moeung Summary Rcpi 70-i IQO/BO-OI on 000104 (o ulscuas stal js 
ol consol on ol faci’ity mods A niogremmetic uDgrodoa as described In lacii.ty p«r- 
lormance improvomonl plan.por 880909 Cunlnmaiory Action Lir CAL-00'2J. 

ROTH.J. BOnES.RJ. Regon 1. Ofc cl Iho Drpcior. 90/01/17 31pp. 62616.111- 
52515 141 

9002060296 Forwards u.ndaied compieiicn status ropt of acMiios to improve) rugu'afocY 
comd ance A mm w/s<i oversize iiguros. 

WATERMAN.e.R Cerrbusiion b’ngnset.ro. Inc. 00/01/31. RUSSELL, W.T. Ruglcn 1, 
Olco'fhe Oiiocior lOlpp 62584.1 72.52504 272. 


DOCKET 70-1113 GENERAL ELECTRIC CO.. WILMINGTON, NC 

9002090214 Rrov.dos into '0 lol Figure 125 ol 890522 liconso ronvwaJ 
documeni.oxrernai ladiai cn oxposuro daia.rol Figuroa 12.9- I2.43,alrborr.o cc'Konta- 
liondaia A rof Ficute I2.7.h vivo C 0 unling,pet 861220 lolcon. 

V.qNSLOW.T.P. (Senoiei F.ioctiic; Co. 00/01/22. FlaCK.E.O. NRC ■ No Ooln-Iod A 

atonG:von 2p 52828: 1 18 52628. 126. 

-9002090217 Siansi-cai summary showing total of 1,025 individuals lor whom porscruiol 
mo.'vionng wovidod during I906.por lOCFn2U.407(a)l2). 

wiNSlOw.T.P. General Elocitic Co. eo/i2/3i. OlNco of Nucioar noijJatory Ho- 
search. Otoctor iPost 660720) 2pp. 52026: 1 1 9-52626: 120. 

-9002090218 Statist cni summary sliowinu lolal of 043 individuals lor who.Ti porso-'irvcH 
monfiohng provided during lOOApnr lOCFR20.407(a}i2). 

WlNSlOw.TP. General Electric Co. 67/12/31. OtHca ol Nuc'aar Rogjlato-^ Ho- 
seatch. 0 rector (Post 060720) 2pp S262&:I21-S2626:I22 

—9002090219 SteHstical summary showing lotel of 1,000 Individuals fc whom perseiwol 
rr*nH 0 dt\g piovldort dating lQ0e,pet 10CFR20.407 (b)(21. 

WiNSlOw,T.p. General tieciric Co. 86/12/31. Office ol Nuclear noguijlory Ro- 
search. Grocior (Posl 660720) 4pp 62626:123-52626:126 

9002050114 Advises that License Condition 1.1 ro FNMCP to Safeguards Amend &Q-2 
to Liconso SNM- 1007 rov.sod to road as l.stoO.in response to 891120 sjbmlita! of rerv 
to FNMCP. 

KASUN.OJ. Domeslc SG A Rogional Ovorslghl Branch (Posl 681218). 00/01/30. 
WINSLOW.T.P. Qenoral Eloclnc Co Ip. 52643:001-52643:001. 

9002140187 Forwards changes to FNMCP Changes withheld (rof 10CFR2 780). 
WINSLOW.T.P. Gonorai Elociric Co. 90/02/05. KASUN.D.J. Domesilo SQ A nogonal 
Ovorslghl aranch (Posl 66121B). 2pp. 52853 304-52653:304. 


DOCKET 70-1181 WESTINQHOUSE ELECTRIC CORP., COLUMBIA. SC 

9001200008 Forwards Insp Ropt 70'1151/09.09 on 891204.06. No violations or dovl- 
anons notod 

CLINE.W.E Region 2. Ole of the 0:roctoi. 90/01/02. KOGA.R.H. Wesinghouso Eloc- 
iric Corp. 2pp. 52453:304-52453 306 

-9001290009 Padialiy withhold Insp Ropi 70-1151/89-09 on 0912O4-C8 (ref 
10CFR2. 700(d) A 73. 21). No violations or deviations noted. Maj-or eroas 
Inspecled.nucloBr mail conirol A accounting program performance ro meaSuroTronl 
aya 

CLAY.E.L. MCOUIRE.D.R. Region 2. Ofc of the D.'roctor. 90/01/02. Ip. 52453 30e- 
52453:306 

9002120074 Forwards insp Ropi 70-1151/90-01 on 900l08-l2.No vlolailona or devS- 
abons noted. Ropt details withheld (ref 10CFR2 79a(d) A 73.21).W/o ropt cover page. 
CLINE.W.E. Region 2, Oic oJ the Ottecior. 90/02/01. KOGA.R.H. WesvnnViouss Eloc* 
Irtc Cop. 2pp. «017:28O-52017.201. 



OOCKHT 70-1363 EOLOW rNTERNATlONAL CO.. WASHINQTON. OC 


DOCKET 71 0062 NAVY. DEPT. OP 


0002030071 Responds to 891228 roQuesi lor approval 0< lour eesl coaat porta to be 
used in uansiling ot porta by spent reactor fuol shipment Ports |udQort to rr.eei 
I0CFR73 37 raqui'erne/jfs for fransleni spent fuel shipments S approved. 
MACDONALD, CE. Trsnsporiallon Branch. g0/0t/3l. RAVENSCnOFT.N. EcEow Inlet- 
rational Co. 2pp 525e4:O0t.525O4;O82. 

9003130370 Advises that routes for transport ol spent luel Irom QarOon City.OA to 
Aiken.SC approvodpsr 09f 228 request Appiovec) lOuto onci. 

MACDONaIo.C G. Transportalion Branch. 90/02/05. RAVENSCROFT.M. EdiOw Inlar- 
nai-orai Co. 8pp. 52648 2i'l-S2648 221. 


DOCKET 70-1360 IRT CORP.. SAN OIEQO. CA 

9003H0168 Responds to violaiion noted In insp Repi 70.l350/00'0l. Cotieciivo 
actonrall 5NM sub] to security lequ rernenta of 10CPR73 67 rolocatnd to vaiit & 
Careo Road vault equipped w/tempor indicating aoal & checked daily. 

CHOS3lE,K.L. iRT Corp. 0O/Ot/iO. Document Conirol Qranch {Document Control 
DesJi). 2pp. 6285l.359-5265l.380. 


DOCKET 70-2032 TEXAS UTILITIES ELECTRIC CO., DALLAS, TX 

9003120330 Forwards Amends 4,6 & 6 to executed Indemnity Agreamoni B 96. 
CAHiLL.W J. TU Electric (formerly Texas Uli'itioa Qaneratlng Co.). 90/02/02. OlNlTZ.l. 
0"ica of Muciear Roactor floQuiailon, Q.rectof (Poat 870411). epp. 62627:106- 
52627:111. 


DOCKET 70-3020 NUCLEAR ASSURANCE CORP.. NORCROSS, QA 

9002190 3 09 Adv.sos that roulo Irom FuHon.MO to Lynchburg.VA tor transport ol apeni 
(lsI meets r^uialory requlremenia por 10CFR73.37 & approvod.Approv^ rouio ancl 
MACDONAL(j,C E. Yransponailon Branch. 90/02/02. MAYER, C.H. Nuclear Assurance 
Corp. 16pp. S284/:l03-Si847.2O7. 


DOCKET 70-3067 TU ELECTRIC, DALLAS, TX 

9003120230 Forwards Amends 4,6 & 6 to oxocuiad Indamnlty Aoroemont 6-96. 
CAHILL.W.J TU Electric (formerly Texas Uli'.lfea Qonoraiing Co.). 00/02/02. 0iNiT2.i. 
oiFce ol Nuclear Roactor Rooutation. Director (Post 870411). epp 62927:109- 
62827:111, 


PACKAGING OF RAOiOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RAOIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0016 NUCLEAR ASSURANCE CORP. 

9003160103 Forwards OA Inap Ropi 71-0016/00-01 on 601113-10 9 t2l3-lS & noucoo 
of violation & nonconformance 

MACDONALO.C.E Transportoilon Branch. 90/Q2/O9. STOS8S,J.J Nudoar Assur- 
ancoCorp. 2pp. 52d79;l34'62d79;l71. 

-6003160106 OA Insp Rapt 71-0018/00 01 on 091113-16 & 1212-16. Violalron 9 non- 
contormancos noiod Major areas inspactod.io doiormino whether oroenDeUon 
estabii8hod,docunienled & oxocuiod procoduros In NRC-approvod QA pioo'em. 
JANKOVICH.J.P.. HANEY.cr. Oiiico o( Nucioar Maiertei Safety A 
Sa'eguards.D rector. MACO(3NALD,C.E. Tronsportatton Brandi 90/02/09- 30pp 
S2«7Sl3a-52fl79.(65. 

-9002180112 Notice ol violation (rom ingp ori 891 113-16 Viotaiion noiod' Soctlon 208 of 
Energy Reorganlrallon Act ol 1974 & i0CPn2l not poslod 

* Transportation Branch 90/02/06. Ip. 62670:166-62679:168 

-9002180114 NoUce of noncontormance from insp on 891113-18 & 1212*16 NoiKOn- 
formances rorcd'organi/alior? Oocumonl 4 1 1, Rev O.had not be«n us«/ In <|vaicry>ng 
OA engineer as auditor. 

* Trarysportallon Branch 90/02/09. 6pp 62679:167-52679 171. 


DOCKET 71-0023 TENNESSEE OAS PIPELINE CO, OlV. (TENNECO, INC.) 

9002060271 Appi cation (or renewal ol OA program approval for ladioaciiwe mail pack- 
aQe.0023. 

DcEf)S,Cd. Navy, Oepl. of 00/01/16. Office of Niicleaf Matertet Safety S 
Saleguards.Olreclor. tp. 5254B:016-52548:0I6. 


DOCKET 71-0034 WESTINQHOUSE ELECTRIC CO. 

9003120281 Responds to Inap Ropt 71-0024/69.02 on 600522 for Westinghouse RatS- 
olog'cal Svcs.Encts should be acceptable for closure of Nonconformances 1,3 A 
4. Rev 8 to Procedure HNOC-0-001-3 & Rev 4 to HMOC-0-2000 withheld. 

M(30NEy,J. Scienfifio Ecdofly Group. Inc. 00/01/25. MACDONALD.C.E. Transperta- 
tion Branch. 5pp. 62e3O:OOl.5203O;O6O. 

-9002120281 Addendum t to Rev 0 to WCAP.9246, “OA Program Plan tor Nudeer 
Svea Olv." 

8AST(N,J.J., CHRISTOPHER, T. WesUnghouse Elecirlo Corp. 06/H/3O. 72pp. 
62630:007-52830:080. 

0002160063 Advises that QA program approval for radioactive matl pecKage:0024 ex- 
pirea on 000331 .Renewal should be requeated within 30 deya of explral'on.tf renewal 
not desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Branch. 90/02/00. WALSH.P. WesUnghouse Elec- 
IrtcCorp. tp.62656:O87-M058;O87. 


9603220284 Forwards QA program ^proval for red oactivo marl package: 00S2.Rev 4. 
MACDONALD.C.E. Tiensponatlon Branch. 90/01/17. COREY.O.A. Navy, Dept. of. Ip. 
52701.028 52701 020 

-6002220366 QA program approval lor raoloacilva mall package 0062.Rev 4, 
MACOONALO.C E. Transpornallon Branch 90/01/17. fp. 52701:029.62701.029. 


DOCKET 71-0059 NAVY. DEPT. OF 

8913200264 Applieatlon lor renewal ol QA program epproval lor radloacilve mail pack- 
age.-COSB. 

PECK.O.L Navy, Dept of. 89/12/04. Tronsportation Branch. 3pp. 5359B.132- 
62690:134. 


DOCKET 71-0080 MORRISOM-KNUOSEN CO., INC. 

9002160060 Advisos ihai QA program approva' for radioaci^ro rr.aif packogeOOBO ex- 
pires on 900331. Request for ronewef should ba aubmittod within 30 days ol 
expJaiionH /anetval not dosired.NRC should ba so notif.ad. 

mACOONM.D,C.E. Transportation Branch. 00/02/09. Morrlson-Knudsen Engineors. 
Inc. Ip. 62658 164-62658 194 


DOCKET 71-0076 NUCLEAR STARTUP SERVICES 


0002010434 Advisas (fiat Townsend & Qotium Sues Group, Ino ((ormorly Nuclear Startup 
Svcs.lnc) does noi need to ranow OA progrem tor NRC llconsoe. 

ROEOER.CF. Townse/idA Boilu/n, inc. 90/01/24. MACDONALO,C.E. Tra/ispo/lailon 
Branch. Ip. 62612.352-62512:352. 

0002160062 Advises that OA approval for radloecilva mall packega OO/S termlnaied.per 
000124 lequasi. 

MACDONALD.C.E Transportafon Branch. 90/02/09. RUEQER.CF, Townsend A 
Boiiwn. Inc. tp 62656 1 16-62658:1 10. 


DOCKET 71-0079 BABCOCK A WILCOX CO. 

9002120323 Forwards "OA Pi09ram For Use of Slipping Packegas.'' per i0CFn7i 
fOoirtomenu.Renewal los for licanso end. 

QfiABER.HC. Bobcock & Wilcox Co. 90/01/31. MACOONALO.C E. Transportalion 
eranen. fp 52027:047.52827:051. 

-0002130326 “OA Program lor Use of Shipping Pechegos “ 

GRABER-KC Babcock & W,lcox Co. 00/01/3). 4pp. 62627.046-92627.051. 


DOCKET 71-0080 NAVY, DEPT. OF 

0003070030 App'ilcai-cn lor ronewal of OA program epproval lor ladlosclivo mat! pack- 
^0009 

8MITMAH. Navy. Dept. of. 00/01/30 Division Ol Sataguarde & Transportation (Post 
870413). ip. 62591 058 52591:074. 


DOCKET 71-0095 UNITED STATES TESTING CO.. INC. 

9001290297 Requests raa'afredon as user of Models eSO A 6Q3 Gamma Induecrlea Can- 
lury 8.(>mu<v SA.8-PED-2T,Gulf Model 20V. Technical Operations Models 
^75fXG8mma industries C-IO, SP£C-Ct 8 Ou!! Nuclear Models U-llO & &00SU. 
* Wesletn X-Ray. Inc 90/01 /23. NRC • No Delaiied Alii'laddn Given. 3pp. 62487.344. 
62467.348. 


DOCKET 71-0114 COLSr-THIELMEIER TESTING CO. 


9002150039 Ad/ises (fial OA program approval for radioactive mall package.Di >4 ex- 
plies en M0331. Renewal ahoulabe requoaied within 30 days of expiration. If ronewal 
net desked.NRC should be so notified 

MAc6o.*4AlO,C.E. Trenaportaiion Branch. 00/02/09. THIELMEIGR.L.F. Oolby-Thlal- 
tnier Testing Co .Inc. Ip. 52658:067-62656 067. 


DOCKET 71-01 15 BABCOCK A WILCOX CO. 

9901290203 Forwards QA program approval for radioactive (nail package; Ol iS.Rav 4. 
MACDONALD.C.E Tianaperlatlon Branch. 90/01/19. LESTER.ICS. Babcock & Wilcox 
Co. Ip 62472.362-52472:362. 

-9004290206 OA program approval (or radioactive matl package:01 t6,Rev 4. 
MACOONALO.C £. Tranaportadon Branch 00/01/19. Ip. 62472:353-S2472:3S3. 


DOCKET 71-0154 GENERAL DYNAMICS CORP. 

9001290297 Requests reQisirailon aa user ol Models 660 & 683 Gamma Induslries Cen- 
tury S.Century SA,8PEC-2T,Qulf Model 20V. Technical Operations Models 
eSO.TOO.Gamma Induslries 0-10, SPEC-Ct & Gull Nucleei Models U-110 & &0CISU. 
' Western X-Ray. Ino. GO/01 /23. NRC - No Detailed Alti'.lailon Given. 3pp. 524 87:344- 
62467:346. 


DOCKET 71-0169 LOCKHEED MI&SILE8 8. SPACE CO., INC. 

9002130136 Requesia amend to OA program approval lor radioactive mail package 
0169,10 reflect designation ol DP Mercado aa radiation control officer & s 8ou:a aa 
allwnate raoiaiion control officer, affective 900tOl.Fee paid. 

FREEUAN.J. Lockheed Missiles A Space Co., Inc. 80/12/05. NRC • NO Detailed Af- 
Maiion Given. 6pp. 52615:078-52615:085. 



176 DOCKETED ITEMS 


-M02IJ0149 Roquosis loe lof 691205 appi.cei on loi arrend lo OA r^oQtatn appctwat 

l?E^'eR'M°Ucorsrf0o* 4^De^ Coi’octicn Branch 

FREEMAN.J Lockheed M s$ les & Space Co , Inc ip 5?615085-6?6l5085. 


9002090058 A^^i:ca‘-op lo' ronewS' oi OA program app'O'roi for raOoacttve mail 

&VrCA^DO.D P ^Lockheed W'SS les S Space Co , Inc. 60/01/20. Otf'Ce cl Nucloa.* Mb- 
lor.fll Salary 4 Sa'eguards.Di'ocior tp 52615074 S2615074 


OOCKCT 71-0341 ARKANSAS POWER A LIGHT CO. 

0002060346 Forwards OA program approval for rad oaciivo mail packacs oiii u . 
MACOCNALO.CE Transpodaiicn Branch 60/01/26 FlSICARO.JJ A'k8n«,B!l‘ 
A Light Co ip 52555 144-52565 145 

-6002060360 QA p.'Ouram approval lor radloQCtivo mall package 034 1 Rev 3 
M/ICDONALO,C£. Traneporlaiion Branch. 60/01/26. 2p. 52555:145'52555 hs 


DOCKET 71-0166 NEW YORK TESTING LABORATORIES, iNC. 

9001290297 Racuosis rec sirai'on as user ol Models 660 A 683 Gemma IrxAjsiiiea Cen- 
^:V SConturv SA,SP£C-2T,Gu.l Model 20V, Tochricel Opctahons Models 
650 750 Gamma indusinos C-10, SPEC-Ci A Gull Mucioa' Modo'-s U-110 A SOOSU. 
■ w'esie’rn X-Ray, Ire 03/01/23 IjRC - No Oeie led Alli'ial on Grveft 3pp 52467344- 
52467 346 


DOCKET 71-0347 STONE A WEBSTER ENGINEERING CORP. 

9002060264 AppMcai.on lor renewal ol OA progrem approval lot radioaci've rran ^ 
age 0347. 

CHIN.PKW. Siona A Webster Engineering Corp 60/01/16. MACOONAinre 
TianaportaUon Branch ip 52547.254 52.547 254 ^ 

DOCKET 71-0352 NILES STEEL TANK CO- 


DOCKET 71-0179 NUCLEAR CONTAINERS. INC. 

9001310473 Forwards OA Insp RepI 71-0176/69 CS on 890628-30. Vtolat-ons ooled. 
iJACOONALD.C.E TransportaLon Branch 90/01/24 HCUSHOLDER.WR Nuclear 
Ochta.rera, Inc 3pp 52498 164-52498 181. 

-9001310466 OA Insp flopi 71-0179/69-05 cn 690826-30 VIolelions noted Ma|C>r areas 
ir.epecied to delerm ne whether orgenlaetion esieb'ished.documonisd A execuied pro- 
cedures wh'Ch fu/ll corrmitme.'iis m NRC epprevod OA program 
GORDON LL, HANEY.C Olfce Ol Ncclear Maietial Salety A Saleguetds.Oaeciot 
MACOONALO.CE Ttanspona'-an Branch. 90/01/23. I5pp 62498:i67.52498.iai. 


DOCKET 71-0162 COMBUSTION ENOINEERINQ. INC. 


9002150071 AdV'SOS lhai OA program app-'dvai lor rad.oaciive mail package 03S2 u 
pifas on 900^1 RenewBl trusl reijiioslod 30 days ol exp ration tana.y 
not desired NRC should bo so noillisd. 

M/1COONALO.C.E Transporloiion Branch. 60/02/00. WOOO,J C Niles Steoi Tti» 
ip 52656062-52658 062 


DOCKET 71-0366 NAVY. DEPT. OF 


9002150033 Informs ihei OA progiam opprovol lor radinaciiva mall packege.03SS n 
p.tos on 600331 Appi.cstion Ipr renewal should bo sulimiied 30 days prior -a 
ovpitaioaii renewal noi dosirod.NRC shov'd be so noiillod 
MACOONALO.CE. Trenspoftation Branch 90/02/00 Navy, Depi ol. ip S26560<4 
52656048 


9002160079 Adv-ses ibai OA program approval lor rad'oaciiva rnaii package 0182 ox- 
piroe on 90033t.Ranawal musl oe roquoslad within 30 days ol oxpiraFcnll ror.ew8l 
r«i doe red.NRC shou'd be so nonT ad 

MACOO-NALO.C £ Transporiaiion Branch 90/02/00 MCGiLt.R.L ComPusUon Engi- 
neering Inc. Ip 52CS6 039 52656.099. 


DOCKET 71-0231 CHEU-NUCLEAR SYSTEMS. INC. 


DOCKET 71-0382 WISCONSIN PUBLIC SERVICE CORP. 

9002160066 Advises that OA program approval lor radioactive mail package OH? n 
pires on 900331 Renewal must lie tnquoeiod wiihin 30 days ol expiretonii raneini 
not doaired.NRC should be so nonliod 

MACOONALO.CE TiBnsi>oilalion Branch. 90/02/G9. HINTZ.DC Wseont.*- Fittc 
Service Co/p 1P 5265C 064-52056 064 


9002160061 Responds to 691216 iir le corraciNe accens taken ra items ot nonconior- 
mance idanuiied in NRC 691020 In Responses adequaie A no add) mio needed. 
MACOONALO.CE. Tiansporleiion Branch. 90/02/01. ROSS.CH. Cnem-Nucloar Sys- 
tems, Inc. Ip 52676 193 52679.199 


DOCKET 71-0280 ASTROTECH, INC. 

9002050251 Forwards fee for renewal ol OA program lor radioacHve mall pack- 

S e0260 

rKYTA,L. Astrotech, Inc. 90/01/31. MESSlER.M License Foe A Debt CoHecuon 
Branch (Posl 890827). Ip. 52542 002-52542 004. 

-9002050263 Requests lee lor 891229 application lor renewal ol QA program lor radm- 
active mall package 0250 

MESSlER.M License Fee A Debt Coileciion Branch (Post 690827) 90/01/26. 
MYKYTA,L Asiroiech, 'nc tp 52542003-52542 003. 

-9002050258 Appljcaiion for renewal ol OA program approval lor radioactive mail pack- 
age 0260 eipnngon 90QI3I Fee paid. 

kWKYTA.L Astrotech. (nc. 89/12/29. VACOONALDC E Transportation Branch ip 
52542.004-52542004. 

9002080157 Forwards OA program approval for tadioaclnre mall package- 9260.Rov 3. 
MACOONALO.CE. Transponat.on Branch. 90/01/31. MYKYTAt. Astrotech. itK lo 
52569.309-52669 310. 

-9002080180 QA program approval lor radioacttvo mall packBge.0260,Rov 3 
MACCXJNALD.C.E Transportaton Branch. 90/01/31 Ip. 526693»0 62569:310. 


DOCKET 71-0363 BRIOOS ENGINEERING A TESTING CO-, INC- 

9002160057 Advises mot OA pipgiam uppiovai tor rndiooctlve mall package 0353 n- 
pires on 9(K)33i Ronowat muei oo roquosioti within 30 days ol oxp'rationil lanM 
noi dSSirod.NRC Should be so riolHied 

MACOONALD.C E. TtShSPOrlSl on Branch. 00/02/019. LOCKE.T.A. Brggs Aasooiiev 
Inc. ((ormotiy Briggs Engl, -loorlng Tost ng. Inc ). Ip 52656.197-52656:107. 


DOCKET 71-0384 NEW ENGLAND NUCLEAR CORP. 


9001290236 Forwards loo lo process appkcaiinn lor emend lo OA program lar tsloK' 
Uve mall package 0384, In rosponsu lo 000112 roquost. 

ROV.FE E.i du Poni do Nomouta A Co . Inc. 00/01/23. MESSIER, M. Ueenss Feel 
Oobi CoSecUon Branch (Posl 800627). Ip. 52454 070-52454:002 

-9001290238 Requosta ico lot 000102 applicailon lor amend to OA program lor rede 
active maU packego.0304. 

MESSlER.M License Foo A Dobi Cclioction Drench (Post 090627) 90/01/12 
ROY.F.E. E.I du Ponl do Nomours A Co.. Inc. Ip 52464:000-52454 060. 

-9001290240 Aro'icotion lor amend lo OA program approval lor radioactve rnes 

E achaooD384 Foo paid 

OY.F.e E.I. du Pom de Nemours A Co., Inc. 90/01/02. QORDON.L. TranspOrtiKn 
Branch 2pp 52454 001-52454 OB2 


DOCKET 71-0524 RADIATION STERILIZERS, INC. 


DOCKET 71-0277 ALLIED-SIONAU INC. 

9002060358 Forwards OA program ^proval for radioactiva mail pachege' 0277 Rev 3 
MACOO.NALD,C.E Transports’ on Branch 00/01/26. BISHOP.J.C. Atbed-Slgnal Coro. 
Ip. 52589 017-52569 018. 

-9002080364 QA program approval tor tad oacuve mall P8Ck8ge.0277,Rev 3 
MACOONALD.R. Transpor1a’-on Branch. 90/01/26. tp. 52569 016-52560.018. 


DOCKET 71-0306 AU8KA INDUSTRIAL X-RAY 

9002150074 Advises that OA program approval let rad oactivs mail package 0308 ex- 
pires on 900331. Renewal must be requested within 30 days ol exp'railonlf reneumi 
not desired, NRC should be so no'.ned 

MACOONALO.CE. Transportation Branch. 00/02/09. MiLLAR.CA Alaska Indusirlal 
X-Ray. Inc. (AIX). Ip. 62658:114 52656.114. 


DOCKET 71-0319 GENERAL TESTING A INSPECTION CO. 


proQ'sm wproval lor rad.oaciive mail package- 0319 Rev : 
MACOONALaC.E. Transportstion Branch. 90/01/31. KRUEGEL.R E General Testti 
A Inspection Co. tp. 525M.019-52569 020 


9002960113 At^lcaV.on tot lenowai ol OA program approval tm tadtoaciNe na: 
packeM052<i.Documenl osssnllally unchanged from Rov 1 did 8S0l3i.oxcepl lat« 

K iralonal updeles 

N.A. Radiation Sienhrera, Inc 00/01/22. MACOONALO.CE. TransporU’jW 
OrarKh Ip. 62555 142-52655 143 

9002120065 Forwarda Rev 2 to QAP-1. "OA Program (or Packaging A Transportawnol 
Redoaclive Mail. ” 

ailN.A. Radiation Storilirors, Inc. 90/02/06. MACDONALD.C.E. Transponalior 
Branch. Ip 52615 007-52616-116. 

-9002120099 Bsv 2 loOAP-i, "QA Ptoniam lor Packagno A TrensponaMon ot PA“j> 
acUvoMatl." 

CHIN.A. flad'ailon Sieniirera, Inc. 90/02/06. 2Gpp. 52615 088-52816:116 


DOCKET 71-0526 PHIUOELPHIA ELECTRIC CO. 

9002010303 Application lor renewal of OA program approval lof rad'oacilve re- 
package 0525 Rov 2 to radwaaio/mail activity section ot OA plan end. . , . , 
HUNGEfl.G.A. Plilladolph a Electric Co 90/01/29 OKicool Nuclear Matsnal Saeiyi 
Saleguerds.Dlrectof. I6pp. 52522.001 •52522.098. 


DOCKET 71-0626 DETROIT EDISON 



DOCKETED ITEMS 


-M02060170 0A prooram appiovol lor radioactive matl packBgo:0526,nov 1. 
MACOONALD.CG. Tfansponallon BrancH. eO/Ol/31. Ip. 62569 3l9-62569 31». 


DOCKET TI-0523 THERAPV SERVICES 


33d2 146095 Application tor renewal of OA progrom approvat tor redoacHve matipack* 
age.0529 

FOQLE.J L Therapy Services. Ir^c. 90/01/24. Officn ol Mucloar Uatorlal Saloly & 
Saleguards, Director, ip 52Q55.2I7-S265523I. 

>9002140091 Rev 1 to "OA Program tor Procuroment.Uae.Malnt.Repetr. StKpp-ng S 
Transport ol NRC Approved Packages for nadioaciive Mails " 

FOGIE.J-L. Therapy Sorvicos, lr\c. 06/07/10. 14pp. 52665:2 1B-S20SS.220 

-9002140096 Requests leo for 900124 application lor renewal ol QA program tot tetflo- 
setrve mat) package, 0529. 

MESSIER, M. License Feo & Dobl Collection Branch (Post 880827) 80/02/05. 
FOGlE,J.L Therapy Services, Inc ip. 52655 230-52655 230. 

-9002140139 Forwards toe lor procossing radioacHvo rnatl sh-ppjtg OA 
program, OS29,per requost. 

FOGLE.J L. Therapy Services, Inc. 00/02/07. MESSIER, M. Ucenao Feo & Debt Col- 
lection Branch (Post 680627) Ip 62655 231-52656 231 


DOCKET 71-0667 PIOEPENOENT INSPECTION CORP. 


9002060172 Forwards OA program approval for rortioaciive moil packer 0667.fl6v 0 
MACOONALD.CE Ttanaportation Dtanch. 90/01/31. MYERS, O.L irvtepandonl in- 
specllon Corp. ip 62565 078 52585:070 

-9002060176 QA program approval for tedloaciive mail packago.O607.nbv 0. 
MACOONALD.CE franaportaiion Branch. 00/01/31. ip. 62605 070 6?59S:07d. 


DOCKET 71-0689 MANHATTAN COLLEQE, RIVEROALE, NY 

9003060398 Forwards OA program approval lor rarliOacilvo mad package. O669.nov 0. 
MACOONALOCG Transponailon Branch. 00/01/26. BERLIN.n.E. Manhaitart Col- 
lege. RNerdalo, NY Ip. 63559 352-62659 353. 

-9002069370 OA progrem approval for radloacitva mall pacHago OOSO.Rpv 0 
W.ACDONALD.C E Ttanaportafion Branch. 90/01/20, fp. 62559.363-52559353 


DOCKET 71-0690 INOESERV, INC. 

9001290277 Submlia organisational chan (or OA ptogram.pqt 9001 16 lotcon. 
LETCMWORTH.HA. INOCSERV, Inc, 90/01/17. QOF^OON.L. OWiCO Ol Nudear Alalo/I 
81 Sala^ & Saloguards.Olractor. 2pp. S2407:352-624e7:363. 

9001390060 Forwards QA program approval lor rodioective mail packago: O09O.Rov 0 
MACOONALOCe TransporlatiOh Branch. 90/01/19. LETCHWORTlfR. iNOESCnv. 
Inc. Ip. 6245lr359-S245(.360. 

-9001390086 QA program approval (or radioactivo man packaga:0690.Fiev o 
MACCXJNALD.C e. Transportation Branch. 00/01/19. Ip. 62451 360-62451 360. 


DOCKET 71-0691 TEI ANALYTICAL SERVICES, INC. 

9<H>1310134 App'Icatlon lor OA program opprovol (or rad-oocRvo mall 
pacltaoo.0691 noglslrallon as user of Mooole SPEc-2T,C-1, 67t7-B.520,6B0.660.650 
& 600 sU requested Foe paid 

WEISS, G E. TGI Analytical Sorvices, Inc, (lormarly Trans-Eesiorfi Inepecllon, Inc.). 80/ 
01/26. GOROON.L. Transportation Branch. 2pp. 52530.350 S2530.3sO 

-9001310169 Rev 0 10 nSP 0I2, "OA Program (10CFfl71).- 
W£ISS,Q.E., PALLARIA.BJ. TEI Analytical Servicoe, Inc. ((ormorly Trans-Easiern In- 
spection, Inc ). 90/01/26. 7pp. 62530:302-52630.366. 

-9001310169 Forwards amend eppI callOh loo loi OA program. 

WEISS,G E. TEI Anolyticel Services, Inc. ((ormorly Trens-Esslorn InspecHoo, Inc). 90/ 
01/26. NRC - No Dolallod Altlllation Given, ip. &253a:360-62630.3&8. 

9002120072 Forwards QA program approval lor radioactive mall paefcage: 06<ll,flev 0 
MACOONALD,C.E. Transpoifation Branch. 90/02/02. WEiSS.Q.E. TEIArt^llcelServ. 
Ices, Inc. ((prmerly Trana-Eaaiern Inspocllon, Inc )- )p 62631:022-62631;0?3. 

-9002120076 QA program opproval for cadloacllve rriall packago.oe91,RovO. 
MACOONALD.CE. Transportation Branch. 90/02/02. Ip. 52031:023-62631:023 


DOCKET 71-0692 T&K INSPECTION 

9002120332 Forwards OA program for use & malm of Type B conlalnors lor 
apptovel.Vendor not authorized & will not make repairs or mods lo Typo B containers. 
KAIN.K, TSK mspection. 90/01/27. Office of Nuclear Maiorfal Safety S 
Safaguards.DIrector. Hpp. 52616:221-62616:231. 


DOCKET 71-0693 CENTERiOR SERVICE CO. 

9002230339 Requests rogistrallon as user of Models 660,650,010. U-1tOA & 
600SU.QA program end. 

WALLS, H. Canierlor Service Co. 90/02/23. MACDONALD Office of (Nuclear Meteflal 
Sa/ely i SaleguardSiOireclor. Ip. 627OiO0O-627O2.O93. 

-9002230355 Rev 0 lo Seclion 7.0. "OA Program For Transporiatlort Packegtng." 

• Cenierlor Servlco Co. 00/02/23. 3pp. 52702;09l.52702.f)93. 


DOCKET 71-3010 MODEL NT-1X, TRANSPORTATION, DEPT. OP 


9002220667 Roqueeis assiatanco In rovew of onci info subrr.itied to DOT by Actvanced 
Nuclear Fuels ^rp on Model NT-iK packago Package aulhonzed by Japanese Com- 
potoni Auihority to conte'n U oxides. 

WANGLER.ME. Transportation. Oept of. 90/02/14. MACOONALD.CE Tronsporta- 
ICO Brareli 312pp. 52670 007-52871 048 


DOCKET 71-3011 MODEL TNB 0146, TRANSPORTATION. DEPT. OF 


0002220200 Requests ass.stance A recommondetlons In rovlow ol onci info submitted 
to DOT Cw T/attsnubel ol So'g-um rc« Model TNB 0146. Branch has recently beort ad- 
vfaod by Canada lhai package crirfcaiiiy evaluaifon may not be adaqunro. 
WANGLER.ME Transportal. on, Oopi. of. 00/02/14. MACOONALD.CE. Transporta- 
bon Branch 33SPP 5267l 101-52072 166 

-0002270142 Rev 3 to "Model Of Package TNB 01 45 Typo 6lLl).Fissi'.e Osss II,” safety 
repf 

* Helium. Oovl. of. TNB 0803-02 R03 88/03/10 61pp. 62871 288-52671:340 

-9002270147 Rev 1 lo "Model ol Package TNG 0145.’' safety rapi 

* Bdoutn. Govt. of. TNB 8903-01 ROt. B9/03/1O. t76pp 62671:3S0-S2672.16S. 


OOCHET 71-4049 MODEL: LNC-1494, (JNITEO NOCLEAR CORP. 


8002090049 WrOidraws 600908 application lor rorotval at Cortlhcaie of Compliance 
S7MOedro Of WAhey not lo become holder ol Certil.cato of Compl'ence 4940 it 
Uniiod Nuclear (3orp decides not to pumua renewal ol suU cortiflcale noted. 

OROKE R P Nucloar Fuot Sorv.cos, inc. 00/01/31 MACDONALD.C E. Transpoiiatlon 
Branch. Ip 62600 045-52600 045 


DOCKET 71-5341 MODEL NFP-6S, BABCOCK A tAflLCOX CO. 


DD02220210 Roqjesis addi 00 days over l-mo spoclllod in NRC 601219.1 129 & 1 221 
lire 10 devolop consoi’daiod appiicatipna lor renewal of Cortliicetss of Compilancoa 
634^0357 & MID. 

OLSeN.Af. eabcoik S Wr'cox Co 60/02/16 MACOO.NALD.C.E, Transporlellon 
Brandi Ip 62678 317 52676 317. 


DOCKET 71-5517 MODEL BB-250-1. NUCLEAR FUEL SERVICES, INC. 


D0012W342 Applkioiion foi lonowal nf Coriiilcaio ol Compliance 6517 for Model BB 
26D-I Foopakf. 

OROKE.M^. Nuclear Fuel Sorvicos. inc. 90/01/12 MACOONALD.CE. Tfansporleilon 
Branch ip 52400 090 52460 006. 


DOCKET 71-3764 MODEL RM3>t72. NUCLEAR FUEL SERVICES, INC. 


9002090049 Wrihdrews 600906 application for ronowal of Corfiflcafo of Compliance 
0754 OoMo of Wiilioy noi to becomo hoidor ol Cortiticaio of Compi ancb 4949 if 
Udiod Nuclear Corp uocldos nol to pursue renewal of coiiiKoalo noied. 
DnOKE.RP. NuclOBi Fuel SorviCDS. Inc 99/01/31. MACOONALD.C.E. TranaportW.on 
Branch Ip 62606046-5260Q045. 


DOCKET 71-59ID MODEL: NNFD-SA-2. BABCOCK & WILCOX CO. 


9002320219 Roquosis addI 90 days ovor tlrno spacilrod in NRC B912l9,tl2D & 1221 
lire to dovoiop consol.dalod applications lor renewal ot Cortillcalos ol Compliances 
6341.0357 6 6910 

OLSeN.AF. Babcock & Wilcox Co. 90/02/16. MACOONALO.C.E. Transportaiiori 
Brarx:li Ip 62678 317-52676:31/ 


DOCKET 71-6971 MODEL: 200, GENERAL ELECTRIC CO. 

0002130106 Fotwords roquesla lor addI Into re 091228 request for emend to Cortilicale 
ol Cornp'Jurco 6071 tor Model lPO-200 cask. NRC should he advised within 00 days 
whan Inloroquosted will be provided 

MACOONALD.CE. Transporlatlor) QrancTk 90/02/05. CUNNINGHAM.G.E. General 
Electnc Co. 2pp. 52846 038 62640.039. 


DOCKET 71-5000 MODEL QE-6O0, GENERAL ELECTRIC CO. 

9002070007 Advises that Cortilicata of Compllanco 6080 for Model OE-600 packeqlng 
expfresort 900331 Appi.caWon for renewal expeclod within 30 oays of expVationir re- 
ttewd not desired, NR^C should be so notined. 

MACOONALO.C.E Transportation Branch. 90/01/31. CUNNINGHAM.G.E. Gonetal 
ElecMcCq. Ip. 52604 205 52604:205. 


DOCKET 71-5904 MODEL: 5984, J.L SHEPHERD & ASSOCIATES 


9002060361 Advises ihal Certillcato of Compliance 6984 lor Model 5904 expires ori 
900331 Af^.catron lor renewal ol corllllcaio should be aubm.ited within 30 days of 
oxplrat-4>n II renewal not desired.NRC should bo so notilled. 

MACOONALD.C E. Trenscortaiioh Branch. 90/01/31. SHEPHERD, J.L. J-L. Shepherd 
S Associaces. Ip. 52SS6.'2S-f-62S66 ?S4. 

D002160197 Forwards oporaiing procodures.malnl programs & accoplanco tesis.per 
000131 Iti.Addiilons moet requTremenls of lOCFR/i. Subpart Q. 

SHEPHERO.M.F. J.L. Shepherd & Associates. 90/02/12. MACOONALD.C E. Trans- 
poiadon Branch. Sdpp 52856:1 16-52686. 140. 



docketed items 


DOCKET 71*6003 MODEL- M-130, ENEflOY, DEPT. OF 

WOM70037 Forwards Cortificaio of Ccmpl.ance 6003,n&v 12 lot 
8»3J9 aDD'icaiion Certificaia supercedes .n e.it.rety Cernhcata ol CotPpllance 

mCCXDNALOcl^nanspcrtaiior. Branch 90/01/31 EN'GEL.WP. Energy. Depi 0?- 
1p 5260-1 SSB-JZeO-* 246 

-9002070039 Ceaficaie of Con-.p'iance 6003,r.ev l2.(or Model M-t30 shppng conlain* 

MACDONAV.O.C.E. Tiei-iSpcrtal'Ot^ Branch 90/01/31. 8pp 52604 239-52604-2a6. 


DOCKET 71*6144 MODEL B*2, U.S- ECOLOGY, IHC. 


9002220192 flequesis ihai 891206 appicaion lot renewal ol Certiticaio ol Compl>anca 

6144 lor Model B-2paCAaas tie revised 10 include iialed ir.to ^ ^ . 

MACDONALD, C E. TransportaWn Branch 90/02/09. CRASE.A US Eco.OOy. Ihd- 
t'ormerly Nuclear EngireennQ, Inc), ip 52673.276-52673 276 


DOCKET 71*6280 MODEL: A-0109. J.L SHEPHABD 4 ASSOCIATES 


0002220716 Advisos Of lermlnallon of review of B91103 eppilceficn roqjssiM grwvi. 
Ceruheate of Corp.p'ianco 67 1 /.Weight Increase for package w/o speciNino 
In more deiaff S demonsiroi-ng compliance W/10CFR71 inaMropnaie ' 

MACOCWM.O.CE. Tranaponalloh Biarich. 90/02/09. noUGHAN.C. Amershanr,,. 
IP- 62603 360 62683 360 


0002230339 Requests registroHon as user of Models 660,650.C-10, u-r;* i 
SOOSU QA program end 

WALLS.H Cenlerlof Se/vico Co 90/02/23. MACDONALD Office of NjciearWav 
^fety S Spfoauarda.O.rDClor. Ip. 52702:090-62702. 003. ‘ 


-9002230365 RovO 10 Section 7.0, "OA Program For Transponailon Packasno • 
• Canlorlor Service Co. 90/02/23. 3pp. 62702.091*52702 093. ^ 


DOCKET 71-6746 MODEL; FSV*2, OA TECHNOLOGIES, INC. 


9001290248 /^iplrcaiion for ror\owol of Cortlficaie of Compliance 6745 ‘or Model FS-, 
2 Fedptid 

AS.VIUte£N.K.E. General Atomics (formerly GA Technolog es, Inc /Genera; Aicr.c 
Co). 00/01/16. MACDONALD.C.E. Office Of Nuclear Msienal Sa'eh j 
Safeguartfs.Qrecior. Ip 52469:345-52469:345. 


9002060292 Forwards operama procedjres.mBl.'-l programs & accepiance leaia to be 

addedto89li22 8ubminaireceaflca'.eQ!CQmoiar.co. , 

SHEPHERD.MF. J.L. Shepherd 4 Aseociaias 90/02/02 MACDONALD.C.E. Trana- 
poftatlon Branch 7pp. S2SS5.297 -52556 293 

9002220309 Advises that Cenif cate of Comp'iance 6280 for Model A-0109 package not 

deemed expired unll app'icaiiori doiormlnad ^ 

MACOONALO.CE. Tiansportavcn Branch 90/02/00 SHEPHGRQ.J.L JL Snophord 
4 /kssocisies Ip 52395 304-52695.304. 


DOCKET 71-9001 MODEL* IF*300, PACIFIC NUCLEAR SYSTEMS. INC. 

9002050310 Summary ot 000117 meeting w/Carrslioa Power & Light & Paefe Nvcin 
re Model lF-300 packags & luol bosKoI.Paclflo Nuclear expects to sjbrr.i eppl>C3V..r 
lor tr^Kfined baekoi In Mar 1990. 

GAROESG-H. Transporlalion Branch. 90/01/18. Tranaportaion Brancn. -j 
62541 030-52641 039 


DOCKET 71-6294 MODEL UNC-29Q1, COMBUSTION ENQINEEfllNO. INC. 


DOCKET 71-9006 MODEL; Al 600 SU, AMERSHAM CORP. 


9003920253 RequOlia tamporary suspension of review of amend request tor Cemhcaio 
ot Corrpl.a.nce 8294 C-B determined that mod of design necessary. 

5CHERER,AE Combusion Engnaai’ino. Inc 90/02/14 MACOONALO.CE Ttanapof- 
latlon Branch. 2pp 52700. 359-52700. 3e0 


DOCKET 71-6346 MODEL FSV*1 4 PSV-IA, PUSUC SERVICE CO. OF COLORADO 

•001990271 Application for rev lo Certificate ot Compiance 6346 fo» fAocei FSv-i/ 
FSv-lA cask.apeeif^ng that each of six fuel eiemonis have max quanity of < 4 kg 
V) Fee paid 

eflBY,HL Pubic Sendee Co ol Colorado 90/0t/i6 maCOOnalO.C.E. Tianaporto- 
tionGianeh epp 52469:336-52469 343 

•001130210 Forwards Rev 20 to Cenificaw oi Co-T.clia<v;a 6146 (or Models FSv-i 4 
FSV-iA,per89iil3fe9uesi 

MACDONALD C E. Tranapofiaten Branch. 60/02/05. eflEV.M.L PuW c Serwee Co. oi 
Colorado 1P 52644:321*52044.326 

-•002130130 Certi/icaie of Compliance 6340,Rev 20,for Models FSV*1 4 FSv-iA. 
MACOONALO.CE Transpofiabon Branch 90/02/05. 6pp 52644:322-52644 326. 


0001300112 Notr/coHon ol rogstratlon as usor ol Cediflcaies of Corr.;'.irv« 
0006.0007.0027.9032.9033.0035,0107 & 9148. 

MACOONALO.CE. Ttanaportaiion Branch. 90/01/10. GRASHAW.TO. A' ad I'apat- 
Uon Sonncps. IrK. Ip. 62400:2 l9-52400’2t0. 

900I200297 Roquasis ransuallon a» usor of Models 680 & 683 Gamma indjititoiCark 
w<v SCentury SA.SPEC*2T.Gulf Model 20V. Technical Operetiori Mowi 
eSO.rsOGemma indusinos C-tO. SPEC-Ci & Gulf Nuclear Medals U-HO 5 500SJ 
* Wostorn X-Ray. me. 90/01/23. NRC • No Detailed Affi’lalion Given. 3pp. S2467'iu 
62467348 

9001310124 Appiicaiion tor OA program approval for redoecTva ra: 
pacvagn:069i.Hog9iiaiion as usar of Models SPEC*2T,C*i. 67 1 7-0, 520, 660,560,6K 
& 500 SU roquostad Foe paid. 

WEiSSOE TEI /knajytcai Sorvicoa. inc- ((orinerly Trans-Eoaiorn 103080101,1*1:1 K-' 
01/26. GOROON.L. Tisnsporiation Brarich. 2pp. 62630.3SO'S2630:3S9 

0002230330 Roquesia registration as usar ot Models 660.650, C IO, U-HOA 8 
SOOSUQA proQiam one! 

WALLS.H Centeiioi Soivica Co. 90/02/23. MACDONAlD Olfica of Njdsai Maisral 
Safety & Sofoguards,Dlroclor. Ip. 52702'090'62702.093. 


DOCKET 71*6347 MODEL F8V*3, GA TECHNOLOGIES. INC. 


-•002230365 Rev OWSacUoh 7 0, "QA Program For Tranaportailon Packag.ng' 
* Ceniartor Service Co. 90/02/23. 3pp. 52702:091-52702:093. 


•002160078 Requests tegisirairon as user of OA Technologies. Inc Model FSV-3 under 
Cartificala ol Compliance 6347 

LEONARO.JF Energy, Dept. Of. 90/02/14. MACOO.NALD.C.E Tranapottai«n Branch 
ip. 52679.098-52879.098. 


DOCKET 71*6357 MODEL NNFD*10. BABCOCK 4 WILCOX CO. 

9002220219 Requests addi 60 days over tnre spociAed in NRC 891219,1129 & 1221 
lira to develop coASobda'.ed applica'jons tor renewal ol Cemtlcaios of Co-mpiiancee 
5341.6357 4 5910 

OLSEN.A.F. Batwock 4 Wiico* Co 90/02/16. MACDONALD.C.E. TrawpotiaBon 
Branch Ip. 62678317-52678317. 


DOCKET 71*6697 MODEL OE*8500, ENERGY, DEPT. OF 

•002010431 Appbcaiion lot renewa! ot Cemticaio ol Cemptarfo 6697 loi Model GE* 
6500 

LEONARD, J.F. Energy, Oepl. Ol. 90/01/31. MACDONALD.O E Transportaiion Branch 
2pp 52521:315*52521 316 


DOCKET 71*6717 MODEL: 6717*B, AMERSHAM CORP. 


9001290297 Requests (eglsuelion as user ol Models 660 g> 683 Gamma (ndusblos Can* 
l-jry S.Century SA,SpEC-2T.Qult Model 20V, Technical Operatone Models 
6S<).750,Oamma Indusirtos C-IO. SPEC-Cl & Gull Nuclear Models U*110 & SOOSU 
• Western X-Ray, Inc. 90/01/23. NRC • No Detailed Atfi’laWn GNan. 3pp. 52487:344- 
52407:346. 


9001310124 Appi:cetlon for OA program approval for radioactive mal 
packgge 0691.Hegl$traUon as user of Moae's SPEC-2T,C*1, 6717-8 620680660.656 
4 500 SU raquesied.Fee pald- 

WEISS.O E. TEI Analytical Services, Inc. (formerly Trans-Eastern IrtspecUon Inc.). 90i 
01/28. GORDON, L. Transporlation Branon. 2pp. 62530 350-52530.369 


•002090041 Requests registration as user ol Type 6 radioactive metis packaoe Oeskm 
Certificate USA/8717/81U),RBv 2. ^ 

GIBSON.H.W. H 4 Q InspecUon Co. Inc. 90/01/29. MACDONALD C.E Tranaporia* 
lion Branch. Ip. 62599.074-52599.074 


DOCKET 71*9007 MODEL 610, TECH/OPB, INC. 


9001300112 Noiilicallon ol registration as user ol Cort>llcatos of Complanu 
0006.9007.9027.9032,9033.0035,9107 & 9148. 

MACDONALD.C.E. Transportation Branch. 90/01/10. OBASHAW.T.D A'-hed 
lion Sorv.caa. inc 1 p. 52490:2 1 9-62490:2 1 9. 


9003060220 Advises that Iconsoa raglalorod os user ol Cortilieatos ol Complia'ica 
9007.8036.9058 & 9l35,per 900103 roquesi. 

.MACOONALD.C B. Tranaportailon Branch 00/01/25. COSBAN.W.S. Besin Testig 
Leboraiory. inc., dba Basin Services. Inc. Ip. 52557:006-52657:006 


8001310124 Applicaiion for QA program approval lot 
package.lKSi.Regiairation aa user ol Models SPEC-2T.C-1. 6717-0, 52O.60O,6oO.wo 
& 500 SU requasfod Foo paid. , . , oni 

WElSS.G.E. tEI Analytical Sarvlcoa, Inc. (formarly Trana-Eastern inspocHon, m>. I w 
01/28. GWDDN.L. TranaporinHon Branch. 2pp. 52530:350-62630.359 

9002120310 RequBSlB mod to registration to Incorporaio llatod packages 4 1"*?]'';® 
revisod fist deletes packages USA/0OO7/B S USA/61 lOr'B & sdds L;SA/9i-»- 
BlU).USA/9lB5/B(U).USA/016e/B(U) & USA/01B7/B(U). ^ 

8ANFIEL0.6.L. MOS Inspoctlon, Ino (formorly Magnallux CorpL 
MACOONALO.CE. Olllco of Nuclear Material Safety & Satoguards.Oirecior W 
52630:154-52630:155. 


8003270139 Noiilicallon ol registration as user of Cortificalos of ^mpiax 
9133.0165.9166.0187 & deletion aa user of Certificaia ol Compl'ane BOOTCertircs.e 
Compllanca 8110 expired & no further action required. 

WAC»ONAU>,C.E Transportaiion Branch. 90/02/21. BANFlELO.E L. MOS '•■spee- 
non. Inc. (iormorly Magnallux Co^.). ip. 62769:279-62769-279. 


TOCKET 71-0010 MODEL* NLM/2, NUCLEAR ASSURANCE CORP- 

9002090081 Application for amend to lo Certificate of Compliance 9010 for 
l/2.8uUii>rliing shlpmenl of up lo 26 PWR rods w/max enrichment of 4.8 wegiiii’' 
coni 4 max burnup of 60.000 MWO/MTU.Fee paid. , _ 

WELLS.A.H. Nuclear Assurance Corp. 80/02/06. MACOONALD.C-E- TranspoW 
Branch. 16pp. 52599.053*62699:067. 



DOCKET 7l-90t9 MODEL- eU-7, GENERAL ELECTRIC CO. 

9MI3IO*7t AppliceKcn fof omand lo Certilcsie Compllonca 8018 for Mortol BU- 
7.a'j'hohzing use of alternato spec for gosKoi mall used on BU-7 shipping 
ccnlainer Fee pa d 

WINSlOW.T.P. Gef>or<»l Electric Co 90/0U26 MACDONALD, C E Tianeportakon 
Branch. 4pp 52498 t03-52<10Q t06 

9002150181 Forwards Licensing Drawing 11201592. Rov 9. lor Mode! BU-7 shrpolng 
coniainer.per 900214 lolcon Licensee also reconfirms pos t on ihal auDmergod hubble 
pressure test clearly Identified as lest prior to first use of pacKagina 
FOLECK.RH, General Gtocfric Co 90/02/14 MACDONALD, CE. TrartsportaHon 
Branch 3pp. 526S6.00Q-52BS6 01 1. 


DOCKET 71-9027 MODEL 741 & 741E. AMERSHAM CORP. 

9001300112 Nobflcaiiors ol rogisirailon as user of Certificates of Complence 
9006.9007,9027.9032,9033,9035,9107 4 014B 

MAC[X3NAL0CE. Transponalion Drench QO/Qi/19. QRASHAW. TO. Anted Irtapec- 
lion Services, Inc. ip. 52490 219-52490 2i9 

9002220122 Requesie addi info re B90B22 appLceiion for renewal of Cort-flcaie ol Cun- 
pl-ance 9027 for Models 741 & 74IE 

MACOONALO.C.E Tiansportoiion Hronch. 90/02/08 ROUGHAN,C M Amorsham 
Cotp. Ip. 52673 262-52673 262 


DOCKET 71-9032 MODEL 659. AMERSHAM CORP. 

9001310429 Reguesta rogisirailon as user ol Models 650 & 660 under CerV-catea of 
Compilance 9032 & 9033,rospoctivoly 

MALInOSKI.J.W. Navy, Dopf. ol. 90/01/12. Transporlotion Branch, ip. 52502354- 
52502 3S4. 

9001310463 Requests rev to NPC 601218 llr lo apeerfy Shore Iniermedrsie Msinl Acm 4- 
ty In Norfolk, VA aa applicable reglaiorod user. 

UALINOSKI.J.W. Nai,^. Oepi ol 90/01/14 T;anspoiiai>on Oronch Ip 6249B 109- 
52496:109. 

9001290332 Notification ol registration ol USS CANOPUS as user of Coriifcaioa ol 
Compliance 9032 & 6033.gQr 000105 roguosl. 

MACDONALO.CE Tiansportaiion QrancM 90/01/19. MALlNOSKu.W. Navy. Oopi 
cl. Ip. 62469:344 52469:344. 

9001300112 NoliOcatlon ol (oyisliaiion qs usor ol Cortiitcatos ol Compliance 
9008,M07.9027,903?.9033.903S.9107 & 9)48 

MACDONALO.CE TrensporiaHon Branch 00/01/19. QRASHAW.T.O. AMad ln«poc- 
Uon&er\4co8, Inc. Ip. 52490 210.52490 219 

9001290297 Roquesia registraiion as usor of Models 060 & 603 Gemma intA/sirtes Con- 
luiy S.Coniury 8A.SPEC-2T,Quli Modol 20V. Technical Oporadons Models 
6S6,7SO.Oarr.ma Industries C-10, SPECCf & Gull Nuclear Models U itO & 500SU. 

* weslem X-Ray, inc. 90/01/23. NRC - No Oeiailatf Affnation GNon. 3pp. 62467.344- 
62467:340. 

90030S0209 Requesls roglsiraLon as user ol Amorahom Models 650,660 & 660E under 
CediriCBies ol (^pUance 9032 & 9033. 

MARTIN.O.W Fewall Gooiecnmcal Engmaoring, Lid. 00/01/26 MACOONALO.C.E. 
Transportaiion Branch, ip. S2647:26l-52647.20i. 

9002130141 Requests fogistraiion as user oi Tech/Ops.lnc Model OSO under Cordficaie 
01 Comprisncs 9032 

SONA.J R Qootg,a Power Co. 90/01/25. MACOONALO.C.E. Olfice ol Nudenr Materi- 
al Safety A Safeguards, Director. fp. 52643.342-62645:342. 

9001310124 Appllcallon for OA pfoorem approve' for radioacifve men 
package:069i.MQg!3itBtlon as usor ol Models SPEu-2T.C-t. 6717-B, 620.660.660.950 
& SOO SU requsslsd Fee paid. 

WEISS.O.E TEI Analyllcal Services, inc. (formerly Trans-Essiern Inspection. Ins.). 00/ 
01/26. GORDON, L. Trensportollon Branch. 2pp 52630 350-52630:359 

9002120366 Advises of Hslod NRC certified pockagos used by licensee, por TE H-S 
691211 Itr concarrLing general license provisions ibr licensees usirtg NRC approved 
pacheges. 

BAILEY, n. Delia Air Lines, Inc. 80/01/20. Oflfce of Noctoar Watorfa) Se/oiy 4 
Saleguards.DIrector. ip. 52626:358. 52626:356. 

9002120301 Requests rogisuaiion as user of Amerehsm Models OSO & 660 under Cer- 
Slicales of Compliance 9032 & 9033. 

SMITH.L. Senior Green, Inc. 90/02/05. MACDONALO.C B. Transportaiion Brench. Ip. 
52630.081-52630.061. 

9002230339 Requesls registration as user ol Models 660,950.0-10. U-tlOA 8 
500SU.OA prograrn end. 

WALLS, H. Ceniertor Service Co. 90/02/23. MACDONALD Office ol Nuclear Maieiial 
Safety a Sal^uarda.D/ocior- )p 52702.080-52702 093. 

-9002230355 Rev 0 lo Section 7.0, -QA Program For Ttansnoriailon Packaging." 

• Cenlerlor Service Co. 90/02/23. 3pp. 62702:001-62702.093. 


DOCKET 71-9033 MODEL 660 & 6e0E. AMERSHAM CORP. 

9001310429 Requesls registraiion as user ol Models 650 & 660 under Certificales of 
Compliance 8032 & 9033, respectively. 

MALINOSKI.J.W. Navy, Depl of. 90/01/12. Transpofiatlon Branch. »p. 62602-J54- 
52582.054. 

9001310463 Requests rev to NRC 891219 Itr to specily Shore Inletmediaie Ma'nt AciM- 
(y in Norfolk, VA as applicable registered user. 

MALINOSKI.J.W. Navy, Dept of 00/01/lB. Transportation Branch, ip. 524B8;109- 
62488:109. 

9001290332 Notification ol rogistralton of USS CANOPUS as user of Cartfflcatea ol 
Compliance 9032 & 0033.per 000105 request. 

MACOONALO.C.E. TranapoftaKon Branch. 80/01/19. MALINOSKI.J.W Navy. Dept, 
of. tp. 62469:344-52460:344. 


9001300112 NotificoUon Ol regislrelion as user ol Corvlicates of Compllence 
0008.9007.9027.9032.9033,9035.8107 & 9148. 

MACDONALD, CE. T/enapwfeilon Branch. 80/0)/19. GRASHAW.T.O. A'lied Irispoc- 
don Services, inc. tp. 52490 210-52490.219. 

9001310417 Requests registration as usor ol Amersham/Toch/Ops Model 660 under 
Certillcale of Compliance 6033. 

GREGORY.R.K. General Dynam'es Corp. 90/01/19. Office of Nuclear Material Saloty 
& SatoguB'dS.Oiroctor. tp. 52504:134-52504:134. 

9001290297 Raquosia registration as usor ol Modola 660 & 683 Gamma Industries Cen- 
S.Century SA,SP£C-2r,Qulf Model 20V. Technical Operations Models 
.750.Gamma Industries C-10, SPEC-Ci & Gulf Nuclear Models U-t10 & 600SU. 
* Western X-Ray, Inc. 80/01/23. NRC • No OefaJed Aff.liaiion ONen. 3pp 52467:344- 
52467:346 

9002060369 Requeafs registraiion as user ol Amershem Models 650,680 & 660E under 
Camficaiasci Comptlarue 8002 S 9033. 

MARTIM.Q.W. Peweli Geotechnical Engineering. Ltd. 60/01/25. MACDONALO.CE. 
Tronsportstion Branch. lp. 52547-.26l-52547:26i. 

9002130146 Requeafs reolslretion as user ot Tech/Ops.lnc Model 660 under terms of 
Cerufleateof Complisnce 6033 

BOAN,J.n. Georgia Power Co. 00/01/25. MACDONALD.C.E. Ollico ol Nucloar TAelori 
al Saf^ & Safeguards, D rector, tp. 52645:343-52645:343 

9001310124 Application (or QA program approval for racioactivo matt 
pocksgoOdOlReglsiration as user of Models SPE02T.C-1. 6717-0.520.660.660.650 
S 500 SUfsajesfod Fee paid 

WEiSS.C £. tEi Analytical Servlcoa. Inc. (lormorty Trans-Easlein Inspoction, inc 60/ 
01/28. /jOROON.L Transporfalton Branch. 2pp. 52530.360-52530-359. 

6002120988 Adwsea of I'stsd NRC cert'flad packa^s used by llcensoe. por TE HH 
861211 Hr concori^lng gonoral llcanso provisions Tor iicenseos using NRC approved 

g sekapes. 

AILEY.R. Delta Air Unes, Inc. 90/01/20 Oltice of Nucloar Macerial Safety & 
Saloguatds.D.ioctor. Ip 52626:356-52026:358 

9002129301 Requests ronlatretlon as user of Amerahann Modols 650 & 660 under Cer- 
tificates of CompUanco 0032 & 9033. 

SMITH.L Sordo* Gtoon. Inc 90/02/05 MACOONALD.C E. Transportetion Qranch 1p 
52630:081 52630:081 

9002230339 Requests rog-streiion as user of Models 660,650.C-1(1, L1-T10A & 
600SU OA ptoorsm enti. 

WALLS, H. Conierior 5erv>co Co- 60/02/23. MACDONALD Office Of Nudoer Material 
Safety iSaleguarde, Director. Ip. 52702.060-52702:093. 

~990>230386 Rev 0 K> Seci'on 7.0, "OA Program For Tfansporieiiori Packaging *' 

• Cenieno/ So/vieeCp. 90/02/23. Opp, 52702.091 -52702 063. 


DOCKET 71-9034 MODEL TRIQA-f. OA TECHNOLOOIES, INC. 

9001290263 AppHceiion ipi lenewel ot Ceihficeie of Compiistico 9034 lor Modol TRIQA- 
2 Fee paid. 

ASi^SEN.KE. Gohorei Atomics (lormotiy QA Technologiee. Inc /General Atom's 
Co). 90/01/id MACDONALD.CE. Office Ot Nuclear Maioriai Safety & 
SefeguSfdS.Oirecior. ip 52467:347-52487:347. 


DOCKET 71-9036 MODEL 680 ft 880E. TECH/OP&. INC. 

9001309112 Nptll4«licv> of rogisUBllon as user ol Cort.TiCBiee of Comphance 
0006.0007.9027.0032.9033.9035.9107 & 6146. 

MACDONALD, CE. Transportaiion Branch. 90/01/19. GRASHAW.T.O. Allied inspec- 
tion Servtcea. inc Ip 52490 219-52490 219 

9001310124 App’.icaUon lot QA program approval for rodloactive mall 
package.OOBI.neglsIralion as user of Modfela SPEC-St.C-l, 6717-0,S20.660,660,650 
& 500 SU requested Fee paid. 

WElSSOE lEl Analytical Services. Ino. (lormatly Trana-Eaalorn Inspoclion. Inc ). 90/ 
Of/26. GOROON.L Tranaportaclon Brencfi. 2pp. 52630.350 52$30.3&9. 


DOCKET 71-9036 MODEL C-1, SOURCE PRODUCTION ft EQUIPMENT CO , INC. 


9001290297 Requests renistratlon aa user of Models 660 & 603 Gamma Industries Cen- 
tury S.Centu'V SA.SKec-2T.Guir Model 20V, Techn'eat Oparailona Models 
e50.760,Gamma Industries C-lO, 5PEO-CI & Gulf Nucloar Modols U-110 & 600SU. 

* Weatem X-Ray, Inc. 00/01/23 NRC • No Detsilod Alfillalfon Given 3pp 524©?,344- 
62467 346 

9002060114 NotJlicBtion ol reg'-Strahory as user ol Certificotes ol Compliance 9036,9050 

5 9>35^800)13rsqu9Sl. 

MACOONALO.C.E Transportaiion Stanch. 90/01/25. GARNETT, L. Bnrnoit Industrial 
X-Ray. Ip. 52555:141-52556:141. 

9002060127 Advises that no action necessary re registraiion as user ol Certilicatos of 
Comolanco 0036 & 6056. 

MACDONALD.C.E. Transportation Branch. 60/01/25. PLUMSTEAO.n.F. Lucius Pitkin, 
Inc 19.62556:027-62558:027. 

9002060220 Advises that licensee regisierod as user of Cort.flcaios of Compliance 
0007.0036.DC56& 9l35.par 600103 request. 

MACOONALO.C.E. Transportation Branch. 90/01/26. C066AN.W.S. Basin Tasting 
Leboratory, Inc.. dba Baain Services. Inc. Ip. 62667:006-52£S7:006. 

9001310124 Appllcalion for OA program approval lor radioecilvo mall 
p«cka9e:l>66f.Reg’slraLon as user ol Models SPEC-2T,C-1, 6717-8,620.830,660.658 

6 ^ SU reo^uesied.Fee paid 

WEl^O.E. Tei Analybcel Services. Ino. (formerly Trans-Eaeierr) inspection, inc.). 90/ 
01/26. GOROON.L. Transportation Branch. 2pp. 52530:350-&2530.359. 



• /'ll. ^ V’°'^ ® ’o Soci'on 7.0, "OA Pfocra'n For Tfansportaron Pacheg-ng" • wesiorn X-Poy, in; 90/01/23. NHC • No Doinriod Alhiaiion Give.n. 3pp. S2'l6/;344- 

Cnniurtof SorvJco Co. 90/02/23 3op. 527O2091-527O2.093 52467346 

DOCKET 21>90a7 MODEL; 7RIQA-2. QA TECHNOLOGIES, INC. DOCKET 71.9120 MODEL: C-0. AMERSHAM CORP. 


0001290255 Appticaiion for renav»al oi Certificata ol Comp ianco 9037 fof Modol TRlGA- 
'af oactive mails until 950228. Feo paid. 

n . ^ ^3©netal Atomics (lofm&rty GA Tecf.nologlos, inc /Ge-wat Atotnc 

W.). 00/01/16. MacCXDNALDCE Ofice ot Nuclear Maiortal Saloty 4 

baloguaKSs.Oifoctor. ip 52472 359-52472 359 

DOCKET 71.0053 MODEL: 603, TECH/OPS, INC. 

9001200297 Roquosta roQ.strailon as user of Models 660 A 603 Gamma Industries C«m. 
iwv B.Cor.'.urv SA.SPEC-2T,Guil Model 2ClV, Technica’. OperaLons Models 
850,76O,Grtrnma Industries C-tO. SPEC-Cl & Gu'i Nudoar Mode's U-ltO & 500SU. 
• Woslorn X-ttay, Inc 90/01/23 NRC • No Deiarod Aitrlailon Gwen 3pp 52467 344- 


DOCKET 7|.»0S6 MODEL: SPEC a-T, SOURCE PRODUCTION & EQUIPMENT CO. 

9001200297 Roquosts rooistralion as usar ol Models 660 & 683 Gemma Industries Cen- 
tury S.Contury SA.SPEC-2T,Gu’l Model 20V, Technical Opeiatons Medela 
650.760.Ga'Tima Indusirioa C-iO SPECCi & Gull Nuclear Models U liO & 60OSU 
• Wostorn X-Rqv. Inc. ^/0l/23 MRC - NoOetailea Alf. nation Gwen 3pp 52467 344- 
52407:3 10 

90020C01 14 Notirication ol rooisirehon os user ol Cert flcales ol Compilanco 9036.6056 
& 9l3^per OO0 1 1 3 requast 

MACCXjNALD.C.ET. Xransportatlon Branch. 00/01/25. QARNETT.L. Barneii IrtOastdal 
XRoy. Ip. 52355:144.52555:141 

8002060127 ArJvisos thial no action nncossory re regisirniion as user ct Coriificaids o< 
Compllortcd 0036 A 0050. 

MACDONALD.C.E. Transportftiion Branch. 90/01/25 PLUMSTEAO.fl F. luduaPiiWn. 
Inc. ip. 52550.027-52550:027. 

0002060220 Advisoa that llcensoe raoislnrod as user ol Ceditcales ol Compi-errco 
0007,0030,0036 & 9 1 35.por 000103 roquoai 

MACtX)NALD.C.B. Transportation Branch 00/01/85 CO80AN.W8 Basn Tesling 
Laboratory, Irrc.. dLia Basin Servicoa, Inc. ip. 52557.006-52557 006. 

OOOI31Q124 Application for QA program approval lor iad«aci.ve mail 
pacKafloiOODI.rHoQlBlration ea user of Moaeia SPEC.2T.C-f. 67i7-6.520.660.660.C50 
S 600 su roq^uosfod.Foepad. 

WEISS.G E TGI Ana^icai Services, inc. (lormetiy Trans-Eastern inspecHon. tnc). 90/ 
01/86. GORDON, L. Traneporielon Branch 8pp 52530.350-52530 350. 


DOCKET ri-90rO MOOec NUPAC 140-2.0. NUCLEAR PACKAGING, INC. 

9002 120 17S Roqt-iosO rogislral-on as user of NiiPAC 140 2 0 radioactive mads ah'ppT:g 
CBSK unjor C«rtlflcaia w Compliance 9079 

KAPLAN A CIsvelafMl Electnc iilummating Co. 60/02/06. 6ERNERO.R.M. Omco of 
Nudoar MfllorlAl Safety & Saleguards.0.redor ip 52617 200-52617206 


DOCKET 71-9107 MODEL 771, AMERSHAM CORP. 

9001300112 Notification ol rog-'stralion as user ol Certfcaies ol Comptenco 
9000 8007.9027, ©032.9033.9035.9107 &9i48 

MACDONALD.C.E. TranaponAHon Branch 00/01/19. GRASHAW.TD- Allied Inspec- 
l.on Sorvicos. Inc. tp- 52400:219-52400 219 

0001280397 Roauest© regielration as user ol Models 660 & 603 Gemma ind-jsirtes Con- 
lurv SContu^ SA.SPEC-2T,Gull Model 20V, Technical Operelicns Models 
Q5o 760 Qammci industries C-IO, SPEC-Cl 4 Gulf Nudoar Models U-liO 4 500SU 

• VVosto'rn X-Ray, fPio. 90/01/23. NRC • No Deialied Alfllaiion GVon. 3pp. 52467-344- 
62467:340. 

DOCKET 71-91 10 MODEL MX-IC-100, MAONAFLUX CORP. 

tmn^rennin Ftnouesl© mod to registralon to Incorporate listed packages 4 Iniorms that 
rnvi«nrt I qt dolctds packages OSA/0OO7/0 4 USA/9110/0 4 adds USA/9133/ 
DM OSA/01 6S/ BtU).USA/S166/BHJ) & LJSA/9107/BlU). 

nAtofciPi DC L MQS fnspscton, Inc. (formerly Magnaf.’ux Corp.V 90/02/02. 
MACDONALD.C.E- Office of Nuclear .Maienal Safety 4 Saleguards.Drecior. 8pp 
52630: 154-52636: 1 S6. 

onns^Tniia Notification ol registrailon as user ol Coriificates of Compianco 
ninn a inis SI SB 0 1 B7 & deletion as user pi CerLlicats ol Compiwte 9007.Cen/.icate 
ftirimn-ifl'nc® s’l 1 0 a/plm'd 4 no (urthe.- action required 

uarnrtwa o CE Trenspofiatiort Branch 90/02/21 OANFIELO.E U- MOS in^wc- 
mn:i?i?. (form^ly Mognafiux Corp.). Ip. 52769.279-52759 279. 

DOCKET MODEL 1.26 INCH LEAD, PROTECTIVE PACKAQTHQ, INC. 

nnn4-Lf,n-\e,9 o^n, issl© roolslrailon as user ol Models 660 & 683 Gamma indusMseCon- 
60O129O|W R©^®«g^ SPEC-2T.Gult Model 20V. Technical OperoBons Models 
L/X Incfuslrles C-IO. SPEDC1 & GUI Nuclear Models U-llO 4 SOOSU. 

• Wo^Vn l?Ray. 90/01/23 NRC • No OelaUed AftiUa'ion QMn. Spp 52467:344. 

52467:346 


9001290297 Requests rog sirat'on as usor ol Modols 660 & 003 Gamma Indus'ries Cen- 
tury S.Cenluty SA.SPEC 2T,Gu't Modol 20V, Technical Operaiors Modes 
650.750.Ganima Indjsirios C-10, SPEC CI & Gull Nuclear Models U-il0 4 50050. 
• Western X-Ray, Inc. 90/01/23 NRC ■ No Ooimlod Allii.at on Given 3pn 62467:344- 
62467 348 

9002130325 Forwards descnpiivo assembl-/ drawing in support o< renewal epplice'ron 
for CorLTcaio of Comp'ianco 9 1 20 lor .Model C-O type U|U) package. 

ROUQHAN.C.M. Amoraham Corp. 90/02/08. LINONEFl.C TiQn8pcn8:lon 0;ar<h. 
2pp 52646:240 52646 241 


DOCKET 71-9133 MODEL C-10, AMERSHAM CORP. 

9001290297 RoQuosis reqis'iation as user of Models 660 & 693 Gam.ma i-idustries Cert- 
lory S.Contury SA.SPEC-2r,G'-ll Model 20V, Tochneal Ope'elions Models 
650.750.08nima Indusinos C-10, SPEC Ci & Gull Nudoar Models U 110 4 5005U. 
* Western X-Ray, Inc 90/01/23. NRC ■ No Ootailed Affi'iation G.ven Gpp 52497:344- 
52467346 

9002120310 Requests morl io rngisitailoti to incorporato listod packages & l.',lorms Inal 
rovisod isi dolotes packages USA/S007/B 4 u5A/9ii0/Q & adds USA/9133/ 
Q(U>.USA/gi6S/B(U).USA/0166/B(U)4 USA/giB7/R|U) 

ElAfiFIElO.E L MOS Inspection. InC (formerly Magnaflux Corp). 90/C2/32. 
MACOONALO.CE Oflico Ol Nuclear Moiotlal Safoiy 4 SaloG'rsrds.Onociar. 2pp 
S2630 154-52630 155 

9002270139 NoUficaticn ol legisitaiion as usor ol Cortilicatos ol Comp r.rKO 
9133.9165.0I66. 0187 4 delcLon as user ol Cortilieato ol Comp'iano OCOT.Co'l'.ca'o 
of Corrpi ance 0 1 1 0 oxp rad & no lunhar ocHon required. 

MACOO.NALO.CE. Ttanspoiiaiion Branch 90/02/21. BANFIELD.El. VCS 'nspoc- 
lion. Inc (formerly Mag-'ailux Corp.}. ip 52760 279 62750:279. 


DOCKET 71-9135 MODEL CENTURY S 4 SA. CENTURY UNIVERSAL S 4 SA. 


900 1290297 RoQuo.sls rcgsIraHon as usor ol Modols 660 4 603 Gamma Indusincs Con 
luty S.Cemury SA,SP£C-2T.Giiit Model 20V, Technical Oporoions wodoi 
650.7Sr3.Oamma Indusirlas C-IO. SPEC-Cl 4 Gull Nuclear Modols U-110 & SiXlSU 
• Wostorn X-Ray. inc. 90/01/23. NRC • No Ooloiled Athlat'on Given. 3pp 52407.3 '4 
52467:346 

9^060114 NolHiCOiion pi reglstratipn as user ol Cortitlcnios ol Compiianco 0036,005f 
4 9l35.pet 9001 13 request 

MACOOIAlD.CE. Transpprlatlon Oroncli 00/01/25. BAnNETT.L Bs.'noll InrluHria 
X-Rey. ip 52555 141-52555:141 

9002060220 Advises ihsi licenser) reyisiored as uBoi of Coiiificnies o' Com?' anci 
9007.0036.9050 4 6 1 35 per 900103 reguOSt 

MACOONAiD.CE. Tianspo.imion Branch. 90/01/25. COBBAN.WS Oaa'n Totliri 
Lehoraiory. IOC . dPa Bss’h Services, inc ip. 52557 006-52557.006- 


DOCKET 71-9137 MODEL 620. AMERSHAM CORP. 

9002220317 Requests lev ol 090022 application lor ronevral of ConIfICAlo oi Comp'i 
anco 9137 loi Mode! 520 peckage. App'.i:eiion sliouid be revlsod to piovldo suHiC'or 
Into on oporebngprocodursk 6 maini programs lor package. 

MACX)ONALD.CE Trensportsilon Branch 00/02/00. ROUQHAN.C. Amerfihar. Corp 
Ip 52690 027-52690 027 


DOCKET ?1-ei»5 MODEL: 770, AMERSHAM CORP. 

9001300112 Notilicalion el regisiraiion as usor ol Coiillicates ol Compiianc- 
9006.6007.0027.0032.0033,9035.9107 4 6140 

MACOONALG.C.E. Transponai'on Branch 00/01/16. GRASHAW.T.O Allied inspcK 
Eon Services, Inc. ip 62490 219-5249Q 216 


DOCKET 71-9160 MODEL 20-VS & 40-VS, AMERSHAM CORP. 

9001290297 Roquesis rogisuetion as user of Models 860 4 683 Gemma Industries Ce- 
lury S.Cemury SA,SPEC-8T,Gull Modol 2CiV, Technical Operations Moc'ci 
e50.750.Gamma Induslries C-10, SPEC CI 4 Gull Nuc’oar Mode's U-110 4 SOOSl 
* Western X-Ray. Inc. 90/01/23. NRC • No OeioHed Affiliailon Given. 3pp. 62467.34- 
52467 346 

9002050261 Forwards revised operoling procedures, accepionco tests 4 malnl progroT 
(or Models 20'VS 4 40-VS to enable ronovirai of Cerilllcalo 9160. 
eAKCR.8.W. Ametsham Corp. 90/01/24. WITHEE.C. Tiansporfai-cn Ofanch. 6p 
52641:354-52541 368. 


DOCKET 71-9165 MODEL: 8&8, AMERSHAM CORP. 

9002120310 Roquosts mod to registrailon to Incorporate l-sled packages 4 informs Ih 
rovisad hst deloios packages USA/9007/B 4 USA/9110/8 & adds U5A/013 
B(U).USA/6l65/B(U),USA/6ie6/Q(U) 4 USA/gie7/B{U) 

BANFIELD.EL. MOS Inspeciion, Inc (lotmerly Magnaflux Corp.). 00/02/C 
MAOTONALO.C.E. Olt-co ol Nucieai Malarial Salary S SaloQuaidaOitocloi. 3 e 
52630:164.52630:165. 


DOCKETED ITEMS 


9002370139 S'oM.caton of registration as uaor oi Comticaios ci Comp'lanco 
9133.9t65. 9166.9187 & Oe'eilori as user ol Cotur.calo Of Cotroiano e007.CertJiC6lO 
cf CoTpl'anco 9i 10 expi'aci & no furtnor action roqu'fod. 

MACDONALD.CE. Transportation Branch 90/02/21. BANFIElO.E.L MQS tfiapec- 
ton, Inc ifornierly Magnailux Corp ) Ip 52759 279-52759:879 


DOCKET 71-9166 MODEL; 864, AMERSHAM CORP. 

9002120310 Requests mod to rog'siration to incorporato listed packages 6 inicirra ihal 
revised list doiotos nackegos U5A/9007/Q & USA/QilO/G & adds USA/0133/ 
BlU|.USA/91B5/G|U).USA/9t66/B(U) & USA/01Q//B(U). 

3ANFIE1.0.EL MOS inspection, Inc (fomiotly Megnatlux Corp). 90/02/02. 
MACCX3NAL0.CE. Oflice ol Nudoar Meiorlal Saloiy a SeleguBrds.Oitecior. 2 k>- 
52S30 154-62630 155 

6002270139 Noiification of regstrnlion as user of Cen.f.catoa ol Compl-anco 
9I33.9165.9166.91B7 & do'otlon as user ol Corlii'.cate of Compl-ano 0007.Coililicaio 
cf Comp'iar.cd 9i 10 oxpirort & no lurihef aciron feqj-fod. 

MACDONALD.CE. Transportation Dtanch. 90/02/21. BANFIELD.EL. MOS inspec- 
tcri, Inc (ftDfmorty Magrta/lo* Corp.) Ip. 52759 270-52758 270 


DOCKET 71-9166 MODEL; CNS 8-120Q. CHEM-NUCLEAR SYSTEMS, INC. 

9002000354 Advises that CoilHlcalo ol Compliance 9 ISB lor Model CNS &-l20a evpites 
on 909331. Renowsl must be roquosiod wlfh'n 30 days of Oxpirai.onlf ret'oiMai imi 
desued.NRC shou'd be so notilied 

MACOONALO.CE Transportation Branch. 90/01/31. KtNTNER.S. ChenvNIrcioar Sys- 
le-ns. Inc Ip. 52559 2g0'52S59:2Q8 


DOCKET 71-9163 MODEL; NAC-f, NUCLEAR ASSURANCE CORP. 

9002010356 App'icailon lot amend lo NAC'l/NPS-4 cask.Cariihcalo ol Corapiiartce 
9103. Rev 9.10 update design ol cask basket & containers lor fal'od metd-l« luoi 
rods W/IQur ovQiS’te propriQlary drawlnns Orewings withhold 
WELLS.A.H Nuclear Assuianco Corp 90/01/29 MACOCNALO.CE. Transportellon 
Brancli. 3pp S2S30.101'S2S30.10.1. 


DOCKET 71-6167 MODEL; 665, AMERSHAM CORP. 

6002120310 Roquosls mod to rogisimtion lo inrorporato I'sieii packages & inicms ihpi 
levisod list doleiea packages ijsa/ 9007/0 & uSA/9iio/6 & adds USA/9133/ 
e(UI.USA/9ie5/Q(1^.USA/9ie6/B(U) & USA/9107/S(U) 

BANFIELD.EL MOS Inspoction. Inc. (lormerly Megnallux Co'p.) 00/02/02. 
MACDONALD.CE. Ottico Ol Nuclear Maiorial Soioiy a Safoguards.C-rccior. 2|)p. 
S2630.154'S2630.1SS. 

9002270139 Noiilicaiion of regtstraiido as usor of Ceii<'.caio9 o< CompFarsco 
9133,6165,9166,9107 & dPlotlon as user ol Cnriificaio ol Compijirte 9007Cortillcoio 
Of Ccmplianso 6110 osp'rod & no fuilhor action roqu rod 
MACOONALD.CE. Transportation Orancli. 00/02/21 SANFlELO.E l. MQS Inspoc- 
ion, Inc. (formerly Wagnaflu* Corp.) Ip 62769,270-62750 279 


DOCKET 71-9166 MODEL; UX-30, NUCLEAR PACKAOINQ, INC. 

9002130211 Forwards FtOv 2 to Cerllliceie of Compliance 9168 lor Model UX-30 ah^r- 
phg package.per 091122 roquoai.OOE rogisiorou os user ol package uruo' gonorei 
'cense provisicns ol 49CFni73.47t. 

MACOONALO.C.E Transporianon Qrnncfi 00/02/02 PORTER.S. Nucioer Packeg'og. 
he 2pp. 62047 316-62047 320. 

-9002130216 Ccrilficate of Coinpilanco 0106, Rev S.for Modul UX-30 Approval record 
oncl. 

MACDONALD.C.C. TronspOrtallon Branch 90/02/02. 3pp. 52647:3 16-52647- 320. 


DOCKET 7f-920S MODEL: NUPAC 10-142, NUCLEAR PACKAOlNO, INC. 

9001260329 Notification ol rogisiratlon as user ol Ceri.llcates of Compkance 9206 & 
9222j)or 000104 request 

MACOOWALO.CE iransporiallon Branch. 90/01/16 ACOSTAJR.J. Ffotida Power S 
light Co. ip. 52489:346-52469;346. 


DOCKET 71-9216 MODEL CNS 1-130. CHEM-NUCLEAR SYSTEMS, INC. 

9001290226 Requests roglsttallon as usot of CNSI 1-t3G roO'oactivo mstls ahlpping 
cask under Certillceto ol Compliance 0210. 

MILLER, 0 0. Connecticut Yankee Atomic Power Co. 60/01/00. MACOONAtO.C.E- 
Trartspoilallon Branch, ip. 52472 350-52472.356. 

9002060132 NoUficallon ol rogistralion as user ol Cortilicaio ol CemptlaiKO 92l6.per 
900109 roQuasi 

MACOONALO.C.E. Transportation Branch. 60/01/25 MILLER, D.B. Connocicut 
Yarikee Atomic Power ip. 62555:140-52555:140. 


DOCKET 71-9217 MODEL. ANF.260, ADVANCED NUCLEAR FUELS CORP. 

9002060206 Forwards Rev 0 to Certllicalu of Compliance 9217 lor Model ANF-250.Ap- 

B roval per 49CFR173 471 

lACDONAlD.C.E. Transportation Branch. 60/01/26. GERHALD.L.D. Ad-rartced Nu- 
e'ear Fuels Corp. (lormerly Exxon Nuclear Co., Inc ), ip 62561;286-S2601:2OS. 

-9002060209 Coriificato ol Comptlanco 92i 7.flov 0,lor Model ANF-260. 

MACDONAIO.C E. Transportation Branch. 00/01/26 3pp. 525eV2O0 52561:286 

-6002060211 Safety ova'ualion app'oving Rev 0 lo Certificate of Compllanca 0217 for 


DOCKET 71-9222 MODEL HN-2t5H, WE8T1NQKOU8E HITTMAN NUCLEAR. INC. 

9001200329 Notification ol roglsirat.on as user ol Certillcales ol Compliance 9200 6 
P222.POI 000 ID4 rpquasi 

MACOO.NALO.C E transportation Branch. 80/01/10. ACOSTA, nj. Florida Power S 
light Co Ip 52469 346-52469 346. 


tX>CKET 71-9324 MODEL HN-160-2, WE8TINQHOUSE HITTMAN NUCLEAR. INC. 

9003060001 Roquoais logstrauon as user of Modol HN-160-2 radloacihra malls shlp- 
angcASk 

KEfSER.H.W. Pennsylvania Power & Light Co. 00/02/02. MACCX3NALD.C.E Trans- 
po/lal'Oi>e/a»cl^ Ip S269O.O6B-^2509:OBO. 


DOCKET 71-6325 MODEL NAC-LWT. NUCLEAR ASSURANCE CORP. 

9001310441 Ack roco'pt of 061226 l|i & confirms shipment of NAC-LWT Cask Units 2,3. 
4 s 6 have been placed on he'd sialus, ponding rosofuKpn of Intorprelatfon of certain 
wold radXMr^khs 

STOOOS.JJ. Nuclear Assurance Corp 90/01/00. MACOCNALO.CE Transporialion 
Branch ip 62S04 005-52504 005 


DOCKET 71-6226 MODEL 2000. GENERAL ELECTRIC CO. 


0001310453 Forwards summary Ol radiography Insps of wolds on Model 2000 
toroids.per 900 1 29 Isicen 

ChERO.JH. Oeneisi EMicir-.c Co 60/01/20. JANKOVlCil.J P. OnrislQn ol SQfOQuards 
A Ttariepoflatlon (Post 670413). 2lpp 52497:174-52497:164 


DOCKET 71-6333 MODEL TN-RAM, TRANSNUCLEAR. INC. 


0001300443 Forws'ds npr^propnoiaty DiBwIng 99D-709.nov 0 onlil!ed,"TN. Ram Pack- 
oqng Impact Umnei Aitaci'rr.pnt Bolt,” lor piacomom in PDR. 

NEiCER.T.d. Tiansnuciear. Inc. 90/01/22. GARDES.O. Division ol Safeguards & 
TtenspoiiaKon (Pott 670413). 3pp. 62497 001-52407:003 


DOCKET 71-6334 MODEL NCI-21PF-1, NUCLEAR CONTAINERS. INC. 

90012002$9 Roquosis icfl'siraiinn as user of Nudoar ContolnerB,lno OvarpoeV Model 
MCI2lPf-l 

LEONARD .JF. Enstny. Dept, ot 90/01/16. MaCDONALO.C.E. Transponallon Grencb. 
ip 62472 357-52472357 

0002130012 NohLcajipn ol rogisiiaion as usar ol Cortilicale of Coinpilance 0234 In ra- 
sponso IP 0001 16 lequost. 

MACOONALO.C.E Tiansporiat, on Branch 00/01/31 lEONARD.J-F Enerny, Dopt. el. 
Ip 52646:242-52646:242. 


LICENSING OP INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0002 VIRGINIA ELECTRIC A POWER CO.. 50-260 & 60-201 

W)01300079 Advises mat lOCFRSO.SO aaloty ovaluaiion ol d<y sloraea casks dos-gnat- 
od as Wost-nghouso MC-l0.Nuctear Aaeuiance Corp NA(5-120 & General Nuclear 
Sys.inc CASTOT X/33 complete No unrevlewed aaloty quoshons noted. 
STEWART.W.L Virginia Power (Virtilnlo Electric & Power Co.). 60/01/22. Dooumeni 
Cot>lrol Branch (Document Connol Desk). Ip 62490:072-52490 072. 

9001300333 Raquasis ihat lulutp corrospondonco from NRC ro ISFS) bo addressed to 
author at lieloo address & that tlatad rndwlduais be included in carbon copy diSinbu- 
Uon. 

STEWART, W.L. Virg.nia Power (Virginia Eloctric & Power Co.). 90/01/23. Documonl 
Corxtol Branch (Document Control Desk). 2pp. 62490:070-&2400.071. 

9002230265 Forwards Amend 3 to Llcer^so SNM-2501, changing Tech Spec 1.3.1 lo re- 
ffool admm'atratlvo change Irt QA program Amend also changes Tech Spoc 4. 2. 2 clsrl- 
lylng cask average aurfaca dose rates for lop & sido surfaces. 

HAUOHNEy.CJ Fuel Cycio Safety Branch 00/02/16. STEWARTW-L. Virginia Power 
(Virgiiia Electric & Powor Co ) 6pp. 52702 281-52702:321. 

-9002230271 Amend 3 to license SNM-260t lor VEPCO.cheng'ng Tech Spoc 13 1 re- 
ffocbng adm'nlsiradve chango In OA program Amend also changes Tech Spec 
4.22.dariMng cask average surface dose reles for lop& eldo surlecos 
HAUQHN6Y.C.J. FudCi^e Satoly Branch. eo/02/IE 29pp. 62702.280.52 702-314. 

-9003230289 SER support'rrg Amend 3 lo License SNM-250>. 
nUFFW.S.R. ROBEnTS,J.P. Fuel Cycio Safaty Brench. 90/02/16. 3pp. 62702315- 
62/02017 

-6002230282 Dfscu8s©8 caleflorlcal exclusion under 10CFR6I 22 ro Amend 3 to Li- 
cense SNM-2501. 

HAUCHNE/.C J. Fuel Cycle Saloiy B/grch. 90/02/16. Fuel Cycle Safety Dranch 2pp. 
52702.318-52702:310. 

-9002230286 Noiice of Issuance of Amond 3 to License SNM-2501 lor receipt 6 slor- 
aoe of spent fuel al plar^l ISFS). 

HAUGHNEY.C-J. Fuel Cycle Ssloty Branch. 00/02/16. 2pp. 52702:320-52702:321. 


DOCKET 72-4)004 DUKE POWER CO., 50-269, 60-270 & 6&-287 

8001310484 Forwards revised llcanee condition (or plant.lrtcarporaiing Rev 2 10 ISFS 
security program.for Info. 


8OOM10273 Fonva-ds Lconso SNW 2S03,8jiro,ii;n9 20.yt form to recewe. 
possess.siwe S irenslof sponi fuel I'Oti unis .n iSFSl loca'.ed ei Jscirty.per 
^fR?2.SSR 8. r*i,ce O' Issuance. „ 

SjOfilOWGL. Fuel Cycle Safer/ B'anch 90'Ol/29 TUCKER, HB Dche Powei Co 
4pp 525 Hj03-525I5069 

-9002010288 Uconso S%y 2503.aulhonz.ng 20-yr term 10 receive, possess, store & 
t/ar.sfer sponi fuel from p’am m iS.=Si locaieO at sue ...... . 

SJOBLOM G l Division o' 'ndusmal 4 Mod sal Nuclear Safer/ (Post 870720). 90/01/ 
29 2?pp. 52514307-525M.333 

-9002010291 Sa'eiy evaluation auiTcnjing 20 yr term io tecs've pcsaasa, ato'e & trans- 
fer spcni fuel :n iSFSi located ai faci iiy .... .... 

• Office cf Nuclear Ma'enai Safety 4 Sa'egjards, Director 89/t0/3l. 02pp 
52514334-52515065 

-900201038S Nonce of issuance of License SNM-2503 for iSFSt al faeiSiy 
SjOB’-CM.GL Fuel Cycle Satety Branch 90r0l/29 3p0 52515 066-52516069. 


9002070204 Respo-sds lo 690309 reguasl lo review mall sut>.T>ned by lb. dtd 
6902i0.amandno neutron shield design of transfer casli proposed to be uaadirt oper- 
8'ion cl p'a.nt iSFSi Design mod in compi ance w/10CFR72 48 
ROBERTSJP Fuel Cyca Safety B-ancn 00/02/01. TL'CKER.HO. Ouk® Power Co 
2pp 52605 008-52605 033 

-9002070219 SER accepu.ng des on change lo irans'er cas't toi util iSPSt 
' Office of Nuclear Meioriar Safety 4 Safegua-'da, Director. 00/02/26 24pp 
52605 010 52605 033 


9003070196 Forwards proposed 18 month leculaiorv schedule for ISFSI ai ni,»i 
BATE&O. Carotina Powor 4 Light Co. 00/02/06. ROOERTS.J. NRC NqX,.^ 
Mellon Givon. 2pp 52593 068-52593.059 *•' 


9002220649 Forwards Rev Q to Draw.ng F 0J315,lnadvorteftlly orr.inod non vt'y. 
submitt^ 4 advises that Istod drawings mstakonly ideniiiied as P-'opne’arv 
noruHopitetary • «t a 

LOFLIN.L I. Corolino Power 4 Light Co 90/02/14. Documoni Control B-s-v+liiv 
mont Corwol Desk). 2po. 52713:350-52713.360. "•■w'Hrxu 


DOCKET 72-0008 BALTIMORE GAS 4 ELECTRIC CO., 50*317 & SO-318 


9002070200 Summary of 000123 rr.eeling w/uM in Hockvillo,MO lo license SDcJia--/ 
for dry Spent fuel storage under lOCFR/E at plant. List ol attanriees & icen^ 
out ertcl 


aivma.r. rwei — ... - 

Branch 15(^.52.503:074-52593 098 










DOCKET 72-0000 PUBLIC SERVICE CO. OF COLORADO. 50-267 


9002070168 NoilBcailon ol 000215 meolino w/util in Rockville, MO lo d scuss sdcLuy/i 
for dry storage concrolo moda'a sys ISFSI to bo focatod at p'ant 
ftUFFiN.S.H. Fuol Cycle Safety Dianch. 90/02/05. ROBERTS.J P Fuel Cve's 
Branch tp. 52508 224-52590:224 ' 


DOCKET 72-0006 CAROLINA POWER 4 LIGHT CO.. 50-924 & 50-325 

9002090164 Bespofids to 691029 Hi Id add' in'o te plant tSFSl meUs ttceoae 
application W/34 ovarsrie proprietary drawings Drawings v/<ihheid. 

LOFLIN.LI Carol r.a Power 4 Ughi Co 60^2/01. Document Control Branch (Docu- 
mont Control Oeai<) 21pp. 52609 348-52610 230. 

-9002090291 "Repl ol Suosurface Invesiigsiicn Program Siles i 4 2 Spent Fuol Stor- 
age Moduies.Brunswtck Nudes.' Plant '' 

'Lew Engneecng 60/02/0t. 47pp. 52610 003-52610:055 

-9002090297 Rev 7 lo Vol 4,Pan 10 lo Procedure ISF5 003. "Prepatabon ot Dry 
Sh elded Canister for loading Inlo Honaontal Storage Module ' 

’ Caro na Power 4 Ugm Co. 89/07/12. e4pp 526(0Q5&-62et0.lt9 

-9002090300 Rev 0 to Procedure PCN-00949E-01. ''Analysis for Bru.'iswick Nucloar 
Pro eci lor Ofteiie/Cnsrta Dose Assessment " 

HANELLJ.R . WiLLIAM.e. Cdo'ma Powet A Light Co. 89/07/ti tttpp. 62610il2<l 
S26I0.230. 


6(H>30fi0372 Requosts NRC concuiioncu to enable ouriy const activ.iy outside ol reac- 
tor ptoieded area involving bldg ISFSI access road in ordor for iSFoi siia chi'scie 
laatton eludy to be porformod por 891200 meoling 

CRAWFOflb.A C. Public Sorvico Co ol Colorado 00/02/07. ROBERTS JP fjs 
Cycle Safety Branch 3pp. 6250O.O85-525O0:OO7. 

6003090226 Agenda lor NRC/Publ.c Svc Co ol Colorado 900215 meeing 
GOSS.O fttftic Service Co. ol Colorado 00/02/08. ROBERTS.R. NRC - No Oetn*.* 
AffiNAIIon Gtven 3pp 62628:127-52628 120 


DOCKET 73-0010 NORTHERN STATES POWER CO., 50-262 A 50-306 

9001300463 Summary ol 0001 16 mnolmg w/ulil In RockvHlo.MD re ui.l 10CFR72riC»'M 
applicaiion lo store apont fuel ai plant List of aiiondoos.sgenda A util p'e$e'ta»r> 
ones 

ROeems.J.P Fuel Cycle Safety Btarch. 90/01/26. SJOBLOM.GL Fwi Ojds 
Safety Bionch 20pp 52404:252-52494 271. 



NONDOCKETED ITEMS 


lOCFR COMMISSION MEETING RECORDS 

6001290063 Transcnpi ol OOOiOd pub'.lc moeiing In Rockvi'.le.MO ro biioting on siauisoi 
Uove'opmont ol upOoied soured term. Pp i-SO.Supponir'.g documonintion encl. 

* NRC • No OelS'lod Atllliailon Gwen 90/01/09. I02pp. S2-173.Ce9-S2473 IB9. 

fl(Ml260l07 Transcnpi ol Commiaslon 900111 pariodic Orrelng by rtCHS A 
Bochvi'.lo.MD.Pp 1-53 

' Ccmmisslonens. BO/OI/H. S8pp. S2'i88 OCM-52'160 000. 

90012901 16 Transc/ipi of 9001 1 7 briofinp In RocItvi'in.MO <u QOycrnor cofU-ranon cl 
low level waste s tes Pp l-aO.Suppcnmg dccurrientellon onci. 

• NRC ■ No Deia.led Affiliation Given 90/01/17. 75p0. 62470 00I-52470.074 

9002070252 Stall loqulremonia morr.o ro 091221 bnefirtg RockviTo.MO on NRC ac* 
tons for cleanup of coniam.naiod sitos under NRC |uriad:cilon. 

CKILK.SJ OI1.ee of Iho Socrolarv ol IbQ CQnirr.iaS'On. MB9t22IA 00/01/31. 
rAVLOn.dM. Olc of tfie Bxocutive CHroctar tor OporaNana 4pp. 52€05.00>- 

52605.004. 

9002070267 Staff requremenls memo re QU0U8 immodiaio olfoctiveness rov.ow bnol- 
iro >n RockviMe.MO by representatives cl New Hompshl-a Yankoo.Commonwaallh of 
MA £ othor parlies re readmoss to oporate lac.iity el full power. 

CHILK.SJ. OMice ol (lie Socreiary of ibo Commission MdOOllO. 93/01/31. 

TAYLOR, JM. Olc of tba Exocutiva Director lor Operel'cns. 2pp. 52604.251- 

52604:252. 

9902130136 Transcript ol OOOilB Imolmg in RockvJle.un ro irrmodaio oltocwoness 
tevow bnofirtg for plant Pp 1-95 

' Comm-sslonors. 90/01/16. 176pp. 52643.003-52649.170 

9002160140 Stall requirements memo ra ACRS UOOi 1 1 bnofmg in Rockv/ie.MO re NRC 
safety goal po'jcy rolalionsh'p lo concnpi of adoquele proieclion & atalue ol tcconv 
mondelions on containmeni design criteria for future reactors 
CHiLK.S-J. Ofi.eo of iho Secrqiery of Ibe Cnmm'ssion MSOOm 90/02/02. 

UlCHELSON.C ACRS • Advisory Commiiiei) on Reactor Saleg.iards 2pp. 52656 170- 
52850 176 

9002230267 Advisos of Commisslan approval of n‘v.bl'CQllon qi advnneoiJ rJ>lco of pro* 
posed rulemaking on import & oipqrf of radwosloe. inclusion of sfaff rospoosaa lo 

? uQsi-cni coniained in App A to SECY 69-060 ehouid be considorod. 

riiLK.Sj. Office of Iho Sewole/y of mo Commissior. SO/Of/OS. CGNTON.Hft 
0"ice of GovornmanU)! & Public Alle'ra (Post 870413). lOpp. 52702:320-52702337 

9002230261 Advises of Confimission approval ol policy tncreas'ng ixienso form let maicM 
cperai ng luoi eycio licensees to 10 yts Roquosie tnoi PR notice w/moo be lonwardoU 
foi eignaiure & pub'icaiiqn Qlioi 0MB approval 

CK.|.K,S J. Ollice ol the Socreia^ oi iho Commission. 90/01 /i6. TAYLOR.J M Olc of 
tho Executive Oirecioi for Operaliqns 3pp. 52702 107-52 702;t09 

9002230269 Adylsos that Commission has no obioction to proposed fS9u<tneo of <opi lo 
Congress on AOs lor Jul-Sopi i989 

CHILK,S.J. Office of ffia Secreie/y of Ilia Com/TWssfor 00/0»/i0. TAVtcn.dM 0/cof 
the Execulrve DIroctor lor Operations. 16pp 52701.295 52701.310 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 

9001050124 Commonis on proposed revs lo CPA nigii lovoi waste aids NRC slrouid ho 
more eggressivo m dealing w/EPA to onsuro Uiai EPA sids soonuin'.aiiy 
sound.consisieni & sub) to iniorprotailon & irnii'.omentallon. 

MOELLER.O.w. Advisory Commiitae on Nuclear Waste 09/i2/2i. CARR.KM. Com. 
missloncrs. 3pp. 52612.001-52612.003. 

9001300364 Transcript ol ACNW leili meeting nn 900124 In Boirioada.MO. Pp I- 
154 Supportng Info end. 

' Advisory Commitioa on Nuclout Wasio 90/01 /24. iTOpp. 524C5.034-524652I l 

9001300395 Transcript of ACNW I6ifi meeting on 900125 In 6Qliioa.i,MO Pp 165- 
32l .Support'ngl,n!o encl. 

’ Advisory Comrriitioe on Nuclear Wasio 90/01/25. 234pp 52465 212-52466097. 

9002060033 Oiscussos ACNW I6ib meellng on 900124-25 re Commission po’lcy aieio- 
meni on exomp'.-.ons from regulatory conirol Agroos w/Commtssion consotvsirvo se- 
laciion ol applicable dose rate imiiis ra poiontial lor Individual oxposutos 
MQELLER.b.W. Advisory Commliieo on Nuclear Wasio 90/01/30 CARR.K M. Com- 
miss'onors 6pp. 62609:173-52609:170. 

9602080043 Oiscossea ACNW I6lfi rnaofing on 000124-26 ro NRC program on low 
level redwasies. 

MOELLERD.W. Adviao/y Comm, ileo on Nucloar Wasio. 00/01/30. CARR.KM Com- 
missioners. 2pp. 52609.091-52609.092. 

9002060069 Discusses ACNW I6ih meeting on 000124-25 to linat rule on storage of 
spent fuel In NRC-epprovod storage casks at power leacior sacs 
MOELLER.O.W. Advisory Commlileti on Nucloar Waste. 90/01/30 CARR.K.M. Com- 
missioners. 2pp 62609 003-52609.094. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEOUAROS 

6903010441 Comments on Impiomoniation of safely goal policy dscussedal ACRS 
346tb meei'.ng on 690209-1 1. Safety goal should bo accepted as unamb’guoua working 
Sid for raguiallon of nuclear power & should bo rovisod as rtew .nio appears 
RGMiCK.F.j. ACRS • AdviSory Commliloe on Roaciot Safeguards. 89/02/16- 
2E01.LW, Commlss'onprs. 6pp. 524ei.»74.5240l:i78. 

6910270047 Discusses 354m ACRS moating on 891005-06 to discuss /rpfemeniaUon 
ol NRC Safety Goal Policy & reielionsbip of concept ol adequeie protection to 
railcy.Qackfit rule should bo rogardod as subordinalo lo NRC Safety Goal Po'Icy. 
REMICK.F.J. ACRS - Advisory Commitieo on Roaclor Saloguards. 89/10/11. 
CARR.K.M. Commissioners. 2pp. 62494.053-52404:054. 


9001300407 Transcript Ol ACRS Subcorrm'ito on Sevore Accidents & Subcommitiee on 
PRA 900124 meeting in Albuquerque. NM la review NLlREG-1 1 SO, "Severe Accldant 
Bisks" Pe331-464 Supportng into er.cl. 

* ACRS • Aflv.sory Comr.ltieo on Reactor Safeguards. 00/01/24. 24ipp 62463:193- 
52464076 

0001300416 Transcnpi of ACRS SuOcomm tloo on Sfrucfural Eng.neoring Of> 900 126 In 
AIhuquerq-jo.NM.Pp 19Q-4QO. Supporting -nlo encl. 

* ACRS • Advisory ComTJiien o-n Reader Ssfogua/ds. 90^0f/36 380pp. SS473:263- 
52474 319 

0001300420 Transciipl ol ACRS Subccmrnhioe on Sovoto Accidents & Subcommittee 
CA PRA 900123 mooing In Albuquerque, NM lo review KUREQ-1150, "Severe Acci- 
({erKRi^s"Pp 1-330 ^pportlng Info enTl. 

* ACRS - AdviBory Committee on Reactor Saloguards 90/01/23 448pp 62462:0l7* 
52463 102 

OOOi3(K>434 Transcript ol ACRS Subcommiitoe on S'ructuai Engineering 900124 mool- 
4ig In A'fcuquarQue.NM.Pp I -i97.Supporiing Info oncl. 

* ^RS - Advisory Comnutfee cn Reactor Safeguarda 90/01/24 . 275pp 52464:07 7- 
52465 033 

9003070368 Summiantes ACRS 357m mooling on 900111-12 ro resolution of Interfacing 
eys LOCA i$avO L-ais ihroe appioacnos to resolving Issue Rocc>m/nar>ds Option 3 as 
makirg most eflic.anl & oMactiva use ol staff & licensee resources. 

MiChElSON.C. ACRS • Advisory Commiitoe on Roaclor Safeguards. 90/01/16 
TAYLOn.JM. Olc of Uio Eiacuiiva Director lor Operellons. 2pp 52690.317- 
52590 318 

9002120171 A<^ recap! ol ACRS 091124 ropi on draft safoly ovo'ueiion lor advanced 
Qwn NRC clans lo address Inior m commatiis during fulure maolmgs 
TAYLOR.J M. Olc of the Eicocul-vo D reclor lor Oporallons. 90/01/04. MICHElSON.C. 
ACRS - AotnooryCo.Tvi'.iiioo on Reactor Safeguards. 3pp- S26t 7:194-63617:200. 

9002130011 Transcr^ii o' ACRS Subcomm.iTieo on Conianmatvl Sys 900206 meel-ng In 
Dou.66da.MDPp 1-116 Supporting documertietion oncl. 

* ACRS - Adwso/y Co.TvniHeo cn naacicr Safeguards. 90702/08 t39pp 52627 271- 
52028043 

0OO2I3OO14 Transcf-pt of ACRS Subcommittoo on Systematic Asaosa-monl of Expert 
onco 080206 nveonng .n Bemesds.MO re proposod power level incrcaso for pisni Pp 
1-147 Suppwbng mlo encl. 

* ACRS - Advisory Commiiteo oi Reactor Safogirarcls. 90/02/00 20lpp 62628.102- 
62620 022 

6002130016 Transcript of ACRS svbcommiilpo 600207 mooling In Bethesda.MD ro 
NRC Saioiy Resoatch Ptog’am Pp l•253. Si^poiting cfpcumeiitauon oncl 
’ ACRS - Advisory Commliloe on Reacioi ssfoguerds. 90/02/07. 23Spp. 6262S:087> 
52626:021 

9002140044 Ttansci-pl Ol 368lh ACH3 mooling on 900208 in BeihOsdS.MO. Pp !• 
lOS Su^-llng <K)Co/r>OntaiOn oncl 

* ACRS - Adv«ory Comimtibe on Reactor Saiogjards. 60/02/08. 240pp 62esi;00i' 
62651 240 

9002140051 Trofiscrip) Ol ACRS 356m gpnoral rnooiing on 000200 In Belhesda.MOPp 
194 326 Support ng documoNaknn end. 

' ACnS - /VOvIsory Commiiloo on Roector Safeguarda 90/02/09. 22lnp. 52830.079- 
52630 299 

9002270408 Concuis In NRC plan to issue proposed amonO lo lOCFRSS.tor 
con-metiLpor ACRS 350lh mooting on G612I4'15. Amend to include liinoss-for'duty 
ponnicos for oporators holding icensoa under 10CFR55 who fail io comply w/ 
I0CFR26 teguiomonis 

MiCHElSON.c. ACRS • Advisory Comniitioe on Roaclor Safeguards 80/12/20. 
CARR-KM C«nrr.l38'oner8. ip 62721:333-52721:333 

9002260047 Discusses proposud tula on access auilioriratlon at nucloar powot plants. 
"GrerxJ'amonrtg" sfwuW noi br> irartsforablo from pfani lo plant & foreign & domosnc 
m-Ma'V records ahou'd bo quortlod as pad ol background Invostigaiion. 

M‘-CliElSON.C. ACRS ■ Adviscry Committoo on Reactor Saloguards 89/12/19 
CAnKKM CommlSB'Onors 3pp. 52721.351-52721:353. 


ADVCM NRC ADVISORY COMMITTEE 


9001050124 Commonis on proposed revs to ERA Ti gh level waste Bids NRC should be 
moro aggrossivQ m deal ng w/EPA to ensuro that EPA Bids sdantlflcaily 
sound.consistohl & 8ub| to Iniorpreisiion & Implomentation. 

MOELlEn.O.W. Advisory Commiitae on Nucloar kVaste. 80/12/21. CARR.K M. Com- 
miss-onera 3pp 526l2-u0t<S2ei2003. 

9001300364 Transcript ol ACNW I6lh meeiing on 000124 in Oethosda.MO. Pp 1- 
iS4.Supporling mlo oncl. 

• Advisory Committsa on Nuc'oer Waste. 90/01/24. I70pp, 62465.034-52465.21t. 

9001300396 Transcript ol ACNW I6ih meeting on 900126 In 8eih.osa.MO. Pp 165- 
32 1 .Supporting Info end. 

* Adv^ry Commilloe on Nuclear Waste. 00/01/25. 234 pp. 52465'2l2-52460;(}97. 

9002080033 Discusses ACNW 16ih meeiing on 600124-25 re Comtr, lesion policy slate- 
moni on exompllons frern regulatory control. Agrees w/Commisslon conservative se- 
lection ol sppilcab'.e dose rata I.mil9 ro poienilai lor individual exposures. 
MOEUER.b.W. Advisory Comm'ttee on Nuclear Waste. QO/01/30. CARR.K.M. Com- 
mistfonars. 6pp. 62609:173-62009:178. 

9002060043 Discussea ACNW tSth meeting on 600124-25 re NRC program on low 
level radwasles 

MOELLER.O.W. Advisory Committee on Nuclear Wasio. 90/01/30. CARR.K.M. Com- 
miesionors. 2pp. 62609.091-52609. 092. 
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wk onriinQ 891229 
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52472271. 


0002010307 Weekly mfo lepl <or wk ordina 9001 10 
OLAHAJL. Assistani for Oporatior-s (P091 890205). 90/01/24 34pp 52505113- 
52505 206 

S002020033 Responds in 091204 roq^ijosi for NRC views on S 1966, "Advancod Ktx'6- 
ar Roacto' Rosae'ch.Dovo'opmoni a Oomcnsiralion Act of i069 ’ Po'cos sound 
C/tOR.KM Comtn:ss'cnoi9 90/01/10 JOHNSTON, JB. Senale. Energy & NaMal So- 
sources. SDpp 52533 190'52533 250. 

9002020038 Responds 10 691031 tu to troaltnonl & dispose' d OMeS 

wastes Ccmir.ission nas in Hated dscussions w/EPA at highosi iovola fo 'osoNa 
Issues on dual reg-.laiio.'is NRC endorses Ofc ol Technology Assesa/roni EiiA/NriC 
Task Pofca. 

CARRkm. Comimsstoneis CCS 00/01/19 UOAH.,M.K House ol Rep . ifUsnot 8 <v 
Si/arAHflifS 45pp 52532 101-52532 155 


0001240029 Itusponds to tluhtfllu/'S ro gorior.c vi-ows on Com'nission fOcaromonls lor 
oniotgcncy prupnioilnoBsi. 

CARn,K M Conini sfl'nr.ofs- 00/01/17 KOSTWAYEn,P H Horse of Rep. inerior A 
Insi-la.' AK.iiiS 37pi) 62403 100 52403 210. 

-9001240032 Co/trfcloil Ur raqiiosi ng rosporxsu to Usted <;uostpane re etoson ol reason- 
able nbaiiinnco eld A (nbnose ol licons.r.Q proooss ro Seabrpok 
KOSTMAYl.n,F*.K. (loiisa ol Rop.. Inierlor & Insu'at Alters BO/Ol/05 CARR.KHa 
Comrirssoiiora 4(ip 62403:209-52403 2ift, 

-9002060322 Cpira rosf/onBti lo PH Koslrnayor Subconim iteo on Gortorai Ovotsighl & 
invObl'gAiien cm Oirnslinn I Irom OOOinO Ur 

CAflRKM ConinilsmannrB CCS 00/01/06. KOSTWAYERPii House Ol Rep . Intori- 
0/ 8 Insula.- AKnita Ip 52604 000 52564 006 

-9002050326 Cnir rospcPGQ lo PH Koeirnaycir 90O1O6 lii.Quesiion 2n re Corr-miasiori 
ruqiilto-norila (or oiiiiitanrcy prepnrodnoss 

CAJin.KM Cofrrii ss ohore. CCS QQ/Qt/Q6. KOSTWAYERPH House Ol Rep . iftsort- 
or & Insu'nr Allnlru 2|>|i &2&64 007 52S64 008 

-9002050327 Curt losporiRU lo PH Kosirraynr 0 00108 Hr ro Corrrrlsslon roqu-lremonis 
lot otnotfloncy (itopa-udciQSS.Quosi on 2U 

CAUn.KM Coinnileaonofa. CCS 00/01/06. KOSTMAvER.PM House 0-' Rep. Inicri- 
nr & Insular Allniiu Epji. 62564 009 52584 01O 


-9002020052 Comnierds aliention to end d'aft ropt on low lovol rediAas'OS piopsted 
by Otc of Techno" ogy Assessmoni Ropi suggesls lhai EPA NRC task teen be larr-od 
to rosoVe prablo--hs result ng irorn agency dual rogu'aiion of m-ircd v/asle.W/o end 
UOAU.MK House o' Rep. interior & insular Alielrs CCS 69/10/31. CARRKM 
Commsssno/s 2pp 52532 154-52532 155 

0002050022 forwards annual ropi lo Congrosa on corrpotil'on undo.- Socilun 2' ol 
Rub le law 06-369, 'Compaiiiian in Coniracl-ng " 

CAOn.KM. Comm sslonors CCS 00/01/30. OUAYLE.O. Senate, P.-os denl ol fw 
Sonsie. fOLEY.T S House ol Rop., Speaker ol ihe House. 14pp. 625-10243- 
52946256 

90020SOI2S Responds lo 601024 Hr ro adoption of policy lo parmil l-jnds Invod by 
Cornnvsscri as civil pe-naiiios to be rodirociod lo suppo'l Uairing & omer ctlucotonal 
ecnv.i«3 concernrng rad oiog'cal health & saloiy 

CARfl.Kli/. Ccmmrss cners. CCS. 00/01/16 pnEAUX.J.B. Senate. Envi.-anmoni 8 
PuliicWorkS ip 52547 091-52547 094 

-0002656127 Enco'.'tagos (Jommss-pn lo adopt policy which would alicw (uniJs ovlod 
as Civil penaiiros 10 bo used (or ira ning & oducaiior'ai purposes loisicd (0 hea'-A & 
ealoty ol fhtbkc 

eREAux.JG Senate. Envlronmenl 8 Public Works CCS. 80/10/24. CARR.K.W. 
Commissioners 3pp 52547.002-52547.004. 


■0002050331 G(V( rospooSQ lo PH Koslrrayot QOOiQG lit to Comtrlsslon tasui-envtnls 
lor errurgoncy ptonAtmJness.Ounsi an 2o 

CAnn.K M Coin-rJs8ibiii>r8. CCS. UO/Ot/06. KOST/YAVER.PM Mouse Of Rop. Inlori- 
01 & Insu'at Atlara ip. &26B4 Ci 1-52584 01 1. 

•0002060333 Caii rosiiouou lo PM Kostrr.ayor 000106 Ur re Comtrlsslen roqui'omoms 
for oniL'igancy niun.i'0(lnos8.0uostlQn 3 

CAnn.K M CfliiiTles oAore. CCS no/Ol/06 KOSTwaver.ph House of Rep. inion 
01 & OKutv G2ll3A-.lQ2-52634 149 

•9003060335 Cnii Kiopoiisn lo PH Koetmeyar OOOiOS Ur re Cotri.mi$sic)n tequi'orrtonis 
lor omorooncy nropa'orinoee.Ouostlon 4 

CARRKM CoiwnilSBoisote. CCS. 00/01/06 KOSTWAYER.P i4 Houso of Rep . Inlert- 
or & Insiilni Allaire ip. &2504:0t7-52504 Oi 7. 


9002060129 AcK receipt ol 091127 hi recommonOng f foischsi lor appoimmorl lo 
NRC ACftS.Ailhpugh not solociOd.Torscher resume will remain on 'I'o as fyjlcnaal 
nominee lor vacancies o-n committoo 

CARR.KM Commissone/s. CCS 00/01/16 HEINZ, J. Sonaie. ip. 62581040- 
52504 046 

-90020S0132 RecoihmondS P Porsche' for pesUion on ACRS 
HEINZ.J Senslo. Oai'king. Housing & Urban AHa-rs. CCS 69/1 1/37. CARR K CorTV 
mie^ncis ip. 52564.041-52984 046 

-90026S0138 Roqussis considoreimn (or opon'pg on ACRS.Oua'ilicaiions listod 
PORSChER.F Alli’ioiion NOI Assighoil CCS 00/11/04. REMICK.F. ACRS • Advisor) 
Commiiiee on Roocioi Saiog-rarils Opp 92504:042-52964 044. 


-9003050339 Cnri lASpoPSti lo PH Koelmoyo-- 900106 Ur re Commlssfory requL'err-onis 
omo-nonty ftiopatpdp.o«v9,Ouo9itoR 5 

CAnn.KM Commeelonors, CCS 00/0(/06 KOSTMAYEH.ph Ho-jse 01 Rep. mioii- 
01 8 Insular AIfn'ra l|i 6PS04 U18-S2584 01 6- 

-W03060340 Ctiri loajiOPao lo PH Koetmaye' eOGioe ur t« Commission loq-wemoMS 

for omuffloricy p'0(ioro<fniss,Qjo9tlon 0. _ _ _ 

CAnn.K.M Comn’isfilonofs CCS 90/01/06. KOSTMAYER.p.H HousoolRep.lnien- 
or 8 insu'Ar Ada re ip 62501:019 52604 019- 

-9002060311 Can rneponeo lo PH Kosimoyar 900106 U/ re Com-Nsslon requiemonie 
lor omo/fioncv nroparod/ioae.QuesiIon 7 

CARR.KM Cornmlsa onore. CCS 90/01/06. KOSTMAYEfl.P.II House Ol Rep . Inter! 
01 & Insi/Of Mto'iO- Ip 62604 020-52694 020- 


••9002050143 Supports F Fpischor lor npsit on on ACRS- 
ItetNZ.J. Sonsle. GovcmmsiMal Wlftna CCS- 67/09/10 ZECH.L. Comxisstonoi*. Ip 
92984 049 52564 045. 

-W205D148 Supports nominaiion ol P Forschor as cendldole for ACRS. 
MUNT2INO.IM. Doul), Munuinn & Glasgow (ioimoity Ooub & MuntPhO). CCS. 66 
02/20 CHILK.SJ Olllce ot tnu Socioieiy of ihe Commission, ip. 52564.046 
92584046 

-9002050161 Nominoies F Forschor lor vacancy on ACRS Poischer considorod mon c 
h'Qh lechMcei eb.lity & won known throughout nucloer Industry. 

WtLCX)N.GE MaERP Rg nsuronco Associfliion (Mutual Alomic Energy Rolnsu-ar'Ci 
Pooil CCS 06/01/30. Olllce ot tho Snciotary of the Commission 2pp- 62504:047 
52564 040 


-9002060343 Car/ roeponeo lo PH Koslmayor 900100 Ur 10 Cotririsslcn rotiiri-emenis 

for OT.orgoncy pro(>arg<(no 3 S,aje 9 ticn 8 ... ^ 

CAnn,K!M ComrrAsslonoia. CCS 30 / 01 / 06 . KOSTMAYER.PH Hpuee ol Rep . Inlo-I- 
or 8 Insiilor Allaire. Ip. 626 G 4 . 021 - 52 S 64 021 . 

-9002060348 Carr rosponso to PH Koslmnyor 900106 Ur re Co/nm'ssitn req-j'remenis 

CARn.K^"commrs”lonO^ 8 .*(§^” 00 / 0 V KOSTWAY 6 flJ»H House ot Rep. Intori- 
or 8 Insular AHolre. Ip. 62684 . 022 - 62684 : 022 . 

-9002060350 Con roeponeo lo PH Koslmayor 900106 ttr re Commtsskm leqiriremenis 

cAn“s,OTz:zronr.'c°TM^^ 

or 8 Insular Af/airs. Ip. 68584 . 023-52604 023 - 
-9002060356 Cflrr rosponSQ lo PH Koslmayor BOO 106 Ur re Comm«s‘on tequ rements 

01 8 Insular AUaltS Ip. B25B4 024-626B4.02&- 

9 (WI 2 MQfla Roftoonds lo 001207 Uf addrossing receni fi.'e ei p!flf»l 8 cofKeinso»con- 
6 i ( 2 “rfi 8 fos% P^o^ez^\or, discussed Briel descrlpHon of 

OinnK^“"^®/?m.ss'or,or 9 . CCS. 00 / 01 / 17 . SANFORD.T Senate Opp 62698 : 126 . 
62698 131 . 

-9001290090 noouosle consIdoraOon of 

(hot many Notili Cnrollnlone Pave to possIbiUV ol serious nuclear acckJeni taking 

iANFOnO T* Scnelo CCS. 80 / 12 / 07 . ZECH.L.W. Corrmlssioaers. 4 pp, 52698 : 129 - 
52698 : 131 . 

onnimniM -n sr-hodules (ncorp/>relod in DOE ' Repi le Congress on Reaa- 

9001310177 Commonle cP sc Proaram.” Early intoraciion requkod to rr.oel Sopt 

eossmoni of Ctvi ion Redwasto mpi j;"ro^«" • ' , . . Kwunn 

raGE‘’HtKrE?mS%TJ;S. (i 0 / 0 ./ 25 . WATKINS.JD En,,* D^t . 3 . 2 pp. 

52008 271 - 52066 : 301 . 


9002060106 Providas NRC views on odoqjacy nl reguiailons to proiocinub'lc huai'.h . 
ealety In light ot info on risk from exposure to radiat on contained in BEIR V ropt p< 
9001 1 1 roquosi.Dbio led responses to questions on Issuo enci. 

CARR.KM Commisslonors CCS. 00/01/19. SIMPSON, A.K.. BREAUX.J.D Sonali 
Environineni & Pubi c Works. 4pp. 62596:188-52598 IBI. 

-9002060109 Carr response to JB Breaux/ AK Simpson 900111 Itr.OuosHon to ro ed< 
quocyol regulations, per BEIR V ropl. 

CARR.KM. Commissioners CCS. 90/01/11. BREAUX, J 0. Senate, Envl'ornns'il 
(hjbteWcika ip 52596:172 52598.172 

-9902050195 Carr response lo JB Breaux/AK Simpson 9001 1 1 llr.Ouosiion 1b re ad 
quacy of regulaiions.per BEIR V repi 

(iARR.K.M. Commlssionora. CCS. 00/01/11. BREAUX, O.B. Sonaie, Envlronmon 
PtriXiC Woi'ks. 2pp. 62508:173-52990 174. 

-9002050107 Carr response to JB Breaux/AK Simpson 900111 lir.Oucston 2e ro ad 

S uaq of legulaliohB.pai BEiR V repi. 

ARR.KM. Commisslor.ora. CCS 00/01/11. BREAUX, JO. Senate, Envlronmoni 
PubfccWorks Ip. 52590 175 52500 175. 

-9002050201 Carr responso lo JO Groaux/AK Simpson 0001 1 1 Ur,Quas!lo.'i 2o re ad 

S uacy of regulations. per BEiR V repi 

ARH,KM. Commissioners CCS. 90/01/11. BREAUX, J.B. Senate, Environme'ii 
Public Wo,-k5. Ip 52590 176.52698 176. 

-9092050205 Carr response to Groaux/Simpson 9001 1 1 Ur.Ouostipn 2c re odequacy 
regulaiions.per BEIR V repi. 

CARR.K.M. Commlssionets CCS. 90/01/11. QREWJX.J.B Saneto. Envrohnw'M 
PuW'C Works, ip. 62508.177-62598:177. 

-6002060200 Corr response lo Sreaux/Simpson 0001 1 1 Ur, Question 2d ro adequacy 
t^lailons.per BElR V topi 

CARfi.K.M Commissioners. CCS. 00/01/11. BREAUX, J.B. Senate, Envronnioni 
Pubic Wotks. Ip. 52598.176-5269e:17e. 


NONDOCKETEO ITEMS 


-40020SO'208 Cev rospcnso lo Oreaux/Sirnpson 9001 1 1 Hr, Questions 3a-c le etlequacy 
ct logulQtions.por 9EiH V rept. 

CARhKM CoT.missionors CCS. 90/01/11. BREALtX.J.S. Senalo, EnviK>nn*ent ft 
PubItcWorliS ip 525a8-.I79-5359a 170. 

-9007050209 Requssis view's on oUeci ol OEiR v rept pt NAS on aooQuec^ of NRC 
reoi.'auons to proiocl pub'lc healUt & safety, incluaifig responso to guositOro 
fiPEAUX,JB., S)WPSON.A K Senate, Environmonl & Publ'c Works. CCS. eOi/Oi/Jl. 
CARR.K M Corn'Tilss'onotS. ?pp. 6259B.ieO-O2690;1Bl. 

9002050293 Forwards S. 1 966 tor study & ropt within 30 doya 
.DHNSTON.JB. Senalo, Energy & Natural Ftesources CCS QB/12/04 2ECH.LW, 
Cotnm'gs onerB ip. 52548 240-52546:242. 

9002060967 Responds to 601130 Hr whfcti contatnod rovyew of dOittr rreeHrg & 
voiced concerns in rxuclear medicine community re some aepacis ot NRC (ogu'alory 
program lor rr.oO)cal uso ol byproduct mail NRc reviewing rruidicai training programs 
CARR K M. Commisslonora 90/01/19. MARCUS.CS. Ca-ilornle, IFttN ol. Loa Ango- 
les, CA 2op 52556 204-52556 203, 

-9002060075 Reviews critical issues in nuclear medicine discussed et B0lli7 
mooting.mciud'ng rn.sadminlstraiions.QA rule, poM'-on lor rulemaking to change 
I0CFR35 & educ & training of nuclear medicine proleasionels 
MARCUS, CS Caiitornia, Univ. of. Los Angelos, CA. a9/ti/30. CARfi.KM. Comm-s- 
scnats 4pp 52556 206-52556 209 

9003060086 Responds lo 891 tot & 1204 lira raising cancorns re NRC legjlaions lor 
msdicsl use of b/pioduct mati Types of errors whicn Cflusa mndcaf misadro'-nairalons 
appear io bo avoidabio. 

CARR.KM Commisslonora. 30/01/10. Al.A2RAKl,N.P. Amedcan QoToge ot Nuclear 
Phys c-ans. 2pp 62556 192-62556.16B. 

-9002060091 Comments on nuclear medicine community cuncoma to NRC medcal uso 
roguiations conieinod in 10CFR3S. Existing piograms 6 mociianisms to ensure OC al- 
ready in place & new rogulailons would dupiicaro existing programe 
AUizRAKl.NP. Amencan Coliego of Nuclear Physicians. ALAZRAKi.N.P Sodoty ot 
Njc-'oar Ved'cme. 0e/i1/O>. CARR.K M. Commissioners. 3pp. S25S6 >()4-S2S56 ioo 

-9002060136 Reguests that NRC nol omba'k on now regu'aiory in.lieilvos whlcry would 
be oesHy & impractical until Soc of Nuclear Mod'Cmo provides NRC vr/iangin'e sug- 
gestions & piegram to reduce mod cal mlsadmlniairaiions- 

ALAZRAKi.NP American Coi'.ege ol Nucleei Pliys'cions. 69/12/04. CARR.k.m. Com- 
mlss onars 2 dp 52556-197.S256fl.10fl. 

9002060216 Weekly Info ropl foi wk ending 900126. 

OLAHA,J.l., As$.s(eni for Oporailons (Post 090205}. (M/02/0f 37op. 525«fl206- 
52668-241 

9002140214 Weekly '.nfo ropt for wk ondmg 900202. 

BLAHA.J.L Assisiant lot Operations (Post 600305) 00/02/07. 44op. 52640313 
62646.355. 

9902220046 Weekly info ropt for wk onamg 800202. 

9LAHA,J.L Assistant lor Oporai-ons (Poet 60020S). 00/02/07 47pp 52704-030- 
52704:072. 

9002220127 nesponds to 09)2)3 reguost lor roviow ol onci drpR F£MA d/eulars ro 
Ccntinu-iy of uovt Program.NRC unaware ol any chnngo m Cor'.ilnuiiy of Govt Pro- 
gram insl would werrant dos gnation os Caionory i aoenm 
CARR.KM. Commissioners. 60/02/05. MOnHlS,n>f. Fodoroi Cmnrgency Manago 
mem Agonc-y. 23po. 626B6:266-52606:3t0. 

6002220737 Extends Invitation for Commonwealth of VA continued participaiiors n NRC 
Stale Ualson Officer Progrom. Assumes A Slayton cominuos to conduct efo'e iia^on 
dutee. 

CaRR.K.M. Commisslonora. 00/02/06. WIlOER.O. Virgrnla. Commonwaeitft o>. >0 
52663 277-52603 277 

9002230166 Offers eppolnlmeni to Advisory Commltioo on Medical Uses of isotopes as 
cbaliman, 

CARR.KM. Comm'sslonere 90/0 t/3l. SlEQEL.B.A. Mnllmckrodl Ineinulo of Rodiolo- 
gv el Washington University Mod-col Comer, St, ip, 62702 143-52702:146. 

-9002230159 Odors oppolnimoni os member of Advisory Commliioo on Medical Uses 
of feofopos 

CARR.K.M. Commissioners. 90/01/31. LEICHNER.P.K. Johns Hopkins Untv., Oefu- 
more. MO. fp. 62702. 144-62702. f44. 

-9603230166 Offers eppo'm/nem as member of Advisory Commilice on Medicet Uses 
Of Isotopes. 

CARR.K.M. Commissioners 90/01/31. MARCUSCS. Colilornla, Univ. of. Los Ange- 
les, Modlcal School. Ip. 62702:145-62702:148 

-9902230170 Oilers appointment as mombor of Advisory Committee on Med-cal Uses 
ol Isotopes. 

CARR.K.M. Commisslonora. 90/01/31. MCKEOWN.J.A. Affiliation Not Assigned fp. 
62702:146-52702:140. 

9002230280 WoeKly Info rept for wk ending 900206. 

BLAHA.J.L. Assistant tor Operaiions (Post 690205). 6O/02/)4. 36pp 52709-302- 
52709,337. 


CONTRACT NRC CONTRACTS ANO MODIFICATIONS 

8905190168 NoHlicaHon of contract execution, Mod 2, to “Compuior Output MtcroRlm 
Svcs." Contraclor.M.odorn Microfilm Methods. 

KNOX,E. Contract Administration Branch. FiN 0-19109. NRC-3G-88-169. 88/05/05. 
AMENTA.J. Office of Information Resources Management (Post 890205). lEE.L.M. 
NRC ■ No Detailed Affiliation Given. 1p. 62686:076-52e55;07f 

-8806190180 Mod 2.deobligailng lunds.to "Computer Output Microfilm Svcs." 
JACKSO.N.C.E. Modern Microl'lm Molhetfs, Inc EDGEWORTH, P.J. Divis'on of Con- 
tracts & Property Management (Post 890205). PIN 0-16100. NRC-39-e0-3eB. 69/05/ 
05. Ip. 52655:070-52855-076. 

-9002230144 Forwards Mod 2 to Contract NRC-39-80-169. 

EDGEWORTH, P.J. Contract Administration Branch. FIN D- 19109. NRC-39-88-169. 89/ 
05/05. JACKSON, C.E. Modern Microfilm Methods, Inc. lp. 62656:077-52655077. 


9001399024 No'.i'cailon ol contract exocullon.Mod 9.to "Radiation Moniior'ng Program 
ReqJ'amonis " ConiraciorStato of MD. 

CRAMPTON.S a Contract Adm'nlslraiion Branch. FIN B-S353-0. NRC28-83-608 . 90/ 
01/22. WESI.KS. Piannng. Program & Manaoement Support Branch (Post 870411) 
KOTTAN.J NRC - No Ooiai'od Atl.l.alion Qlvon. ip. 52451:335-62451.337. 

-900120002B Mod S.prov.d ng CY90 lundirvg.to "Radiat on Moniiorlrtg Program Roqiilro- 
moncs " 

• Ma-yfand, Slato of BELLS. Division ol Contracts & Property Managemont (Post 
ae020SI flNQB353 0.UftC-9e-83-e0Q.e0/OU22.Spp 62451-336-62451:337. 

9001299661 Notification of contraci exocufiorv.Mod S.to ''Radiaiion Monitoring Program 
Re(yu'ron--en<s " Contractor Cerrvnonwoallh ol MA. 

CRAmPTON,S.A Conirocf Admrjsf/aHort Branch FiN 9 8350-0 NnC-28-a3-606- 90/ 
01/10 WEST.K S Piar’n.na. Piooram & Mansgemani Support Branch (Post 870411) 
KOTTAN.J NRC • Np Daia-lod Affi-lallon Givan. Ip. 6245l;332-624SI:334. 

—6001290083 Mod O.providng CY90 furide 6 re-vtsing lato ol peymori under Paragraph 
B ol slalemeni of work.io "Radiation Monlioring Program nequHomems." 

* Massachusoits. Ccmmonweailh of MACE.MH. Division of Coniracts 8 Prpporly 

Menagoffloni (Post 090205) FIN 6-6359-0 NRC-28-fl3-606 90/01/19 2Qp 

5245I;333-52461034. 


9001299068 Notification of coryirect oxacuHon.Mod 9.to "Radiation Vcnitorlrig Program 
Reguioments." Contractor:Siaie ol VT. 

CRAmPTON.S A. Contract Adm'nlslraiion Branch F|N D-03S1-0. NBO-23 63 605 90/ 
01/22. WEST.K.S- Plann'ng, Program A Management Support Branch (Post 670411). 
KOTTANJ. NRC • No OolaTed Artiliailori Qlvon tp. 524B9 t57-&2469 159 

—9001200079 Mod O.providing CVQO funds, ID '’Radiation Morviiodng Program Fiequire- 
moms " 

* Vormont. State of BELL.S O.vison ol Contracts & Property Manegemerii (Post 
8902051 F/NB-83Sf O NnC-26 83-605. 60/01/22. 2pp. 52469 168-62460 169 

8001290071 NotfAcsiion of caninsci execulfon.Mod lO.fO ‘‘Radiarfon Msniioring Program 
ROQu/emems ’’ Contractor .Siaio of Nj 

CRAmPTON.S-A Ccniretl Adrr.mstraUon BrancH. PIN B 8354-0. NRC-2fl-fl3-aOB. 90/ 
01/22. WEST.K.S Pianrir'Q. Program & Managarnont Support Branch [Post 670411) 
KOTTAN.J NBC - Np Derailed Aftii'Shon Given, ip. 52463.327-52453 329 

-8601280976 Mod lO.prpvldmj CY90 fundi A revising ralo ot paymortl under Paragraph 

0 el statement ol wo'k.to ' Rad silon Mon'iortng Program Requiroments ’’ 

* New Jorsoy. StB'o 01 . BELLS. O-vis’en ol Contracts & Properly Manaoemoni (Pest 
D802t>S) FIN 8 8354 0 NRC-2a 93-609 00/01/22. 2pp. 62463:328-52463 329. 

8001290116 NoM canon of cnnirect oxocuHon "Senior Exocutivo Sve Trenlng Confer- 
tmeo." awarded to Prime Motor lnri.iric. 

UMBELD Contfaci NogoUat'On Bran;h 2. FIN D 23000. NRC-3a-00 321. 00/01/00. 
MONACO.N. Cfo cl Persornol (Post 070413). MASON, E NRC • NoOaialled Affllleilon 
Q»(or> 10.52489 201-52469 332. 

-8001280121 Conirect. "Sonlo' Executive Svc Training Contoronce." awe'dod to Prime 
Motor lnn.inc 

' Prime Motor fnn. inc WIOOINS.E J Division of Coniracis & Property Management 
(Post 000205). PIN 0-23000. NRC-3080-321. 00/01/06. 100pp. 624lO:202- 
62468 332 

9001289120 NoiiLcaiion of contract execution, M mI 3.10 '’EffocHve 
CommurMcairon Media Tra'n'ng Workshop." ContractorCommCoro. inc. 

HUOHESA Contract Adm'nlslraiion Branch FIN D-23000. NnC.38-88-331. 80/0f/22 
OOLDMAN.P.J QIC of Personnel {Post 070413). RUCCLM. NRC • No Detailed Alfii' 
eUan Chren ip 52454 105-52454:108 

—900IS90I24 Mod 3.providng Incremenlol funding, lo "Effeclrvo Commun>calion.Medfe 
TraWog Workshop.’ 

* ComntCoro. irve BELLS Division ot Coniracis & Properly Managemont (Posi 
890205) FIN D-3aOOO. NRC-38 89-331. 00/01/22 Ip. 62454:100-52454:100. 

8001280126 NotlHcal.on ol coniraci execution: "Devolopmonl of Data Base lor Vellda- 
Ion ol Flow Transport Models on Unsaiuraled Soils." awardod to Un'rv ol Arizona. 
0AZINJP. CofV.rect Negotiation Brench-2. FIN L128e0. Nnc-04 90-050. 80/11/13. 
SHAO.IC. Oivleiwt of Engir.eerInQ (Post 870413). NICHOLSON, T. NRC - No Detailed 
Aimleilon Given ip. 52460 180-52488 338 

—9001280127 LU Contract NRC-04 90-058, "OevelopmenI of Oala Base lor Validaldn 

01 Row & Transport Models In Unsaiuraled Soi's," Incorporating Causes re com- 
moncemeni ol work amount oi funding & contract danniiizaiior). 

WiGOlNS,EJ. D.V3IOO ol Ccntrecis B Property Management (Post 560205). FIN L- 
12890 NRC-04-00-058 B0/ll/t3 PAVTON.C Arizona. Unfv of, Tucson, AZ. 3pp. 
52488:161-52480:183 

9001280128 Nol<r.catlon ol contract execution: "Development of Data Base tor Val'da- 
Henof Flow Transporl Models on Unsaluvelad Soils," awarded lo Unfv of Arizona. 
BA2IN.J-P. Contract Negotiation Dronch-2- FIN L-1286Q. NRC-04-90-058. 80/11/29. 
SHAO.L.C. DtV'Ston ol Ehgfneerlng (Posi 870413). NICHOLSON.T NRC • No DetaHed 
AHTIaCon Qlvan. Ip. 62480:184-62468:184. 

-9001290132 Ltr Conlrscl NRC'04-gO-OS6. "Development ol Data Base for Vai.dsilon 
of Flow B Transport Modols in Unsaiuraled Sofia,” extending expirallon dale lo 
891208. 

WIGGINS, EJ. Division ol Contracts & Property Management (Post 090305). FIN L- 
12860. NRO-04.00-058. 09/11/31). PAYTON, C. Arizona, Untv. of. Tucson, AZ. 2pp. 
52468:165 52466:168. 

9001290136 Nolillcat.an ol contract axecuHon.Mod 4, to "20/30 Cooperative Program " 
Contractor MPR Assoc, Inc. 

FIELOS.J. Contract Admlnlsirallon Branch. FIN 0-20830. NRC-04-8d-og2. 00/01/22. 
GUSTAVE,R.P. Program Management, Policy Devolopmeni & Analysis Stall (Post 
870413). RHEE.O. NRC - Ne Detailed Amilation Given, ip. 52467:110-52467:1 11. 

-9001290142 Mod 4,pfOvldii^ incremental funding.lo "20/30 Cooparat^re Program." 

* MPR Associates, Ino. 0bLL.S. Division of Contracts A Property Msnagement (Post 
890205). FIN D-20830. NnC-04-00 092. 90/01/22. tp. 52487:111-52487:111. 
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9001290137 Coniiaci. ’‘Oovotopmsni cl Data Base !o' Vai'daiian ol Flow Transport 
Models on Unsa'j^aied Sol's. ''^swarded to U.'tiv ot Arizona. 

WHEELER.J.T. A'lzo.na, Univ. of, Tucson. AZ W.QBINS.E J. O-vis'on ot COfrtracts & 
Property Manegemor.l (Post &90Z05> FiN L-iZedO. NRCOa-SO-GSe. 69/12/06. 
iS3pp. 52466 167.52468.336. 

9001290145 Noli'.caiicn of ccn''ecl execui.ort.Mod 3.(o "Tranalaiicn Svcs." 
Contractor Sc'tran. 

KNOX.e. Co.n'rasl Adrrn slfaton Qranch. FiN 0-2410-0 NRC-30 88-168 90/01/22. 
GRiMSLEY.O.H. Oivis o.'t of Freedom of information & Pubircailor.a Serv:ce3 (Post 
6902051. KASMIR.L. NRC - No Oolailed A'tila'Jor^ Given, ip 62453 258-52453.260 

-9001290151 Moo 3.aio<cis>ng option loec.ond term of ccntr ocUttiQu^ 010120 & pro. 
vid no funds lor mod.to ' Translat on Svcs " 

' SuTPAN. BELL. 5 Oivlaicn of Coniracis & Properry Managemeni (Post 880205) 
FIN B 2410-0. NRC-39 68-166. 60/01/22. 2pp 52453 259-52453;aeQ. 

9001290159 Notfica^ori of contract execui'cn.Mod 5,io "NRC Fijn:iarr«nials Exam 
Technical Assistance-'' ConitaclO' So'’alysis,'nc. 

BRENNAN.P. Contract Admin sualicn Branch. FIN L-t28i-0. NRC-03 B9-030. 00/01/ 
22. WEST.K.S. Off.ce of Nucioar Reactor Regjlaiio.n. Director (Posi 870411). 
PULSIPHER.K. NRC • No Oela led AM lalicn GvPn. ip. 52454 059-52454.060. 

-9001290161 Mod S.p'oviding incremental lundng.io "NRC Fundamonia's Exam Tech- 
nical Ass stance” 

' Sonatysis. tnc. BEI.I..S Cvison ol Coni'acls & Property Ma'iBoe.'nenl (Post 
300305}. FIN L-12ei-0 NRGOS 89-030 90/01/22. ip 52454.060-52454060. 


9001310176 Notification of co.-iitacl oxacotion.Mod 4. to "Physical Dependencies Aco 
deni SeQuonce Anaiys s " Contrador MiT 

CRAWPTON.S. Ccntract Adm.nairation Branch. FIN G-11350. NRC 04-68-143. SO-' 
01/25 GUSTAVE, R Program Menagomeni, Po'icy Oovelopmert S Anaysis Sui 
(Post 870413} RYAN.T NRC • No Detailed Aifhaiion Given lp 52514007- 
52514:008. 

—9001310178 Mod 4,changing proloci otliror lo T Ryan.io "Phys'ce' Depenconcias In 
Ardent Sequence Anaiys s " 

* Massachusaits Insiituia of Tochro'ogy. Cambridge. MA BELL.S NRC • No O-ata-ed 
AMilallpn Gwon. FIN G-11350. NRC 04 0Q-143 90/01/25. ip 52514:008-62514 006 

900201021B NoUicaiio-i of grant oxocuticn.Mod 13 lo "Formulaiicn ol Rocomn*enda- 
lions on Radlalio.n Protociion & Measuterreni Ro Technclouy Base Needed to Assass 
Safety ot Nuclear Power." Gronioe Neti Council on Rod'aiicn Prelection 8 Measue- 
nionts. 

CRAMPTCm.S. Conltoci AOrr.inlsnalion Branch FIN G-10300. NRCO 1-81-029. 9C' 
01/28. QUSTAVE.R Program Menagomont, Policy Uovolopmeni S Ana'yss S’an 
(Post 670413) BELL.J. NRC • No Dolai'ed Atiniat on Given. ip. 52506:OCi1-525O5.Wi. 

-9002010221 Mod I3.increaaing ob'ignied & co.ling amounls.to "Fo'/n.-le'icn of Rocerr- 
ntondalons on Radahon Protociion & Moasuromoni Re Tochnriocy Base Seeded to 
Assess Safoty ol Nuc'ear Power." 

* NaM-ial Cciunci o.n Rsdiaton Proiecio.n & Moesuromonts. MACEM. NRC ■ No De- 
IS'lea Attiliatlon Givon FIN G-10300. NRC-Ci4-31'029 9O/0W26. <p- 525060C><' 
62505002 


9001290200 NoTi' cation of contract axocution.Mod 1 1 ,to "Rad alien McNioiing Program 
Requ reirents " ConiractortStalo of NY Oept cl Health. 

CRAMPTON.S.A. Contract Adrlnistrai-en Branch FIN B-8355 NRC-28-83-610 90/ 
Ot/23. WEST.K.S Piairting. Ptoctacn 8 ManageTem Support Bta^chlPosi 970411). 
KOTTAN.J. NRC • No Oeiailed AfM ation Given ip. 52469092-52469:094 

-9001390204 Mod 1 1 , providing lurds.reviaing Article V & Incorperat ng TiD prooram.io 
"Redlailon Mon icnng Program Requiromen's " 

' New York. Slate of. BELL,S. Oivis-on of Coniracis & Property Management (Poai 
890205) FIN 0-6355 NnC-2a-a3 310. 90/01/23. 2pp. 52469 093-62469 094 

900129021)7 Noiificoton Of contract oxocuticn.Uod 22.io ‘Techricai Aasistarxca in Oa- 
veioplng & Irr^iomenlng Programs A Procedures fo' Reactors Reqjtitg Special map 
Resources " Contraclor.nTS.inc 

MEEHAN.a Contrael Admirlsi'eiion Branch NRC-03 67-119-03 90/01/17. 

QAJWA.S.S Planning. Ptogrem & Management Support Branch (Po$i 870411). lp 
52451.366-52451 359 

-9001290211 Mod 32.rQvialng 'nd reel retes lor "Tochnlcal Assistance n Develop ngS 
imp'o.T.eni.ng Programs & Procedures for Reactors Reqvmng Special insp Re- 
sources " 

FELTHOUS.RA Resource Technical Senrices. tnc Mace.M.H 0.vi$icn o> Contracia 
4 Properly Manaaemont tpost 890205) NRC-03'87-i tO-03 00/0t/i7. 2 m. 
52451 357-524St:3» 

9001310133 Not Ticaiicn of centred executicaMod 4,io "Oeveicpinoni of Gurdeimas to 
Soieci Anchor Values for Human Errcr Probability Esiimabon m Nvcioat Power Opar- 
aiions.'' Coniraeior George Mason Univ 

CRAMPTON.S. Ccnt'aci Adirlnsl/auon Branch. FIN 041260 NRC4)4-88-l3S. 90/ 
01/2S QUSTAVE,n. Program Msnagemont. Poky Oovdopment & Analysis Staff 
(Poet 870413} LOIS.E. NhC • No Oeta'ed Affilalion Owen, ip S26l4.0l7-5»l4.0i0. 

-900131013$ Mod 4, changing prcjoci Officer, lo "Oeve'opmem of Gudesnos to Seioci 
Anenor Values for Hu'r.an E^rro.' hobabiMy Esiuraten n Nuclear Power Operations." 
' Georgo Meson univ.. Fainax. VA MACE.M.H Oiwsion of Coniracis 6 Property Man 
agement (Post 69M05} FIN 0-11260 NRC04-99-135. 90/01/25. lp 62514019 
62514019 

9001310142 Nai.'icailort of conireci execution, Moo l2.to "Radiation Monnor.ng Program 
Rocui/onionis.’’ Contiacior Slate oi OR 

CRAMPTON.S. Conlraci Adii nisiralon Branch RN 8-8554 0 NRC-32-a3 606. 90/ 
01/25. WEST.K.S. Plan.ilna Program 8 Managemartl Support GrarxcN (Post 870411 ). 
TENBROOK.W. NRC ■ No Oofe led All.liaiion Given. ip. 52514.038 52614.040 

—9001310146 Mod 12. obligating CY60 fj.ids.ta "Radiation Monitoring Prog'am Roqwte- 
men's " 

' Oregon, Stale ol. BELL.S. Confraci Adrrinsf.'aiion Qranch FIN 8-8554-0 NRC-32- 
03-685.90/01/25 2pp. 52514 039 52514 040 


9002016264 Nol'kaiion of conlraci oxoculion.Mod i2.io "Radiation Monionng PtogreL.'*i 
Reqiaromenfs " Coniraclor.Buroau ol Rad-alion Coniiol, State of KS 
CRAMPTON.S Contract Adm-n-siration Branch FIN B 6510-0 NRC-31-04 502. 90/ 
01/30 VifEST.K.S. Plannnq, Program & Managomoni Support Branch iPosi 9704ilr 
NICIIOUS.JB. NRC-NoDoloi'odAfl.liaiionOivon. Ip 52505:219-52305 220 

—9002010268 Mod 12. providing CV90 funds lo "Hadioi on Monito.'ing Program Roquve- 
monis' 

* Kansas. Stale ol. MACE.M.H. Division ol Ccntracis & Properly Manancmoni iPoit 
890205) FlNO-S5100.NnC-3f-B4-502 90/01/30 lp 52505.226 52505.220- 

9(K>20l0272 Nolificai.on o* conlraci oxocullon.Mod tt.io "integ'siod Library Sys " 
Conftaclof On-Line Computer Sya.inc 

MEEMAN.8. Cemraci Admniairelion Brenrh. NnC-33-86-200 60/01/26. SCOT»'.S. 
Orvison Of Computer 8 Telocorhiniin.caiisns Servicos (Post 890205). FIEUMOf^O.J. 
NRC - No Oeiailod AliriaiiOn Given ip. 52515:I06-52515:108. 

-9(H)2l>l028i Mod 1 i.oite-'iding period of periormanco ai no eddi cost to govt fo occo- 
modaie corr«fot>on of Opt enai Sve 3.io ’ Iniog'aied l.ibraiy Sys " 

• On-Line Compuier Sysioma, Inc MACE.M.H. Division of Contrflcis & PropC’ly Man- 
agemont (Post 890205). NRC-33-66 260 00/01/25 2pp. 52515 107-52616:105 

9002010307 Noiif-cai'on of coniroct exocut-on.Mod iC.lo "Tocfincal & Engineer "g Sup- 
port Svcs lor Common caUons ’ Conuacici. Boise iniorogimcy Fite Cti. 

DUBOSE.B.J. Conlraci Adminsual on Brnncti NRC'10-63-3S2. 60/01/20. KRUZIC.P. 
O.vlsloh ol Computer S Telooommunicotlons Sarvieos (Post 090205) Mul.VILLE.T. 
NRC - No Detailed AlMiaiion Glve.-i ip 52523:052-52523:054. 

—9002010320 Mod lO.oxiendi.'ig period ol pohoinianco unill 000131 ot no edill coil 8 
de'eiing name ol projoci olficor.io "Tochmcol & Engineering Suppcti Sues fc Co-rrnu- 
ncaiions " 

WilSON.J.F. Boise, ID BELL.S. D. vis on ol Contracia & Properly Ma-iagoTion: ((>oi' 
690206) NRC- 10 83 352 90/01/20. 2pp. 52523.053 52523 054. 

900201031$ Noiificaion ol contract oxucuiion, "insia'iaiion & Memi ol Daia S i/oice 
Teiecommgnicaiions Equipment & Svcs " Contrecioi Honkols a McCoy.Inc. 
MClEARENJ. Conlraci Negotiaiion Bronch-I FiN D-18620 NRC-33 00-101. OO/OW 
03 AMENTA.J. Ofico 01 Informalion RoBourcos Managomoni (Post D'X'206> 
BALOeSI.T. NRC - No Dele led Alliliailon Givon. ip. 52505:231-62505 332. 

—9002010316 Conlraci "insiBllahon a Malm of Dale a Voice To'ecomtnu'icMi-Pcs 
£ 3 oiprr.eni a Svcs." awarded to Honkols a McCoy.inc 

IRIMAN.M.T. HenkeiB a McCoy, Ir.c. FLYNN, MJ. Div.slon ol Coniracis a Ptopovty 
Maneoemom (Post 090205) RN D-18620. NRC-33-OO-iOl. 00/01/03. lOipp 
5250S232-52505 332 


9001310149 Noiilicalod ol conlraci exoculion.Mod 13, lo "Radial cn Monconng Program 
Requ rements " Contrecio' Sieie cf CA, 

CRAMPTON.S. Contract Adm r.lstration Branch. FIN 6-6553-0. NRC-32-33-684. 90/ 
01/26. WEST.K.S. Piannmo, Program a Managetnoni Support Branch (Post 670411). 
TENBROOK.W. NHC- No Detaled Afliliaton Gtvsn. ip 62531:044-52531:046. 

—9001310163 Mod 1 S.ob'igfliirig CYOO lunds.lo "Red'at^jn Mon lorfng Program Require- 
ments." 

• California, Siaie of. BELL.S Coni'aci Adtrin siraticn Branch. FIN B'8553-0 NRC-32- 
83-664. 00/01/26. 2pp. 62531 045-52631:046. 

90013101S6 Notif cation of contract executon.Mod 13 .Iq "Radauan Morsiorkxg Piogtam 
Requiremonis." Connector Stale of WA. 

CRAMPTON.S. Convaci Administration Branch. FIN B-85S1-0. NRC-32-83-e82. 90/ 
01/25- WEST.K.S, Planning, Program a Managemeni Support Branch (Poet 670411). 
TENBRCXJK.W- NRC • No uotaifad Arti ial'on Given 2pp. 52514:031-525t4:033. 

-9001310162 Mod l3p.'oviding CY90 lunds.lo "Radelion Moniiorlng Program Requre- 
mer.is.'* 

BELL.S. Washington, State of. BELL.S. Contract Admin siralion Branch RN B-85S1-0 
NRC-32-83 e62. 90/01/26. 2pp. 52514:032-52514:033. 

9001310196 Notification of convaci execLilon.Uod l2,lo "Radiation Montloruig Program 
Requirements. ■’ ConiracioriStafe of AZ. 

CRAMPTOM.S. Ccmltact AdtrMs'.ralion Branch. FlN B-0550-0. NRC- 32-83-681. 90/ 
01/25. WEST.KS Prannng. Program a Managemem Support Branch (Post 670411). 
TENBROOK.W- NRC - No Deia led Alt iiaiion Oven lp. 52514:011-52514:013- 

—9001310170 Mod iZ.provding CY90 lunds.lo "Rad ation Moniiorlng Program Requra- 
menis." 

• Arizona, State of. BELL.S. Contract Adm'nls'raUon Branch FIN 8-6550-0 NRC-32- 
83-681. eO/01/26. 2pp. 62514:012-52514:013. 


9003020l$l Notilicaiion ol contract oxocullon.Mod i.to "Val.dat’on Studios for Assoss- 
*ig Unseturaled Flow a Transport Through Fractured Rock " ConitacioriUr v ol A.-i 2 o 
na 

OEMARCO.O. Conuaci Adminiairoilon Bronch FIN L-12020 NRC-04-D3-051 . 03/12/ 
21. SHAO.L. Division ol EnQlnoorlno (Post 070413). NICHOLSON, T. NRC - No De- 
lated Altitaiton Given, lp. 52546 233-5254B,245. 

-9002020156 Mod l.dafinitizing Ltr Conlraci NRC-04-90051 Into coat roimbursor-kortt 

S anlract.to "Validation Studes For Assessing Unsaturaiod Flow a Transport 
h Fractured Rock." 

.ER.J.T. Arizona, Univ. ol, Tucson, AZ. WIGGINS EJ Division of Confacie a 
Proper^ Management (Post 890205). FIN L-I2e20. NRC-04-90-051. 09/12/21. 7pp. 
82548:234 62540:240 


•^02020160 Llr Contract NRC-04-90 051, "Val'dation Studios for Assess ng tjnsa'u'st- 
ed Flow a Transport Th'ough Fractured flock." 

WIGGINS, EJ. Division of Contracts & Property Management (Post BOWOS) FlN L- 
12929. hRC 4)4-90-D51 99/11/29. MATHER.PF. Arizona Univ. Ot, Tucson AZ. lo 
62549:241-52546 241 


-9002020163 Nolilication of contract execui-qn "vaildohon Studies For Assoasino Uiv 
eahjfalod Flow a Transport Through Fractured Rock," awarded lo Univ ol A/izor-a 
OEMARCO.D. Contract Negotiation Orench-2. FIN L-12820 NRC-04-90-051. 09/11/ 
13. SHAO.L. Division ol Ennineeiing (Post 970413). NlCHOlSON.T NRC - S'o Oo- 
lalied Affliatlon Given, tp. 62646:242-52646:242. 

-9002020164 Llr Contract NRC-04-90-051, "Validation Studios For Assessing U-ieatj- 
rated Flow a Transport Through Fractured Rock," awarded lo Univ ol Arizona. 
VtffflOtNS.EJ. Division of Contracts a Property Management (Post 800205). F.N L- 
12920. NRC-04-90-0S1. 99/11/13, MATHEH.P.F. Arizona. Univ. ol, Tucson. AZ Oop 
52648:243-62546:245 


KXJJOfOSlS Noiificstcn 0.' con’iact oxncuiion "nuiemai*ii:q S feQuiaiory Anafysa Stp- 
port Requi'OiTiwtS Piimstily Involving Adrr.inistfai on & Pfocodu's' MocJa to NRC Li- 
censed Fac i.i os ■■ Coniracior S Cchon JL Aseoc.inc. 

SMlTH.P-A Coniract NCQOlialion Bianch-S. NRC Ort 90 070 SO/Ol/tO MOBRIS.V<IM. 
Ovisicn of Regulatory App'lcalions (Post 0/0413) FELO.S. NRC No Oouyed Athii* 
6'cn G.ven, ip 52529 040-525a9 199 

-2502020327 Coniiaci Ru!omal<rg & Roguhtory Analysia SuMort lor Rcru/cinords 
Pn-narily Involving Ad-n n sirelion & Piocodu-al Moda to NRC llconsod Faci’iliea," 
awaidod to S Cchon & Assoc. inc 

COHEN, S S. Conan & Associaies. Inc WIGGINS.E J. Uivis.cn or ContracIS & Propei- 
ty ManagoTcnl (Post 860205) NRC 04-90 070 90/01/19 iSIpp. 52520049- 
12629 t99 

9902050093 Npiifica' on ol conuaci evocuiioas^od i,lo "Rog on iv Oaia Pniry Si.ppoii 
Svcs " Coniiaciof SBA Suticoniracior Buico Sya Oovelopmoni 
HUGHES, A NBC • No Doioilod Alt liallan G.von FIN L-13720 NnC.3i e0-267 60/ 
01/30 MEYER, DM Rog.on 4 . Otc ol U’.o D.rocioc RETTIQ.J NRC • No Oeialed Af- 
Mialion Given, ip 52547 212-52547 213 

-9002050094 Mod 1, providing incremoniol lund-ng,lo “Reg'cn IV Data EnUy Suppoil 
Svcs" 

' Small Ousl'.oss AdrT’miSiiQi on. * Ruico Sysloma Ouvo'onmant MACE.M.ll. Division 
of Coniracis & Pioporty Managornuni {Posi 800205) FIN L-13720. NnC-3l -99-267. 
90/01/30. Ip 62547213 52647.213. 

5002000063 Noih-Qlion of conirscl exocuiion.Mod 6, to "inloinai Conuo! Rcv.ews.'* 
ConVacior SOA SuPconlraclorilrvmn Ouitcn Assott.lnc. 

KNOX.E Contiaci Admin.slmilon Rranch FiN 0-14350. NRC-lO-07-355. 90/01/25 
SCRCQGINS.R.M. OlHce ol Ihu Conirollor (Post 800205). RLACK.E. NRC • Na Do- 
la‘'ad All I ation Given Ip 52556 210 52556 211. 

-9002060069 Mod 6. providing incramnnlol li.rdlng.to ''Intiirnal Conliol RoviirNS" 

■ SrPai'. Business Adn-iiuaiiat on • Irv.nn Ouilon Associaios, li'C. BELl.S Cp^rtecl AO- 
rrlstratlon Biar.nh, FIN D 14350. NRC-10'67-355. 90/01/25 Ip. 52S68.211- 
52556211. 

9902060074 Noiil.cal.on ol controci etoculion.Mod 10, to "Acces" to INPO Nixiiwu 
Part Hei'a5i'iiy." Conirflclo-.INPO. 

KNOX.E. Conlraci Adm'nlslrallon nrartcH. NHC-33-87-229. 00/01/25- AMF.NTA,.) 
Ollico cl inlormaiion flasouicoa Menaiiomcnt (Post 690205) SCOTT .S NRC • Ho Do 
tailed AIN'a'ion Given ip 62559:290 52559 301. 

-9002060061 Mod lO.reviS'ng SocdO'i G 2.I) NHC NPROS CoorrSnaiOf.W "Accos* (o 
'NPO Nuclear Pienl Reliabil'ly." 

* insilluie ol Nuclear Po>vor Cno/aiione. OELl.S Conlrncl Ad/nin-eiraiio/) D.'ar>ch 
N«1G-33-e7-229 90/01/25 2pp 52559.300 52559:301. 

9002060677 NgliliCaliOn ol Cuntror'l oxoculiun.MoO 1 7, to "Oocumont OiSfiiuUon Svcs " 
Ccnlractof GPO 

CUBOSE.QJ Confraci Admifl.sira' on Urancfi. PIN 0-18720 NHC- »0 85-26-». 00/01/ 
S6. MESSENOER.G H Oivieion of Inlormanon Support Sotv.co« (Post 690205). 
8HA1V,K.R NRC - NoOolalloil AlliintcinCivon Ip 62553 I34-525SS 133 

••90020600B2 Mod l7,tovi&lng Section A 2 ■ SCOPO ol wO'L.itatn AS - (nossonyor 8v..io 
' Oocumem C 8iriLiut.on Svea " 

YOUNG, J.O. Oovornniiint Prinlmn Olllce. (JCLL.S Contract AdmlmsiieLon Srencii. FiN 
0 18720. NnC.I0-85-2«4 90/0»/25, 2pp 62SS5 136-62555. 130 

9002060084 Noilieanon ol contract oxocuHon.Mud 2, to "Mua&uromom Aasttanco Pio- 
Qta.*Tt " ConiiBCtorOapi of Commorco.NSS 

OUSOSE.Q.J. Contract AdmA'siiai'On Srnnch I-IN 6-51 lO-O. NRC-03 00-032. 00/01/ 
23. SAJIVA.SS. Piannr.g. Program A Monodiimoni St|>por( Grancn (Post 078410. 
PULSIPHER.K. NRC • No Ootafod Afliluilinn Glvon ip 62555:137-52555:130. 

-9002000007 Mod 2.provid.ng mcromanlal lunoe.to "Mensuremoni Aesuanco Pio- 
g«am.” 

' National Instituio ol Siandatoa A Tochnoiogy (fcrmurly National OutoAu ol Slendo 
BELL.S. Contract Adm'nlstratlon Broncti. FIN D-SllO-0 NRC-030<1 032 00/01/23 
2pp 62555:139-52555:130 

9002060110 Noiillcat-on ol conned exocuiion.Mod 5.io "Sya Mgi/Program Support." 
Coniracior .Maxims Corp. 

KNOX.E. Contract Admlnialtoiion Branch FIN 0-1363 0. Nnc-33-a7-2i6- ©0/01/25. 
AMENTA, j. Oftico ol inlormai'on RoaourcoH Managemont (Post 690205). 
SEEHERVAN,J. NRC • No Odo'lod All/iatlon Given 1(1 52556 202-52550203. 

-9002060115 Mod Sjirovidng ir.crorr.enlQl lunding.to "Sys Mgl/Prograrn Suppon.” 

• Maxima Co'p BELL.S. Conirad Adm niatrailon Orancii rlN 0-13630 NFC-33-87- 
216 90/01/25. ip. 62555.203-52558 203 

9002078141 Wci'Ncat'on Of coniraci oxocui.on.Mod M.io ' Radlaf.on Uaa-wlrg Progrem 
RoQvri'omonts " Coritrador;Siaio ol LA. 

CRAMPTON.S Conirad Adn'Jnialtoi.on Biancli RIN 0 6502-0. NHC-31-93-669. 90/ 
01/30. WEST.K.S Planning, Program & Monagotneni Support Branch tPoai 870411) 
NICHOLS.JB NRC-NoOoielodAllillelionGIvon. Ip. 62&67:i02'525e7.t0rt 

-9002070148 Mod 14, providing CYOO lunding.to ''Rad aiion Mon'torlno Ptogteni Bo- 
qj'/omonis." 

* Louisiana, Slate ol MACE.M.H. Conirad Administration Branch. FIN B-8502-0 
NRC-31-03-669. 90/01/30 2pp. 52507.193-52607 104. 

9002070162 Notiilcai'on ot contract oxocullon.Mod it, to "S'mulator Lease lor C-E 
Tra n.ng Courso." Contracior.C-£. 

MEEHAN.B. Conlraci Admlnlairotion Btfinch FIN B-87700. NRC-OD BB-165 00/01/31. 
SPESSARO.R L Division ol OperBlional Asso$smenl (PosI 070413). BElUT.l NRC - 
No Deta'ied Affiliation Given ip. 525B7;t85-&2S87:106 

-9002070154 Mod It, providing incremontal lunding.to "S'mu'alor Lease for C-E Tiain- 
ina Course." 

• ComOusHon Engineoring, Inc. BELL.S. Contract Adm'n sftaiion {jrancfi. FIN 6-67700. 
NRC-05-86-165. 90/01/31. Ip 62587:186-52507:186 

900207Q1B1 NQtii.cQlion of contraci oxocuiion.Moi) 14, to "TocMnical Assistorice In De- 
veloping & itripiomentir.Q Programs & Procedures tor Reactors Rogulnng Spectsl Inso 
Heaourcos " Conifactortboaco Svcs, me. 

MEEHAN.B Contract Adminialreilon Branchi. FIN D-1768-0. NRC-OO-BMIO. 00/01/ 
31. BAJWA.S.S. Planning, Program A Managornent Support Beercn (Post 8704IIJ. 
WALKER.W. NRC • No Dolai'.eo /illiliabon Gtvon. tp. 52604:253-5260'1254. 


-8002070174 Mod l4,provKfng .ncfemcntei lundir.g.to "Tecttnical Assistance in Devel- 
oping Ptoyams & Precoduroa lot Readofs Roqu.nng Spodal map Reaourcoa.” 

* Etosco Sen/ £-03, Inc (aubi ol Enserch Corp). BcLL.S Cootreci Adrurtsifation 
uranch FIN 0-1760 0. NRC-03-87-119. 00/01/31. Ip. 52604 254-52004:254. 

0002070187 riol.t-calion ol contract Oxocullon.Mod 7, to "Gonoral Courso in NOE Tech- 
nolOQ-/ & CorJes." Coniracior Brand Exam Svcs & Testing Co. 

HIXjKES.A CofMfBCt Admlr.l3lrailon Branch. F(N 8-87520. NRC-OS-SS-IS?. 90/01/30 
SPESSARO.R.L D.v.scn pt Cperailo-at Aasesament (Post 870413). ANOERSON.R. 
NRC • No Dole lod AOj.oi on G.von ip. 52604 247-52604. 243 

-9002070193 Mod T.proviiiing lundnu A dalos lor fifth training couao.lo "Gonoral 
Courso In NCE Tocf.nstogy H Codoa.*^ 

* Brand Exam'nation Services & Teatiny Co MACE.MH Contract Admlnislratlon 
6iancn RNG67S20 Ni1C-05 QB-1C7. 90^1 /30 lp 52604.240-62604 240, 

9002888 JMNoWreof'dn of confaci dx-ocoifon.MocI 13, to "Radiai/on hfonitcrlng Program 
Rcflu/emenis." Comractor.Arkoneea Dopt ol He.nith. 

CRAmPTON.S Conirad Adn-.lnisUBlion Brandi FIN D-8500-0. NHC-31 03-667 90/ 
01/31. WEST.KS. Flsnr..ng. Program & Mnnngoment Support Brandi (Post 070411). 
NIHOLAS.J.8 NnC-NoOolBi'edAlli' alien G:von. ip. 52560 163-52500.164 

-9002680205 Mod l3.pioviduig FY90 funds, to "RediDtlon Monitoring Program Roquiro- 
monia " 

* Arkansas. Slate o' MACE.M H. Division ol Coniracis & Property Managomenl (Post 
078205) FINS 0500 0 NRC 31-B3.667. 90/0)/30 Ip. 62688. 164-5250S 164. 

0002080227 Not.tx:aicn ol contract exacuiian.Mod 3. to "NRC S/a Data Entry.' 
Conbactor.SBASubcor.irndor.Daia Computer Corp ol Amorica. 

KNOX.E. Ccntracl Arlmlnisiratlcin Branch FIN D-1020-0. NRC-30'89-i33 OO/Ot/31. 
AMENTA./. Office of (nformaton Resources Managomenl {Post 680205) 
OOLLECKA NRC - No Dota led Allihal.cn Grven. lp. 52609:265-52609:267. 

—9002080230 Mod S.cbang.ng name & address ol pro]oct oflicor & s'lornaie ptojoci 
oiircar.to "NdC Sys Data Entry '' 

‘ Srra'l Busnoss Adr.inlatrelion. * Data Ccrrputei Corp. of Amohea BELL.S. Division 
of Coniracis & Property Macogunianl fPosl 000205). FIN D-ISZO-O. NRC-39-89-t33. 
00/01/31. 2pp. 52609 268-52600 267 

9082080286 Ndtrtcdf-'on pf contract oxocution.Mod 16,10 "Lasse of Teiccoinmunlcadon 
Equipment " ContradorrAT &T Info 8yo 

HUGHCS.A NHC - NO Ddia.loiJ AflhBljon Given, fin C-20120. NBC-33-07-238. 00/ 
01/31 KRUZlC.P Oliico of Inlormaiion Kosourcos Managemon) (Post 888205). 
niCKERT.H. NRC - No Oelai'od AII|i.allon OMon. ip 52809 245-52689 247. 

-9062008270 Mod to.ptov.dir'g mcrpmonial funding for Region il.io "Leeso of Tolocom- 
munlcafioa Cqalpmom 

* AT&T iniormaton Systems. DELl.S. Division pi Contracia & Properly Mnnegomeni 
(Post 890205) Fin C-20120 NRC-33-87'238. 90/01/31 2pp 52609.248 82809 247, 

90020900B8 Noiiiicol.on Ol coniiact oxecut'nn,M.od O.io "Pa'ool-quefaction Features on 
AiianiH: Seeboiird ' CemtHCtor Ebasco Svea-inc. 

ORENNAN.P.A. Conlraci Ad-nii>iViBliC>n Brandt. FIN D-18820. NRC'04'87-1 17. 90/ 
01/16 GUSTAVE, R Prog em Managemoni, Policy Oevolopmoni & Analyals Staff 
(Pom 870413 ) MCMUlLEN.R NRC - No Oetoi’Sd Alhtiaiion Qlvon. lp. 62626.347- 
62628340 

-9002090091 Mod D.pxiond ng ponod ol porlprrnnnco Di no adtll coal,io "PalooIlQuelsc- 
Hen Foaiurca on Aiianbc Sesbos'd " 

CANNON, RP Ebaaco Services. Inc. (subs, of Enscrch Corp.). BELL.S. Division ol 
Controcia & Properly Menagonionl (Post 890205) FIN 0-10620 NRC-04-87-1 1 7. 90/ 
01/10. lp. 02628 348 52U26.340. 

9002090147 Notlfcei'on ol contract oxocuiion.Mod 4, to ''TechnlcDl Aealstanco to 
Sirur^iten lAUA Ssiog-jards " Coniracior: £R Joiipson Assoc, inc. 

OUOOSE.e J ConiiacT AdT.inlatial.on Branch. FiN D-1057-0. NRC-OE-BO-OOt. 80/01/ 
23 FUNCilES.JL Pregram Martagomonl, Policy Dovelopmeni & Analyaia Staff (Post 
870413) JOY.O NRC > No Data lod AlfilloHon Given, lp. 52699.192-52599:193. 

-9002090154 Mod 4.oxtending period of performance al no addf cost or obligation, to 
"Technical Aeslsisrice to Strengihon IAEA SalenuaiOs.'' 

JOHNSOM.E.fl E.H. Johnson Aesodstos. Inc. BELl.S. Orvision of Coryiracis & Prop- 
erty Manaoomcm (Post 690285) FiN D-1057-0. NRC-02-Q9-001. 90/01/23. lp. 
62999,l03-MS9a 103 

9002I2(KI78 NotiliCRiion of r^ontracl execution: "Urine Spocimen Tosiing." awarded to 
PhBrrr-Chm Lab, Inc 

UMOElO OxitreclAdmin'sireilon Branch. FIN D-23760. NRC-lOgO-tSO. 00/01/11. 
QRAOY.n. Orvisfon of Socunt/ fPost 800205). DOPP.R.A, NRC • No Oetilled Affr/fsllorr 
Gtveo lp 62736:172-52737 040 

-9002120001 Comtacl. "Urine Spocimon Taslmg." awarded to PharmChom Lab.Inc. 
PATTEN.K.W. PhaimCharn Leeoratorioa, Inc. WIGGINS, E.J. Division ol Coniracis & 
Pcopa.'ty MaoaMmam (Post 8D0205). FIN D-237S-0. NRC-lO-OO-tSO. 90/01/11. 
236PP 52738:173-52737:040. 

9002120151 Neilllcot'ori of contract execution: "Fuel Cycle Licensing Technical Assist- 
ance.” awarded ro Science Appficadons Inll Corp. 

MEARSE.SO. ConiracL Negoliailon Biench-t. MEEHAN, 0. Conlraci Administration 
Brandi NRC-OS-go 000. 90/01/29. FONCHES.J. Program Management. Policy Oevel- 
opmani S Analysis Staff (Post 070413). TIKTiNSKY.D. NRC • No Oolalled Affl'.iallon 
Givon. lp 62615:261-52616:106 

^002)20165 Contract: "Fuel Cycle Licensing Technical Asalslanco," awarded to Sci- 
ence caldns frtlt Cerp. 

nODEHAU.T J Science Appl'cetions Intornational Corp. (lormetly Science App'ica- 
bona. Inc.) FLYNN, M J Division of Coniracis & Propott/ Menagoment (Post 890205) 
NRC-02-90-008. NRC-02 90 088 ©0/01/20 2t6pp. 62616:252-52610:106. 

9002130078 Noi-'-CBl bn ol contract nxecuilon.Mod 2, to "Development ol Data Base ol 
Va'ldBUon of Flow Transport Modois on Unsaiuroled Soils." Contractor.Univ of Arizo- 
na 

BAZIN.J.P. Contract Nogollelion Branch-2. PIN 1-12060. NRC-04-00-05B. OO/Ot/31. 
SHAO.L.C. Dws/on ol En^ncertnfl (Posi 070413). NIChOLSON.T. NRC • No Oelsiied 
AIM ation Given lp 52620 091-52628:093 


-900219008 1 Forwards oxo<uiocl 2 to Contract NrtC'04'9O'O53. ‘ Oovo'opmeni ol 
Data Base ol Validoiicn ot Flow Trar^spon Modois on Unsaturoted SoHa." 

WiGGiNS.EJ. Oivison ol Contracts & Ptoporty Managerr.ent {Post 090203) FIN L* 
12060 NRC-04-90 058 90/01/31 WHEELtR.J T. Arizona, Untv ot. Tucson. A2 1P- 
52620 092-52628 092. 

-9002190085 Mod 2.correcling obligated amount on Mod Mo "Oevetopmeni of Dale 
Baso of Vai dation cl Flow Transport Modais on Unsaiurated Soi's " 

' Arizona. UnV. ol. Tucson, AZ W;GGiNS,E J Contract AdmirJsirniior Branch FIN L* 
12860 NnC 04-90 056. 90/01/31. Ip. 52626 093-52628099 

9002130151 Noliiicavon ol conireci e>:ecu'.io,n.Mod 4. "Toebnical Assistaneo lb Sirppon 
LIcensng Activitios." Contract: So.'‘al»8l8,lnc- 

BRENNAN,P. Contract AOerin Straiion Drench NRC-09-89031 00/02/05 WEST.KS- 
Ollce ol N'ucioar Ftaacior Roguleton. OIraclor (Post 670411) PULStPttER.K NRC - 
No Obta lod Afl,:iaiion Clvan. tp. 52645 930 52645 332 

-9002130155 Mod 4,lov,slr^g indreci ratos.to ‘ Technical Assistance to Suppon Ttcenv 
Ing Activiies." 

• Sona‘yais, Ino NRC-03 89 031 90/02/05 2pp 52845 331 -52845 032 

0002190173 Notification ol contract elocution, Mod 3.tQ "Annual Subscriptions to Energy 
Daily-" Contractor Enorgy Dally 

OUSOSE,BJ- Contract Aflm.n siratiw a-anoh FIN 0-18790 NRC-3988-20fe. 80/01/ 
3t MESSENGER.Q.H. O.vislon ol In'ormahon Support Servtcos (Post B9020S). 
REOMONO,J. NRC- No Oetal'ad At'iliellon Q:von ip 5^46 217-52n<l62l9. 

-9002130176 Mod 3,ob!gatlng funds 8 eidonding poriod Ol perforrrenca.to "Annual 
SubscTptions to Bnorg-/ Oa ly." 

nOB'NSON.R Energy tnc. 0EH..S Oivtsioo ol Contreots 0 Property Manago- 
mont (Post 6902051 FIN 0-18700 NRC-30 88-206. 90/01/31 Ppp. 52646 218- 
52646:219. 

9003130165 Notillcaiio.') of contract oxocuiion.Mod 28,10 ‘'inlograi Sys Tost Program 
Orco-Thfough Integra' Sys 0 Mu:s-Locp Inlograi Sys Tost Con-pororls " 
CoftVaclot B&W 

ORENNAN.P. Contract Adfrlnlstraiion Branch FIN 0-17340. NRC-04.83-ie8. 00/01/ 
24 GUSTAVE. R P. Prog’am Management, Policy Oovolopment & Anaiyss Stall (Posi 
870413) LEE,n NRC -No Detailed Alli'ialian Given ip. 52844-356 52644 356 

-9002130180 Ltr contract. Mod 38,GirtQnd ng period ol perlormenco.io "iriieg'al Sys Test 
Program Orco-Tbrough Inwgiol %a 8. M.u'ti-Uoop Integral Sys Test Compononis " 
BELl.S. Contract Adrrin’atratlon Branch * Babcock 4 WiICOk Co FIN 0 17340 NflC- 
04 83-166 00/01/16. HAQQARD.R.W. BobcocV 4 Wl'cox Co 2pp 52644 357- 
52644:358. 

6003160004 NoM-eation of ooniiacl elocution, Med i.to "Fuel Cycle Ucensng Techricsi 
Ass stance." ConlractorSdenca Applications irti Coro. 

FUNCHE8J Contract Nogonailcn B'anch-I. nR&02<90-009 90/02/06. 

MEARSE.Sd Program Managomeni, Policy Oevoiopmoni 4 Analysts Staff (Post 
870413) TIKTINSKY.O, NRC - No Oetailod Alli'iation Given, tp 52677:275- 
52677:276 

-6002)80006 Mod l.iovisng contractor number Irom NRC-Oa-OO-OOS to Nnr~02-90- 
000,10 "Fuel Cycle Licensing Techn-cai Assistance." 

• Sconce AppiceHona uvemalonai Co/p (fo/rrorty Science Appicanons. me). 
FLYNN.MJ. Contract Administration Branch. NnC-02-90-009. 60/02/06. ip. 
52677:276-52677:270 

9002160014 Notification of contract execution, Mod 29, Task Order 3.1b Technical As- 
astanco in Developing 4 Impiamem no programs 4 Procedures for Roactors Poq-uir- 
ing Special map Resources "^Contract Resource Technical Svcs.inc 
MEEHAN.Q. Contrscl Admin.airetlon eranen. FiN 0-1787-0. NRC<03-8M19. 90/02/ 
C8. BAJWA.SS. Pionnng, Progrem & Manege.Tont Support Branch (Post 670411). 
WALKER.W. NRC - NoOoia-loa AfliiiaiionGrvon ip. 62675.142-5267$ U4 

-9002160016 Mod 25, Task 3prpvl0>ng Incremental lundmglo "Tochntcat Aesiaiortce m 
Oevolopmg 4 implementing Prog'ams & Procedures (or Reactors Reputing Spodal 
Insp Resources." 

• RTS Co. MACE.MH ConlfBCl Adm nisirallcn Branch FIN 0-1787-0 NRC-03-e7- 
119. 00/02/08. 2pp. 62075 143-52675 144. 

9002180147 Noiilicatlon ol contract oxocui o-n,Mod 21, to "ADP Sys OovetapmenL’' 
CcntracibiiSys Automation Corp. 

FIELDS.J. Contract Admin sttfl! ort Bra.ich FlN 0-8166-9. NRC-33-B7-224 00/01/11 
KRU2IC,P. Division ol Computer 4 Tolecommun cal-ons Sorv>cos (Post 890205) 
SCHNAPPER,J. NRC - No OoleTod AKIiailon Gmon ip. 62670.063-52670066. 

-9002180150 Mod 21, providing incremental tunding.exorcising opi on. errtendng ponod 
of performance to 9t 1217, increasing cost csi'ing 4 rev.snglndlrea ratos.to "AOP Sys 
Develqp.meni " Info re md reel rates partla'ly deloled. 

CARSON.n J System Automation Corn. BELL.S Conireci Administration Branctt. FlN 
B-3l6e-9. NRC-33-e7-224. 90/01/11. ipp. 82670 064-52670.066. 

900216015S Nobhcelon Of contract execullon.Mod l,to "Task Sys Data EiDry.*’ Task 1. 
"Revlow & Supervision" ConIractor.SBA. S-jbconiraclorOaia Computer Corp ^ 
America. 

KNOX.E Contract Admin etretlon Branch. FIN 0-1920-0. NRC-39 e9'133. 00/01/23. 
AMENTA.J.A. Office of Information Resources Management (Poet 890205). 
OOLLECK.A. NRC - No Oetai'ed AITiliatlon Given, ip. 52666 319-52660:321. 

-9002150156 Lir contract Mod I.Task Order 1, providing no-cosi exlettson Ihrouch 
900302 to, "NRC Sys Data Entry." 

BELL.S. Contract Adm nls'ratlon Branch. FIN 0-1920-0. NRC>39-89-t33. 90/01/19. 
HUTCIIENS.T.E. Dflia Computer Corp. ol America. 2pp. 52668:320 52668:321. 

9003230030 NobficaltOrt ol conitaci exocutiotv. "Rev ol NRC Outdance on Reepkatory 
Proiectiorv" awarded to Radiation Safety Assoc. Inc. 

MCLEAREN.T. Ofnce Of Admlnlsiratloi) (Post 890205). FIN 0-20500. NRC-04-90-073. 
90/02/13. MORRiS.B. O.vislon of Regu'aiory Applicatons (Post 870413). 
flOECKlElN,A. NRC • No Detailed AlfTlation Given. Ip. 62673 277-62674871. 

-9002220035 Contrej:!: "Rev ol NRC Q'jidetice on Respiratory PtolecUor\." awarded to 
Redlal’on Safety Assoc, inc. 

STEINMEYER.p. Radiation Safety Associates. Inc. FLYNN.MJ. Oivis'on of Contracts 
4 Property Management (Post B90205). FIN 0-20500. NRC-04-90-073. 90/02/13. 
154pp. 62673:278-52674:071. 


9002220176 Notnicaiio.n cl coniraci exocui on, "Computer Output Microli.m Svee." 
ervanlod to ComOeio.inc. 

CANTOR.C. conttflci Negotiation Drarch-l FIN 0-1910-0. NnC-33 90-167. 90/02/09 
AMENTA.J Office of In'o'melion Rosources Manacon’.oni (Post 690J05) LEEL. t.BC 
- No OoiB'led Alfil ailon Given Ip. 52673 l02-S2675'166 

-6002220107 Coniraci "Ccmp-.itof Oiiiput .Microfilm Sves." fiwarded to ComOa'a.'nc 
• CerrOaUL Inc FLYNN M J. Division ol Coniracis 4 Property Uanagononi (Post 
000205) FlND-1910-0 NnC-33-90-107 90/02/09. 63pp 52673 103-52873:166 

0002220160 Noiificailo.n ol contract exocuton.Mod l.Toak 2. '‘Oota Entry lor Ttaivig" 
Contractor SBA Subcontracic Data Computer Corp of Amorica. 

KNOX.E. Coniraci Adminstration Orsncfi PIN D-1020 0. NRC-39-89-133. 9C/:i/23. 
AMENTAJ.A Olllce Ol Informal on Rosources Mananeme.'it (Post E9C205) 

OOLLECK.A NfiC • No Deiai’od Allihalion Given 1p. 52671:067-52671 069 

-9002230189 Ltr Contract NRC-39-B9-l33,Mod I.Task 2. authorizing no POSI oxlenslOrt 
through 600531.10 "Daia Entry lor Tra ning " 

BELL.S. Ccfdfsct Adininisiinlion Branch FIN D-1920 0 NRC-39 69-133. 00/61/19. 
HUTCHENS, T£ Oftla Compulor Corp ol America. 2pp 5267l.088-5267t:O69 

9002220193 Not.flcation ol contract exucutipn.Mod I. "NRC Sys Data Eniiy." Talk 5, '* 
Data Entry Support lor SiNET " Coniractor SBA. Subcontractor Data Compulor Corp of 
America 

KNOX.E. (Contract Adrr,lnl8trBtlon Branch FlN 0-1920 0 NRC-39 69-133. 90/01/^ 
AMENTAJ A Off CO ol Inlormation Rosourcos Managomoni (Post 600?05> 

0OLLECK.A NRC • No Oolal od Alhliallon Given Ip. 52674 072-52074:074. 

—9002230197 Ltr contract Mod 1 10 Task Ordor 5," Data Entry Support for SINET." et- 
lantfmg lorms of (ask order through 900331 al no artel cost lo govt.to "NRC Sys Data 
Entry.'' 

0E1L.S Ckintraci Adn-.lnlslration Branch FIN 0-1920-0 NRC-39 89-133. 00/01/19 
HUTCHENS.T G Data Compuier Corp. ol America. 2pp. 52874.073-52674 074. 

&002220208 Notification ol coniraci oxoruiion.Mod 1,10 "NRC Sys Data Entry," 10 Tat-k 
Order 007. "Opta Entry frr CIS." Contractor SBA. Subcontractor Data Compu'or Corp 
ol Amorica 

KNOX.E Ccniract AdninstraliOK Drancli FIN D-1920 0. NRC 39-89-133. 90/01/23 
AMENTA.J A. OUlco Ol In'ormation Hasoufcos Management (Posi 690205). 
OOLLECK.A NRC - No Doia,IOif All, imilon Given ip 52670 271-52670 273 

-9002230214 lir coMraet NnC-30-89-f33.Mod 1 10 Task Order 007,ox!erd:ng lor-n ol 
leak through 000330.10 "NRC Sys Data Eniry," 

BELL.S Cortbact Adm nisirallon Drench RN D-1920. NnC-39-09-133. 00/01/19. 
HUTCHENS.T.E. Oaia Computer Co'p ol America. 2pp 52670 272-52670 273. 

9002220307 NoiHiceiipn ot coniraci oxocuiion.Mod 9.10 "Mandpiory Supevscry Dovel- 
opmeni rregram Ttaih-ng Contractor Graduate School USDA. 

HUGIIESA. Coniraci Adm rlsireilon Bronch FIN 0-23000. NRC'10'67-207. 00/02/01. 
GOlOMAN.P J. Otc O' Pemcinnoi (Posi 070413). SPECTOR.A. NRC • No OolAlod Af- 
f.l-81-Oo Given ip 526/4 355-62674 357 

-9002220316 Mod O.provirting incromoniai lunding 4 nxtending porlotl Of poilo'.TiancP 
uft‘il 900531.10 "Mandnipry Supervisory Dovo'opmant Program tio nr.g. ' 

POOlE.G.R A 0ricu’iu.'o. Oepi Ol. Gtad.raio School, Weaningion, DC. MACE,MI1. OF 
vls:en of Contracts 4 Property Mannaorront (Post 660205), RN D-23300 NRC-SO 0f‘ 
207. 90/02/01. 2pp 526/4 3W 526 n1 357 


FOiA FREEDOM OF INFORMATION ACT RF.QUESTS AND rtELEASES 


9002020137 Panral roaponsp lo POiA request lot rtocumonls App C 6 0 inlo avnllaUo kn 
PDR 0 tecards a'so end 

GRiMSlEY.O.H Division ol Fruodom uf Infotmoiion 4 Pubheat'ena Sorvicoa (1*031 
000205) 90/01/25 WILLIAM.S.O JRA ABMClaioa 8pp 52499 t05-525l>l 061 

-8708100056 Forwards dtall lompo.'ory insirucUan on commercin' gradb 
procurement.rntondert to p'ovklo Insp gu.danco lor commercial gtode procurerr.cnl of 
spare 4 reptacomoni pa.na Commonia rogjostoU by B7082I. 

nOE.J.W. O.vision of Licensee Perlormarco & Oua'ity Evoluallon (Post 87041 1). 67/ 
08/04 KANG.W.F Regmn l.oicot lliQO.tectOt. Opo 52501.043-52501.050. 

-8712240090 Porwarda draft map procaduro on commercial grade 
procuremont Comments regueaiod by 08U122. 

ROE.J.W. Otvis:on ol Licensee Perlormanco 4 Quality Evaluoilon (Post 87C4I i) 67/ 
12/21 KANE.W.F. Region 1, Ole of the Uiinclor. 10pp. 52501:051-52501.084. 

-8802240301 Forwards comments on diali map procedure on commercial grado pro- 
curement. 

rARTLOW.J.G. DivIson ol Reactor Inspection 4 Safeguards (Post 670411). 68/02/ 
08. ROE.J.W. Qvislon of Licensee Perlormanco 4 Quality Evaluation (Posi 070411). 
20pp. 52500 020-52500 039 

-6803320149 Forwards Insp Procoduro 30703 on commercial grade procuromeni loc 
review 4 approval. Purpose ot docurr.ent Is 10 provide Insp guidance (or procuiomeril 
ot commercial grade spare 4 replacement pens 

ROEJ.W. Ovislon ol Licenses Performance 4 Quality Evaluation (Post 07041 1). 09/ 
03/15. GILLESPJE.F.P, Program Managomeni, Policy Dovelopmont A Anafyals Staff 
(Poet 870411) 23pp 52499 352-52500019 

-8603220166 Submils comments re draft Insp procoduro on com-morcla' ypiJo 
procurement Comments clarify Section 36703-04 ot procedure. 

GIBSW.AF. Region 2, Ofc ol the Director 68/0t/19 ROE.J.W. Oivls.on of Lfconsob 
Perfrxmance 4 Quality Eva:uai'orr (Post 6/O-111). 2pp. 52500:015-52600016 

-8903230162 Forwards corrme-nia on d.-att Inap Procoduro 38703 on commorc-al grade 
procurmienl in losponse 10 671231 memo. 

MILLER.H.J. Region 3. Olc of the O.rector. 06/0t/2t. ROE.J.W. Division of Ltcensoo 
Portormanco 4 Quality Eva'ualon (Post 870-11 1) 2pp. 52500:017-52600 018 

-9903220292 Otacusssa dratl insp ptotedute on commercial gtado ptocu«MvorY..)r.S{) 
guidance should bo augmenied lo stress importance of escerielning that eppropvfate 
conllpuranon control measures being implemented by licensee 
MILlfOAN.J.L. Region 4, Ofc ot the Director 60/01/26 ROE.J.W. Divls'on ol Uccnv 
eo Poflormance 4 Oua'ity Evaluetbn (Post 670411) ip. 62500.01 9-52600:01 9. 


-8610210189 Ccnfi-ms ogreomonc totween F Hawkins & T Chorny eo NRC irvkme- 
meni oi EPRi NP'56S2 (NClG 07), "Gu dolinos lor Ui.'i?Bilon o! Commofoal Grade 
itors .n NuclOB' Sa'oiy noieiod App'icot.ons " 

ROE.JW. Divisio-i o! Liconsoo Potlofmanco & Quality Evaluation (Post 870411). 68/ 
)0/t7 HOUSTON. nw Division ot Soloty issuo flesoiution (Post 660717) ?pp 
62499 20t-624a9 202 

-9901240247 Responds lo 0SI122 momo requesting commonls on draft advartcod 
no’icg ot proposed fu'.omoKir.Q by C.O.B. on 881202. Oiv oi U'Consoe Pertoritiance & 
Oust ly Evaluailon comments ©r.cl, 

ROE.J.W. Division ol Liconseo Portormance & Oufltity Evaluation (Post 870411). 60/ 
12/06 CRIMES 6 K Division ot Hoactor Inspection & Soletjuards (Post 670411). 4pp. 
62408:203.52483206 

-8901310246 Forwards gnnqrlc Itr to nonconlorin.ng products & dedicatton of commor* 
claTg'ado products toi roviow. 

SNiEZEK.J.H OM.ca ot Nuclear Roacloi Regulation, Director (Post 070411). lEO-87< 
002. 60/01/23 jORDAN.EL ComMttoo to Hoviow Qon^ic Retiut/omorao iSSpp 
52499 207.52499 351 

-.8904260054 Tup rapt of 890417 visit to Rog'ort II to diSCuss commorcial greda pro- 
curement based on IP. 38703 Viowgropha anci 

WHARTON.L R Pertormanoo 8 Ooa/ify Evaluation Qrancli (Post flSOfOl). 89/04/24. 
GOOY.AT Po.'fo'mar'ce & Quality Evaluation Qrancli (Post 800101) 30(^ 
69739 288-69750 284. 

-0002020172 L.ats quosuons raised during 08000812 com.morciat grade ptocuromeni 
ir.sp el p'ont concern ng compliance w/NRC faquiramanis >or safely ro’awd 
simctures compononis or ays.Agoncy position re sub) (tuostions raquosiod. 

KIRSCHDF Beg'on 5, Ole ol the Droclor. 88/00/14 KNIGHTON.G. PiO)ocl OifOCior- 
S’.eV. tp 52501 035.5260i.042. 

9002020217 IR3IA request (or all records supplied lo POR under FOIA Roquosi 69- 
374.Anp A-D 

OAQNE.CC AHi'iaton Nol AssJgr^oo 90/01/10. NRC • No Deialiod AK/iatlon Given 
tp. 52501 207.52501 307. 

9002020216 Final response lo FOIA toquest (or tocorda Documents avsdabio in POR 8 
LPDR. 

GniwSLEYOH Division ol ftooOom ol Inlomnation & Pub'icsiions Se-vltoa (Post 
690205) 00/01/31 GAGNE.CC Atiiiiation Not Assigned. 3pp. 5260l:280.5260t.290. 

0002020241 Partial response to FOIA toquost (or records App £ & tcieassbio potoons 
cl App F records end & ovallnble In P(3n App F records porfatty & App 0 records 
eomaloiely w 'hheW (rel FQIA E/ompHon 5). 

GRiMSIEV.O H. Division ol Freodom ol Inlormation 6 Pubiicattons Serv^os (Post 
090206). OO/Ot/30 WILLIAMS, 0. JRA AssOClaiee 5pp 62801;273 5250(-26«- 

-9002020248 Forwards comments on droit tnso guidance on commercial o'dliP 
procurerneni.oor 870804 roouesl. 

PART1.0W,JG Oivis'on Ol Hoocior tnspect.on & Safeguards (Post 070411). 87/09/ 
16. ROEJ.W. O.v.sion of LiConsoo Pctiormanco 6 Quality Evaluation (Post 870411). 
6pp. &2S01:20t-6250l:2Q5. 

-9002020249 Forwards FR nowco On 10CFR60, "Accopmeo ol ivedocie Purchased 
lor Use In Nucieer Pov/or P'ani Siructuros.Svs & (3ampononie." (qi eignaturo & con- 
curreni nubiicai en In FR 

MEYER, O.L Regulstory PuOl'ceiions Branch. 80/02/23 Ci<>1.K.S.J. OUce oi the Sec- 
retary ol the Corr.m'sslon 1p. 58601:206.52601 286 

9002020267 FOIA request lor Marathon Welch Co iicon8e.eppi.caiion packego & totaled 
corresponrionce 

OiCKMANJ Siockor 4 Yale, inc. 60/01/04. OaGQETT.S.. niCH.T. NRC - NoOoioiied 
AliiLai'on Given 40pp. 52601005.62501:124. 

9CO2O202SO Partial response to FOIA request lot rocords.App A 8 B tecorda onci 8 
ava'iaWo in PDR 

QfliMSbEY.DH. Division of Freedom ol Inlormailon A Pub'Jcolions sorVeos (Post 
BG0205). 00/01/30. 0ICKMAN.J. SlOCkqt & Yale. Inc. 4pp 5260t:12S-5250l 272 

-9002020266 Forwards epp'ication (or llcenso.oulhori/inn use ol irlUum in compessos 
WEIN.L. Marathon Welch Co . lid. 020043 09/07/ n 0AGQETT.S DivlalonoMrMiuS- 
thal & Medical Nuclear Salety (Post 070729) ip 52501-.l29.6250l.129. 

-9002020266 Appl-caiion lor license, outhoiiylng transfer ol compasses conlainfeng 
intium.Foo paid. 

W&N.t. Maralhon Walch Co , Lid. 02084.9. 09/07/11. 49pp, 62601:730.5250»;176- 

-0002020271 Forwards MlL.W.4e374E, requiring glass vial encapsulated inliuin lor me- 
chanical 8 quartz wristwatches.Feo paid 

WEiN.L. Maralhon Watch Co., Ltd. 09/07/26. DESCHAMPS.F. Morfcel. Atademlc 8 
Commercial Uso Selely Srsneh. 4pp. 52601:1 79-S2501;l02. 

-9002020277 Forwards lir from Dow Corning re 732 rnulH-Purpose aoalonl 4 drawlirg 
missing Irom compass specs. 

WEIN.L. MaraUicm Watch Co.. Ltd. 09/08/04. DESCHAMPS.F. NRC • No Oetallod At- 
frfiBhan Gwen. 3pp. S2S0l:ie3-5250MS6. 

-9002030279 Forwards drawings & pnms for navinaiional walch & rYWary wrlsiwatch 
WEIN.L. Maralhon Walch Co , Ltd. 89/08/08. DESCHAMPS.F. NRC • No DeUUIod At- 
fi'.ai'on Gtven 8pp. 6260t:186-5250l;l03. 

-9002020260 Amend lo application lor llconso, authorizing possession ol intlum In 
watches & compasses 

WEIN.L. Maralhon Watch Co.. Ltd. 89/08/23. DESCHAMPS.F. NRC • No Detailed Al- 
rjiailon Given. lOpp 52601;t94-5260l:203 

-9002020262 Provides answer to Section 32.a3(d) re accident w/number of watches 
destroyed in same aree 

WEIN.L. Maralhon Watch Co.. Ltd. 89/00/24. DESCHAMPS.F. NRC • No Ooialtod Al- 
fllisLon Given. Ip. 62501:204-52501:204. 

-9002020263 Forwards specs for navigational watch Model 211- 
WEIN.L. Marathon Management Co., lid. 89/08/20. DESCHAMPS.F, NBC • No Do- 
la'led Alfllaiion Given. 29pp. 62501:205-52601:233. 

-9002020284 Forwards drawings ot navigational walch & genaraf purpose watch w/ 
vials. 

WElN.l. Maralhort Walch Co., ltd. 89/00/30. OESQ-IAMPS.F. NRC • No Detailed At- 
fillat-on Gtven. 6pp. 52501:234-52501:238. 


-9002020286 Corrects 690924 hr to read lO compasses w/50 mrome & proYdea 
answer to Number 3 re immotsiQn res‘stenco ot vials 

WEIN.L Maralhon Welch Co , Lid 80/00/05 DESCHAMPS.F NRC • No Detsi’ed Af- 
niaton Give.*) tp. 52501-239 62501 239 

-9002020260 Forwards m ssing pages irorw MIL-C-10436L & aampio of compass Model 
CO 190001. 

Wem.L- MaraNion Watch Co- Ltd 89/08/02 DESCHAMPS.F. NRC • No Oeiailed Af- 
(UlallonGwen 3pp S350V240-52501-.242. 

-9002030262 Subm.ls enswors to quasllons ol 690905 re wrisiwetchos & compasses. 
WEIN.L. Marsihon Y/alch Co . Ltd. 86/00/13. BAQGETT.S. NRC ■ No Detailed Aflih- 
etion Gtven 2pp 52501.243 52501 244. 

-9002020263 Subm.lta contlnuaticn ol answers to 690005 quasi.ons ro amount ol s' Icon 
gluo Mf co/rpass. 

WEIN.L. H/otalhon Watch Co., Ltd 89/08/18 BAQGETT.S. NRC • No OeWiod AffiH- 
aUOh Given, ip 52501:245-52601 24 5 

-9002020266 Raquosts l.sted into re 890711 & 0823 appi cations lor license lor rogiS- 
trailon ol mil la^ compass S two rplliiary watches & confirms B90905 lalcoa 
OESCHAMPS.r Medical, Academic 6 Comrr.oiclal Use Salaty Branch. 69/09/29 
WEIN.L. Maralhon Management Co., Ltd. 2pp. 52501:246 52501 247. 

—0002020298 Su&m'ia answers Id 590929 quasi pns re watches & compasses rrilg by 
mtymicrotec ag 

WEIN.L. Maralhon Watch Co.. Ltd 89/10/05 DESCHAMPS.F. NRC ■ No Oota lad At- 
IMehon Givcvi. Ip. 52501 248-52501:248. 

—9002020300 Forwords drawings ol l alod vla's lo bo usod in waichos.per 890929 Itr 
WEIN.L. Mvaihon Watch Co.. Ltd. 89/10/10 DESCHAMPS.F. NRC - No Ooiai'ad Al- 
frjation Gtven 9pp 5250l:240-5250t 267 

-9002020301 Fciwarda laxos irem mb m crotoc spocily'ihg lhai all sources reglsierod 
w/NflC Under Nfl 446^- 1025 

WEIN.L M^athon Walch Co. Ltd. 89/11/01. DESCHAMPS.F NRC- NoDeioiodAf- 
Hiiaiion Ohree 3pp. &2S0i 258‘52601:260 

-9002020300 Conlhms addross & legni ropioaoninlivo as listed par 000103 & 04 tai< 
cons 

WeiN.L. Maralhon Welch Ck>., Lid 90/01/00. BAGGETr.S.. DESCHAMPS.F. Fuel 
Cycle Safe/y 0/arKh. 3pp 53501.-281-5250l.-283. 

-6002020306 Reqtioats naiod mfo re epp'icni'co lor license ip cislnOuto compass Model 
100001 & waich Mode's 211.340 & 360 

DE^MAMPS.F. FuOl Cycio Seloiy Brar)Ch. 90/01/00. WEIN.L Marathon Manage- 
meniCo.lld ip 5250l:264.6250{ 264 

-9002029310 Roquesis lisiDd edol Info to contm-jb roviow ol 89071 1 Itr roquoeling reg- 
isirat'or) ol loneeiic co'rpaae 

DESCHAMPS.F Fuel DycieSa'eV C^/pRc^- 59/0S/1O WEiN.l. Maralhon Walch Co, 
Ltd ip 62501:205-52601 265 

-9003020311 Forwntds ovi'e Ido» Ipr application 
WEIN.L. MaiethDn Waich Co. Licl 89/07/28 KlMQGniEY.B. Llcongo Foe Manage- 
ment Branch (090205 890826). Ip. 59501:206-52501:260. 

—9002020313 Forwards foo for appUcBii'ori lor llconso. 

WElN.l. Maralhon Which Co. Ltd. 020043 09/08/25. JACKSON, Q. Llconso Foo 
Man^nwni Branch (890205 890828). ip. 62501 -267-52601 287 

-9003029316 Advisoa of rolurid ot loo lor 090728 applicailon for l.conso 
JACKSON.O Llconso FoO MannnemonI Branch (890205 890020) 020043. 89/10/02. 
vi^lN.L Marathon Managomani Co., Ltd 5pp. 5250t:268-5250l;272. 

9002050091 FOIA loquost lor documome ro Sh.oidollQy Molaiiu'g'cal Corp.inc'.uding but 
not (niited lo correspondence hotwoon NRC & Cconseo.New Jareoy EPA & oiher gov- 
ommeniai sgonciea & docunranlatlon ro on & oil sito ledwoslo storage & disposal. 
BEnEZOFSKY.E Tomar. Simonoll. Adourlan S O’Orion (lormerly Tomar, Parka. So- 
liger, s-imonolf &. 89/10/18. MILLER.M. Regiorr i, Qlc ot ihe DIrocior. lp. 62551.182- 
5^1-182. 

900205D1D2 Final responso to FOIA requost lor Uocumonia App A.O & C records and & 
also ava-iade In POR App D records ava.lab'e in PDR App E documonls partially with- 
held (rot FOIA Exemptions 4 & 6). 

OniMSLEV.O.H. Division Of Freedom ol InlormaHon & PubFcalions Services (Post 
800205). 00/01/23. BERF.ZOF8KY.E. Tomer. Simonoll. Adourlan & O'Brlon (formoily 
Tomar, ParM, SoTger, S'monoff &. 3Qpp 5256Ut 83-52555 090. 

—7906190686 Requosia eddi into ro 771223 application for ronewal ol Ucanse SMB- 
743.lnlo itaedod re final product produced by ficenaeo, ultimate uso of each product & 
rasuftaof analyais ol atnounie of thorium S/or U In (incl products 
GtRNNP.R Materials Licensing Branch. 05352. 70/05/07. lONGAKEn.JB Metallurg. 
Inc. 2pp. 62552:161-52552 162. 

-7908140367 Raeponds lo NTTC 700507 request lor addi Inlo re application lor ronewal 
o( Ucenao SMD-740.Provlde8 Into.including doscriplion of final producta.iosults ol 
antiyM ol linel product & lolpl amount of thorium 8 U possossed at any lima. 
LONAKEn.J.B. Motaliurg. Ino. 133B5. 70/08/28. GUINN.P.R. Malonals Licensing 
Otendi. 4pp. S2S52. 163-62552 166. 

-7911300323 Ack raca'pi el 7S062& eppltoal.t>n for ronewal of W^U/ Byproduct License 
5MB-743 Requests edUl info le amount ol thorium & LI conlainod In slag 8i other 
wastes slored in slag dump S cal'br procoduios lor redlailah survey meters. 
QUINN.P.R. Malanars Ucenslno Granch. 05352. 79/10/23. LONGAKEH.J.B. Meiallurg, 
Inc. app 62B62:t07-52552:16(r 

-6004200249 Ack receipt ol 791116 Itr w/addl Info ro ronowol ol Mail/ Byproduct LI- 
conae SWS-743.Requesls submilfal ol plans for wasio d'^sal.as ortg:na)fy requosied 
m NRC 791023 Ur. Roview Will continue upori receipt ot info. 

GUINN.PR. Maiertals Ucei.sing Branch. ()0352. 00/04/04. LONQAKER.J.B. Motaliurg. 
Ino Ip. 62552:101-52552:181. 
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-3006170424 SohrMis addi into rec^osted by NRC Q0C404 Hr re apcicaikn to to.'j>w 
Mail/Bypredjcl license SM0-743.bispcsal of loirocolombian slag wCiUd reQure irnns- 
‘cr cl 122 ml lonlb of mall fioq-jesia meoVng 

lOS'GAKERJB. Meiailutg, Inc C9352. BO/04/16 GUINN.P R Waionals Licensing 
Crarcb 3pp 52693 052-52553 05-1. 

-3006170624 SjbrT-iis eddi nfo roqjOStcd bv NRC 300523 Hr re Bppficahon (o renew 
fudii'byp.'odjct hcorse.Oosci.tias sioiago cl lorrocoUmbian slag Siaie ol NJ cortcerns 
ro icer.see meinorlsol slag sloraga reciilcd 

LCNGAKERJ.B. Meialurg. Inc 00352. 60/05/27 GUINN, PR Materials Llcenarng 
eranch. 2p? 52552 102-52552:103 

-6003250641 Arr.ond 6 10 Liconso SUB 0743 lor SMoldelloy Corp.amondng license In 
anirety 

GU.NN.P.R. Materials L'Cens ng Branch 81/02/06 Ip. 62551 323 52551.324. 

-8505240563 Fo'^ards applcabon <or llconso.pet 65G609 le'con Instructions provtclod 
lot ranowal ol app'- cat on lo' Llcerise SV.S 743.'N/o end 

COCL.D.A. 0r8''iu'n Fuel Licensing Eranch 85/05/14 SlNKlNS.A Uoialutg. Inc tp 
52552 107-52552 197. 

-8507030262 Uiscusses insp Cl License SMB'743 on 050402 & forwards notice ol 
vio anon Correcti/e actions doscrihod In 601030 Hr nol etleciive. Response should ad- 
dress rocu'teni violations & provido eddi Info ro waste sio'age & d-sposal. 
KINNEUAN.J.D Rogon 1, Cic of lie Drecior 65/00/21. KRlSTOFF.F. Melalturg. itK. 
3pp. 6P552:196-52552 202 

-6507030293 No'Jeo of violation Irom Insp on 650402 Vio'ations notod. alt surveys m 
blend ng aroa not porfoimed since 600926 & an surveys .n furnace a<ea perforrned 
only tour i.mos In 1061, once per yr during 1982-84 & not ai all >ri 1965. 

' Rogon 1. Cico! the C rector. 65/08721 2pp. 52552 201-52552.2O2. 

-6710050126 LIcenso SU3-t507 tor Stneidalloy Corp.ON ol Meia'iutoinc, euthorning 
possession ol U & ihorium as contarrinani in slag front previous aloy furnace opor- 
fliio.ns. 

UCCANN.G M. Ragion 3. Olc Ol Iho Oireclor. 67/05/27. 2pp. 52551. 25l-52S5l:252 

-8710060147 License SUQ 6S0 for Fooio Mineral Co.aulhorii ng possession of 6.900 
lbs U & iboriom as confamham in s'ag lurnacing operations, per 1 censoo 700612 ap- 

K ' 'oiion. 

YFIELO.HL. Atomic Energy CJomm.ssion (Pre 750101). 03535. 70/06/28 IP 
52553:291-52553:291. 

-8601 120062 Olscusaas Saloty insp 40-7I02/67-01 on 871019 No vloletionsnatod. 
VVHITE.d.n. Region i. Olc of iha Orector. 87/12/28. MAGLiOCCO.LA. MeiaHutg. inc. 
I2pp 52552 281 52552 292 

-9009050113 Safety inap on 570323 ol Ucs'ise SMd-0533 insp firdingsno r^ncorrpiv- 
anco noted 

HUETER.L J. Alomie Energy Comrniason (Pro 760101). * vanadium CotporaUon oi 
Amorlse. 67/03/23 Ip. 5255t'2l9'52SS1:2t9 

-9002080124 Undated Hr eck rocolpl of 670302 Hr & 670423 lolcdn r« Icer^ee Inlen- 
tlon to sell Cambndge,OH plant to Shieidaiioy CorpRepueals isiod lo'o noeded 
before NRC wi.i authonio roioasa of ilccnseo proponios for unresincted use 
MCCANN.0 M. Roclon 3, Olc of ibe Director. 33535 90/02/05 JACOSSON,R.N. 
Foote M noral Co 22pp. 625S1:220-625SI;243. 

-9003050150 Oocurr.onts n story of Liconso Sua 0650 from 650910 i cense i3sua«Ke6 
prov.dvs summary of Reg on III 870330 meeiing w/ Sh efdaiimr Corp re pmeheao or 
plant faciiiios Irom Fooio Mnerai Cd.Ccrciudas idat iOCFR 40 42 appiios to pur- 
cfiase 

MCCAMLM negion 0, Otc ol me Oltecior. 87/04/06. MALLEH.e Pe^ 0. Olc el 
Ihe Oirectof. 6pp. 52551:244-52551:249. 

-9002050156 Provides licensee concurrence in trans'or of responsib.i-ty tor decommis- 
eioning site al Csrnbndge.OH to Carnbndge Alloys & Cherricals.inc Requests auiho/l- 
yaiort to transfer onsite radwesio mall lo esmo company. 

JAC0B50N.R N. Fpole U noral Co. 87/05/05 MCCANN.G U Roglort 3. Olc ol ine 
Oiroctor. ip. 52551:250-52651:250. 

-9002050173 Responds lo 870505 Hr tequosiir.g consent lo transfer possession of 
onsite radwaste maHs from Foote Mnerai Co lo Shiofdal'oy Corp Advises that Liconse 
SMB>1507 Issued lo laiiei, License SUO'0650 reii/ad A 670505 reojesi grantod. 
MCCANN.G M- Rogon 3, Olc of the Drecioi. 67/06/09. JACOBSON.R.N. Fooio Mn- 
atalCo ip. 52551:253-52551-253 

-9002050190 Ack helpful advice In propatabon of deccmatrilriailcn/ decorr.missh>ivinQ 
plan. Forwards drefi Oocumeni Rel G277-200/A as condition oi License SW8- 
1507. Advises of 871026 meeting, aub) Co NRC connrmailon.io discuss draft. 
HOLMERS.RE 6NSR Consulting & Engneering (formerly ERT) 07/10/97. 
M.CCANN.QU. Rogion3. OfeoltneOI'ecior. lOpp 52551:254-52551:263 

-9002050199 Sarmary ol trip to Shialdalloy laclimes in Cernbridge.OH ro 871117 moot- 
ing w/licensee to d-scuss opt one for disposal of large piles of ihorium/U contaminai- 
ea slag currer-tiy possessed undor Liconso SLI8-06SO. 

MCCANN.G.U. Regions, Ofc of tne OIrecior. 87/11/16. Reg on 3. Ofc of Ihe 0-tecior. 
2pp. 52651:264-52551:265. 

-90020S02IS Advises of 880101 name change lo Sb.olda'ioy Metelluralcal Corp S pro- 
vides addi inlo to suppl previous submittal re p'an for Cernbridge.OH facility. 
CAMPBELLG T. Wetalij'g, Inc. 07/11/27. MCCANN.G.M. Region 3. Ofc oflhe 0 rec- 
tor. Ip- 62551286 62551.300. 

-9002050222 Trip rept of 6804i9-21 lour of lour licensed contaminaiod s-lesm Statoof 
OH to meet w/licensee & lo doferm’ne status of decontamlnsiion of sub] (aciilfioa 
SHAFER.W.O. Begdn 3. Olc of 'be O.rocioi. 80/05/02. NORELIUS.C.E. Region 3. 
Ofool Ihe Director. 3pp. 52551:301-52551:303. 

-9002050228 Adv-ses of transfer of ofliclal file lor Shielda'ioy Corp lo NMSS.per 
890510 dscuss'-on & request 

MCCANN.G U. Region 3. Ofc of the Oireclor. 60/05/31. ROUSE.L.C. Fuel Cycle 
Saloty Branch. 3pp. 52551:804-52551.306. 

-9002069235 Discusses Oak Rdgo Associaied Univ activiiies lor wk of B9f106.Con- 
frms le'con re confirmatory survey of remediated areas al Shfeldalloy on 691107-08. 
BERGER, J.O Oak Ridge Associated UnNs. 89/10/23. GIBBONS D region 3, Ofc of 
Ihe Oiiottor. 4pp. 52551 307-62551.310. 


-9002050240 Trip rapt Ol 691 106 visil at ShioldaMoy site OI Cambridgo. CH Id observe 
Oak Rdge Associated Univ poiscnnol during pioliminary survey of s.le lor decoTimis- 
slon'no 

GlOBONS.O.R Region 3, Cic o' iho Drector. 89/11/30 SRINIAWSKID. Roiion 3 
CfCOffheOroctor. 2pp 62551 311-52551:312. 

-9002050242 Liconso 5MD 0743 lor Shlo'dalluy Corp.aulhorizing use of 1 7,700 b Bra- 
zTian pyrochlors contain ng roi moio ihan 0.07% U & 2 05 Ihonum for ptodccdon or 
lorro cclumb urn & co urrblum nickol. 

NU^^UMER.OA. Atomic Energy Cornm ssion (Pre 750101). 63/12/28 ip 
52651.313-52651 313 

-9002050247 Atrond I lo Liconso 5MB 0743 fo.' Siiloidalloy Corp,au:bor-2ing use oi 
125.000 lb Oraz.lian pyrochloro containing 0.07% U & 2 0% thorium lor prodvcdon ol 
leno cof-u-mbium & coljmbi-.im nickol. 

NUSSBAUMER.O A Alomic Energy Commission (Pro 750101) 65/02/01. 2pp 
52551-314-52551:315 

-90020S0250 Forwo'dS Amend 2 lo License SMQ-0743 
HAnMON.D.F Atomic Energy Commission (Pro 750101). 65/09/21. CLYMERV/.B 
Srvoldafloy Moiallurgical Corp Ip. 52551 316-52551 316 

-9002060284 Amend 2 to L conso 5.MB 0743 for Shleldalloy Corp.auihonz.ng uso o' um 
imied quaniiiias of mois'iforojs ora coma ning 2% U & 4% thorium. 

HARUON.O.F Alcmc Energy Commisson (Pre 750101) 65/09/21. 2pp. 5255V.3t7- 
52551:318 

-9002050273 Amun.-i 3 lo License SMH 0743 lor Shioidailoy Corp, adding Condi-or 10 
lo oxorrpi l-consae from icqu romenis of 10CFR20 203(o)(2) & 20.203(0(7) 
l(ARMON.O.F Atomi: Ene.-gy C.omniiS6iDn (Pre 750101). 65/12/27. Ip. 52651:319- 
S25S1 319. 

-9002050307 Amord 10 LIcenso SMB'0743 for ShioldaHov Coro.emondirg Hem 10 ol 
license to exempt I censee from reqi.-iroments ol 1OCFR20 203(e)(2). 

HARMCN.O.F. AIO.-11'C Energy Commission (Pro 7S0I01). 66/11/02. Ip. 52551:920- 
S255I 320 

-00020S03I3 Amend 4 to Licenso SMQ-0743 lor ShloldA'ioy Corp.auH'pritlitg use of 
mefalfetous oto contain ng 0 4'^ U 6 2% thorium for ore procossing. 

HAftUOH.O.f Mcmlc Energy CommlssiorUPte 750101). 69/01/10 tp. 5255V.321- 
52551 321 

-9002050317 Amami 5 to Liconso SUE3 0743 lor ShlofdsHoy Corp.auHior'zlng uso si 
meiaiiletous ore contal'lng O 4% u & 2^» thorium lor oro processing. 

OAVIS.F.C. Atomic Enorgy Commlsso-i (Pie 750101). 73/01/24, 1(i. 62661 322- 
52561322 

-9002060345 Oiscussos msp ol Liconso SMB 0743.Noncomplianco noted Roriuoals 
reply w.m A 20 days of hi daio 

KIRKMAN.R.W. Atomt Energy Commission (Pro 780101). 65/08/30. CLYMEll.W.O. 
Shloktailov Meialiurg cal Corp ip 52551 325-5255 1:325. 

-0002050385 Notice Pi ncncompiianco Irom Insp on 6S0620.NoncornpiorKe 
noiodrraiis possussed 6 used in form ol Norwealan & Mgoilan oro w/9 
euinonrabon.aource rraii invnniory in noncompiiance w/LlconBO Condi'.lon 7 & blag 
aio'ago drums r>ot isboioo 

vinCTGUERRa.E Alomi; Enoigy Commission (Pre 750101). 65/08/30. lipp 
52551 326 5255 1 336 

-9002050373 Rcommonds lhat aitont.on bo givon to llconsoo air survoya duilnQ noit 
Insp ol license SMB 9/43 Compiolo mfo on molhod lor obialning & orial/zl'vg eam- 
p'ee not ava-iobio du' no 850528 insp 

ViNCiGUEnnA.E Atomic Enorny Cu.mmisslon (Pre 750101). 65/07/13. Atomic EhEMgy 
Commisftcn (Pro 750101) ip l25Sl 337-5265l 337. 

-9002050381 Ack loceipi ol 650708 Hr Inicrming NRC Ol Slops taken to corroci n<>n- 
compliance noted In 850630 Hr & Form AEC-502. 

KIRKMAN.R.W Atomic Energy Commission (Pro 750101). 65/07/13 CIYMERSV.B. 
Shiokfaiioy Metallurgical Corp. ip. 52551.330-52651:338. 

-9002050394 Responds lo NRC 650630 Hr re noncompllanco noted n 650&2S 
Insp Coriechvo actions taken emend to Liconse SMD-0743. covering liconslrg ol Nige- 
rian & Norw^ian oios & baddeioyilo reguesiod & alag storage drums labolod 
CIYMER.W.B. Shleldalloy Mota'iurgeal Corp. 65/07/06. KIRKMAN.R.W. Atomic 
Energy Commission (Pro 750101) 2pp 52551 339-52651 340 

-9002050497 Complisnce inquiry momo ro possible v.otallon Of conditions ol Itcnnso 
STC-133 by GSA.po' Sh oldalloy personnel Advises inol amend to License STC- 133 
Will be subiTillted lo comply w/ lOCFRHO roqulremont 

RYANAF. Roglon 1, Olc ol the Director 65/07/29. Atomic Energy Comir'sson {Pro 
750101) ^ 62551:341-52551:343 

-9002050410 Saloty Insp on 680607 ol License SUQ-0743.lnsp findings rio nonooirip:|- 
once ruled 

ST6ARNS.C.F. Alomc Ene.-gy Commission (Pro 750101). * Shleldalloy MotaHurgtcal 
Corp 68/06/07 Ip. 52551 344-52651344 

-90020S041S Forwards Form AEC-59t ro Insp conducted on 080607 No nonco<i>pU- 
ancQ rtoied 

KIRKMAN.R.W. Atomic Energy Commission (Pre 750101). 68/06/21. SEVBO'.O.C.F. 
Shleldalloy Moialurglcai Corp. Ip. 62551:345 52551:345. 

-9002060422 Insp Rept 40-7102/68-01 on 660607.No noncompliance noted Ma}of 
areas inspBclod:edTi:nistiallvo control.use ol llcona^ 

matl.facil ties.equipmeni.radioiogical aateiy procedures & porsonnol monitorirtg & ok- 
posure u> external radiai'on. 

STEaRNS.C-F.. NELN.P.M. Atomic Energy Commission (Pro 760101) 68/07/17. 
I8pp. &2SSI;34B-525S2:004 

-9002060426 Application for ronewal of License SUB'0743, authorizing uso of i.nl>r^iod 
quaniltias ol meta'ilorous oros conlainmn 0.4% u & 2% thorium for oro piocoes-og. 
SEYBOLO.aF. Shielda'ioy Moiallurgical Corp. 73/01/12. 3pp. 62562 005-52552 007. 

— 9(H}2060429 License SMQ-0743 tor Shioidailoy Corp, authorizing use ol unlimtod quarv 
titlea ol meia'iforous ore co.nta nlng 0.4% U & 2% thorium lor ore procossing. 
OAVIS,F.C. Atomic Energy Comm:8aion (Pre 750101)- 73/01/24. 3pp. 625S2008- 
52552:009 



—9002080410 Discusses Insp Ropt ‘i0-7l02/76-€l on 76*006 S forwards noi-M of «»• 

NEISON.P.R. Rogton 1. Cfc of ITie Drecto'. 76/J0/*6 SEYDOLD.CF. ShieMs'lOy 
Msia'lurgical Corp *0pp 52552 010-52552 010. 

-900J050434 Noiico of v.olalion Iron* insp on 781006. Vioiai-on noted lalb^ro to maVa 
survavs recessafy to doierm no that OKteni ot exposuro ot porsona harKfina siomfl- 
tant cuani'1'03 o1 U & thorium bearing oro & to assure corrp'iance w/lOCFB2O-l0e 
• Reg ori 1, Otc of the D-rociOt. 76/10/16 7pp. 52552. 080-52552 026. 

-9002050440 Responds to NRC 761015 lir ro violalions noiob in insp on 78i006.Cof- 
leciiva actions laKen Pans 19 & 20 ot License SM0-O743 & Form NRC 3 posted in 
certa'n places per lOCFRig it & compled w/foouiroments re rasfriiWd oroas 
SEVBOLDCF Shle'-dal'-oy Moia'.lurgicai Cotp 76/11/11 Region t. Otc oi the Diroc- 
lor 4pp 52552.027-52552.031. 


-9002060218 Oscussos A'lagaiion RI.85-A-0002 '.nvolving concerns ol unknown a'lsgor 
re Nconsoe aciivities that caused troo doaihs & increase .n cancer cases in local 
area-Concotns not substantiated during 850402 insp.Uniolaled vioiallon.s notod. 
KINNEMANJO Region 1. Otc ol the Di'oclor. 66/01/02- SHROPSHIRE.A. Region i. 
Ofc ot Iho t^reclor. 24pp. 52552 203-52552. 226. 

-0002060242 Provides fgutos .ndicai.ng locaion of water & sod sampios taken e( Shiot- 
dalioy Corp ori 661204. 

WHITEO Now Jorsoy Slate ol- 68/12/10 FRIEDMAN, L. Region 1. Otc ol Iho Direc- 
tor. 03pp. 52552:229-52552 260 

-0(M)2060247 Fonvards proposed plan fo' radiolOQical Si.rvoy at Shlolda/oy pet 860916 
roQuestCommenls or concurronce requested 

BERGERJO. Oak Ridge AssoclatQd Un.vs. 67/07/30 KINNEMAN.J. Rog'on i. Ole ol 
Iho Otfoctor. &pp. 52552 261 -S2S52 268. 


-9002050442 Atk receipt ol 761111 Hr Informing NRC Ol corroctlva & ptoveniivo ac- 
tions taken re vio'aions noted in Insp Ropt 40-7102/76-01 ^ _ . 

NFISON.P.R. Hagiori i. Ofc ol iho Diteciot. 76/11/10 SEVBOLO.C.F. Shleldai-oy 
s/eta'luigical Corp. 69pp. 52552.032-52552 lOO 

-9002060032 Ack rocelpt ol 770224 S 03U resptinsQS to NRC 701119 Hr. Into sup- 
plied re l.censeo tadialion safoty program & toaulta ol dust surveys to ba taken whan 
oocrailons Involving radioactive mails resumod.wi'.l be roviewed during next -.nsp 
NELSON, PR Atomic Energy Comrr.lssion {Pro 760101). 77/03/16 SEYBOLD.CF. 
Shieldalloy Meiaiiuigical Corp. ip. 52552 101-52552.101. 

-9002880040 Provides addi rosponso to NRC 761015 Hr ro violat'.orw noted in insp 
Repi 40-7102/76-01 on 76i006.RotBinQd WL Silveina'l as conauIMfil to review keens- 
eo radialion saloty program at Newl'Old facility.Consuitont review ropi lotwarrlod.W/o 

Ie^vBOlOCF Shioldaltoy Moiollurg'cal Corp. 77/03/1 1 NELSON.P.R Region I. Ole 
ol the Director. 2pp. 52552:102-52552 103. 

-9002060047 Informs Ifial 770301 iluo date for ropl ol WL SHvornaJ rp atudy ol Icons- 
oe radial on salety program wr.H bo rn.ssod by low daya. Final rept wJl bo lorwaided 
upon tocoipl irom consultar’a for NRC review „ 

SEYBOlOCF Sn-eJdalloy Metallurgical Corp 77/02/24. NELSON.P.B Regan 1. Ole 
ol the Director 3pp 52552 104-52552:106 

-9002060068 AppL cation lor ronowal ol L'-consQ SMB-0743. auihonzing uso ol onlimiiod 
quac/'ties of rnotatilerous ores conlaln'ng 0.4% U & 2,0% iborium for ore processing 
& potential rediabon hazard ovelualion per procodures described 
LONGAKER.JB Shieldalloy Melalluigicol Corp. 00352. 77/12/23 Division pi Fuol 
Cycled Material Seloty (Pro 670413). 35 rp. 52B5r:107-82552:l41. 

-9002080071 O-SCUSSOS insp ol Hcenso SMS'0743 on 771213 4 forwarcts noUCO ol vio- 

MCXllNTOCK.RO- Rog-Oh 1. Ofc of ihe O.rodot. 70/01/03. SEYBOLD.CF. ShoWal- 
loy MoiailiigiCal Corp. (Ipp. 62S52:142-525S2:lS2. 

-9002080079 NoUco 0* violnilon fiom Insp on 7712l3.Violeiion noted la/oro to eveKi- 
aio conceniraiion ol thorium loioasod to unrostriciod aroa m air loaving hiior 
nouso.flor I0CFR20.IO6. 

• Region 1, Ofc of the D-ractor. 78/01/03. ip 52662:163-52652 i63 

-9002080120 Acfi recolpl Of 760110 )!/ InfO/m'rin NRC of cotiodivo & prevoniwo ac- 
Ilona taken re viotalions noiod In Insp Ropl 4O-/1O2/77-0I 

MCCLINTOCK,R.O. Region 1, Ole ol the DcfOCior. 76/02/00 SEVOOLO.C.f. Shtaldal- 
loyMeia'Iu/g'ce! Corp. 2pp 62552:154-52562 15S 

-966 2 0 60133 Responds to NRC 760103 Hi re v.oiai.ona noted in insp Ropi 40-7i02/ 
77-0l.Piovide9 (Sscuss'on & analysis of iiconsoo posmon re thorium cpncenicatioii 
ewaiuaiion lo show lull comp'-lanco w/10CFR20 201lb) 4 10CFfl20.i06. 

SEYBOLD.CF. Shieldalloy Moianurglcal Cotp. 76/01/10. MCCLiNTOCK.B.O. flog^n 
1, Ofc of Iho D.roclor. 3pp 625S2:lSS-52552tl5d 

-90020B0136Foiw8rda 10CFR20407 did 700920.pef 761207 request 
MCCliNTOCK.ro. NRC - NO Deialtod Afli'.iailon Given 79/01/08. LONOAKER.J.B. 
Shieldalloy Mateiiurgical Corp. ip. 52552:158-62552.156. 

-9002060139 Requests lot 760929 10CFn20 407 ro annual submiss'-on ol oxwsyro 
of fo Fodcref Govf Suf?! dccoff^ont Fi€odo6 lo h&Bp ^80*81100 

safety proofam up lo dalO- ^ 

LONGAKERJB Molallurg. Inc, 76/12/07. MCCLINTOCK.R.O Peg on 1 . Ofc olWv* 
Direclo/. Ip. 52552.180-52652.160. 

-9002060173 Insp Rept 40-7102/79 01 on 79103l.No noncompiianco noted Melor 
areas inspeciaitmoi moeiino & mol organization 

COSTELLO J., CAMPBELL, M.. MCCLINTOCK.R.O Region 1, Ofc ol U»o Dkecloi. 79/ 
1 1 /06. 6pR. 52662: 1 69-62562. 177 


-9062060252 Pfov.dBS Oak Ridga Associated Unwe plan lor survoy.ng '.icensao fecil'ty 
H Newfield.Nj,per 670617 raquesi.lor review 4 comment Requests lo piovido com- 
rnanta oa si>&i pfen as soon as poas'b's 

KINNEMANJO. Rogpn 1. Olc Of Iho Oiroctor. 87/08/07. WH1TE.0. New Joisoy. 
State ot. 8{W 62652 260 52552 276 

-000208626S Expressos dssi-e IP review work plan by Oak R'dgo Assoclalod Un.vs ro 
serfoloaic^ s-jivov of licensee 1301.11/ 4 to aubmn comments bofoio start of lioUl wo'k 
WHITEO Nfav Jersey Siflto Of 87/06/17. KINNEMAN.J Region 1. Otc Of Iho Diiec 
lor Ip 62S62 277-52652:277 


-9002060269 Evprcaaas dosl’O lor systomeUc garnma survoy oi a'l Icensae 
properses.documenting curioni rado'ogical conditions ol site boih ins da & cuiside 
controlled area Piov.des commonls on proposed suivay plan by Oak Ridge Associat- 
ed Univs 

WHITE.0 Now Jersey. Slate ol 07/09/02. KINNEMAN.J. Region 1 , Olc oi me D.rcc- 
ter. 2f)p 52552:278-52552 260 

-6062080273 Infoims that iiconsoo responses lo 25% ol NRC 870105 quostions pre 
pared but romalnina quasuons reqj io carolu'- towlow of rogulaiions.Roquosls oxton- 
6-oft Of respoiisu sucmiltal until 800405. , 

MORQENsTERNM Shielda'Ioy Metn'-lurgical Cerp 29008 08/02/23. 

PENNINGTONS. OlHce Cl Nuclear MatonsT Safety 4 Safaguards.Diroclor ip 
62552 263-626S2 293 

-9002060276 Forwaids draft ropl on red.oiogicai survoy et iicensoo she in 
Nowiia>d.NJRapt to be i nalized based on comments from Rog on I 4 NMSS.Analyses 
for nontadKaogi^i maiai contem nents m soLsod-rrienl 4 wofai’ aampfas parforenad 
BERGER JO Oak R-dno Associaiod Umvs. 86/05/31. KiNNEMANJ. Raglon 1, Ole of 
meOlreclor ip 62562 294-&2562.294. 


-0002080280 Ack ir)C0>Pl Ot 060609 III & radiOlOflicel survey rept by Oak Ridge ASSOl 
catod ur^s (ORAU) Hopi dole will bo usod as beela oi cleanup program lo bo implo- 
meniod ai fiewHoftf sue. Oeiei^s of cionnup procedures to be d*scuesed w/ORALf. 
CAMPBELL O T. Shieid8.ipy MoiaNuiuica' Corp. B8/00/26 KINNEMAN.J.D Region 1, 
Olc Of «ie Ojottor ip 62»2 295-62552.295 


-0002060284 Forwaida Rad-ofeotai Survey of Shla'Oa'ioy Corp.Ncwlieid, NJ in to- 
sponse 10 880000 iir Amends 6 4 7 to Llcenso SMB-743 & documsiilk incoiporalod 
bvrof •ni.eeftse also oncf.gnct Icense remains //» eftoci oiler twpiraiien date. 
KINNEMANJD Rocien 1. Old pf iho Diiecloi. 60/10/13. ELWLLL.W. Nawfiold. NJ. 
2 pp 52552 296 52552 297. 


—9002080306 ROQoosis lot docurr.onte ro Shlo'daiioy Corp.InciuOing oxlatlri(j NRC 
petrNi.now potm.i 4 dale peimit issued, env.rot^ survey rept & epp'icailon ol I censes 
decumeni.rncorperaied by ref. _ . 

EIWEUW Newfiotd NJ 00/09/00. KINNEMAN.J.D. Region 1. Olc Of ihe Diroclor. 
2pp 62552 290 52652 299 


-9002060311 Requests lo meoi L Friodman re NRC dale on Iicensoo as soon as [lOSS- 

ElV/ElL.y/ Nowi 4 )i(j. NJ 80/10/24. KINNEMAN.J. Region 1, Olc ol iho Director. Ip. 
62552 300-52552 300 


-e002M0320 App’.ical'On lor llconso, authorizing uso of 17.837 lb pyrochioro contai^’ing 

1 . 2 - 20 % Iftonucn 4 003-0.07% U 08 oxidoa. _ 

MAOSEN.SW Sh.eld8'loy MoiaLurgical Corp. 7849. 63/11/25. 7pp. 52552:301- 
62552-307. 


-9002060330 Confirms 631120 lefcon le Ixonsoo appifcalion for uso of source 
mail Form A£C-2.lnadenuately comp'.aied.Clenlicaiion of applicailon P'Ov.^^ 
CLYMER.WO. Shofdailoy Molal'.urg'cal Corp 0022. 83/12/02. LAUTERBACU.K. 
Atomic Ehorgy Commisa'on (Pre 750101). 3pp. 62552:300-52652310 


-9002060182 Ptovidos addI info re renowsl of License SM0-0743,por 791023 leqoest- 
LONGAKERJ.0. Moia'-lurg, Inc. 14746. 79/11/16. GUINN, P.R. Maiotlais llceosing 
Branch. 3pp. 52652;178-52552:180. 

-9002060197 Documenia le'con w/J Wi'.aon of Academy ol Natural Science in 
Philadelphia, PA, ro leaking drums in Newfiold landliil owned by llconsee.lnsp of awo) 
leaking drums requeslod. ^ 

K1NN6MAN J.D. NRC - No Oeiallod AIII'lBlion GIvon. 80/09/11. NBC - No Dcie'leo 
Aeililailon Given. Ip. 62552:164-52562.184. 

-9002080204 Insp Rept 40-7102/80 01 on eoO920.Noncompllance noietl.Malor areas 
in 8 pec!ed:m 9 l meeting, program roquiiemenls, Indopendonl Iny 

effort, iransporladon.o/ganizationJIcenaoo iniernal audits 4 training 4 fnstrwdons to 

KII'Pn^MA^J.D. NRC . No Detailed AlliValion Given. 80/10/06. 9pp. 62552:105- 
62562:»93. 

-9002080217 Forwards Hr to Shieldalloy Corp.terminatlng sves as consuHanl on License 
SMB-0743. 

S1LVeRNAlL,W.L Silvernail, W.L. 62/10/16. Reg'on l. Olc ol the Dkectoi. 2pp. 
525S2;194-52662;196. 

-9002060226 Advises that next licensee reviewer should gel esiimale of U 4 thoffcim In 
slag dump 4 tighter conlrola on airborno activity moniiorrng (blending 4 htrnace sreas) 
& develop reQu.remenl tor bloassays ^ „ , . n. 

MCFAOOEN.J. Region 1. Ofc ol ihe Director. 85/04/05. KINNEMAN,/ Regton I. Oto 
of the D rector, ip. 62652:106-52552:196. 


-9002060334 Forwards Ucenso SMO-0743 ra disposal of slag from ametl.ng operaHons 

KjSS 0AUMER.D.A. Atomic F.norgy Commission (Pre 760101) 63/12/20. 

M/VOSEN.S.W. Shieldalloy Moia'lurglcai Corp. 2pp. 62552:31 1•52552;3^2. 


-9002060349 Raquasis to osrtond i.eonso to Include 100,000 ib columb urn boering oyn 
ochioce ore.por undersland-ng of discussion during 640812 lolcon botwocn WO 
Clvnwr4 DA NuBSbaumoi that such Lcanaa axienslon posalbla 
MAOSENSW Shia'.dalloy Mela'lurgical Corp. 4200. 64/08/12. NUSSBAUMER.O.A. 
AtotnfcEtiargy Commission (Pre 760 101 J. 2pp. 52552 313-52652 314. 

-9002060356 Requests addi Into ro 640 012 eppr.cal.on for amend lo AEC License 
SM8-743Uels Info required 

NUSSBAUMGR D A. Atomic Energy Commiasloo (Pro 760101). 64/09/04. 

MADSEN, S.W. Shfe'dalloy Maia'luigloal Corp. 2pp. 62652:316-52652:316. 


-9002060366 Notifies that License SMB-743 expires ort Q41231 & advises that applica- 
tion tor license renowal be filed 30 days baforo expiration dole i1 llcenseo wishas lo 

Nt^SaSlMER.DA. Aiomlc Energy Commission (Pre 760i0l). 04/11/19. 

MAOSEN.S.W. Shioldalloy Metailurgicei Corp. ip. 62552:317-62552.317. 


-9002060171 Ack receipt of notico of expiration of License SM0-743 4 submits Form 

si^^O,&^'^°lweldaltoy Metallurg'-cal Corp. 6430. 84/11/24. NUSSBAUMER.O.A. 
Atomic Energy Commission (Pre 760101). Ip. 52552:318-52B62;316. 



NONDOCKETED ITEMS 


-9003060376 App'icalO') fc' amend (0 Lice''se SUB743, authorizing USQ Ol 17,637 1) 
pjfOChtO'^ ccnconiinie co-taln.rg i .2-?.0% ihor um & 0 03 0 07*ii li to prodt-CO ferro 
cc'urnS i.m & col.imb.um n cWhI 

SEYDOLD.CF Sr'olc'ai'cy Woial'utgcal Co'p 5430 64/11/24 7pp 62S52.319- 
52552 325 

-9003060364 Roquosia ad'Ji into re 641 124 applicnhon lo' ronoMal 0^ liconse Sh/B* 
743 Lisis in‘a noeoed Advisos lhai no ni'o>van;o shall be rnado for use ol protective 
OQuiiiTooi ‘n doiorrrin r'O nirposuro cl personnel lo radoactv ty in oncoss ol limilB. 
NUSSQAUWEfiOA Atomic Er>o'gy Commsslon (Pre 750101) 04/12/24. 

SF.VflCLD.C.F Sh'eldalioy Moia Ijrycal Ccip 2pp 52652 726-52552 327. 

-9003060397 Providoa rio ro standordiz ng use o( p/.'OCHo'a conconiratoe as need 
under L.censo SMB'743.pn' 650003 roquesi Llconseo program lot future woik also 
d ssussed 

CLYMER.vAiB. Sh:0'da'loy Motallu'elcal Co-p 65/01/12. NUSSBAUMEn.O.A Alomc 
Er6rgvCcir.msslon<Pre 750101) 4pp 62552328-62552331 

-9002060403 Forvra.'ds AEC Licnrise SMQ743 as renewed. Advises that per 

i0CFn20. 103(c)(1). SI owance may not be madn (or use ol proiocirva eguprrMni in do- 
lorniin ng aAposure Ol ir.d virtue 's 10 si'homo radioactivity w/o AEC approval 
NJSSQAUMEn.DA. AlOTsc Er>o'fly ComTiSelPh (Pre 750101) 65/02701 

CLYWER.We. Shieldaloy Meta li.rgcal Corp 2pp 62552 332-62552.333. 

-9002060404 Ack receipt o' AEC 650201 lit & roquosia lor evta.nslo.n ol Uconso SMB- 
743 Roquasis that license be Ijrtner revised to allow i.eansee lo process unlrrJted 
uertiiies ol Arana pyrochloro conce''irales & tesjiUng s'ag per 650112 lit. 

LYUER.WB. SMo'daloy MGtelii.rg'cal Corp 64 2 65/0^2/15. NUSS9AUMER.DA 
Atomic Energy Ccmrlssion (Pre 750101). 2op. 52552 334 52552.335 

-9002060406 Forwards Lodoux rept ro soljbi'ity ol e'ags produced In aturntnoihetmc 
smelling ol Araxa pyroch'ore concentraios & lir irern Ledouti & Co euti''ir\g proce- 
dtros used m analyses 

CLYWER.W.O. Shfaldaloy Motalurgcal Corp. 737 85/02/25. NUSSBAUMER.OA 
Atom c Energy Commiss'on [Pro 750101). 3pp S2S52 336-52553 338 

-90020G0408 ncquesis to secure auib-anzailqn lo possess iS tons oadde'eyiie & to 
smed mall in tost series w/a mjitanocus survey ot airborno pol'uiion Rosjiia ol enny 
sos of barldeleyiie provided. 

C'.YMER.WO S'':o’d8l3y Moia'ijrcicai Co-p 844 65/03/04 NUSSOAUMCn.DA, 
AicirJc Energy Ccmmlsslcn (Pre 75(J101). ?pp 52552-339-52552.340 

-9003060410 Porwp.-ds amend to AEC license SMQ-743 Advises mat appi cation tor 
avihonjation to d spose 'iceneod mail by burial m criamer dittoreni from itoER2O.304 
space must be li'eo Aiiborne survey program needed in amend. 

NUSSBAUM.ER.n A Alo-Tic Eroifly Comtr,iss;on iPro 750101) 65/04/05. 

CLYMER.WQ Shleldel'Oy Moialijrgical Corp. ip 52552 341-52552 341. 

•<9002060412 Amend 2 to License SMB-743 (or Shielda'Ioy Corp.eu'-hori/ng u$o ol un- 
llmtod quantities ol Graiiian pyioch'dre conta'ning 00/% u & 205« thorium 8 16 
ions o! badde'eyiio 

NUSSQAjU£n.OA. Alorrlc Energy Comrr.lsslon (Pre 7S0t0t). 65/04/05. Ip. 
S25S2.342-52S52 342 

-9002060418 Ack receipt 01 660405 Hr & amend lo AEC license SMO-743 OdSOd on 
Situations discussod.roquesie lirthor among to i.cenee as hd caicd 
CLYMEfl.WB. Snietds'lcy UoteUrglcal Cerp 1882. 65/05/2S. NUSSBAUMEaOA. 
Aiem'c Energy Co-mmlsslcn (Pre 750101) 2pp 52552 343-52553.344. 

-9003060416 Reques's auir-.o-nzeten to visn Sfio'deioy Corp to observe feceiUee A 
equipiTiam to be used in proposed aciivti)o9,io observe s.ia lor bu'iei oi byproduci aiag 
& to discuss -toms &/or nio needed to amond Iconse. 

HARMON, O.A Atone Energy ComiTlssiCn (Pro 760l0l). 85/00/17. MCSniOEJA. 
Aiom:c Energy Commiss’on (P^ra 750101) tp 52552.346-52552:345 

-9003060418 Provides inlo.por lolco.n requssi re 650525 oppllceiion la> emoi-.d to Li- 
cense SM.S-743 AvKil ary opoisbons lo be eir-p'oyod n ptopenrg ore for ektntnothet- 
Tic or e'ecitic iurnace aT.elimg :isied. 

CLYMER.W Q Sti oldalloy M«'a lurg cal Corp 2960 65/08/30. MARMON.O. Alomic 
Energy Commiss on (Pro 750101). 3pp. 62552.346-52552.348 

-9003060419 Fo.nvards Yanadim Corp ol America eppllcailon lo/ source mad I cense & 
supp'eT.o-nial intoauihq-'izing pilot scelo processing ol tin sing contenng (honvm 8 
roquesis lo oimed.ie revewof applicaton & granil.-ig cl I’censo. 

AIJGUSTINE.H.J. App'ied Healtn Phys cs. inc 65/09/10 NUSSBAUMER.D. Atomic 
Ene.'gy Commiss'O-'i (Pre 760101). ip. 52552 349 52552:349 

-9003060420 App'icat on fer I cense to use 200.000 -b tin slag containing o.l 1% thori- 
um oxide 

UCLEER.T.J Vanadium Corporation oi America. 65/09/10. 15pp. 52552 350- 
52553.004. 

-9002060421 Forwards AEC License STB-850. 

HARMON.O.F. Atomic Energy Comm ssion (Pie 750101). 65/09/16. MCLEER.TJ. Va- 
nad urn Corporation ol Amedca. Ip. 62553. 005-52563:005. 

-9003060422 License STB 850 for Varadium Corp ol Amer.ca.aulhodzlng use ol 220 lb 
inonum. 

HARMON.O.F. Atomic Energy Commission (Pre 760101). 65/00/15. ip 52553 006- 
52553 006 

-9003070041 Amend 3 lo License SMQ 743 lor Shicldai'oy Corp,auIhoru-ng use ol un- 
limited Qua.ntiUes of metal (erous oro conta'nhg 2% U & -(% thorium. 

HARMON, 0 F. Alomic Energy Commission (Pre 760101). 65/09/21. ip. 52553007. 
52553.007. 

-9002070047 Requests pe/msslon to post at plant gales signs read ng "Any containers 
wHhn plant may cemen laO-oectrvo mav‘ & bearing ledlaVon svmbot.pei 
lOCFR20.20aa. 

CLYMER.W.B, Sh'eldBiloy Metallurg cai Cerp. 4037. 65/12/13. HARMON.D. Alorrtc 
Energy Ckimmlss^on (Pro 750101) tp. 52553 008-52S53'006. 

— 90030700S3 Forwards appl'caion for amend lo License STB 850 (ot Vanadium Corp 
ol America, etlondit^g license io 661231 & eulhoniing (ncroased possession ol eourco 
mall (or use in pi’ot scale process ng & relinoment pi techniques W/o enci 
AUGUSTINE,R J. App'iod Health Physics. Inc. 4044. 85/12/15. HARMON.D F. AtonEc 
Energy Comm'sslon (Pre 750101). 2pp. 62553:009-52553 010. 


-9003070065 Informs that Iconseo wll bo eble lo comply w/AEC rocoTTondsr-on After 
661 104.l,:ensee wll bo governed by 10CFR20.203(f}(3)(iv) & (vl) 

QERRY.B SrWatda'iOy Meleliurgical Corp. 3061. 66/10/24 NUSSBAL-MER.O A 
Atcmc E/Hjrgy Comm ss cn (Pro 750101). Ip. 52553 011-52563 011. 

—9002070082 Notifies oi eYpirotion ol License STR-850 on 66t23l Advises ihsi appt-ca- 
lion Icr renewal bo GuD.-niiiod using Form AEC-2 al least 30 days before oxpi'abcn 
dale 

NUSSOAU74Efl,O.A Alomc Energy Commission (Pre 750101) 66/10/25 

PRIMOSIC.AJ Vanod ii-m Corporation ol America tp 52S53. 012-52563.012. 

— 900207<K)66 Amond 1 to license STB 850 lor Vanadium Corp Of Amo'lca. amend rvg 
Hems 4.6.7 & 8 of I ce.nso lo road au siaiud 

HARMON.O.F. Alomc Enoigy Commission (Pro 750101) 66/01/04. ip. 52553013- 
52553013 

-9002079104 Amend to l.lcocxso SMB- 743 lot Shieidai'oy Cotp.examptmg itcensoo /comi 
roqi.i'omants of 1(H^R2P 203(o)(2l lor oroos within plant prov dad all on'.-arices to 

B lent conspicuously posted per sub] raguiaiion 
ARMON.D.F Atomic Energy Commission (Pro 750101) 66/11/02 Ip. 52551014- 
S2S53 0I4 

-9002070(10 forwards Form AEC-2 lot (ot\owRi ol amended License STG-050 & 4v 
torms that Applied Health Physics. In: will conduct rodblocical surveys to evattaie 
dust control meeeu'as A radiological hazards during p.loi siudies. 

PRIMOSIC.AJ Vanadium Corporoi-o-n ol America. 66/11/02. HARMON.O.F. Atomk: 
Energy Commission (Pro 750101). Ip. 52553 015-52553 015 

—9002970113 ApMicaUott tor rene-wal ol L'consn STQ-OSO.Sulhonring U80 Ol 150 ti rcC- 
u>ai U 8 6.720 lb naiutal it-o'iu'n 

PRIMOSiC.AJ. Vonadum Corpo'aiion ol America 66/11/02. 3pp 53553 016- 
52553 018 

—9002070117 ferwa'da License 5MB 050 as renewed 
HARMOtbOf. Atomc Energy Commission (Pia 750101) 66/11/14 PRIMOSC.A-J. 
VanadrumCotpotauen cd Amsheu ip 52553.010-52553 019 

-9002070119 Liconse SMD-050 lor Vanadium Corp ol Amorica.aulhonr ng use pi 6,870 
lb thorium U tOr use per procedures doscribed In 661102 appicaion 
HARMO-N.Of Atomic Energy Commlason (Pro 760101). 66/11/14 Ip. 62553 020- 
52553020 

—9903070132 Ack rocorpt 0< license SMB 050 as ronowod Informs that &61 102 appItCb- 
non lor tcnowai covered License STB-SSO & roquesis to tie advisad -f iconso acluaity 
Chan^ 10 SM8 850 

PftiWStC.AJ. Vonfldijm CorporallDn ol America 66/11/17, HARMON, D.F. AiOrtilC 
Energy Cornfrassion (Pre 750101). 2pp- 52553 021 ’52553.023. 

-9003070145 NoHco O' oxpirailon ol IKOnso SMB-743 on 6COI31-AdvlSii8 that eppUCa 
lo-n ehouid be submitiod using Form AEC-2 01 loosi 30 days pnor lo cxp'O'iPn daio 
NUSSOAUMEH.O.A. Atomic Energy CiomTisS’On fPro 760101). 67/11/20. QERRY.B 
var>ad«im Corpotalion el America Ip. 52SS3.033-s2553 023. 

-9002079150 App’icotion lot renewal to License SMn-743.authonzinQ uao cl 19 Ions 
badde'oyie comoinng 0 35% U & un'imitod rtuantlt es ol pyrochloro concontralo cen- 
tain no 003-007% U & 12-2 0% IhorUm os oxidos. 

SEYOblO.CF. Shioldaiioy Mutallurglcal Corp 4t70. 67/12/22 Spp 625&3.024- 
62S53026 

—9092070166 Forweids licenso SMD-743.BS ronowod 
HARM(>N.OF Atomic Energy Commission (Pro 760101). 66/01/10 SEYBO'-D.CF. 
ShietdaioyMoial-ugcalCorp. ip 52553 020 52553 029. 

-9002070160 Sslely Insp on 600221 of Liconso SMB-743. Insp lindingsino noncormpil- 
arKO noted 

STEARNS.CF. Atomx Energy Commasion (Pro 760101). * Shioldalloy Mo'.al urQloal 
Corp 68/06/21. Ip 52553:030 52553 030 

-9003070167 Informs that Lico.nso SM.B-850 oxpirnd on 691130 & that no ronawal ap- 
^iceUqn Mod per 10CFR40 43. Advises to comploto & return withn 15 {lays oocf 
torm.lt heenseo no longer wish to bo liconsotl A possossos no source mall 
8UCHANAN.C.n Regron i, Ole of iho Director 70/07/07. PRIMOSIC.A J. Vonaeffum 
Corporation of America Ip 52553:031-52553:031 

—0003970171 Notice Ol o/pirailon of License SMB-850 on 691 130 Advisea lo 8ubiT-<l ap- 

K 'CaUon for tenewol.using Form AEC-2,sl least 30 before expiration de(o c( liconse. 

USSeAUMER.O.A Atomic Energy Commission (Pre 760101). 60/00/29. 

PRIMOS'C.AJ, Vanadium Corporation ol America, ip 52553 032-62553.033. 

—9902970191 Ack rocopl ot 661 1 17 Hr re change in prelix of source mall liconso os 
rertewad Change made lor odmnisirailve purposea lo redact cuneni mall aialus undo/ 
Lcanse 

HARM-ON.DF. Atomic Energy Commission (Pre 7S0101) 66/11/20. PRMOSIC.A J. 
Vanadium Corporation gl America 2pp. 52663 034-52653:035. 

-9003970196 Application lor renewal to License SMO-eso, authorizing use of 159 lb r-ei- 
urel U contain ng 0.04% U & 6,500 lb natural thorium containing 2% Ihonjm. 
PRtMOSIC.A I Atomic Energy Cotwnissiot^ (Pro 760101). 2553 70/08/t2. 2p<» 
52583 038-62553:037. 

—9092070168 Forwards eppi cation (or renewal ot License SMO-6&0. Applicaikin mado 
In name of Foote Mineral Co due to merger. Appiicaiion not enci 
PRIMOSIC.AJ. Foote Mineral Co 2553. 70/06/12. BUCHANAN.C.R. Atomic Energy 
Commlsem (Pro 750101). 3pp. 52553039-52553.040. 

-9(K)2070194 Nellco of e^'tallon of License SMB-743 on 730131 Advieos lo subm 1 la- 
nowpl appiicaiion, us-ng Form AEC-2, 30 days baloio expiration dato of license. 
MAl>RO,JC Atomic Energy Commission (Pro 760101). 72/12/20. Shleida'iov Malal- 
lurgical Corp. Ip 52553 041-52553:041. 

-S002970196 Forwards application lor renewal ot Liconse SMB-743. 

SEYBOLO.CF. Shleldafoy Meiallurgical Corp. 380 73/01/12. Aiomio Enoroy Com- 
mission (Pre 750101). tp 52553:042-52553.046 



MLLEH.WO. Alom'C Energy lyOrnm.ss'on (Kte ra'jiui) i^u(jnLn'>ij 

Fool9 Miners' Co 'P 52553 647-52553 0<57. 

-9002070213 Certificalo o' di3po9-'ion o' msus ro matls procured l>y '.cottsoo trdo' u 
censo SMB-850. 

Pn.MOSlC.A J Fooro wirjorol Co '988 75/09/15. 2pp 52553 048-52553 049 

-9002070224 Ack receipt Of eppiiceiion lor ronowa' Of Licenso SMQ 0743. App'icatan 
deemed IJme.'y llatS 8 occorO nn'y.'icnnsr) w.ll noi o.«prD uni-l first scuon IoKca 0/0*0 
waiGHTEG Radoiaotopos Llcons-ng Bia'>cii (Pro 700501). C835? 78/0W20 
LONGAKER.J B Slioldolloy Mota'lurg cal Corp 2pp 52553050 52553051. 

-9002070232 Advl30S lhai loo roquirod lor 801030 application for amend to LKenso 
SMB 0743, per 10CFR170 

JACKSONG. License Fo'* Msnsgorroni Orsnch |Pio b6li?3> 17/80 80/11/12 
LONOAKER.Jfi. Sh-elda'-Oy MoiaHurgical Co'P 'p 52553 055-52553 055. 

-9002070236 Forwards c/iock fo cover loo for 801030 amend ri.>qijo5f Jo.* IJrensa SM3- 
743 

LONQAKERJB UotaHurg in; 80/tl/2rl. JACKSON.G. Llconso Foe Managonienl 
B-anch iPro B6l 123). 2pp 52553 050 5255.3 057 

-9042070245 Forwards lir lo SoieidaKoy Caip.iorm-r.aiing avcs os co-\suliant on liconso 
SM9 743. 

SlLVERNAlL.W.L. S'lvernail. W.L. 21375. 02/10/15 MntetiPIs Uconsr-a Rianc'i ip 
52553.058-52563 056. 

-9002070251 App'icatlon (or arr.end lo I Ir.ensu SMR-7<l3,aumorii ng clienoe in l.lconsa 
Oondition 12 as stated Foo paid. 

tONGAKER.J.S. Melellum. Inc 09352. 80/10/30 OUlNN.Pn. Mpfewoli Licensfng 
Gianch. Ip. 62553 059-52553:059 

-9002070268 Advises of ad;u$fmeni.s m appicsi-on fuo for lorxtwa' o' Lcanso SUO- 
743 

HO'-LOWAY.C J. Uconso Fee Man.agomonl Bruncli (Pro 88l123> 84/04/10 
S’MKINS.O-A. Sh aWal'oy MoiaHurgical Corp 0pp. 6255.3 080-52553 068. 

-9002070268 Cpirocied license SMB- 1507 lor Shleidalloy CQtp.aiiiho.*ung poasosston 
o( 1/ 8 ificnurn as coftfaminani in s'ag from previous ai'oy hi’r^co opemMons 
MCCANN, G.M. Region 3, Olc Of Ihn Dmcior 07/06/27 3pp 52553069-52553.071 

-9002070274 Ferwarcfa anginal license 870 850.660104 & if 14 ffconsn amends 8 
661126 AEC Hr enplalr.ir.g chango in license numUor to SMR DSO.Ji tospenso 10 
661 109 le'ephone inquliv 

MORfARTY.M, Operaiorta Srancfi 87/(1/10 OOCR/I.W W CNSR Consu.l/ig 8 ErtOf 
r-eorlng (formerly ERT). 7pp. 52653 072-83553 078. 

-9002070276 Undated momo Informing liiai llconsoo sufirplltod appl.'cafl'M for aioonO 
to license lo cottocl Homs o' noncomp'ianco rioiod during insp on 650526 fO'wards 
(*isp ropt lor Into 8 requests to be Inlormed H oupl cut on don'oe 
HANOIER.R NRC - No Oo'ar'Od Affi:i8ll«n Given 80/02/07. MAMMO-N.O NRC - No 
Oolal'ed Atfiliaiion Given, ip. 52553.07U'52553 079 

-9002070293 Ack rocolpl Of AEC 660830 Ilf i ACC-Syi.Inftirms If'St ’fcensoe app’ksd 
for emofid to License SMQ-743,auit'.oii?'no possossinn oi N gunan 4 Nciwooian o-es 
& surp'us qusnbty baddoloyito.S'ag storage drums labniod as roon'rod 
CtYMeR.W.8, Sfi:e(dOl!oy MoliiHurglcol Corp 66/07/00. KinKMAN.R.W neg-pn ». 
0(C of the 0 rector, ip. 62653 0B0-»5S3;002 

-9002474290 Safely Insp On 600630 of Licenao SMO-7-13 insp r.cdine® sou'co mail 
posaeaaed 8 used in form of Norwegian 8 N gonan ore a 3U.000 ib Baddc-ioyno «to 
w/o autho8iat.on & slag aiorngo ilrurns not laboiod W/O ovorsim drawngs 
VfNCtQUEflftA.E Alomc Cnorgy Commiss.on {Pro 760101). * Sniefftaffoy fc'eter'o'g'- 
cal Corp. 65/06/30 208pp. 52SS3'083-S2553.29n 

-9402074304 Partially floloiod insp Root 40-7f02/e6-0f on 050402 Noncomp'.anco 
noted Malor areas inspocied mgt meeiing, program roquifOtiioms.lo'lPM® on noncom- 
piianca & dovialons, indoponoont map ofiori, transportation & mot organiiat'cn. 
MCPAOOEN.J. Region 1, Ofc of (lio Director. 85/06/00. iWpp ?2553202-625533fi. 

-9002070317 Fonvsrds partially deleted licensee doconiomlneiion 8 docomm-ssKr-inu 
plan for Cambrldgo facility in compliance w/ Condition (4 of license SMO l607Sut^ 
plan provides lor solution to situation that oiustorl at i^aiii In dune 1087. 

CAMPBELL, G.T. Motalluig Inc, 07/1 1/27. SWIFT ,J J. Fuel Cycle Sa«oiy Branch, ip 
625S3:3f2-S2SS3:3l2. 

-9002070323 Partially withhold •'Docontaminnt'on & Uocommiss'cnng Plan lor ShoWal- 
(oy Cambrldgo, OH Plant." 

* ENSR ConsuH'ng S Engineering (formerly ERT). 07/ff/39 222pp 52653.313. 
62554:174. 

-9002070395 Appl.cation Ipr amend to License STB D50,Bulhori/ng usod 0720 Ibnat- 
uial thorium conlsinlng SSo Ihonum & 150 lb natural U contan-ng 0.04% U lor p'tol 
scale operations. 

PRIMOSIC.AJ. Vanad.um Corpoiallcn of Arr.orlca. 05/12/15. 5pp 52564 176- 
52554:180. 

-9002070443 Forwards partially do'oied recorded annual wtiole body exposure topi for 
CY87 in compi ance w/Llconso SMB-743 

MOflGENSTERN,M. Sli'eldalloy Moial'urgcai Corp 00/05/12. NRC • No Oeta^odAI- 
fliaLon Given, ip. 62554:181-52654:10t 

-9002070446 Partially deleted "Annua' Wlioio Body Exposure Repl for CV87." 

■ Shte'.daHoy Metallurgical Corp, 87/i2/31 25pp. 52554. 1G2-62555.090 

9002080023 FOIA request tor records made ovai'.abie at EPA/NRC imorfaco Ccuncff 
891 106 meeting, memos ro results oi rnoetinQ,egorido & l-st ol aitondoos. 

FELTON, J.M. Nue'ear Licensing Reports. 89/12/12. GRIMSlEY.O.H. Ovirfon ol Froo- 
dom of Infotmaflqn A Publications Services ,®ost 600205). tp 52520:222-52524.222. 

9042060024 Final response to FOIA lonuost tot records App A records onci & available 
In PDR. 

GRIMSLEY.O.H. D.vislon ol Freedom ol Information & Publ'cations Scrvtcos (Post 
660205). OO/Ot/31. FELTON, J.M. Nuclear Licensing Repoiis. 4pp, 62524283- 
62520:236. 


reifjianons.ioi.owup on rsyner noanngs on tinconixissiar-ing SIIOS a 8ia-0S Oi vvesi 
Chicaao alto. 

• NRC • No Dntai'ed A'fiiafiorfc Give.n * Ertyironmenial P/otocIlon Agor.cy 69/11/08 
NRC - No Oeta/od Afli'iatlcn Gven. 4pp 52520 P27-52520 235. 

9402484448 Appeals domai cl FOlA ramiool for App B records 
BAUMAN.LL. Reb'nso.n, RoUnson, Peterson, Berk, Rurto'ph, Cross & Qerde 
BAUMAN.LL C'tirnns Assoctailon Icr Sound Enorgy. 89/12/05 Olc ol iho Exocut.ve 
Orecto.' for Operations, ip. 52620236-52520236 

9002060052 Responds 10 891205 appeal of denial Of FCiA requiisl (or po-nions of s^x 
recerefs on chronology of evanis p'epared by onsite Ofc oi Spocal Pro, nets staff qe- 
gnnng 1085 Appeal pariiaily de.nlod (rel FOiA Exemption 6] 

ihOIiA’SOTI.H.L L>ep Exec Ga fci Nuc Mens Salety.SafnQuS'Os & Operations Su,*)- 
port (Post 094205) flO/Ol/30 OAUMAN.L.L noWnson, HotfMSOn, Peterson, Oork, flu 
dolpti. Cross A Gardo 3pp 52520 237-52520 350 

-9042060040 Forwards complofo updated chronology of scHvilos for Apr, May S Juno 

1460 

WARNICK.R.F. Asslslani Diroclct for Inspocilon Progremg. 88/07/07. GRIMES, Cl 
CotnencflQ Peak Pro;ocl 0. vision. I6pp. 62520 240-52520:255. 

-9002060482 Forwards comp'oto updated chrono'ogy oi activities lor Jul. Aug & Sept 

ISB6 

WAHNICK.RF. Assistant Droccor lor Inspection Programs. 88/10/25 GRIMES, C.l. 
CarnsiKho Peak Piolecl Divis on. 22pp 52520:286-52520.277 

-900S060066 Forwards comp'nte uixiatod chronology ol ociivitios tor Ocl.Nov S Doc 
1986 

WARNICK.RF. Ass.stant 0 rector lor Inspsci.on Programs OB/Oi/06. GRlMES.d 
Cornanche Peak Pio|ect Dlvlslcn 28pp. 52520 278-52520 305. 

-9002460060 Partially ro'essod memo forwarding ch-onoiegy oi octiviilos lo* Apr .May 8 
Jury) 1088 

WAnwfCK.FlF Assrsiant DJrecfw for Inspochon Pfog/oms 09/07/05. GBIMES.CI 
Comancha Peak Project Division itpp 52520 306 52520.350 

-9402060004 Forwards corrp'ofo uprtaiad efironotogy of acliviios Ici Apr, May S June 
1006 

WARNICK.RF. Assistant Dirocior (cr inspQCtion Premrams 80/07/07. GRtMES.C.I 
ComanefM Peak Proioci Division ispp. 52524 240-5PMO;255. 

-9(Mk2060062 Forwonis cnmplolo updated chronology of nct-viilos for Jul. Aug & Sept 
fO40 

WARNICK.RF. Ais'siani Director lor Ingpnct-on PtMrams. 08/10/25 GRIMES, Cl 
Comanche Peek Pio)iiCl Division 22pp 62520:250-52520 277. 

-9002060066 Forwards complolo upriaiod chror^olog/ 0 < acilviHos lor Oct, Nov & Oac 
1408 

WARNICK.RF. Ass’siani Oiiocinr fo' Inspection Pfonrams 60/01/08. QRfMES.CI 
Comanche Peak Picjaci Division 2epp 52520 276-52020 305. 

-9002060090 Ponialiy roioosco morno forwo'Oing chronology of aclivit os for Apr, May & 
-Xino 1008 

WARNiCicnF. Ass'Sleni Oiiecioi (o' inspection Procrams 69/07/05. GRIMES, Cl 
Comanche Peak Picjsci Division, iipp 52620 306‘52»0:3S0 

9003070027 FOIA rnouosi lor leco'ds ro J Kelly orbllrotien hearing conductod during wk 
of 00121 M5 in Rcgcn V hoedqjsilors 

G/iRCEBP Robinson. Robinson, Poioiaon, Dork, RuJo'ph. Cfoaa & Oaido. 00/12/ 
1$. ORiMSiEY.D H Division pi Fioodom ol inloimanon & Publications Sorvicos (Post 
090205) 2C0. 52545 350-52645 357. 

0042474429 Firsi parltal resppnso to FOIA requosi for records App A records end & 
ayWabio in P0n.w/o end. 

QFiiMSLEYOii n.vison ol rreedoTi of Information ft PubTcoinns Ssrvicoe (Post 
«44245> Mi/OP/Oi. GARDE, B.P. Robinson, HpCJr'aon. Peio/son, Doik. nudoip'i. 
Cross & Garde 2pp 52548:358-525-16:359. 

9002074034 FOIA roquosi for most rocerif aomfennuai root by Ofc of inspoefor General. 
KINC.J.C Aesociaiot) Pioss 90/01/15 MALSCH.M.G. Olllce of Inspector General 
(Post 000417). tp 52562 063-52682 093 


9002474036 Finqi rosponse lo FOIA roquost lor records. App A records end & aval'ablo 
mPOR. 

GRiMSlEYO.H. Dfvislon of Froodom of Irxformation & f'ublicalions Servicos (Post 
09020S). 00/02/01. KING.J.C. Associated Proas 2pp. 62502:004-52562:110 

9002066370 FOIA roquost for corrospondunco orfg'neiing from Ofc of Governor of Stale 
of NH to NRC botwoen 830101 660101. 

REAO.R Errptoyoo'a Legal Ptojocl 60/11/15. NRC - No Deiailod Affiliation Given, 
ip 62507:163-52567 183 

9002080073 Final response to FOIA raquosl for records.App A & 0 rocords oncI & avail 
oble in POR. 

PHILIRS.J Dwision of Freorfom of Information & Pulil callons Sorvicus (Post 690205). 
90/02/06 READ.R Employee's Lego' Project. 3op. 52667:184-52567 167 

-aCH}2090076 Advises that R Stro. lo deslgnalod State of NH Lla'son Oft cer per 830226 
Hr 

SUNUNUJ-H. New Hampsh'ro, Stale ol. 83/03/20. PALLAOINO.N J. Commisslonsta. 
Sp. 52567:187-52567:187. 

9002080069 FOIA requosi lor all documertls ott Brazil-West Qorm.ary nudoar agree- 
ment aigned on 7SQ627. 

HCRPeE.A Naltonai Security Archive. ao/l2/fO. BOBINSON.LL. D.vigiono/ Froodom 
ol InformaHors & Publ.cations Services (Post 800205). 3pp 52567:170 62567:101. 


0002080094 Final response lo FOIA roquest.No agency records sub} io request 
localod Suggests conlacHng Dept ol Stale 

ORIMSLEY.OIH. Division ol Freedom ol Inlormeilon & PubllcsHons Servicos (Post 
600205) 90/02/05. HERPEL.A. National Security Archive, tp. 62567.l62-62Se7.l02. 


NONOOCKETED ITEMS 


9002120030 Partial (esponso to FOIA reqjesi lor roco'ds App 0 records N«iihhel(t in en- 
lirely {rot FOIA Exemption 5) 

GR'MSLfc'Y.DH- Oiv.sicn ol Froodom of In'orrrat.cn & Piitl caUpr.s Services (Post 
890205). 9t.‘/02/00 FELTO.S'JM Nuclear Ucensirg Reports 3pp 52611079- 
52611.082. 


-9003130220 SuDmts commonis on NRC Biillolin 06-010 to ncrcon'crming rw'iieJ 
case crcut breakers Suagostod lest program w il not assure adoqjato pederTarKe In 
critical areas add-ossed by UL <‘•89 & mtg test prccod.ros 

BAinO.R.W Natpoal Electrical t/anjfacturors Asscclaton. tE3-de-OIO 88't3722 
BHACH.W Vomtar l•lspocllOn Brunch 3pp. 52595:237-52595 239 


9002130101 Part ai rospense to FOIA request lor records. Oocumerit E/I & rcloasable 
porticns ot Documeni F/1 end & available in PCR. Oocumoni F/t pen>a'ty & /Vpp G 
documents completely wi'i-.heid (rof FOIA Exempticn S) 

GR-MSLEY.O.)l. Orv-slon ol Freedom ol In'ormation & Pubiicatio.''s Services (Posi 
6902C5). 90/02/03. FELTON, JM Nuclear Licensing Roperts 6pp 52594-307- 
5259'l:3‘ia 

-9002130110 Suggests meetng to d,scuss currem issues re pubbe health sve 
(FHS) FHS vxishes 10 establish ctrect i aison w/NRC on operaiion ol nail daia barJt lor 
adverse into on certa ri hea'.in preclihoners 

LIEBEnMAN,J. Ole o' Enlprcemont (Post 670413). B6/04/OS. CONN.NGHAM.n. O.vi- 
sicn ol Fuel Cyc'e. Mccica’. Academic & Comnaroal Uae Safety 870413-870728 
34pp. 52594.314 52594:347. 

-9003130116 Forwards draft p’oposed ru'emakmg on holding un'icensod persons ac- 
countab'e lo' wi llul msconduct.W/o end 

LIE BERMAN J. Ofc Ol Er.'orcemont (Post 870413) 09/11/16 CHANDlER.L J. Ass Sl- 
ant Geneial Counsel 1o-* Hearings 8 Enicreemeni i p. 52594 348-52594:348 

9002130194 Radial rosponse to FOIA lequesiApp N & O doci.iro'iis ava/aUte -n 
POn App O decuTiOnis enci App P docu-ments withheld (lel FOIA ExoTpiion S). 
GRIMSLEY.O.H. Oiv.slon ol Ftoedom of Inlormahon & Publ.cations sonneos (Post 
890205) 90/02/C8. I’EFPCRVAN.OR Olocher & Co‘l-ns fipp 52695156-52596209 

-8807270162 Requests that epp'oprale pro;eci manager contaci idontrlied uhl 8 pro- 
vide irio 10 purchase ol circuit breakors from suspect companies 
MATTNEWS.OB Pro.oci Orecto.-ate ll-3 lElN-6Q-04e. 86/07/18 QUTLEn.wn 
Pro.oct 0-roclO-ate l 2 S5pp. 52595316-52595 344. 

-6807270224 Oiscusses NRR aci-vilies re lolurbiahod electrical equprreni 8 eoupmem 
suppiiod by Planned Me'ni Sys w/o adequate technical lusiihcaiicn 
VARGA S A. Div.alon ol ReasiQi Prolects - l/ll (Post 870411) 88/07/18 CRiMES.BK 
Oivsion of Reactor Inspection & Safeguards {Post 0/04tl). 3pp. 52595314 
52595 315. 


-9003130220 Sun-.maiy ot 893405 mooting w/NUMARC 8 I Siod uYs la discuss vender 

B odjci quality issues List ot attendoes one' 

RACH.E.W Vorido' 'nspecl on Grencti 00/04/11 GRIMES, BK Dvisc"- ol Reactor 
Inspecban & Salogus-ds (Post 6704 it). 3pp 52595 250 52595 253 

-9002130235 AdviSes that NRC wi'l fir'alzo Bu'lotm 68 010 suppi 8 lorwe,'d doc-.m«r,l 
to CRGR lor rovisw. 

MIRAGLIA.F J Associalo Director lor InspOciiO.n & Tochneal Assossmeni (Post 
870411) IEO88 0I0. 80/06/29. RASIN.W.H Nucloer Managamcni 8 Pesoi/CC-^ 
Council (NUMARC) (lo-morly Nijc'oar Ulil.ty Manage. Ip 52595 277-52695 306. 

-6002130236 Forwards 890225 llr from GE tec.omnr.onding mod Ol cere n ciicu<i b<oak- 
er lest roquro.ments In NRC Bullahn 66 010 lor review 8 commcnl. 

BHACH.ew Vendor inspechcn Branch lEB-ao OtO 08/03/18 ROSA F Eiocuwal 
Sysiems Branch {870411-600026) ip. 52595 30/-52595.339 

-0003130242 Advises that iiSied info supplied lo D A'l of Nava' Roa.tijis on 6SC7t4 
ROSSl.C.E. Ohrison ol OpoiaMcnal Events Assessment (Post Q7C41 1). lE’N 58 019 
00/07/14 MAHTlN.rr. ^sSDCiain D.roctoi lor Inspochon A Tecinical Assossmroni 
(Po3t8704ll) ip 52^5310 52505 310 

-9002130245 Fonwards Cull no Ol NRC plan lor deal r.g w/subsiandaid ma'Is A cquhO 
moil supp'ied lo plaints. Plan ovpociuil lo bo lined out & updated legu'ady as avu-a 
evolves 

MUHlEY.TE. Othce of Nucloa' Reactor Rooulaiion. Dirucloi (Post R704t'). 68/07/ 
15 STElLO.V OIc ol iho Exocut.vn Dlrecio' lor Operations 3pp. 52595311- 
52595 313 

-9002130252 Forwards updated mail on viinpus inlsHicnion Issues.bascd cn discus- 
son 

CRiMhS.OK OvNSen ol Keacicr Insnociion & Saloguards (Posl B704ii) 83/09/20 
n;CHAROSON-J Ass-stani Drocler lo' Ep-pneotlng (0704 1 1-890D26) liOLAHAN.G 
Assistam O-rnclor lot Region III & RoylO.n V Roaciors (670411693030). LAiNAS.O 
Assisiani Oirecicr Icr Region II Reactors 49pp .52595:345 52596033 


-6812260023 Requests lhai licensee be m'orrrod ol need to reierrt a i broakora idenii- 
had as u'laccopiabio lor use dunng lostrrg & rov-ow required by bu le'in acnorts lot at 
'oast 8>x rr.onihs alto/ idonLiicotion as uneccopiab'o lor use. 

GRIMES, B K. Division o' Reactor inspection & Seioguards (Post 870411). lEB-eo oiO 
88/12/12 KANE.W.r. nag.or^ 1, Olo Cl the O.reetor. REYES.L A Rcg-en 2. O'C ol the 
Drector. GREENMAN.E Q Region 3. OIc el me Oirectcr. Ip 52596.034-52596034. 

-8901060030 Summer of B81221 mealing w/NUMARC to e>chengo info <« substertd- 
e'd electrical equipment tssues.Top ce dscussod inciuded.incusiry m tiairvo.NRC BjJo- 
tm 86-010 & inep of warehouse siock.List o' attendees onci. 

8TONE,JC. Projaci Drectorete 1-2. iEB-88-OiO. 80/12/27. OtGGER.BA Assisiam Ck- 
recloi lot Region I KeaclO'S 2Spp. 52596 043 52590:069. 

-8901110379 0.8cusses roportlng ol tpsi rosu ts ol licensees response to NRC Bunoun 
88-010, "Nor.i^oiVorning MoidodCase Cireui Qroekors" AddI gmosnee bertg dovei- 
opod to deal w/now NflR processes ficeneeo response to bu-ieim 
VARGA,SA Ovision of Reactor Prelects - i/ii (Post 6704it) holahan.Q. O-vision 
ol Reactor Prolecis - IILIV.V A Special Protects (Post 0704t ij. iEO-8eotO 00/13/20 
Olfico ol Nuclesr Reactor Roeu'ai-on, Drector (Post 07041 u. 3pp. 52506.035- 
52596 037 

-8901240163 Oonios 681220 request lor recent NRC invest gallon/insp tepis of veno-js 
Weslingiiojso lacil lies Ropis not presently pub'icly ave leble induSTin ol stated tech- 
nical concerns in prosonialion at 690112 mee'.ng suggested. 

MIRAGLIA.F.J. Associalo Olreciot for Inspect on & Tecttncai Assessrnom (Post 
870411). 69/01/09 JOHNSON, W.J. Wesingp.ojse Eteclnc Corp. Ip. 52505240- 
52595 240. 


-9002130274 Forwards proii.mlnaty rosu'is Ol assossmoni ol sa'oty s gr 'Ica'-co ol uiv 
properly lolurbished m.o’dod enso circuil bropKora Moiiling lo duvu'op cl3i>i)0S In 
pieris to be arrong^d wiren line) results bocfjmo ovu table 

THAOANI.A NHC - No Dolaictl AIMiuHon GIvon 00/12/20. ROSA.F. NRC ■ No Do- 
la/od Alii-iot cn G ven Opp 52600 030 52590.042. 


9002130203 Patilei responso to FOlA ruqunsi Icr records App D & E rocords aya-IAble 
i-> PCR App G records unci App F tocorJs wilhhotd in enliioty (ro! FOIA Examptlpni 5 
8 7). 


GRlMSlEY.OII. OrviNon ol Frnndom of liitormul.on & PubIrcalor.S Borvios (Posi 
090205) 00/02/06 ROl FE.R M Hunlorr & Williams 5pp 52595 0a4-5259b:rj4. 


-6002130200 Oscussos inimviow ol conlirlonllal not.rco In Fob 1903 re 1l)i,ailug'-~iy a1- 
loroions Ol heat f'uT4:oi3 on stuol usud Inr inly ol d osol ongr.o Runii a'v slu.ls K iis* 
ol non-n-jcioar Place ol lastoneis lor attaching compononis in sHd 
COLLINS.J T Houion 4, OIc Ol Iho Dituctot 03/ll)/07, HERR.R.K. Ol'ICOC' hvosbdj- 
Itons (Pie 000201) 43pp 52595 002-52595 134. 

-9002130214 Tup ropi Cl 650803 07 visil to TDl ru htnuis Ol proviciis m^p iioris.Mart 2i 
to<fO».poca<3urai cove.-ugo A pioni tow 

eURNS.T.F. Brookhavon Nat.Oi'fll Loboraiory. 05/00/14 UAKER.E. Vcnco* P’C>ora,Yi 
Or.Cv ol OA.SaloguB-(l3 R Insp Programs.lE (B30103 8&0212|. I0[!p. 52595.143- 


-9002130219 Summarizes A concludes NRC sourch lor documnnls 'oqucsiod in 
861031 suhpoeiHi djcos locum 

JENSEN.E.N OH-co ol Iho General Counsel (Post 000701) l)7/03/3D ROSS.T E 
Dewnov. Brand. Suyrr.cur & Rotiwor. 3pp 52505 153-52505:155 


—8901240360 Forwards comments on -nduslry Initiative lo address co-tcoms re svb 
standard nonsalety-teleied circuit b-eskerslr'dustry Initiaiwe embodies good basic 
approach.bul should be augrre.-iled. 

RCDSA.F. Eiecirica! Systems Branch (070411-890626). 86/01/09 BRACHB Vendor 
Inspocton Erench. 42pp. 52596.070 52596.111. 


9002130283 FOIA request lot copy ol succosstol olioror bid/proposal. com act or p<jt- 
chase order rosuH-ng horn roquosi lor Quotation RFC 90 007 did 891 1 15 
SMALL.P, FIX Sorvicos 63695. 00/01/04. FELTON.J M. Ollico ol AdT-.isUatKin 
(Post690205] ip 52595:010-52595 010 


-8902020007 Forwa-ds cciir.menis on NUMARC proposed laiiative re substandard nen- 
eafety ro'ated circuit breakers at plants. In.iialive genera'ly responsive io concerns 
re sed in NRC GuHevn 88 -010. 

MIRAGLIA.F. J. Assoc'ale Oirectcr lor inspection 6 Technical Assessmonl (Post 
870411) lEB-88-010. 80/01/28. RASIN.VYH Nuclear Mansgorroni S Rose-jices 
Counci' (NUMARC) ((ormorly Nuclear Uii'ity Manage 5pp. 52695 241-52595:246. 

-8903020328 Forwards NRC corrmanis on NUMARC draft clariiica’. on ol NRC 01/16110 
86-10^01 NRC/NUMARC 861221 meeLng. 

MIRAGLIA.F J. Associate Oi-ectcr for (nspeclion 8 Technical Assessment (Post 
870411). IEO-8C 010- 89/02/17. RASIN.W.H. Nuclear Managoment & Resources 
Council (N'JMARC) (formally Nuclear Uti'ity Manago. 2pp. 52595246 52595 248. 

-8905260278 Clanlies NRCposlilon to EPRI NP-5652, "Guldel.ne for UUzaifon ol Com- 
mercial Grade Horns In Nuclear Safety-Related Appi cations." App B applies lo pro- 
cureme.ni process al feeing compononis in nuclear power p'anis. 

TAYLOR. J.M. Office ol Nuclear Reactor Regulation, D.roclor (Post 870411) 86/05/ 
16. COLVIN. J F. Nuclear Managoment & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manago. 63pp 52596:1 12-52596 200. 

—8906030259 Forwarefs summary ol 890511 meeting w/NUMARC re Rcensees re- 
sponse to NRC Bu lei.'n aB-OIO.Ationdance llsi & har'.aouis also end 
STONE.J.C. Proleci Dlrcctorale 1-2. IEB-0e-OlO. 89/05/17. BOGEH.BA Assistant Di- 
rector lor Rog on I Raacicrs. 7pp 52595 354-S259S 276. 

-9002130213 Provides summary of response to survey on traudu'oru resa'e of rebiJl 
molded case circuit breakers as new. 

BAIRD.RW. Notional Electrical Manulaciursre Association. 88/09/28 BRACHW 
Vendor Inspection Branch. HULWAN.J. Energy, Depl. ol. 6pp. 52505:176-52595-236 


9002130285 Fif»^ response to FOIA request lor records. No agency loco-ds 6u‘-| lo t©- 

S uest located 

HillPS.J. O.yrsion cl Fioodom ol inlcitnadcn 5 Pubffcslforjs Services (Poi' 000205] 
00/02/09 SMALL.P. FOI Services tp. 52595.020-62595020. 


9002130286 Pehial response to FOIA request for roco.'dsApp T & U records av<eilabie 
in POR App u records end 

PHILIPS j. f>vi5lon ol Freedom ol Information & Pubi cai one So'vcos (Pest 890205) 
00/02/12. PEPPERMAN.O Blocher & Colins. 3pp. 5261 1.293-52011 323 

-9002130270 Forwards NRC Quileiin 88-010 & IE Into Nollco OS 046.S-.ppl 2,OOf NRC 
comcrjlmcr^l lo inform other Fedorat agencies ol activities re m'g & cstnb-tlon ©i 
substandacd.counterlelt or fraudulently marketed vendor products 
STELLO.V. OIc of tha Executive Diroctor tor Ope.'ailons IE6 6&-010. 69/02/07 
OAWSON,R.K. Oll.ce ol Monagamoni & Budget 2pp. 52611:307-52611 306 

-9002130273 Summary ol 880029 mooling w/NUMARC to diSCuSS foceni acirviUOS 
dert^en by NUMARC ro uso ol countonopf mall by commercal mjclos' powor lfK>rS- 

S*rEUO.V. OIc ol the Exocuhvo Direcior lor Oporallons. IEB-0fl CO5. Ce/C9/IG. Of-* 
of the Execulivo Di'cctor for Operations. I2pp. 62611:309-52611:320. 


—9002130278 "NRC Technical Review & Actions re Possible Uso of CounWlo.i & Sub- 
standard Malls In Nuclear Power Plants." 

fJELLO.'V. Ofc ol the Executive Direcior tor Oporations 86/00/03. 3pp. 626t1;32i. 


9002130293 FOIA request (or AEC-H2-76 & AEC-R2-85 
QUILD.C.C. B-shop, Cook. Purcell & Reynolds. 80/12/22. ROBINSON, L OT<e ol ao- 
mlatetratlon (Post 890205). Ip. 62695.021-52605:021. 



-60021303M Pfoposod mlo i0CfR60, "QA CfitQPB lOJ Nucioar Powoi Plants" Ruto 
wcc'd esiabW QA reqi^irtxronfs tor design, const & aporaiions ol swudurea.sfs i 
componariis of ri icioar powor p'anls Hiat provoni or miiigato acddont ccnsotfjeRcos 
MCCOOi-W.B Aiomic Energy CoT’.m.ssion (Pro 760101) AGC-R 2'76. 69/C3/24. 
250P S2S95 02-1-52595.0-IO 

-90021J0305 Proposal) rule 10CFR50, "OA Cnlorie lor Nuclear Power Planis" Bu"© 
wct'd estgtl sf> QA >ogu fcmpr'is for dos'gn, consi 8> oporalion nf nucioar power p’orn 
sbvcturea.sys i comporionis required to prevent cor>soquoncoacl accidORis 
MCCOOl W 0 Alcmic Energy Comm.sslon (Pro 760101) AEC R 2/85. 70/04/26 
36pp. 52695 049 52095 063 

6002140221 Pan a' response io FOiA requosl lor documonis App O docuna'ris 
anclApp Q 8 S documents Bva/abto in POR.App R documnnia lo'.e'iy withheld (tel 
FOlA Exerr.pVon 5). 

QRiVSLEYOH. (Div.sion Of Freedom of Intormatiron & Pobi cations Services (Post 
&KI205). 90/02/09. PEPPEHMAN.O Blochor & Co'.llns. tSpp. 52831 235-52833-165 

>6605190270 Forwards Insp ilopt 99001054 for A5CO Electric Pioducis.irvc ro fe'ljtes 
of mo'ded case circuit breakers in roactor proioction aye tr.on.'.oiinq pane's w/o end 
ireCHOG Vendor Pioginm Br.Civ of OA. Vendor & Technical Trafring Confer 
FreciamsIE 66/05/13 STAROSTECKI.R. Reg'On 1, Ofc Ol Iho Giocioi ip. 
52632.tS0-52632.t61. 

-66082‘30(162 Forwards Inlo Noilco 66 046 re supply ol dolociive roliimishal elocirtcal 
equipment to power plants lor inlo & informs of ongoing mvesiigai on to mailet.W/o 
oncl- 

GRiMES.BK. Oiwsort ol Reactor inspoclion & SHleguotda (Post 070411) lElN-88- 
046. 86/00/03. (Congress (Joint & Rotot'r.Q Commitiees, etc ). 2pp. 62832;014- 
5?63P;03a 

-3904260436 Forwards aOdi mvo ces ideniily.ng egency as customer ol potonUa'Jy da- 
Isciiva refcrbished oiociiical nqu pmeni W/o end 

QRiMES.EJ.K Division of Reactor Inapoction & Stifoguards (Post 870411). IEIN-8A- 
C46. 69/04/12. FOURNiER.F. Naiional Aeronautics £ Space Admin. Ip 52632 044. 
52632 140. 


-9002 14030 1 Forwards Into Nonco oo 04b ro ooiocuvo reiurbisnou eiocincai oqu.pinorit 
suppled to planis invoice l^-'enlif/ing Fieaitfi & Human Sves or Stale ol NH qs cuslom- 
er or*d W/o etKf 

GRIMES.dk t3tvi$ion of Reacior inspection & SofeguareSa (Post 670411). lEiN 66- 
046.88/06/01 New Hampshire. Slate ol 2pp. 52032:010-52632.01 1. 

—9002140303 Forwards Info Notice 06-046 ro delociive refu'b’.shod eloctncal oqulpmont 
suppled to p'anialnvo'ces & orders identifying uS Army as cusiorner encl.vy/o end. 
GHfM£S.B.K Ov.s'cn of Reacior Inspection 8> Safeguards (Post 070411). lEiN 60- 
046 68/08/01 Army.Depl Of 3pp. 52632 012 52632 01 3 

-6002140305 Forwards info Not ce 66-048 ro dafocliva refurbished oiocircai equlprnenl 
supp 'od to planis Inuo CO Idonhfyng Afchitoct ol Capitol as cuslomor end.w/o enci 
QRlUES.OKi Division of Roacior inspocl-cn & Saloguards (Post 870411). lEiN-BB- 
046 66/66/18 Cong-ess (Joint & Hoiacng Commiiteas, etc), fp- 62632 037- 
52832037 

-6002140306 Fonvaras add' Invcko & order spocitying US Dopl ol Agncu'iu/e as cus- 
lemot re defedivo refurblshad electrical oqi-ip.Tiont supplied to piants^/o end. 
QBIMES.B.K. Orvision of Roactor inspQCiion S Safeguards (Poai 670411). IElN-08- 
040. 60/04/12. GEAHOE.F. AgriCullure, Dopl. ol. Ip 52032.039-52632039 

-9002160030 Forwards Odd invc.cos & orders apecifyha agency as cusiorr.or re defoc- 
irve rofiirbtsiied eior.lticai oquip.T.onl suppi od to plants w/o end. 

GRIMGS.BK. O.vlS'on ol Reactor Inspection & Safeguards (Post 9704)1) lEiN 66- 
040 89/04/05. USTAO.iM Qonorai Services Adm'n'stialion ip. 62632.041- 

52632041 

-9802150047 Subm'is man-hours spent by lieiod Stetl on goneno commun'.cailon ro 
nonconlormi'ig.fiaudu'oni.roli.rbishod compononis 

aviLtSNJ me - No Dfifarlod AfWraiion Qhran 88/07/20. BEnUMGERCH. NHC • 
No OotflIM AlfiHaliOn G-von. 364pp. 52632.162-52033 1 65 

6002160276 F nal waponso to FCiA roguasl lor lOCOiOa-App C loccrOa one) & avaJab'e 

trtPOR 

PI1ILIPS.J. (KvIsTon of Froodom ol Inlornxairon & Pub'icat ons Sorvicos (Post 890205). 
00/02/07 BICKMAN.J Stocker A Ya'e. Inc 2pp 52624:202'&2&26:a66 


-8904260441 Forwards addi invoices idonhtying agency os cusicmor of poiuniiary do- 
lectrvo retuibished elocirical equ.pmeni W/o enci. 

GRIMES, BK Division qI Roactor Inspection & Safeguards (Posi 670*111). lElN-60- 
046. 89/04/12 BARBER, R. Energy, Dopl. QI. ip. 52e32.042-52632 042. 

-8904360443 Forwards Invoice & order identifying agency as customor of potor-iiai'y 
ds'ecbve roluibishod electrical oQuipmont W/o end. 

GRiMES.B.K. Division ol Roocior Inspoction & Safeguards (Post 070411). lEirt oO- 
049 80/04/12. GILMORE, F. Fodorof AviaKon Adm'i-.lst/flllon. Ip. 52632643- 
52632.043. 

-4904260446 Forwards Invoices 8 orders Identifying agency OS customer of poioniieiftr 
Co'aolive reiurbishod electrical oqu prnent.W/o end 

GRIMES, OK. Division ol Reactor inapoctian 8 Sefuguards (Post 67041 1). iEiN.66- 
048. 60/04/12, fliOGWAY.T. Ootonso. Depi. ol Ip. 52633.030-53032.036 

-B904270078 Forwards Invoice ind coimg agency n$ customer of potorMiaiiy Uulociwu 
re'crbishi^ eleciricel oquipmeni W/o end. 

QRiWES.B.K. Division el Reacior irispociion & Soicguares (Post 670411). iGiN 66. 
046. 89/04/12. Rbwaii, State of. Ip. 62632.040 52632 040. 

-9002140232 inferma ol need to letain an broakore irloniiiiod as unaccepiebio for use 
dvnng testing & review rogu'rod by NRC (iulieiln 66 010 In order to suppen NRC 
review el issue. 

KANE.W.F. Region t, Ole ol the Director. IGS OO-OIO. 60/01/10. MROCZKA.EJ. 
Noriheeai Nucioar Enotgy Co. (suba ol Northeast uilMioa) MROC2KA.E.J. Connocti- 
Cd Yankee Aiomc Powor Co. ip. 52631:26t‘6203t'273 

-9002140237 Forwards info Notice 86 046 ro defeciivo relurbisfind Coclocel oqupmont 
supplied to plams.lrtvo ces & orders Identifying mcliiarv laci'-ltios os customoio onci W/ 
0 end. 

GRIMES.B.K D'.vis.on of Roactor Inspection S Safnguards (Post 670411). IEIN60- 
046. 08/06/01 Dofonso. Dept ol, Delense Logistics Agurcy 2pp 52631 274- 
52631:265. 

-9002140243 Forwards Info Notice 88 048 re dolociivo relurb.shod eloctncal oqulpmont 

a Ked to planis.involce Idontifying Bureau of Engravrtng 8 Fnnffng as cwsiomer 
W/o end. 

GRIMES.B.K. Division ol Roactor Inspection & Sofoguerds (Posi 070411) iEiN-86- 
04 6 68/OO/Of. Treoaury, DepI ol. US Customs SorvJca. 2pp 52631.208-52631.359 


-9002160264 MIL-W-4e374E M litary Spoc MIL-W-4e374E, "Welch.Wnsi General Pur 
pose" 

* Army. Oept of. 80/05/31 3Spp 52624:298.52625 086 

9002160316 FOIA roquosi lor addi documonls oiler 1070 not in PDR ro Korr-McGee 
Ccrp.Kotr-McGice cliomical Corp, American Poiash & Chomicef Corp &/or Undsay 
Liot'i Co 8 tiioi' conr.ociipn w/ ihorium rmrinn (acilliy in Wost Chicago.ll. 
OEOR/k2iA.eC. Bu’ditl. Bowles A Radzius. Chadorod (lonneily (Surd-tl. Bowlos. Rad 
Z4J9 A fluGdur 80/00/25 LAVINS.O. NRC - No Drrfa/od AKJielon Givon Spp. 
62033166 52033:167. 

0002150328 Pa/ual /oi^so id FOiA loqjosi ffr documenia.App £ raporda snO 8 
ovaiiabloin POR^P E locorde panisily withhold (rel FOIA ExornDi(on6T 
GRiMSLEY.O.H. Division of Fioedom of inlormailon & PtibiiraHona SorVicee (Poet 
000205) 00/02/06 DEORAZIA.DC Du'diH, Bowles & Radziue. Chartetod (formerly 
Outdil. Oowles. Radi us & Rudbut npp. 62833:100*S2603:323. 

-9002160367 Forwaids 000310 lopl Ol G Vooir ledldsctivlty maesuromenie perfoimed 
on indi^'uai 

KEPPLERJG OIc Pl Inspocilon 6 Enlprcomonl. Old ol the DIrocior. 60/04/04 
SINKE.OJ. Kort-McGoe NuclOSi Coip. 53pp. 62033 172-52633.240. 

-9002150368 Forwoids mpmo Io records room ro losulte of measuremenie ol radioac- 
tivity in Individual who wpiked in eoniaminalod loerns ai planl in Waal Chicago. 
RLINOD.J Afflonno Notional Leboreioiy 80/11/05 PARERlELLO.C. Roglon 3, Ole of 
IheOirocior 26pp 52633 241-62633 266 

-0002160309 0.scu8ses rosulie cl MTaasfiy mesBurements motic by ANL of Inlornai 
burden ol rad oaciive man. 

PAPEniEuO.C J Region 3. Ofe ol the Direclor. Bl/04/20. Ruglon 3, Ole of the Ol- 
recter- fp 52e33;20?-526D3 267. 

—9002160026 Forwards results of 610528 moasuromonia made at ANU.Roaulis nega- 
tive 

HINOJA Rogon 3. OIc t>l iho Director. 81/06/09. Alli'lailon Not Ass'gned. 2pp. 
52633268-52633 209. 

-9902180031 Forwards memo to records room showing rosuha n( measuremont of ra- 
dfoacir/ity n individual who worked irt coniaminaied rooms at plant Results neg^slive. 
TOOHEYJIE Argonno Mat.onal Laboral07. 01/06/04. SHUMAKF.R.M. Region 3. Qfc 
ol the O rocior. 54pp 52633 270-52633 323 


-9002140246 Forwards Inlo Notice 86-046 ro deloctlvo refurbished otociricai equipmoni 
supp'iod Id planis.involce idenil/ying FAA as cuslomor end W/o enci 
GRIMES, BK Division ol Reactor Inspection A Safeguards (Post 670411). lElN-da- 
048. 06/06/01. GILMORE.F. Federal Aviation Administration. 2pp. 52631:360- 
52632 001. 

-9002140251 Forwards Into Notice 6B-046 ro defoclivo refurbiShod eloctncal oauipmeni 
supplied to pianls. Invoice identifying [}OJ loading dock as customer encl.W/o erscL 
GRIMES, BK. Division of Reactor Inspection A Safeguards (Post 870411). lElNBO- 
046. 86/06/01. Justice, Dept. ol. 2pp. 62632 002-52632:003. 

-00021 4027 1 Forwards Info Notice 66-046 ro deloctlve refurbished e'.ectrleaf effipmonl 
suppi.ed to plants Invoice Idontifying Washington Metro Ares Transit Auihonty es cus- 
tomer oncl.w/o end. 

GRIMES.B.K, O.vislon of Reactor Inspection A Safeguards (Post 670411). lElN-60- 
046. 66/08/01. Wash.ngion Metro Area Transit Auihonty. 2pp. 52632:004-52632005. 

-9002140293 Forwards Info Notice 86-046 re defective refurbished elecfilcafequlpnierrf 
8up|)lied to planis.involce Identilying D.C. Public Work Place aa customer ortcl-W/o 

GRfWES.S.K. OMaion of floaefor inspecFon & Safeguards (F'osi 870411). /EIN-sa- 
046. 88/08/01. HART District of Columbia. 2pp. 52632;OO6-62032.OO7. 


— OW2160034 Forwards director approval to perform radiological survey A oxprassos in 
teresc In NRC momroong procedures. 

MTTRL IXiPago County, IL. 02/11/17. KEPPLER.J.Q. Region 3, OIc of the Diioctor. 
2pp S2633.324.52634 004. 

9002169136 Patiial response to FOIA request tor records. App V records end A avall- 
eblo In PDR 

PHiUPSJ Oivlalon ol Freedom of Inloimaiion A Publications Services (Post 690205). 
90/02/14. PEPPERMAN.D. Blechor A Collins. 2pp. 52636:050-52636.060. 

-9002180140 Requests mvestlgailon ra Inedaquaca tests performed on 
Telomecan'Quo.lormeriy known as Gould, Inc safoty-relaled motor control ctrs. 
STELLOV Olo of the Executive DIrecior lor Operations. 66/02/05. HAYES. B.B. 
Office of Investigations (Pre 660201). 4pp. 52636 003 -52636:066. 

-9002160142 Forwards Info notice discussed in 660713 lolcon.W/o enci 
2ECM.t.W. CommiBS.onera 68/07/13. FLETCHER.J.C. National Aeronautics A Space 
Admin- ip. 5283e:O0?-52e36O07- 

—9002160143 Forwards Info nonce per 880713 te'.con w/C Schmitt.W/o enci. 

ZECH.LW. Commissioners. 88/07/13. MCK£E,K.B. Energy. Dopl. ol. ip. 52638.060- 
52638:668. 



6002120030 Partial response lo POiA request tor records App O records w.tf'held ^ on* 
Ifocy (rot FOtA Exempt on 5). 

GRIMSLEY.O.h Ov.sion or Fioodom of In'ormaiion & Publcatons Services (Post 
860205) 00/02/08 FECTOtJ.J.M. Nuclear Liconsng RepQ’iS. Sep. 5^11:079- 
52611 082 


•^002130220 Submts commonis on NRC Bulloiln 88-010 re ncncorlormrm 
case circuit breakers Suggested lest program w.ll not assuro adoqi.sto pctlo-i'^''^^ '' 
cr.tcal aroas addressed by UL 469 & mfg tost procedures 
BA'RO.F) w. Naiorai Elociticai Manulacturora Association iEQ-06 0i0 
BRACH.W Vo"dot ’rtspeci'On Branch 3pp 52595 217-52505 230. 


9002130101 Partial response (o FOiA rogjesi lor records OocuT.eni E/i & leleasabte 
portions o‘ Oocumont F/t end & available m POn. Oocumenl F/i partially A AppG 
documents complololy v/4hhold (ref FOiA Eiempt on 5] 

GHIV5LEY.O.H O v.sion of Frocdem ol Inlormaiion & PublcalKms Services (Post 
890205) 90/02/09 FEITON.J.M Nuclear Licensng Reports epp. 52594:307- 

52594 348 

—9002130110 Suggests meeting lo discuss cuiient Issues re public health s<rc 
(PHS).PHS tvlshos to esiabi sh d roct ■ aison w/NRC on operation oi nail data bartk for 
adverse Inlo on certain hoalih praciiiioncis 

LIEGERMAN.J. Ofc Ot Enlorcerr.o.nl (Post 870413). 88/04/05 CUNNIN6HAM.R. Cvi- 
slon of Fuol (Dyclo, Mod cal. Acade.m.ic & Commercial Use Safety 8704I3-B7072B 
34pp 52594.314-52694:047. 

—90021301 16 Forwards draft proposed rutemak'ng on he'd ng unlicensed poiso.'is ac* 
cojniab'o for nltlful ir.isconducl.W/o encl 

LIEBERMAN.J Ofc of Enfotcerno.'il (Post 670413) 89/11/16 CHANDLER.L.J. Assls>- 
ani General Counsel lot Hearings & Enlo'ccment ip S2594;346'525&4 348 

9002130194 Partial response la FOIA regueslApp N & O documents avatable in 
PCH i^p O documenis encl App P documents wnbhe'd (ref FOIA Excrnpi'on 5) 
GPIMSLEY.DH. D.vision ot Freedom el (nlormatio.'i 6 PublcaUens Sen.ces (Post 
890205). 90/02/08 PEPRERMAN.OR eiocl-er & Col l-ns. Spp. 52595 156-52506 209 

-8807270162 Renjesls that appropriate project menagor conieci Ueniried uii & pro- 
vtdo Info re pufcnaso ol circuit breakers from suspoci compan es. 

UArTHEWS.OG Pro,CCl D.roclorale 11-3 IEIM88-04e 88/07/16. OUTLERWn 
Pro.OCt Oiroctcralo 1-2. &5pp. 52595 31652595.344 

—8607270224 Oiscusses NRR act vibes re refu'biShed efoctricai equipmont & oqjpmont 
supplied by Planned Ma ni Sys w/o adequalo lachnlcal jusUicatlon 
VARGA, S.A, Divlscn ol Roactor Pro|6cis • I/ll (Post 870411) 88/07/16 GRiMES.BK 
O.v.son of Reader inspeebon & SaleoLards (Posi 870411). 3im 52595:314- 
52S85;31S 


-9002130229 Summary Of 890405 meeiing w/NUMARC & lisiod uitls In d scus* 
product quality Issues List oi aliondnus end. 

BRACH.E.W, Vendo' Inspociion Branch. 89/04/11. GRIMES, 0 K. D v.-.lc' pl '' 
InspocDon & Sa'egua’ds (Post 870411). 3pp. 52595 250-52595:353 

-9002130235 Advises that NRC wi:i finalizo Bulletin 88 010 suppl & 'urvr«d 
to CRGR for /avlo* 

MIRAGUA.FJ Associate Oi/ecior lor Inspection & Toch.nirai Asccisucr! 
87041!). I6D B80IO. 80/08/20 RASIN.W.H. Nuclear Monagomom & McSuVCtt 
Council (NUMARC) (fonr.erly Niicloar Ullily Manage. 1p 52505 27/-525S5 500 

-9002130238 Forwards 090225 lir from G6 recommending mod ol cort.i.n ii cu'* tvot* 
or lost requrornonts In NRC Bultotin 88 010 for tovinw & commcrl 
BHACH.G.W. Vendor Inspodion Branch. 1EB-88010. 80/03/iG. nUSAC Cl^'^ 
Sysiems8ranch(e70411-B00826). tp 62505.307-52595.308. 

-9002130242 Ad/isss that I slod into supplied to 0 All of Nava! Moaclois on 950714 
ROSSl.C.E Division ol Operational Events Assossmeni (Post b7U4ii| itiN GBOt: 
68/07/14. MARTIN, T.T Associato D.rectoi (or Inspociion 6 Tociulcd Assns'^*^' 
(Post 870411). Ip 52595 310-52595 310 

—9002130245 Forwards ouilno ol NRC plan for dealing w/suhstonji'd mi’i i 8 orf-V 
mani S(i;^icd to plants Plan expociod lo bo Miod out & upilntod rii-;i. i-iy as its-s 
ovolvas. 

MURLEV.T.E. Olico of Nuclear Roador Rogulaiion. D.roclor (I’osi fifOmi 69/^'/ 
15. STELLO.V. O'c of Iho Executive Diroclor lor Operaiio'is :imi> 52596 3*' 
5259S3I3 

-9(H}2130262 Forwards updated mall on various lalsilicaiion Issuus hnsud -l-vc-n 
abin 

GniMES.G.K. Ovision of Reactor Inspection & Saloguards (I'uul 07D4ii| 
niCHARDI^N.J Assisiani Diroclor tor Enginaoring (670411 tl9i;i12ii) IIOlAHANC 
Aesisioni D.raciur lor Region III & Region V Reactors (87041 1 OOO'jJO). lA'NASG 
Assist/vii Dirocicr lor Region II Reactors 40pp. 52505. 34S-525‘18. 033 


-8812290023 Rei)uesi8 that licensee bo mformod of noer) lo reiam air breakers mo-iu- 
flod as unsccoQlabia lor use dti ng lastirg 8 review rogcired by bui obn acbons lor at 
least six months alter ideniii.eeilon as uraccepiebio for use 
GRIMES, O.K. OMsion of Reacior Inspeeticn & Saloguards (Post 0704ii) 1EG 86-O1O. 
88/12/12 KANE.WP. Hqclon 1. Oic ot the Oiroder REYES.L A. Reg an 2. Ole ol the 
Director. QREGNMAN,E.a Regort 3, Qlc ol the Cirecior. tp 52596 034*52598 034 

-8901060030 Surr.mary el 681221 mooing w/NUVARC to oxchsrtao Into ro subslatid- 
ard eloctribai equfprrsni issues. Topics discussud inciu(JOd,iiidgsi<Y irii^uve.NRC (3u'io- 
tin 68-010 & insp of warehause stock.Lisi cf ationoeos onci. 

STONE, J.C. proloct O.iectoieie 1-2. lES 68-010. 88/12/27. 800CR.eA AssIslaniOb 
roclor for Reg'on I Reactors. 2Spp. 52596 043-52596 089. 

-6901110379 Oscusses repcrting cl lost lesuKa ol iconseos response loUnCBjioun 
68*010. ‘ Nonconlorm no Mo'ded-Cnsa Crcu i Qreakers " Addi gijdartco bomg devel- 
oped to deal w/now NRR procosses l censee rosponso to bui at n 
VARGA,SA Division ol Roador Projocis • l/ii (Post 070411) ilOLAHAN.O. Otvston 
ol Reactor Prolecis - iii.iv.v & Specai Projada (Post 67041 1). lEB 86-010. ea/i?/20. 
Office of Nuclear Reactor Regulaton. DIrecicr (Post 870411) 3pp 52590 035- 
52606 037. 

-8901240163 Oonios 881220 ruquosi for rcceni NRC invastigailon/mep tepis ol varicus 
Wosiinghouse laciiiios.Rapis nal presonily publicly available. Incius on ol slated lecti- 
n.cai concerns In preseniai on ai 8801 12 rrooiinn suggosied 
MIRAGLIA.F.J. Associaio Oneclor for inspeciTon £ Technical Assossmeni (Post 
870411). 89/01/09 JOHNSON. W.J. Weslinghouse Eiociric Corp ip 62590 240- 
52S05 240 

-8901240360 Forwards commenia on Industry inbaiivo to addtoss concerns re seb- 
standa.'d nonsalely-rolaied circuit breakera.lncfusiry !n>talive ombodies good basic 
n^roech.but should be augmenied 

HOSA.F. Efecincal Systems Branch (870411 890028). 89/01/03 GRACHO Vendor 
Inspociion Branch. 42pp. 52596 070-52596.111. 


-9002130274 Fofwaids prolmTiary rosuUs of aasossmonl of saloly sigti;' -jaiko of r- 
properly roluibUhod mpldod caso circuit broakers.Mouting lu duvi-b.-p di.iiAh''* ' 

; 'dns <0 t>o enanyed when final results become avaiiabfo 
HAOANIA NRC - No Ootailod Alf.hailon Given 86/12/20. RDSA I' NW': • lio >> 
lorod AJfii Obon Given. Spp. 52596 030-52590:042. 


9002130 203 Poniai response 10 FOIA request for records App D & t luconft pvA'' tl-i 
in POn.App E records encl App F records withhold In unllnity (ml I DIA I ir'iii'.nors'. 
& 7). 

CRiMSLCY.OH OviSiOh ol Freedom of information & Publ-cai sns 5cv<ns iFct- 
099205). 00/02/08 ROIFE.R.M Hun'.on & Williams Spp. 52005 niT4-‘>25J'i 1 .11 


■4002130209 OSCUSSOS .nio-'vldw ol CCnlidOhllel SOurco in Fob 1083 ru 11)1 Wj.jvj 1 - 
letaitorie 01 hoat numbers on stcoi used for mig ol d.osni ongtin ivn 11 , uy tsuh & i/.t 
ol cort-nuctoei crads of fsslenois lor eitaching componunts in skii] 

COLUNS.J.T. riegien 4. Oic of me Director, e^/10^7. HERil.ll.K. oil cu i.l Itvos:.:! 
l.ons(Pro 880201). 43pp 52695 002-52505: 134. 


-9002130214 Trpiopi Ol 650003 07 viSil to TOl re Status ol prnvKMH ir'-ji I'l'ti s Hpji c 
tev.owqiocoduiai coverage & plant tcui. 

GURNS.T F. Crookhaven Nat-onsl Laboratory. B5/0C/I4. DAKCM L Viv-mi 
Br.Q.v ol OA.SaiOQuerds & Insp Progroms.lE (030103-650212) IHi'ii 5/5D'uir' 
52595:152. 


-9002130210 Summarltes & concludes NRC soarch lor (lorun-ri'ii K'l-iosliM r 
801031 subpoena duces tocum 

JEnSEN.C N Ollica of tho General Counsel (Post 860701) 07/0:1/30 MOHOTf 
Oowr^. Brand. Seymour & Rohwsr. 3pp. 52565:163-52S06:iri5. 

90D2130263 FOIA request for copy of succossful oflotor bld/pioposn', Ci ' '.'ftet ox fv 
chaso order rosuinng from roquesi for Quotation RFO-00 007 litd om 1 lO 
SMAIL.P. FOI Sorvicos. 83695 OO/Ot/04. FELTON, J.M. Olfico cl A.f-n.v.^trj-v 
(Post 093205} tp 52595019-52595019 


-8902020007 Forwards commenis on NUMARC proposed iniiiai ve ro subsiartdard nen- 
safoty-rela'.od circuit broaka/s si plants, inibabve gonsrally responsive lo cortcems 
raised in NRC Guletin 68-010. 

MIRAGLIA.F.J. Assoctaia Director (or Inspociion & Technical Assessment (Post 
870411). 1EB-88-010. 89/01/26 RASlN.WH. Nuclear Management & Resoucos 
Council (NLIMARC) (lorrr.arly Nuclear Ul-J-fy Manape. Spp. 62595241*62595.245 

-8903020228 Forwards NRC comments on NUMARC dtafi clar.ficetion of NRC Bu’ieln 
8B*10j>9r NRC/NUMARC B81221 maetino 

MIRAGLIA.F.J. Associate Director lot Inspociion & Technical Assessmer.i iPosI 
870411). IEB-86-010. 89/02/17. RASlN.W H. Nuclear Managornet>t & Resources 
Council (NUMARC) (lormerJy Nuclear Uti ity Manage. 2pp. 5259£246-5259&;240. 

-8905260278 Clarifies NRC position re EPRl NP-6652, "Guidoline lot UWaal-onolCom* 
mofc al-Grede Items In Nuc’osr Salety-Reiated Applicalions.” App B appllee to pro- 
curement process alfecbng components In nucleai power plants. 

TAYLOR.J.M. OHice of Nuclear Reacior Regulation, Diroclor (Post 670411) 69/05/ 
to. COLVIN.J F. Nuclear Management & Resources Council (NU.VARC) (formerly Nv* 
clear UII tyManapo 63pp 525S6;H2-52S96209. 

-6906020259 Forwards summary of 690511 meeting w/NUMARC re Deenseos re- 
sponse to NRC Bu'lo'cn 88-01 0.Atlondance I si & handouts also encl 
STONE.J.C. Project Directorate 1-2. lEB-BS-OlO. 69/05/17. BOGER.GA Aeslsfam Ol- 
rector lor Region I Reactors. 7pp 52595:254-52595 276. 

-9002130213 Prqy.des summary ol responsQ lo survsy on fraudulenl resale of retMIl 
moldod case circuit treakera as new. 

BAIRD.RW. National Elocirical Manulaciurers Association. 88/09/28. BRACH.W. 
Vendor Inspection Granch. HULMAN.J. Energy, Dept. of. epp. 52595-.t75-52595.23B. 


9002130265 Final responso lo FOIA roquosi lor tocords.No agency rcroi-fi cyiiu t-> » 
quosi tocatod. 

PHIUPSJ. Division ol Freodom ol Information 8 Publications Sc.-vlciti (Poll txiii-*- 
90/02/00. SMALL.P. FOI Sonrices. Ip. 62595:020 52596:020. 

9002130268 Partisl rosponso to FOIA roQuesl lor rocords.App 1 A U tucoiOj evA'u;.-i 
In Pon.App U rocords end 

PHILIPS.J Divison ol Freodom ol Inlormaiion & Publications Bcivicos (fV.« fttio-, 
00/02/12. PEPPEHMAN.O. Blechor & Collins. 0pp. 52011:203-62011 32,i 

-9002180270 FoiwBids NRC Bullelln 88-010 & IE Info Nobco 80 040.Sjr;'l ? por f/": 
commilmont lo inform other Federal agencies ot scilvltios ro nilj & 
S'jbslandard.counlsrfeii or Iraudu’enlly marketed vendor products. 

STELLO.V. Ofc of the Executive (uirector for Operations. lEGOUOiO. OD/ryj •: 
OAWSCW.fl.K. OMice of Managomsni & Budget. 2pp. 5261 1:30/-52O»i 300 * ' 

-M02I30273 Summary ol 0BO829 mooting w/NUMAflC to discuss roconi ac*„-,f,,,-. .. 
derlrVton by NUMARC ro use of countonolt mail by commerc-al nucten' 

^LLO.V. Ofc ol the Executive 0.roclof lor Operations. IEB-flD-005 esroq - ■ - r,- 
oUhe Executive Director (or Operations. 12pp. 62611:300-5261 1 320. ■' 

-6002130278 "NRC Techneal Review & Actions re PossiWo Uso ol ('/Oiihlorf<|.i • <.» 
standard Mails in Nucloar Power Plants." ^ 

STELLO.V, Ofc of the Executive Director for Oporallons 88/08/03 3m> Spo. ... 
52611:323 

9002130263 FOIA request for AEC-R2*7e & AEC*R2'B6. 

QUILO.G.C. Bishop. (Dook, Purcell & Reynolds. 89/12/22. ROB'NSOI/.L lUr..^ ,,, 
rrtnisirallon (Post 890205). ip. 52595:021*52595:021. ® 


PHILIPS, J. Division ol Ffeadom ol Intoimaoon & Publications Services (Post 690205). 
90''02/12 GUIUO.CC. Gishoo. Cook, Purcell S Reynolds 2pp 52595 022-S2895 063. 


supplied to pianls.lnvoice IdonLfylog iRS as cusinmor onc1.W/o ortci 

GRiMES.G K. O.vis'.on ol Reactor tnapecCion & Safeguards (Post 67(D4ti). lElN-SO- 

046. M/OB/01. Internal Revenue Service. 2pp. 62632.008-52632:009. 


--9002130302 Proposed rule 10CFR50. "OA Crttena lor Nuclear Power Plants" Flute 
would establish OA roquirentents lor design, const & operations ol struciuras,8ys 6 
txirrp<ir\onls ol nuclear power plants that prevent or mitlgalo acciderii consequoncae. 
MCCOOL.WB Atomic Energy Commission (Pro 760101). AEC-R 2/76. 69/03/24. 
56pp. 62595:024-62695 040. 

-9002130305 Proposed rule 10CFR50. "OA Criteria (or Nuclear Power Planis" Rule 
would establish OA requirements (or dosign. const & operation r>f nuclear power pSanl 
s'jucijres.sys & componenrs raqulrod to prevent censequences Ql ecddenia 
MCCOOL.W.B. Atomic Energy Commission (Pro 760101) AEC-R 2/65. 70/04/28 
35pp. 52595:049-52595 003. 

9002140221 Partial response to FOIA ronuost lor documenla App Q documents 
e.xtApp 0 & S documents evailablo In PDR.App R documenta laia'Iy wiildteld (rat 
FOiAEireiriplion 5). 

GRtMSLEYOH. Division of Froodom of Information & Pub'lcatlons Services (Post 
890205). 90/02/09. PEPPEHMAN.O. Biochor & Collins 15pp. 5263l:235-52e33:ie5. 

-8605190270 Forwards Insp Ropt 09001054 lor ASCO Gisciric Products.lnc re fsilutes 
cl r.o1ded case clrcu-l breakers In reactor proioction sys monitoring panels.W/o eitcl. 
2ECHQG Vendor Program Br.Oiv of OA.Vendot & Tocbnlcei Tiaidrtg Center 
Programs IE 98/05/13. STAROSTECKI.R Region f, Ofc ol the Oiroclor. tp. 
52€S2:150-62632:l6t. 

-4808230052 Forwards Info Notice BB OAQ re supply ol dolecirve re/urbished oiecMcal 
eoupmeni lo power plants lor Info & Informs ol ongoing lnvoaiigat>orv re matto«W/o 
end. 

GRIMES, B.K. Oivislor) of Resetor Inspection & Saleouards (Post 676411) IEIN'66- 
046. 68/08/03. Congress (Joint & Rotating Commitieas. oic). 2pp. 62632 0)4- 
62632;036. 

-8904260436 Forwards addi invoices Identifying agency es cueiomor ol poiontialiy de- 
tective refurbished electrical equipment. W/o end. 

ORiMES.e.K OMsion Ol Reactor Inspection & SsfeQuards (Post 870411) tElN.06- 
046 89/04/12. FOURNIER.F. National Aeronautics & Space AdrNn ip. 62632044- 
52632:149. 


— WO21403O1 Forwards Info Notice 68-046 re deleciiue refurbished electrical equipment 
suppled (0 pt.aiMs Invoice identilying Hoalth S Hu.man Sves of State ol NH as custom- 
or end. W/o end. 

GRiMES.B.K Drvision Ol Reactor Inspection & Saieguards (Post 870411). lElN-OO- 
046.88/08/01. New Hampshiro. StelD ol. 2pn. 52632010-52832:011. 

-9002140303 Forwards info Notice 66-046 re dofeciivo relurbished olectncal eoulpmanl 
eimp'led lo plants Invoices & orders Identifying US Army as customer oncl.vy/o end. 
C^MES.B.K Division of Reactor Inspeciion & Safeguards (Post 8704 It) lEiN-BB- 
046. 66/08/01. Army, Dept. ol. 2pp 52632.012-52632013. 

-0002140306 Forwards Info Notico 88 046 re delectivo relurbished olociricai eoulpmanl 
st^'Sd to plants. Invoice IdenilYlng Arch.loct of Capitol as customer encl.w/o end. 
ORIMES.0.K Division of Reactor Inspeciton & Safeguards (Post 070411). lElN-86- 
046. 88/08/18. Congress (Joint a Rotating Cemm.ttoos. etc). Ip. 62&32.037- 
62632^037 

-9002140306 Forwards addi invoice 8 order specifying US Dept of Agricullure as cus- 
tomer to dalscifvB tefvib'ShoJ efocirtcai oqulp/nenf supplied tp piants!W/o enef. 
QRIMES.8.K. Division of Reactor Inspoction & Saioguerds (Post 870411). lElN-OO- 
646. 68/04/12. GEARDE.F. Agriculture, Oopt ol. Ip. 62632:039-52632.039. 

-9002160030 Forwards addi invoices & orders specifying egency as customer re defoc- 
itve tefurUshod elecirical oquip.Tioni suppi ed to plants w/o onci 
GRIMES.8K. D^islon of (Heaclor Inspecllon & Seleguards (Post 670411). lEiN-e8- 
046 60/04/05. USTAO.I.M. General Services Adm'niSiration Ip. 62032:041- 
62632:041 

-9002150047 SuOm.cs man-houra sponf by lisled Staff on generic communicaiion re 
rwnconiorrrang.liaudulent.refurbishod components 

OUILIENJ. NRC • No Ootafied Affiliation Qivon. 86/07/20. BERLINGER.C.R. NRC • 
No DelaJad Affitalfon Olvan 384pp. 52632 162-52633 165 

9002160276 Final response to FOIA roquosi for records App C records end & available 
biPOR. 

PHIUPS J. Division of Froodom of itiformalion & Publications Services (Post 690206). 
60/02/07 eiCKMAN.J Slockoi & Vela. Inc. 2pp 62024:292-62626:066 


-8904260441 Forwards addi invoices identifying agency as Customer of poiottra'iy do- 
lectvo refurbished elecirical equipment. w/o end. 

OR'MES,BK. D.vlslQn of Rooclor Inspoction & Saioguerds (Post 870411). lEiN-aO- 
048. afi/04/12. BAflaER.R. Energy, Oepf. of. fp. 52632.042-62632:042 

-4904260443 Forwards Invoice & order Identifying agoncy as cusiqmor of potentially 
dafactive refu/bishad electrical aouipmonl.W/o end 

GRIMES.B.K. Division of Resclor Inspociion & Safeguards (Post 670411). 1EIN66- 
046 69/04/12. QILMORE.P. Fodorai AvIsHon Administration, ip. 62632043- 
52632.043. 

-4904260446 Foiwerde Invoices 8 orders identilying agency as customer of poiortbsuy 
delecilve rofurb'Shsd electrical equipmont W/q end. 

GRiMES.BK Division ol Reactor Inspection & Saloguards (Post 6704it). iEiN-88- 
046. 69/04/12. R10QWAY.T. Oelenso. Oepi. ol. ip. 62632 030-52632.030. 

-8904270075 Forwards invoice irtdicaiing agency as cusiomor of poieniisify defectfvo 
refurbished electrical equIpmeni.W/o end. 

GRIMES, B.K. Division ol Reactor inspection 6 Ssiaguards (Post 8704li). lEiN-eo- 
046 60/04/12. MawsH. Side Of. rp. 62632.040-52632:040. 

-9002140232 Informs ol need to retain all broakors idoniilied as unaccepiebto for use 
during leslMg i reWew leculred by NRC Oullotin 30 010 in order lo support NRC 
i^ew of Issue. 

KANE.W.F. Region 1. Olo of Iho Director. IEO'68-OtO. 69/01/10. MROCZKA.E.J- 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E-J. Connecti- 
cut Yankee Atomic Power Co. ip. 62631:261-52031:273. 

-9002140237 Forwards Inlo Notice 08-046 ro detective refurbished olectncal oqiApmeni 
supplied 10 p'ants.lnvolces & orders Identilying military facilities as cusiornors encLW/ 
0 end. 

GRiMES.BK. Division of Reactor Inspection & Safeguards (Post 870411). lElN-eB- 
046. 89/06/01. Defense, Oopt. of, Cofense (.ogisllce Agency 2pp 62631:274- 
62631:265. 

-9002140243 Forwards Info Notice 66-046 re detective relurOisMd elecidcel eqopmoni 
supplied lo plants.Involce Identifying Bureau ol Engraving & Printing as customer 
encl.w/o encl. 

GRIMES, B.K. Division of Rooclor inspociiorj & Safeguards (Posi 670411) lElN-SO- 
046 86/08/01. Treasury, Dept, of, U.S. Cuslome Service. 2pp. 62631:266-52631:359. 


-9002160264 MIL-W46374E M'lftaiy Spec MIL-W-46374E, "Wateh.Wifsi General Pur- 
pose" 

* Army. 0^ Ol. 00/05/31. 36pp. 52624-290-52625:088. 

9002160315 FOIA requost for aOdi documants afior 1070 not >0 PDR re Kerr-McGea 
Corp.Kt^r-McGco Criomioal Coip.Amertcari Potash & Chomicel Corp &/or Lindsay 
lighi Co 5 thoir connociion w/ Ihohum mllllr^g fac-My In West Chicago.iL. 

OEQRAZIA.O C Buidiu, Bowles & Redzius. Chatlored (formerly Burtitit. Bowles, Rad 
sots & Ruobtir. &0/0$/26. LAVINS.D. NRC • No Detailed Alfi.lanon Given. 2pp. 
62e33;l6662833;l67. 

9082150325 Paitial rosponso 10 FOIA loquesi for doeumonte App E rocoids encl & 
eveiiabio in PDR App E rocords pameliy withheld (rel FQiA Exomptlon 6). 
ORiMSC£Y.O.fi Division ol Freedom of Informefion & Puttfreebona Servicee (Post 
890205). 90/02/08. DEORAZiA.B.C. Burdiit. Bowles B Radzius, Chartered (lormeily 
Oiadiil. Bowles, Rsdzius A Rudbur. 4pp. 62633 :16Q-52d33:323. 

-8002160387 Forwards 800318 repi of Q Voolz radoactivlty moesurements performed 
ort Indr^uel. 

KEPPIERJO. Ofc PI Inspection & Enfoicomonl Oic ol tho Director. 60/04/04. 
SINKE.Oi Ksrr-McOoo Nucleer Corp. 63pp. 62603:172-52833:240. 

-9W>2l803e8 Forwards memo lo rocords room re rssuils of rrioasuremqnis ol radloae- 

a in indt^uai who worked ih contam naied rooms at plant (r^ West Chicago. 

OO.J. Argonno NoHonel Loboraiory. 6l>/l1/05. PAPERIELlO.C. ITagloh 3, Ole 01 
theCNrttClot 28pp. 62833:241-82633:266. 

-9002160389 Discusses results ol bloassay moasuremonls made by ANL of Internal 
burden ol tarHoacSva mall 

PAPERlEllO.C.J Rog4>n 0, Ofc ol tho Direcior. 81/04/20. Region 3. Ole of the Di- 
rector. Ip. 52533 267-^633:267. 

-9002160026 Forwards resulis of 610526 measuromenls made at ANL.Resulis nega- 
tive. 

HINOJA Region 3. Ofc of the Director. 81/06/09. AlMation Not Assigned. 2pp. 
62633 268-62633 269. 

—9002160031 Forwards memo to records room showing rosuits ol measuierrtanl of ra- 
dioscbvity irt individual who worked In contaminated rooms at plenl. Results negative. 
rOOHEY.H.e. Atflonne Nattonaf Laborafory. 8 f/00/04. SHUMAKER.M. Region 3. Ofc 
of the Oteclor. 54pp 52633:270-52633:323. 


-9002140240 Forwards Info Notice 86 046 re defective refurbished electrical egvipeneni 
supplied to plants.Involce Identifying FAA as customer encl.W/o end. 

GRIMES.B.K. Division ot Reactor Inspection & Saieguards (Post 870411). 1EIN-88- 
043. 86/08/01. OILMORE.F. Federal Aviation Administration. 2pp. 5263t:360- 
52632.001. 

-9002140261 Forwards Inlo Notice 88-046 re detective refurbished electrical eoulpmem 
suppl-'sd to planis Invoice Identifying OOJ foading dock es cuslqmer encf.w/o end. 
GlilMES.B.K. Division ol Reactor Inspection & Safeguards (Post 870411). IEIN-56- 
046. 88/08/01. Justice, Dept. of. 2pp. 62632:002-62632:003. 

-9002140271 Forwards Info Notice 68-046 re defecUve refurbished electrical etiutpmorri 
supplier) to plants-lnvolca Identilying Washington Metro Area Transit Authority es cus- 
tomer encl.w/o end. 

GRIMES.B.K. Division ol Reactor inspection 8. Safeguards (Post 670411). IElN-06- 
046. 08/08/01. Washington Metro Area Transit Authority. 2pp. 52632:004-52632.005. 

-9002140293 Forwards Info Notice BB-046 ra defective refurbished electrical equipment 
supplied lo plenis.involce idenlitylng D.C. Public Work Place as customer and.W/o 
encl. 

GRIMES.B.K. Division of Roactor Inspection & Seleguards (Post 870411). lEIN-68- 
046. B8/O0/OI. HART District of Columbia. 2pp. 62632:006-62632:007. 


-9002)66034 Forwards direcior approval Id porlorm red ological survey & expresses in- 
terest In NRC monitoring procedures. 

UTT.fl.l. OuPege County, IL 82/11/17. KEPPLER.J.O. Region 3. Olo of the Direcior. 
2pp. 52633:324-52634:064. 

9002160136 Parlial responsq 10 FOIA request lor rocorda.App V records encl & avali- 
se hi IH3R 

PHIL(PS.J. Olvielon of Freedom of InforrtaUon & Pubficaflons Services (Post 690205]. 
90/02/14. PEPPERMAN.O. Blecher & Collins. 2pp. 62636;05Q-52e36:069. 

-9002160140 Requeste tnvastigaoon to Inadoq’jalo tests performed on 
TelomscanlQuo.formetly known as Gould, Inc safely-related motor corttrol ctrs. 
STELLO.V. Ofo of tho Executive Director lor Operations. 86/02/05 HAYE9.B.B. 
Office of inveaUgahons {Pre 880201) 4pp. 52636.083-S2638.066. 

-9002160148 Forwards Info notice discussed In 680713 lelcon.W/o encl. 

ZECH.L.W. Commissioners. 88/07/13. FlETCHER.J.C. Nstlonsl Aeronautics & Space 
AdnWi Ip. 62638:067-52636:067. 

-9008160143 Forwards Info notice per 880713 leicon w/C Schmitt.W/o end. 
zeCHlW. Commissioners. 88/07/13. MCKCE.K.R. Enargy, Dept. of. (p. 52636.060- 
52636.068. 


-9002160144 Forwards info not ceW/o end 
2£CH,l W Ccmmissicnors. 85/07/14. HERRINGTON J S Pres'danl ol U S & Execw* 
tivo Otiicos. Ip S263G.06d-52636.060 

9002220630 PAriiat response to FOIA reg-jos’ Reioasab’e portion ot App H dooirrent 
end A avai'ablQ h PDR App I rocorcis w.'.ltheld m ent rely (rcl FCa Exemptron 5) 
GRIUSLEY.O.H Division of Preodorn Of In'orrpoton & Publcatiorts SoMicos (Post 
850203). 50r02'20 FELTON, JM. N-jdoar Licons'no Reports 4pp. 32C68'073- 
52668 078 

-9002220633 Partially virilhheld rttomo re SECY 66-084 
LIEeERMAN.J NRC • No Oe'ai'cd Affiliation Given. 67/06/30 SOHINKI.S NnC • No 
Doiailed Affilisticin Given ip 52860 076-52668.076. 

9002220650 Appeals derlai of 800327 FCIA regjeal tor doeumenis No roasoneb'e seg- 
rogablo factual porUcna ol App 0- 1 record exists Release of facts wot.ld porm.l Inn- 
cocC Inqjiry info dodecslonai process of agency. 

BAUMAN. Ll. Robinson, Robnson, Peterson, Gorh. Rudo'ph, Doss & Gaido 
BAUMAN.l.L C-tizens Association lor Sound Energy. 69/1 i/i3 of the Eaocuttve 
Droclot for Operations ip 52668 054-52666 064. 

9002220604 Responds to 601113 oppeal ol OH Gnms'ey 600104 response to FOIA le- 
guesi lor records re insp Repts 50-445/65 36 8 &0*446/69'38 Records contr.ue to be 
withheld (re! FOiA Exei^t-ort 6). 

THOMPSON.H.L Oep Exec Or (or Nlc Mails Safety, Safeguards & Opeiaiiorts Sup- 
port (Post 650205). 00/02/21. OAUVAN.L Robnson, Robinson, Petetaan, Berk. Ru- 
dolph. Cross & Garde. 2pp 526Q8 065-52668 072. 


-0002230043 Submils Enforcement Guidance Memo EGM 89-09 re Ole oi Insp-xior 
General recommondeiions I & 3 

LIE8ERMAN.J Ofc of Enlcrco.ment (Post 870413) EGM 09-09 9)/08'30 
RUSSELL.W.T. Roglon 1, Olc Of Iho Ol'OClor. EBNETER.S.O. flec o.T 2 O'c ol 17.3 
□irecior. OAVIS.A B. Region 3, Ofc of iho Director, ip 52089 085 52660 065. 

-0002230048 Discusses Olc ol inspector Gnnorai rucommnndoiions 1 & 3 re repettve 
vxYailons & rdo ol reg onal counsel m enlorcomont ocilons 

LIEBERMAN.J. Otc of Enlorcomont (Post 870413) 00/08/02. RUSSELL, WT. Roatoo 
I. Ofc Of tho D-recicr EBNETER.SO Region 2, Ofc ol (he Di-ccfor OAVsXb 
Region 3. Olc Of the Di'oclor. 4pp 52669 086 52665.000 

-9002230052 Providos specific commonis on Olc ol Inspector Gonoral locorrnenda- 
U>-ns on <lrafl rapt on review ol NRC ontorcemont program. 

STELtO.V. Ofc of Iho Executive Oi'octor for Oporoto.ns, 89/07/20. MALSC*fWO 
OHtce of Inspector General (Post 8904 1 7). 4pp 52869 090-52669 093. 

— 00022300S7 St/Brrt ts Enlorcamoal Gurfanca Memo EGM 69 08A re research rcadcrfs 
WONG.HJ. Olc ol Enlorcemeni {Post 670413). EGM 8909A 69/03/13 

HUSSEU.W.T. Roglon 1, Olc Ol Iho Diroctor. EBNETER.S.O Region 2, Olc Ol the 
Director. OAVIS.A B Region 3, Olc ol iho Director 1 p. 52669.094-52659 094. 

-9002230060 Subm>is Enlorcemeni Gu.dance Memo EGM 90 01 ro (tpp lceCHyh of 
maint-retaied causa cnrii penalty oscalat on factor 

LIE0ERMAN.J Olc ol Enlorcomont (Post 870413) EGM 00-01. 00/-31/17. 
flUSSeu.W.T. Reg on I, Ofc o( Iho Director. ESNETeR.S.O. neglcn 2. cfc oi the 
□.rector OAVIS.A.Q Reg on 3, Ofc Of Iho Director. Ip 52609 095 52669:102 


9002320683 POIA reguosi lor NUREG/GR-Ol33,ch'onoicglc rising ol e'l evonie re la- 
dloaclva scrap stool A color diagram of items ccnta nir.g redioastrvo mails rouitne'y 
Issued to scrap dealers. 

O'CONNOR, D J. Marsh A McLernsn, tnc 90/02/06 Division ol Freedorn ol Inlorma- 
ifcn A Pub' cations SeAr.cea (Post 690205) 2(>o 52668 060-52568 061. 

9002220694 P.nat response to FOiA roqueai lor records App A records encl A aveiiab'o 
In POR NUREG/BR-Oi 33 A BR-OlOa avai ablo lor pu.'Chase intct-gh Govi (Vinimn 
Olc 

GRIMSLGY.OH OMsIon of Freedom of Information A Pubiicatons Servxes (Post 
890205) SO/02/16 O'CONNQR.OJ. Marsh A McLennan. Inc 2pp 52668062- 
52668 063. 

9002230006 FOIA request lor e l enlorcemeni guidance memoa issued s^nco 690116 
UNNERSTALL.K Newman a HofJ-ngor. OO/Ot/22. QfliMSUY.OH O-vlsIon ol Fiea- 
dom ol Inlormaticn A Publicelions Services (Post 800205) ip. 52669066-52669068 

9003230009 Pinal reeponsQ lo POiA regjoai lor records App A records encl A evasabie 
in PDR. 

PMillPSJ.O On/ision ol Freedom ot infcrma'.ori A Pubi cations Senilcos (Ppsi 
800205} 80/02/tS. UNNERSTALL.K. Newman A tlolQinger. 3pp. 52669.069- 
52669:102. 


-9002230010 Submits Enlorcomont Quidsnea Memo EGM 60-02 ro markins of drse'e- 
aura con'jois on pending enlorcemeni cases 

LIEBERMAN.J. Ofc Ol Enlorcomant (Pest 870413). EGM 89-02. 06/0.3/17 

hOlOOY.O Region 1. Olc of tho Oirocior. jEnkinS.G Region 2. Olc ol me Oiroctor. 
QROBE.J. Region 3, Ofc of ine D'reclor ip 52669 072-52^9 072. 

-9002230011 Submlte Enlorcerrienl Gu dance Me-tio EGM 89 03 ro cia$$>iicaiion of 
mobi'o nue'ear rredici.'io sve ilcenaaea lor purpose of enlorcemeni 
UE8ERMAN,J. CIO of Enlorcoment (Post b704i3) EGM 6903. 69/03/22 

RUSSELL.W.T. Rog'on 1. Olc ol the 0 racier. EBNETER.S.O. Region 2. Ole o< iho 
D laclor. OAVIS.A 6. Region 3, Olc of tho Director, tp 52669:073-52669.073. 


-900223(70>A Subm.ia Enfdrcement Gu-dance Memo EGM 86 04 re decumontaiien A 
treckine ol none-led vfeiationa. 

LIE8ErMAN,J Olc ol Enforcement (Post 870413) EGM 09-04 . 60/04/04 

RUSSELL.W.T. Region t, Olc ol the Diracior. EBNETER.SO. Region 2. Olc ol iho 
Diroctor. OAVIS.A B Region 3. Olc of Iho 0 rector. 2op 62669 074.52e69075 

-9002230016 Submits Enforcemom Guidance Moms EGM 69-05 re approprteie diatnbu- 
licn lists for both reactor A malla escalated enlorcemeni actions A chengos lo boiot- 
plnie paragraphs in enforcement actions. 

LiEBERMAN,J. Olc ol Enlorcemeni (Post 670413) EGM 69 06 09/04/20 

RUSSELL.W.T- Region 1, Olc of tho DireclOr. EBNETER.SD. RcoKja 2. Olc ol Iho 
Diroclor. DAVIS, A.0. Region 3, Olc of ihe Di.-ector. 4pp. 52669 076-12669.079 

-9002230020 Submits Enlorcemeni Guidance Memo (EGM) EGM 8B‘09A re rostSasYin 
ol EGM 88.00. ' Review by Ofc ol Enlorcemeni ol Safegua.'-ds Enlorcemeni Packaoes 
Subj lo Revised Policy." ^ 

LIEBERMAN,J. Olc ol Enfcrcomem (Post 870413). EGM 88.09A 09/08/19 
RUSSELL.W.T. Reg-on t, Ofc ol tho Diroclor. EBNETER.S.O. Reoon 2 Olc ol iho 
D.roctor OAVlS.A.B. Region 3, Olc of the O-.-ector. Ip 52869 080-52669080 


-9002230023 Suhmiis Enlofcomem Guidance Memo EGM 81-148 ro Vonsportalion on- 
lorcemeni guidance. 

LIEBERMAN.J. Ofc ol Enlorcemeni (Post 670413) EGM et-l4B 89/07/17 
RUSSELL.W.T. Region 1, Olc ol Iha OJ/ecior. EBNETER.S.O. Reoion 2 Olc ol Iho 
□.rector. DAViS.A.B. Regfcn 3, Olc of tho Dreclor. ip. 62660.081-63669 081 


-9002230027 Submits Enfoicomenl Guidance Memo EGM 89-06 re Bcensoe coae 
spondonce ra esca'atod enlorcemeni actions. 

UEBGRMAN.J. Ofc of Enlorcerr.ont (Post 870413). EGM 89-06 89/07/19 
RUSSELL.W.T. Region 1 . Ofc ol tho Director. EBNETEH.SD. fleo.on 2. Ofc ol ihr 
Director. DAVIS, A.0. Rog'on 3, Olc ol tho Director tp 62869 082-52689062 


-9002230032 Submils Ertforcemeni Gu'dance Memo EGM 09-07 ro Ofc ol Enforcomork 
partic^ation In enfcrcdment conferences. 

Olc ol Enlorcemeni (Post 870413). EGM 89-07. 89/07/27 
RUSS6LUW.T. Region 1. Olo ol tho Director. EBNETER.S.O. Regon 2. Olc d the 
Diroctor. DAVIS, A-8- Region 3, Olc ol the Oireciot Ip. 52869 083-51669083 


Submita Enforcement Guidance Memo EGM 89-00 re research reaciora 
i.. ?' Enlorcemeni ^Posl 870413). EGM 69 08 89/08/15. 

nUSSELLw r Region 1. Olc ol the Diroctcr. EBNETER.S.O. Region 2, Ofc ol Ute 
Director. DAVIS.A 8. Region 3, Olc ol the Director Ip. 62669.084-52869:084. 


9002230106 POIA request for racords.inriutfing fcvostigatlons.ropis. ccmpiiar.is A ovaf- 
uai-ons ro Wasin M.gi.inc A subsldia-y companies. 

SAnOERS.P.J Kern Co-jhly, CA 90/01/04 GRIMSLEV.OH D-wison Ol Fioodo'ix of 
Inlormai-on & Publ:calions Services (Post 890205). 2pp. 62669.253-52069 254. 

0002230110 Pinal response to FOIA roquosi lor records App A records ehci A available 
In POn ^p 0 <ecorUs partially withhold (tel FOIA Exemption 5) 

GfliMStcY.DH. Di/ision ol Freedom ol Inlormalion A Publ.catio.is So-vicc-s P-ost 
890205) 90/02/16 SANOERS.P.J. Korn County. CA. 6pp. 52669.255-52669 354- 

-8411140260 forwards Insp Ropt 30-20016/64-01 On e4l012.Conll'm3 en'o-:c-T«:rd 
conrerenceon84il2i in Regon 1 ofc to discuss violations idontiliod durng I'cn. 
MARTiN.TT. Dnr ol Enginooring A Technical Programs. Rt. 04/11/07. DAViOS 
G.ROW.S.Inc 2P0 52e60;20O-5266O.2O8 

-6411140267 Insp Ropi 30-20010/04 01 on 84l0l2Violaiion noted lal'uro to 6c<ure 
oeimo horn unouihon/ed removal, loi'uro lo post curtoni copies oi 10CFR19 A 20 A 
Nnc-3 A uaa ol naugo by unauihorired individuals. 

JOUSTHA.JA. GlEnn.JE. Region I, Ofc ol mo 0.ioclor. 04/11/07. 5pp. 52663 ?92- 
52669 208 


-9501090516 Amend I lo Lieorvso 37-20638 01 lor GROWS, Inc.charg ng Corvitono 12 
A t7reeulhc<uc>d users A possession of ilconsed mnti regulated by I1 ii,ts 6-6. 
GLENNje Raglcn l.Ofcol ineOirocier. 04/12/24. ip. 52689 283-02669 203 

-6601090519 Forwards Amend 1 to License 37‘2063S-01.nov;nw roquostcrl. 

GlENN.j.E Oiv ol Engincerng A Technical Programs, Rl. 03170. 84/12/24 
HOlBROOK.W. GRO WS , Inc 2pp 52600:300-52069:301. 

-9501090620 Appicailon lo' emend lb License 37-2063Q-01,ievls:ng ComJtrOh 12 r« 
use ol iiconsAd msii by auihprized puiaonnol Fee paid 

HOlBRIDOK.WJ GROWS, Inc. 03176. 84/11/29. GlENN.J, Roglon 1. Olc ol U -.0 
Oirecior. 3pp 52660 297-52680 209. 


-8601090522 License 37-20838-01 lor GROWS.Inc.aulhorlrlnn C8-I37 A Am-24t 
sealed sources lor use in Tioxier Model 34ii-B aeries moisTuio eeneiy ga,.QO to 
measuro pt<^on as of co/isi mens. 

KINNEmAn.j.D. Reg'en 1. Olc ol Ihe Oiiecloi. 83/09/22. 2pp. 52869:281-62683 2A2 


-0601090524 Forwerds License 37-20836-0l.noviow roquoslod. 

KINNEMAN.JO. Div cl Engneenrig A Technical Pronrams, Rl 01683 03/09/22 
NElSON.JW.GROW S , inc ip 52B09:278-5266O 280 


-9801000627 Appi cation lor license, outhonzing C8-137 A Am-24l0o soa'od eoiwcct 
for use in Troxl^ Model 341 1-6 sar.es molature density gauge to moesuro piobcrtcs 
of const mails 

NELSON.J.W G.RO.W.S. Inn. 01603 03/08/24. Bpp 52809 270-52660 276. 


-0501210429 Conocled Amend 1 lo License 37-20638-01 lor GROWS, re. charvurig 
Cendilions 12 A 17 re aulhqrizod users A possession of licensed rnall rtxiu a'cef bv 
Items 6-6 

OIENN.J.E. Region 1, Olc ol the Dirocioi. 06/01/00 ip 62e69:284-62G69;204. 


-9601210433 Fonwards corrected Amend 1 to License 37-2063B-0l.Worang ol CotkI- 
Uon 12 corroctod per 850102 lelcon. 

OLENNJE. Regon 1 , Olc ol tho Director. 03170. 85/01/00. HOLBROOK W 
G R.OWS . Inc 2po 52869 010-52669 31 1. 


-6802060379 Discusses Insp ol License 37-20638-01 on 841012 A lo/wards rctlce o< 
vioiailon.No cMi penalty proposed tor Severity Level III violations ro LnalinndcKJ dor-sv- 
IVflaugo duo to prompt corrective actions 

MLlHlJEY.T.E. Region 1, Ofc ol the D.rector. 64/12/31. DAVID, S. GROWS irve. 
2pp. 62669:302-52669.309. 


-9502080363 Notice of violation Irom Insp on 841012. Violation noted liconsod rroistute 
density gauge, containing 10 mCl Cs-137 A 40 mCl Am-241 sources.unlockod A. stoved 
in tear oompadmont of unlocked panel truck w/keya In ingnltlon 
• Region I. Olc ol the Director. 04/12/31. 3pp. 52669304-62660 300. 

•^592270232 AcK receipt ol 850127 Itr Inlorm'ng NRC ol slops takon lo correct viola- 
tions noted in insp ol License 37-20638-01. 

GLENNJ.E. Region 1, Olc ol the Director. 05/02/15. OAVIO.S. G.R.OWS Inc lo 
62699:3I2-62689:310. ‘ ^ 


-9502270299 Responds lo NRC 841231 itr re vio'ations noted In insp ol LIconso 37- 
2(^38-9i.Correcnve actkjna aulhorHed usore Inalructao to pecporly securo motstura 
density gauges at all times. 

HOLBROOK.W.J.G.R.O.W.S., Inc. EA-64.129, 85/01/27. MURL6Y.T.E Rooldn I Of,; 
ofMie DIfOCtor 4pp. 52669:313-52669 316 



iiwift Amend 2 10 ticenso 37-2063e 0t lOf GROWS.Inc.eulhortzlng use & pos- 
”*«fs.cnot mall listed In liema 6-B in accoidonco w/fl30824,04ltaa & eSo3i4 appiKs- 


sess-cn 

•jOM 


GLENUJE. Region I. Ofcof Ifio Oifoclof. 85/ns/3I. Ip 52080.265 52660265. 

suiAUOOll Poiwafds Amend 2 lo License 37 -20630 Oi 

ROQlon 1, Ole Ol Iho Director 03549 65/05/31. LYQRANO.SM. 
GROWS.. Inc 2PP 52669:3ie-52G69.319 

-8707220481 Amend 3 tO License 37-20638-01 tor West© Mgt.lnc.omofttfng llconse In 

KISN^MAN.J.D. Region t, Ofc Ol mo Droclor. 07/03/10 2pp 52669 266-52669:287 

-*7n72204S5 Forwards Amend 3 to License 37-20630 01. 
wiV;ifFMANJD Renon 1, Otc ol ItiO D.rocto* 106649 07/03/18 JEANNEHE.W. 
wasie Wanageme.ni inc 2pp. 52669 321-52C60 322. 

«7n7?20493 Aopi cation for amend to Lfconso 37-20838 Oi.irans/wwng cusiodir of 
" Iio«'er Gauge i associatod NHC lironso ic Waste Mgi.lnc eastern d^lnti const engi- 

Lva^R?N^SM. Wasm Wanagomeni, Inc. 10C649 87/01/13 QLENN.J Regon l.Olc 
cn'ie Director, ip 62669:32O-52069'32O. 

4001179428 Amend 4 to Llconse 37-20638 01 tor Wesio Mai.tnc.emonOng license in 
M-iretyJR Wh.to 6611 30, JE Glenn 8Q0024 & W KudonchaV 061107 Ilia & locont ol 
Sftii04 lelcon enci 

WViSJ. Re^ 1. ol Iho Dirocto.' 109347. 80/11/30 8pp 52669 266- 
52669 269. 


-9002230186 Saloty map on 690616 of Liconse 37-20838 01. Insp lindings: no v.oleiftns 
ro'od Actions laven lo cotrocl vio'aiions noiod In previous map veuitod 
COLLINSOJ Region 1 Ofc of ilio Oirociar. ’ Waaio Managomont. me. 80/06/tS 
23pp. 52^9:323-62660:345. 

-9002230171 Forwards background Into lor 641121 onlorcomnni conlntonce In Region 
I o'c w/QROWS.inc re violations identiiiod & mgl control ol redaiion sololy pttMtam 
JOYNER, J.M. Region 1. QIC ol the Duoclor 04/11/20 MURLEY.T.E Region i. Ole ot 
179 Drector. 6pp 62669.34e-52609.352. 


^002270202 AdvisQs that enci listed employee should bo provided site- specific train- 
ing in radiological proioction,Qmergo-''.cy response & secunty comparable lo that fur- 
nishod by ulil lo regular s te e.T.ployee granted unescorted access 
MARTlN.je. Region 5. Otc ot me Director 88/07/26 SORENSEN.Q C Washington 
Public Power Supply System 2pp 52710007-52710000. 

«6(M)2270210 Provides secunty clearance Info lor gonenc precursor event insp on 
888008 0902 

ROEj-V/. Division o< Licensee Performance & Oual.ty Evaluation {Post 870411). 66/ 
OB/OS- FRIGILLANA.E. Region 5, Ole of me 0 rector ip 52718009-52710009 

'•9002270319 Reijuesis unescorted access for lisiad inspector Ic precursor leam insp 
on 860822-0902 

HAUGHNEY.Cj. Special inspectio.s Branch 66/08/18. HAMILL.K. Region 5, Ofc of 
maOvecUv. 2pp. 52718 910-52716.01 1. 

9002360217 FOiA request lor tepi ol last insp ol closeout survey lor Automation Indus- 
tnes pr<mab1y pedormed In 1998 

BAKER.S.A Wesi Co 90/02/09. Dvislon ol Freedom of Inlormaiion & Publications 
Services (Post 890205) lp 52/27:126-52727:126. 

9002280221 Final response to FOIA request tor rocords.App A records available in 
POR. 

PHlllPSj.O. Division ol freedom ol Inlormaiion 6 Publications Services {Post 
690205). 90/02/27. BAKER, S A West CtP 2pp 52727 127-52727 128 

9002280226 FOIA request lor internal NRC repi 0< Mar 1969 re mgt personnel Ol Balti- 
more Gas & Electilc Co 

8URGER.K.A. Ma'yiand. State ol 90/02/05. GRiMSLEY.DH. Divis'on of Freedom of 
Inlormaiion & Publications Seivices (Post 890205). 2pp. 52727.121-52727:124 


-90023&0234 Roquasts wa^e^ ol lee for FOIA request lor records re senior mgl meet- 
ings lor lac j ly 

Q0R6ER,KA Matylano, State Of 00/10/13 GRiMSLEY.O H. OMfon of Freedom of 
Inlormaiion & Publications Son/ices (Post 690205). 2pp 52727:123 52727 124 


-6002230179 Partially withhold memo lorweidinq pioposod enforccmeni achon lor f.vo 
i-olaiiona Identified during Insp on 841012, for luvlaw & concuiio.nco 
M'JRLEYTE Rog-on 1. Ofc Ql the Uiroctor 84/12/06. OEYOUNO.RC Olc of In- 
spection & Enlorcemani. OifOClOf (82020 l-a/O1 13). 2pp 52069 353-52660.364. 


0002230308 FQIA request lO' roGords used or made nva'iable by NRC Ot reg-onal Stale 
Laison Officers counlorparl meeting on 60(010-17 81 ftrtadyuartora. 

FELTON JM Nuclear Licensing Reporis 69/12/15 QRIMSLEY.O H. Dtwsion ol Froo- 
domol information & Publications Services (PoJl 000205) 2pp. 52669:103-62669:104. 


9002330214 Final response to FQIA roquoai.App A 4 0 records onci & evoJeWo In 
POR App C records panially withheld (rot FOIA Enompiion 6) 

QRiMsLEY 0 H. Division ol Freedom ol inlormnuon & Pubiiceiiona Sorvicea (Post 
6902051- 00/03/16- FELTON, J.M Nudoor Lif-onsing Reports 5pp 52669105- 
52669:252- 


-8911010168 Siail requlromenle memo lnio{m.ng that Commission disapproved fWpi- 
enis recommendation on pioposod Commission pol-cy siaiemonl on exompuon iron* 
regulatory conlioi (SECY-QO-lOi) _ 

CHllK.S.J- OKicool the Socreiory ot me Commission. 09/iO/i3. TayiOR.J.fa Ofcoi 
the Executive O-'roclor for Operations. PAflL£n,W.C Office of tnn General Counsel 
(Post 6607011- DENTON,H.fl, Ollice of Governmental & Pobic Affaire (Post 870413). 
Ip. 62669.163-52660:262, 

-8912180195 Advises (hat Comm'ssion has approvod impiomoniet-on gufdanco lor 
aareemems to piovide (or state participailon m NRC map ectiviiies 
CHiLK,8.J OMlce of the SecfOiary of ilio Commission 60/10/06 TAYLOn.J M Ofc of 
ihs Executive Director (or Operations. 2pp 52660 t6l-S2069.t62 


-M02238223 Summarizes 800827 moornfl in fioglon IV w/mpresorrioin-es of Stole ol 
UT re regulaieiy luiisdlcilon over eourco meil. 

MONTGOMER^J.M. Region 4, Ofc of the Oliocloi. 80/OO/f4. OEBNEnO.RM. Olixe 
of Nuclear Moterial Safety & Safeguards, D rocicr, 6lpp 52660 110-52669 i60 


9002280237 Fvial rosponse to FOIA request for records No records sub] lo request lo- 
cared 

PHILIPS JO Otvison ol FreodOTi ol Information 4 Pub'ications Services (Post 
690205) 90/02/27 BURGER,KA Usryland. State Of Ip 52727:125-52727:125. 

9002280245 FOIA request for snuinisi reviews ig issuance ol CP 4 OL lor lac.lily 4 
power inieiccnryict'eh aeresmenls.includlng but not limited to agreamanl ol 1972 & 
1978- 

SPECTOR.es Oolsi. Haiinai, Carpomer & Podgorsky. 89/12/20. Jusi-ce, Dept. ol. 
3pp 62727:129 5272/ 130 

9002280260 Rospends to FOiA request tor records App document onci 4 avellabla in 
PW 

PHILIPS JO D-v-sioh ot Fiaedom ol inlormaiion 4 Pub’icalione Services (Post 
680205)' 80/02/27. SPEC70R,S.S. Gersf. Meitner. Carpenter & Podgorsky. 2pp. 
52727:131 52727 163 


-9002280262 Forwards into requosied by Atry General (or emnrust review of app!icai»on 
lor 01 

SHAPARH.K. A'oflVc Energy Commission (Pre 7S010I). A. 73/12/28. BORK.R.H, 
8AUNOERSJJ. Justte. Depi et. Aitomey General, Office ol. 52pp. 52727.133- 
52727 103 


OEN TEC IS GENERIC TECHNICAL ISSUES 


98DJ24OI90 NRC inlo Notice 90-007, 'New Info re Inauleilon Mall Performance 4 
Oobne B'ockegb ot PWR Containment Sumps." Svc l‘si enci. 

ROSSICE. Kvis'on of Operational Events Aasessment (Post 8704ll) 90/01/30. 
Conso9daied Etflson Co. ol Nevr York, Inc. 99pp. 52535-226-52535 329. 


9002260080 FOIA request for reviews of NRC ociivifles re low fovof waaM 
disposal, nuclear documents sys, potential conllicls of inlofoei of NRC 

conir8Ciois,8urvey of operator licensing 4 NRC mgi ol licenaoo rept of dotecle 4 non- 
compl ance. 

KIn 6.JC. Associated Proaa 90/02/06 WALSCH.M.G. OHico of Irwfwctor General 
(Post 890417). tp. 52669:367-52660:357. 

9002260085 Final response to FOIA roquoat.App A records end 4 ava/abto m RpR- 
PhIL1PS,j. Division ol Freedom ol Information 4 Publications Sctv.cos (Post 890205) 
00/02/22. K(NG,J.C. Asaocfalod Proas. 2pp. 52060 355-52068.350. 


9002270180 FOIA request for Internal notG9,morr.os,bflolcngs,llfS 4 rocorde re Insp 
Rept960-397/87.13;60-397/87-t9 & 60-397/80-24. .. 

PENLAND,T.L. Bishop Cook, Purcoii & Reynolds. 90/01/11. ROBINSON.L. NRC - No 
Oelaled Alfi'iatlon Given, ip. 52716:304-52716 304. 



-9002270166 Advises Of lodgings 4 ifnnsportotion plans for WNP-2 Insp team man- 
bars. 

TOTH,A.D. Region 5. Ofc ol the Director. 00/07/07. Reg' on 5. Olc of Ihe DiroctOf- Ip- 
52716:310-52/16:310. 

-9002270189 Requests approprialo llr lo uiil 'O security status of kstod personnel for 
880808-0902 team inep. 

TOTH,a Region 6. Olc of the Director 80/07/00. OIUco of Inlormatlon Resoi^cos 
Management (Post 090205). ip. 52710 31 1-62710:31 1. 

-9002270198 Roquesis that cosnlzant proioci branch staff provide data 4 ^Idenca lor 
preparation ol Insp plan lor team Insp during wk ol OBO029.Suppor1ing documeniatlwi 

PAt'b,R j. Reg:on 5. Olc ol the Director 00/06/03. Z1MM6RMAN,R. Region 6. Olc of 
lha D'reclor. 415pp. 52716:312-52718.006 


9001300376 Forwards rayionses lo questions re Poniand General Eiacuic 681024 rept, 
"Troian Nuclear Plant Reacioi Vessel Supports, Design Basis 4 Evaiuaiion Summa- 
rv” reiaed during 890822 meeling w/NRu re resolulion of Oenorlc Safety Issue IS. 
COCKFlELO.D.W. Portland General Electnc Co. 90/01/19. Document Control Branch 
(OocwnenlConirol Des.k). 22pp. 52490.166-52490 210. 

9001310244 Forwards Safety insp Repis 50-315/89-33 & 5O-310/09-33 on 891117- 

AX^LS(W.WL*^ Reolon 3. Olc o! the Director. 90/01/12. ALEXICH,M.P. Ind'ana Michi- 
gen Power Co. (lormerly Indiana 4 Michigan Electric Co.) 2pp. 52503 293-52503.311. 

-9001310249 insp RoplB 60-315/09-33 & 50.316/e9-33 on 891117-1226. Violation 
noted Major areas Inspected plant opoiailons, maint,surveiliance,secunty.engineering 

4 lechmcat suppori, reportable ovent8,allegaiions 4 generic ftrs. 

0UR6ESS.B.L. Region 3. Olc ol the O' rector. GL-88-03. 90/01/12. I6pp 52503:296- 
52503 : 311 ; 

9002010242 Forwards working drafl Rev 3 to Reg Guide I 9, Task fiS 802-5. 
•■Sel6ctlon.Oaai9n,Qualilicatlon,To8ting 4 Reliab'lity of Diesel Generalor Units Used As 
Class lE Onsite Electric Power Sya at Nuclear Power Plants." 

SERKIZA.W Reaclot Plant Salety Issues Branch. 60/01/22 MAfllON,A. Nuclear 
Manaoeroenl 4 Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 
6253l;322-52S31:366. 

-9002010266 Work'ng drafl Rev 3 to Reg Guide l.9,TasK RS 802-5, 
"Selection Design Oualiflcailon.Testing 4 Reliability ot Diesel Generator Units Used As 

Class iE Onsite Electric Power Sys At Nuclear Power Plenia." 

• NRC • No Detailed Affi'-iaiion Given. 89/t t/28. 34pp. 5253t;323-6253t:356. 

M02Q20243 Submits revised schedule lo resolve USl A-46 re generic implemenietion 
DTOcedures developed by Sa'smic Qua/ificallon Utrl GroupM final NRC SSR Issued 
dufinn First Quarter 1990 waikdowns could he done during second refueling outage. 
MRCCZK/L.EJ. Connecticut Yankee Atomic Power Co. gI- 87-02. 90/01/22. Docu- 
m«it Conirol Branch (Document Control Desk). 3pp. 52S39 266-52539:260. 



9002060210 nespo'O? lo Genenc Lu 69-13 te Svc wale/ sys problems eHocbng satety- 
re'a’ed 6qi„pir,eni Program io perform penocc .nsps of iniaKe structure wit te 
Cev'eiopeO Browns Ferry response eriendeo 30 pays, per d'scusslort w/G Gears 
RAY.MJ Tennessee Val'ey Aulhor.ry GL-e9 13 OO/Ot/26 Oocurt.eof Conito' Brenph 
(Oocumeni Ccnitol OesV) 20pp. 52564. 202-5258‘l 300. 


9IH)I300106 PNO 1-90 005 on 9001 i7,itiscomeci between source itansiB- r 
US Cunei/on 2E lOCO alierloadot & paiioni applicator in vagrtal ca-cnorr^^ 
Kienbled Caused by possibio problem w/lube applicator knob 
PCCONE^. SHANQAKY.M. Region 1, Olc of iho Director 6n;r,i/ia 
52471. 178-52471;I79. ' 




9002070106 Forwards response to Gonerc LU 69-13 re Svc wafer sye Intake (orobays 
visuaiv inspecied ‘or presence ol macroseopc bki'ogcal foJRg 

orgariSTs sed mec'.conosion ptodjcis & mscoi'aneous debris 
ALEKiCH w P Ind ana fy' ch gan Power Co (formerly Ind ana 4 Michigan Electric Co.). 
AEPNflC‘l104 90/01/25 (JAVIS.AB OocuTiont Ccnirol Branch (Oovutnonl Control 
Desk) 45pp 52598291-52598 334 

9002070287 Prov.des add into support ng deferral ol Soisrr.lc Oual.ticanon Util Group 
waPdowns lo lOR ouieee Petfoirnanco ol wa'kdowns provide p.'Oper schedulrsg& pn- 
or ty lor resclucon of US' A-46 (or TMl-1 

hUKiLL,HD General Pubi-c Uiii'-es Co'P • GPU Service Corp. C3tl-90-2009 BO/Oi/ 
26 Oocumeni Convoi B'anch (Oocumeni Con'jol Desk) 2pp 52804 2&2-S2604.283. 

9002070306 Fciwards response lo Generic Lir 89-I3, "Svc Water SyS Problems AHocl- 
ing Sefe^y Related EQuipmeni " Be ief m eppropnalenesa fa arfdress Generic La fi9-t3 
concerns withis comevt ct esiabi.shed p:Mrarrmat.c irrptovemonts noted. 

STEWART, WL. Virginia Power (Virgi'ia Eteciric & Power Co) GL-88-13. 90/01/29. 
Oocumen Control d^ranch (Oecument Conirol Desk). lOpp 52604. 207-52604.276. 

9002080119 Responds to reeoiT'rr.ended actrons of Generic Ltr 69-13. "Svc IVaier Sya 
Problems Altocfi.'>g Safety Re'aied Equ prreni." Plant sye wJl be mamiained in ccrrpil- 
artce W/10CFR50.APP A. GDC 44.GOC 45 & GO 46 App B.Seciior) XI 
SEBER.JO. C'.quear,e Light Co GL-B9-I3 90/01/29 DocaTieni Control Branch 
(Document Ck)n'jo1 Desk). I6pp 52504 246-52594 261. 

9002080159 Forwa'ds ub' response to Gonenc LU 69-13 re avc water sya ptob'ems al- 
lectmg sa'ety-felaied equiprreni lor Sequoyah & Watts Qai Nuclear Plants Response 
lor Brow.ns Ferry oitendoo 30 days List ot com'riimer.la also encl. 

RAY.Mj Tennessee Ve'iey Authonty GL-89 13 90/01/26. Oocumehl Co-*.uol Branch 
(Oocu/r.ent conuol Desk). SOpp 52594 228-52594:245. 

9002090074 Forwa.'ds response 10 Generic LU 69-13. "SvC Water Sys Probloms Alloci- 
lr^g Sa'ety Reia'-od Equ.pmenl " ReeomT.ondai.on of aampi ng ol waio.* 6 subsiraie tor 
ssiaue c'aTis not ^p'lcable d-je lo manne environ. 

GOLCBERG.JH, Flonda Power a Usbi Co CL -69-13 90/01/30 Oocomoni Cwi/pl 
Branch (Documeni Conirol Desk) 7pp 52626.H1-52a26;117, 


9001300206 PNO-ll-OOOOacir' SOOllfi.vial containing 5 rr.Ci S 35 disi.vec-aiwi 
vial romo-zed from storage area bong cooled w/iiquid nitrogen coniamiMilTl-*’'^ 
room & Icur omp’oyceis Errployous deconiam naled & r'aaal swabs taken' 
WOOOflUFF.nL Regon 2, Olc ol Iho Director. 00/01/19 ip 5249008? 524''rj 


9001300424 NRC Into Net CO 90 009. ' E«iondod Intor-.m Storage ct Low le-.^ c 
waste by Foal Cycio & Malls l iconsoos. ’ Svc list end. 


iNNINGham.rE D vision ot Induslnel & Modical Nuclear Salatv iPnt- «i— 
.-65-14 00/02/05. Conso'ideled Edison Co ol New York, inc I08pp 


CUN 
GL 
52564 004 


viai coniainiog t / or ic-aam poriecnneioio Spilling 10% ol contents an- 
preparatron Personnel coniroliad aron & sprii coveiod Commonwoaiih m pa 
JOUS rRA.j. S»AN8AKY„V1 Rpg'O.T 1, O/c o? Iho Director g-voioi^' 
6240»07l-5249a:072 iru uir/z ^ 


9001310123 EN BO-OCOon 000125, notice of proposed imposition pi Civl W's.-, r 
amount of $30,000 will bo Issued to ilronsoo based on m.uliipfe violsilor.s idenirJ ^ 
Augmpnled Insp Tearn 

TROSKOSKI.W., LIEQERMAN.J Olc ol Entorcoment (Posi 670413) FARUJio 
01/22 Ip 52504 137.52504:13/ 

9001310127 EN 00-009 on 900126,nolico Ol vio'alion & proposed Impostion Otcr.-J te- 
eny In amount of S/5.000 w ii be issuotl.basod on laiiu-'o lo correct elef>cencle5r/cr 
water sys ovodomps of pun^ mot irs. 

0 AKER.E. tiEBEnMAN.j. (jtc Of Etiltvcomont (Post B70413) EA-69 2T5 fin/nwn 
tp. 52514037-52514 037 

9001310137 PNO-il-90 OtOon 900123, pursonnel Idenlilieif w/lpw lave' eds'Rsl Co'- 
tam nauen to hands & loei.All porsonnol succussluliy daconiamlnalad & le'essed 
BROCKMAN.K. Region 2. Olc ol iho Director. 90/01/24 ip. 52504.139-52504 ij) 

9001310141 forweids biweekly Using ot generic communcabons boina considerMu 
under deveiepmeni by NRC. 

BERlinGER.CR Gertetic Ccmmun-col ons Branch. 00/01/10. GREEN W iw/a ■/ 
Nuclear Power Operations. 6pp 625I4'0LI2-52514 007. 


9002090076 Forwards cesponsa 10 Generic Lu 69-t3. "Svc water Sys Prebieme Aiioci- 
Ing Salety-Re'aied EquipmenL" Now Chlonnaiion sys Insialied usng hypoch'otiio 
ramer than gaseous ch'orine 6 lest ptegram w-ii bo developed 
H0LT2SCHER.0.U Illinois Power Co GL-89' 1 3. 90/01/29. Document Control Btench 
(Oecument ConUOl Desk). 5pp 52599.069-92599 073. 


900201O139 PNO-iv-so 005 on 900122, soioho’d valve toiiurp caused in-pian’ ipjoi 
10.000 to 20,000 lb ol dopiolod UF4 powiJor.Ono worker Inhaled 01 Ingeitfd staJ 
omouni or mail. Analysis of urine i lecai sampios underway. 

FISIIER.W.L. YANDBLL.LA. Doglon 4, OtC ol Iho DirociOf. 90/01/23 2m 
52532064-52532065 


9002120148 NlJREQ-1316 TECHNICAL FINDINGS AND REGULATORY ANALYSIS RE- 
LATED TO GENERIC ISSUE 70Evaiuabon Of Power-Operated Rqiei vaiva And 
Block Vaive Reliabii Ty in PWR Nuclear Power Piama 

KIRKWOOO.R OYlsIon ol Safety Issue Reso'uuon (Post 860717) 69/12/31. 26pp 
52611:293-52611 292, 


9002910379 PNO-1-90 005A:updaiO9 nohlicullon ol malluncUon ol source tra'-iter lute 
In rumoie iirtodoadir.p praci'yihorepy rrodiaior LIconaoo informed iego.i e( hto idd 
inckienia invotving aamo altuiioader mat also occurred on 0001 10. 

PiCCONE.j, SttANUAKY.M Region 1. Olc ol iho Difoclor, 90/01/23 2 m 
52522 IC6- 52522 107 


I6E INSPECTION ANO ENFORCEMENT 


9001230126 NRC ihlo Notice 90-005, 'T-nier-Sysiem Discharge oi Roaciot Cociani" 
Svc list end 

ROSSl.CE Division ol Operaupral Evenis Assessment (Post 8704if> 90/0f/29 
Consolidated Ed son Co cl New York, inc lOipp. 52535-125-52535227. 

9001230175 NRC info No'JCn 90-006. "Palerbal for LOSS Of Shutdown Coc/ing Wh ip at 
Low Reactor Coolant Levels " Svc I si e.ncl 

ROSSl.CE Division ol Operational Events Assessment (Post 87041)) tElN-88 038 
90/01/29. Consolidated Edison Co ol New York, inc. I0ipp 62535025 52535 124 

9001240190 NRC Info NoUce 90 007, "Now Into re Insu'abon Mail Porfetmanco A 
Dobna Blockage ol PWR Con’Aiinmeni Sumps " Svc iisi end. 

ROSSl.CE. DMsion ol Operelional Events Assosamont (Post 070411) 90/01/30 
Consbiidaled Edison Co. ol New York, Inc. 99pp. 52535-228-52535 329. 


9001250020 Suppi 2 to NRC Info NoUce 88-023, •Polential for Gas Btndng ol HPS 
Pumps Our.ng LOCA." Svc bst encl. ^ 

ROSSl.CE. Divispn ol Operational Events Assessment (Post 870411) 90/0i/3t 
ConsoWaiod Edison Co. of New York, Inc. 95pp, 52533:329. 52534 062. 

9001280198 NRC Info Noice 90-008, "Kr BS Haiards From Decayed aoi." Svc i« 

ROSSl.CE. Division ol Operalonal Events Assessmom iposi 670411) 90/02/Di 
Consolidated Ewson Co of New York, Inc. 77pp. 52683:l80-52583 256. 

**uJl*n Tlierauon 760 leleinerapy devrce conialr* 

Ing 3.600 O Co-80 inadverleniiy actvalodApparenUy caused by efecmcai state ds 

aitenttve to timer 

«469 lie 524M^l’f6 Director. 90/01/10 Ip 




9902029254 PNO-/I-C0-006 on OOOl i2,fro occurroU in dryer In unconiatniiafSC porton 
cl lac/ity laundry wh 10 drying rogs ceniaining dyo ponairar.t LIconsoe evenluiUy siw 

E ihed tiro w/watei liosu No inlurius ur confammouon noiod. 

ALPINE.E J. R09I011 2, Olc 01 me Dicctor 00/0l/t6. Ip. 52540 I35-5?MCI55 

9002050223 PNO il-OO C03.-Oft 000107, radiMCirvo frash confa:ning appro/t 1 rOn}' 
re-moved itom peiioni ipom & incnoroiod on 000106. A$n samples obiainsd or 
OOOiCO indiceiod no doieciobto activity Statu ol CA inlormod 
BROWN.H Region 2, Olc of Iho Ol'oetor. 00/01/11. Ip, 62540:21 1-52548 211. 

9002050263 PNO-iv-OO O04.or) 000l23,p'aht stiut down to Mpds 3 Pofid.tions 
gate laduie of conirol olomnnl drIvB motor cooling fan Motora B A OFiant s’er/F 
planned for 900125 

CHAMBERLAIN, D. Region 4, Olc ol iho Director 90/01/23. ip. 5254?.I68 
52547 168. 


9002060312 PNO-i 90 007 on 9001 30, plant manager euspondod from woni dja to 'ii 
ure to pass broethalyzor toal w/a!co)iol content abovo program limits (.04) Sfe scesa 
suspendod A iiconaaa Inliiaied indepondeni review State ol NH noliflod 
MCCABE.E Region 1, Olc ol iho Direcioi. 90/01/31. Ip. 62558.062-6255006? 


•002070049 EN-90-01D on 600131, notice ol vioielion A proposed impositon clcr/f pen 
ally In amount ol $100,000 w.ll be iSBuod Aciion beaed on lailuio to p-toperty cofisdsr 
ede ol emergency d-osol goneiator vent lalion auppori eyg. 

THOSKOSKI.W, LIBBERMAN.J Olc of Enlorcemonl (Poal 870413). EA-09 216 50- 
01/26 ip, 62598:223-52508 223 


0002070223 Forwarda drall ol proposed NRC bulleiin on loss ol fi l-oif It Rosetw-i 
transm-Uors.lor commonis. 

BERLINQER.C.H Generic Communicailona Branch. 90/01/29 MARIO.N.A Nutfear 
Management A Resourcoa Council (NUMARC) (lormoilv Nuclear Uility Manaje 13M 
52580 102-52588 184 


0002070310 EN-90 0l2.on 000201, notice ol violation will be Issued lo uiil Action basM 
on numerous violauona of fire protecUon ronaremonts ol lOCFR50,App R iTvyv-'9 
separalion of aalely equipment trains A tire barriers. ,,, 

lueHA4AN.J.. tiEBERMAN.J. Ofc of enlorcomeni (P 03 I 070413). eA-6eO?0. 90-8 
20 ip- 52604:256-52604 258 


9001300073 EN-90-W7;on 9001 24,noiice ot violation A proposed Impos Lon ol dvil oerv 
l9.^‘p E"'0'cefr.eni (Post 870413). GL-0B-O7. 90/01/ 


9002070314 EN OO-01 l;gn 900201, notice Of violation & proposed impcsiW of 
etty in sritount of $500 w\\\ bo issued Action based on failuto to provide persovei w 
^f.7, to gauge users A leak lost sea'od sources. , 

JOHANSEN, J., LIEBERMAN.J, Olc of Enlorcoment (Post B70413). EA 89 21? W/OU 
29- Ip 52500:346-52596 348 


9001300176 PNO ll-80-009:on 900113, NRC duty otllcer edvised that ConsolKtata 
conlafnfng mixed freight A two Troxler Model 3400 B mol' 

WOODRUFF, n.L Region 2. Olc of the Director. 90/01/16. ip. 52490:220-5249022 


9002070422 Forwards bated NRC bulletins A into nonces per 691218 request NRC 
aled uensmiiiai of all burotins & into noticoa to QovMndusiry Data Eicwige 
Propram w/o ends 

BRACH.E.W. Vendor inspocUon Branch 00/01/30. GRAHAM.V.C Navy. Os?’- 1 
2pp- 52687.220-62567 221 



6002370471 Forwards draft proposed NRC bu'lotin on loss of lil-oll in Rosomount 
■jarsr.tters.lor ccmmenis 

0EflLi‘JGER,C H Gano'C Commjn cations Branch. 00/01/29 WANEK.S.J. Rose- 
•nocni. lr,c. I3pp. 52507.227-53557 339 . 

6002090241 PNO AOSP-OO 002 on SOOiSO.potentiai violation ro Intimidalton cl QC re 
carpi insp porso'noi noiod.On 000202. lolephono threat reco.vod by vnle of 
rspecWr.Pcico repi ir'od UW socunty oraafti?allon rsviowing ovcni 
WARNICk.R.F , LATTA.n.L Associate Cnectoi lor Spocia' Prcjocts (Post 800101). 
0O/O2/C5 Ip. 62599 040 52569 049 

S00209004S £N BSCflSA ori 900202,o-dor imposing civil penalfy In amours of $50,000 
vii.i be Issued Stall conc'us'on thai violation occurred as etatod & that todjclion of 
sovarty levet o.' re t-gaiion of civ-l penalty inappropriate noted. 

LLEHMAN J LIEOERMAN J Ole of Enlorcement (Post 070413) EA-69'009 90/01/ 
26 fp 52S99O52-52503O52 

6002060062 EN 90 0i3.cn 900202, riot'co ol v.olaton & proposed impos.iton ol civil pen- 
e ty in amourM Ol $7,500 wi I be issued to llcenseo, based on repetitive le/u-o on part 
cl icensoo employees to adequately proleci ealeQuards Inlp. 

03SANO R p . I.IEBERMAN,J. Ofc of Enlorcement (Poet 670413). EA-86-227. 90/01/ 
30. ip. 52615044-52615.044. 

90021300SS PNO-i 90 006 on 900203, loss Of shutdown cooling ocecnotf. CBbs-ng leac- 
lo' temp to exceed 200 degrees P. Caused by ground Inu't on roaclor piolociion 
sys Press reloase issued. Ccmmonwoalih of PA notified 

Shetland, P 0, Region i, Otc 0I mo Director. 00/02/05. 2pp. 62645:333-52645:334 

6002130369 PNO'iii-00-00/:on 000201, ihorepoutic nnisadm'rietrui on InvoKrnn mlecicn 
0' seve.n lr- 1 92 seeds Into patient lung occurred Caused by kink in p'astic lube used 
'0 posit. on seods Review of evoni by by medical consultant arranged. 

SRSNiAWSKi.D, MALLETT.B. Region 3, Olc of the Olreciot. 90/02/05 ip. 
52647 057-52647:057. 

9002140012 PNO-IV-90 037 cn 900208, p'ani irippod from t005s reactor pewar on low 
row.Caused by dlllereniial element ovoicurront relay aignat mpe^ng leacioi cooient 

C jmp. Refuel ng ouiage schodu'ed lor 900306. State ol KS will bo infotmod 
OLLER.E. Reg cn 4, Olc ol the D locior. 90/02/07. 2pp. 52655.300 62655 361. 

9002140116 Responds lo B0i2t3 Hr ro NRC Into Noilco 69 QS6.St.ppi t Purpose Ol rel 
'.0 C-j9aaa 601025 Hr In into notice was lo alert llcensoes to poteniioi defoci -n PVN 
nsit supp.lod to OcBdSO. 

POSSi.C-E D.vi«.cn o» Opa'adonai Evonis Aesoeamom (Posi 07O4i i). iEiN-89-056 
90/01/30. DUBOSE, C.H. OuBose Stool. Inc. 2pp 52840:350 5204U 360. 

9002160129 PNO<l-90 009.on g002a6.nleiil ehuldowrk eoiTimoncod diro to Increati'-g un- 
idsitr'isd RCS isakaGd due to tailed pump soai. On @001 iO,/oc-/cu'afioA pump A rfls- 
efarga ve'<vQ Isred lo dose Outacu of 6 days planned to rope'r pump aoe' 

YCU°13.8. Region 1, Olc of Iho Qractror. 96/02/06. tp 626S8:l64-^2856 164. 

5002I30I43 EN-W-Ot? on 000206, NflC approved Issuance ol order mod-fying kee/»o S 
issksica of noico of vio'ailon on 000213 ro vioiot-ons invo'-ving doihoteio ma'i tei$r) 
siaieTiQnts & loiu’a to nvaluaie const deticiondos from 1004 to <060 
LUEHMAN,J., LIEBERMAN.J, Ofc ol Enlorcomoni (Post 070413). EA-80-106. 90/02/ 
f2 tp 52656.204-52658.204. 

(003160099 EN-90-014 on 000207, nokce of v.olotion & praposod imposiiton o< civil pen 
a'ty h amount ol $i.250 will be issued, based on fadure ol rociaton seloty comm’iioo 
10 rriaei in Sacend Ouano.' fOOR. 

JOHAtgSEN.J,, LIEBERK/AN.J. OIc Of Enfornomenl (Post 670413) EA'69-2l6. 90/02/ 
02. ip S2ee9:004-52686.004. 

9002160154 PNO-I 90-010:5 Of 14 operators faHod raquAlificniidn exam perlornreif 
djitng wk ol 600l29'0202.lnclud.ng oddl atafi operator used on'y m 
aimu eio.' individuals removed Irom iicunsotJ duiioa.Confirmatory action Hr issued on 
900202 

FlOREK.O.. CONTE.n. Roo'cn 1, Olc of tho OirociOf, CAL. 90/02/08. ip. 52609.307- 
52668 307. 

9002220033 PNO'AOSP-90'004.oti 900214, last luol assombly loaded fnio reactor vosse! 
to days ehe&d ol schodulo w/m'noi inierrupliona.Residoni Inspecreia w/l prtyvido 
beckshili covcieue lor solecied plant ovobtiona. 

WiEBE.J., JOHNSON, W. Region 4, Olc ol the Director. 90/02/15. Ip. 52674.358- 
52674 3 50. 

9002220037 PND-ADSP.00-002A:updeied Info rs potoniiai Iniimidotion of OC 
mspector Phone call did not imply death Ihruat & not as eoncus as origlhaKy chaiao 
le.'i/ert. 

WARNICK.n F., LAHA R.L Region 4, Olc of the D roclof. 90/02/15. Ip 62670 274- 
52578:874. 

9002320104 EN-90-OlB:9002l3.ordor modifying )<r3nsf» /oMpc'-vo ImmerfleJoly) wsuod 
lo I cansee. Action based on iduniificat.On of unmonllorer] roloaae ol tadioaclivafy con- 
tarr.nalod water Irom laci'.iiy bldg to retention pond. 

JCHANSEN.J., LIEBERMAN.J. Olc 0l Enforromeitl (Post 670413). EA-90-033. 90/02/ 
13. tp. 52695:201-52885 201. 

9002320177 PNO I-QO-OI I on 000209,6001 discharge of conisnilnaiod vvalcr 
noted.Causo of teak under invosligation. Licensee Inlllaiad pumping at crMitemittaUxJ 
MSfer (nio eva.iaPle storage tanks & Insialtalldn of fon exchange catumns on elorego 
tanks. 

ROTH.J, BORES.R. Reg'on 1 Olc of the D.reclor 90/02/09. Ip 62674flB4- 
62674:084. 

9002330196 PNO-V-BO-ooe oorlhquake ol 3 9 magnitude actuated ae.smic monitoring 
insiruTientailon.Moderato earthquake declared & appropriate wa'Kdowns & verllfa- 
lons pertormed per emergency plan prpcoduros. 

MENOOMCA.M,, NARBUT.P. Reg on 5. Olc ol the Oiroctor. 90/02/06. ip. 62662-046- 
52662.046. 

9003220267 Fomiards b.weekly listing ol generic commun'.catlons being considered by 
NRC for info.inc'.ud ng bulletins, Into notices & generlo lira. 

BERLINGER.C.H. Qenerc Communications Branch. 00/02/02. GHE6N.W. Insillule r)l 
Nucleer Power Operations. 6pp. 62699:106-52689:190. 

9002320298 PNO-iV-QO-OOOton 900202, reactor trip occurred when Train S brealcer 
oper.ed.Cause under investigation. Train roaclor trip breakers rep'aced Slate of TX In* 
fermad. 

HOllER.E. Region 4, Olc of the Director. 90/02/02. 2Dp. 62695-280-526S5-200. 


9002220426 Pf-fO IV-BO-OOS on 9002fi.unl expQ.-ionced partial ESF aciuation of stand- 
by diosa) gonerator Caused by Tcpa 2 invorter irip.Liconseo suspended further uso of 
procedure involved & tagged cut cnarger .n FLOAT position. 

CONSTABIE.O.L Reflori 4, Olc of iho Oreclor. 00/02/12 2pp 52674.-082- 
52874 053. 

9002230089 PNO-lll-00-008:on 9C0209.liconseo roperteo that 42-yr o'.d lemaie patieni 
undergoing troatrr.ent ipr vagi'iai cancer recer-vea Ooso of raciaiion 27% higher than 
Uiel proscribed NRC med cal consu'tani coniraclod >o deiormir.e oflecis. 
SRENIAWSKl.D J . MALLETT.B.S. Rog.on 3, Olc of Itio Director. 90/02/09. ip 
52716.291-52716 291. 


NUREO NUREQ REPORTS AND RELATED CORRESPONDENCE 


9001290001 Fonvards "North Ar^na Power Station Emorgoncy Plan Table 5.1, 'Mm 
Slafling Rsqui'ements lor Err.ornencies"’ & "Surry... 1ab'o 5.1, ‘Min Sialiirg ReQuiro 
moms lor approval, per 10CFR50 S4(D),NUnEG-0654 6 NUREG-0737.SuppJ 1 
ST6WVART.WL vl.^inla Powor (V rginia Electnc & Power Co.). 8989-656. 90/01/17. 
Oocumont Ccnirol Branch (Document Control Desk). 2pp 52489:080-52466 076. 

0001290111 Forwards sa'oiy evaluaion concibd ng that License Cond t on 2C(4| ro in- 
plartt safety rellol valvo aischaiga losis of conservatism ol certain loads eppi od in 
anai^s of Mark i containment mol.per S5ER 6 (NUREC-0799). 

STANGJ.F. Proloct OroctO'Qta ll(-l. TAC 69607. 90/01/18 SYLVIA, B.R Dotre.t 
Edison Co 3pp. 52454:087-53454:093. 

9001290168 Advises tliai admlnslrailon of ganoric fundamaniais oxem soct.on of writ- 
ten OL exam wft ccniorm lo slated rag'alrallon A exem process gi/ dal nes lo be in- 
c'uded m next rev of NURE3-1021, "NRC Operator Licons ng. .." 

COLLfNS.Sj. Region 4. Ofc ol the Director. OL-6d-i7. 90/01/09. OEWEASE.JG 
Lou'eiana Power & Light Co 5pp 624 73 001-62473 005. 

9001290287 Forwards MHQ Technical Assoc aios 000108 response to NRC press 
toioase.reeuesii''Q that corrmon's be brought lo attention ol Special Committoo lo 
Review Severe AccidoM Risk Rept Placomoni ol Hr In POR requested. 

BARTiETT.CB NRC - No Dels led Affiliation Given. 90/01/12. HOVLE.J. OfHco of 
the Secretary ol the Comm sslon. tp 62451:353-52451:365 

-9001290272 Responds lO NRC Frees Rofeeae 00 - 2 , "NRC Spddal Cornmitfoo to 
Hevievr Sorote Accldoni R.sVa Repl to Meat OOOiiO 10.” Bring ng ol cemmenta lo 
eotsmic haia-d curves & human raiiabilly analysis to siioniion ol commiiteo reguesi- 
od. 

SHOLlY.se. MhB Technical Assoclotos OO/OI/CB. SARTLETr.CB. Offico cf Nuc-'o- 
ar Rcgulolory Roseeren. Duaclor (Post 890720). 2pp 53451.3&4-52461-356. 

9901308407 7/ar$tripl ol ACRS SuOco/r.mHo on Snvero Acc dp.nls & Subcomrn'ltoo cn 
PRA 000124 meotlnq in Aibuquprquo.NM to review NLlREO-1 150. "Govare Accidem 
nieks." Pp 331-401 SuppoM ng hlo oncl. 

* ACRS ■ Advisory Commitoo on Reactor Sotoguards 90/01/24. 24lpp 524d3't93- 
52464 076 

9091300428 Ttenscnpl Ol ACRS SubcomTilitoo on Sevoro Acodonie A SubcorTi'iiilleo 
on f^A 900123 meeting in A'tuquorquo.NM to lOv.ow NUREG-11B0. "Sovore Aoci- 
(font Risks." Pp 1 -330 Suoponir-Q inio enci 

* ACRS • Artv.sory Comm.neo on Reactor Saloguaros. 00/01/23. 448pp. 52462:017- 
52463 102 

9001300431 Ptovidos noiiiicdilon pt comploiion ol Inadequate) core eooirg mon'ilorlKg 
eys enhe<'.tomonts,NLlREG-0737.ltom II F.2. 

F^IGGNBAUM.T C. Public Service Co. Ol New Hampshire. NVN-OOOlS. 00/01/20. 
Oocurr,eni Control Branch (Document Conirol Desk). 2pp. 52480:305-52490 306. 

8001390436 Forwards msp Ropis 6O-25O/09-59.£O'2eO/O9 58 & 5O-2OB/O0-S8 On 
00i2i8'22No V plat ons or deviations noted 

WilSON.BA Ass'islsni D.rocior for Inspocllon Progroms. 90/01/10. KINGSLEY, OD 
Tor-xicsseo Vai'ey Authority. 4pp. 62496 339-52406:352 

-9001300442 fnsp Ropla £0-259/60-58.50-260/e0-58 <S 50-296/00-56 or) 801210 
22.N'o vlqIsUons or dovlaiicns noted. Mo|ot eroos inspected control room operator & i:- 
cctrsod operator roqual.ilcaiion accrodiiad tirilnng programs. 

ORESLAUB Region 2, Olc of the Diroctor. 50-260/60-58. 90/01/10. 10pp. 
52496:343-52490:352 

9001310254 Rosponds to 891 130 roquosi lor oddi Info ro 800720 response lo Generic 
Ur 99-08 re long-Iorm arosJo.h/corrosslof) rron4orir)g program lor high-energy catban 
sioci sysProgiem meets NUMARC Quidellnos doscr-bod In App A ol NLlREG-1344. 
BRAM.S.Q. CSsnsolidBled Ed-son Co. ol New York, inc. QL-80-00 90/01/17. Docu- 
monl (^onaol Branch (Documoni Control Desk), ip. 62503.106-52503:106. 

0002010197 RequoeiB NRC approval to dlscontmue formal nalilicatioo of pormeneni 
changes to organisalion & permane.nt roptacomem ol senior monagors. 

RAY.MJ. Tonnosseo Va'ley Authority. 00/01/24. Oocumont Control Branch (Docii- 
nientConar^ Desk) 2pp 62641:203-62641:204 

9002010217 Forwards salsty ovafuabon conclud.ng that procedures gonorallo-'i package 
ftjf inHir^ding omorgoncy oporafing procedures needs lo be fmp.'oved lo address pro- 
orammatic Improvemenis.par Generic Ltr 82-33 & NUREG 0737.Suppl I. 

11000,0 Project Direclorsie 11-3. QL-02-33. 90/01/19. TUCKER, H.a. Duke Powor Co. 
10pp. 62532:601-52532:010. 

9082010261 Forwards rasulia (torn leodwatoi no22lo oxam.ln accordance w/NUBEQ- 
0610 Insp format. 

OEVINE.J.C. General Pub'lo Uli'ltlas Corp. . GPU Service Corp. 5000 00-1057. 90/01/ 
IB. Oocumeni Control Branch (Decumertl Control Desk). 10pp. 5261 5:006-5261 5: t05. 

9002010416 AdvtsQB of Closure of Sid Deficiency Ropi 247 .Rev 0, resulting from Yucca 
Mounfafn projeci ofc OA Audit 66-OS ol llL.Oe6c(ency covered lack of documertfarlon 
in 10.x series procedures, per NLfREQ-OOS6. 

HORT(»f.O.G. Energy, Dapt.ol. HLW/R. 90/01/26. JARDINE.l.J. Lawrence Livermore 
National Laboratory. 6pp. 52635:332-52535 336. 



&002020023 forwards Supp' *5 to "HuTian Fecio'S CfiOR of Comancha Peek Steam 
Eleclric Stai'on.” cooia'ring suioTiafy ol surveys, addressing comp'iarico por NUREG- 
0700 & identifying ihreo iistod items licensee deems appropnato. 

CAMitL.W J. ru Electric (formerV To'BS UtHiiSS Gerioratr.g Co ( TXX-9(}(J?9 90/01/ 
24 OocuToni Controi Branch (Documort Co-nircl Desk) 2pp. M526.174.5252B'183 

-9002020029 Suppi 4 lo • Human Factors CROR 0( Comonche PeaH Sloam Eloclns 
SlflUon 

• TU Eieciric (lormorty Tenas Uintos Generatng Co). GL-82-33. 90/01/31. Opp 
52526;176- 52526 183 

9002020187 Forwards EGG NTA 8701, •'TMI Ac'iort • NUFIEG-0737 (IIDI) Relrt)* & 
Safety Vaivo Tesl ng VC Sumr.e' Nuclear Station ' A'l iterrs completed oncepl qusl (•- 
cation ol p p ng & supports upsiroem ol safety valves S PORVs. 

HAYES, J.J Project DireciO'ate ll-l. TAG 51606 60/01/19 BRADHAM.O.S SotiUi 
Carolina Elecinc & Gas Co 3pp. S2539 124 52633 1Q1 

-9001220107 EGG-NTA 0701 "TMI Action- NuREG'0737 (ilD.i) Relat & Safely Valve 
Tost ng.VC Summer Nuclear Station." tochn cal avaiuaHon topi. 

YUAN.C.Y, NAIEZNY.C.L, FINEMAN.CP. EGSG Idaho, Inc. (subs cl EG46. Inc.) 
FIN A-3492. TAC 51606 69/09/30 NRC ■ Uo Oolal'ed Afnsatfan G^ren 35pp 
62539 127-62539 161. 

9002050375 Forwards Amends 136 to Lleer.ses CPR-33 & OPR-37 & safety 
eva'uation Amonds dofole "buddy sys" re^ul'ement for ont^ Into high (adaiion areas 
& rewrite Tech Spoc 6 4.0, per format of Rev 4 lo N'jntG-Q452 ra Wost-ngltouse 
pwn STS 

BCCKIEY.B.C Ptq,oci 0 reciorelQ II 2 TAC 75-180. 90/01/20 STEWART.Wl- Vvgtv 
ta Power (V:rg riia Elecinc B Power Co.) 3pp 62542. 104-52542.207. 

-9002050379 Amends 136 lo licenses DPR-32 & OPR-37,doleiir.g "buddy sys" ie(|u«d- 
mont for en'-'y inio heh raJiaiicn a'ca & rewrii ng Toch Spac 6 4 B using loimai of 
Rev 4 to NUREG-0452, STS lot Woslinghouso PWRs '■ 

8EnK0W.HN. Proloct Oiiecioraia ll-2. ■bPR-37 A 136 90/01/29. Opp 52542197- 
52542204 

9002060014 Forwards "Ouane A'no'd Enorgy Clr Ste Specific Cffs.lo Radiological 
Emergency Ptoparodnoss Alert & Ns', ficai on Sys OA Vorfic'etion" Repi summaiizos 
01^10001100 dosign ays Sya edequaio In event of rad-olog cal amergoncy at eiio 
PEiERSON.GC. Fedora' Ernorgency Maragomoni Agency. 90/01/16 TAVlOR.J.M 
Ofc of the Executive Oiioctor (or Qporallcns ip 52558068-52550 345 

9002060096 Forwards safofy ovaluoiicn accopting changes m vosolut on of human engi- 
neering (tolidericoa roeulting from QCROR 

HOOO.O. Proloct Oirecioraie ll'3, TAC 64944. 90/01/23 TUCKER.HQ. OuVo Power 
Co. 2pp. 52555 t26-52S55.i33 

-9002060097 Safoty eva'ualon accepting changes in reso'uiion of human onginoohng 
deficfeireiee resulting from OCRCR. 

• Offco of Nucioar Reader Reod'aiion. Orecior (Post 8704ti). 90/01/23 4pp. 
52555:130-52555:133. 

90020701 16 SuiTima/y of 6001 1 7-18 onsiio eudil cl p'ant SPOS 6 OCROR.usf of aiien- 
doos and. 

DnOMERlCK,AW. Projod 0:recioraiO 1-4. 90/01/30 Proloct O-rodoraiO 1-4. 6pp. 
52604 216-52604 223. 

9009070239 Forwards Requa'iilcailon ProgreTi Evaluaton 6 Ropiacorront Exam Ropl 
50.24S/00.260L Of avauaiion condjcieo durng wKs of 891016 & 23 & oxams pdmn- 
laterod during v>k of 691016. Requa* ficationprog/om aatisiacio^. 

GALLO, n.M. Regon 1. Olc 01 the Oi'aciqr. 90/01/26 MROCT^KA.EJ NonhOASt Nu- 
clear Energy Co. (suba. ol Northeast uiii nos). 2pp. 52567.060-52507:14$. 

-9002070243 Roqualif cobon Program Evaluation 6 F.OP/6WR Power OscNalloo Insp 
Rapt 50-245/e9-260L on 89101921 6 23-26 Exttm rosuliaal 5 roacioi opotalora 
(ROs) & 14 of 1G so-nsr ROs passed all poA,ons of exam & ropiecemenf oxams 
possed. 

EASUCK.TA.. FLOREK.DJ, COnTE.RJ Rog.on i, Olc of Iho Droctor. DO/OI/25 
66pp. 52567 070 52567:145 

9002070419 Forwards prooutage IGSCC msp plan lor upcoming 1D90 refuoiirm 
oulage.Util wiil nol roulneiy auomlt p'eoulage plans m luturo per Generic Lir 89 Of i 
NUREG.0313. 

BRONS.J.C N'o'w York Power Authority (formerly Power Authority of ff>e Staio of New 
York). JPN-90-012. 90/01/29. Document Control Branch (Oocumoni Control Desk). 
2epp. 62587:258.52587:?85. 

90020801 19 Responds to rocomms.-ided ecUor-s ol Qerer.c Ltr 69-13, "Sve Walor Sys 
Problems Affecting Safety-Related Equipment." Plant sys will be rnamtalned In compti- 
ence w/ lOCFRsO.App A, GOC 4-f,GC>C 45 & GO 48 App B, Sod on Xf 
SlEBER.J.D. OuQuosne Ughi Co QL-SS-lS 90/01/29. Oocumont Contrcl Branch 
(Ooevrnent Control Desk). f6pp. 62594:248.52694;2ei 

9002080238 Comment urging edopiion of criteria lor a'l shipment ol Pu indtidod In Sec- 
tions 71.64,71.74 & 71.88 Of proposed nj'o, "Transporiat.on Regulatlons:Compalblity 
W/IAEA." Criteria will give force of law to US stds for Pu air transport 
lEVENTHAL.P., TANZER.S. Nuclear Control Inaiituto. 53FR21650 00030 00/01/29 
Oockotng & Services Branch. 6pp 52567-i4e-52507:l5l. 

9002060272 Comment re proposed ruio lOCFflZi.Concurs w/F MutkowsW amend lo 
NUREG-Oeso which esiab'Islies reasonable mn stds for Pu air liansporl fkghls 
through US erepace & opposes DOE atiempis to ui'dermino stds 
PROCTER.K.M Affiliation Nol Asslgnod. 53FR21650 00031. 00/02/02. OockeUng S 
Services Branch, ip 62687:163.62667:163. 

9002060281 Forwards Suppi 22 lo NUREG 0797 re operation ol plenl.W/o and. 
GRIMES.C.I. Comanche Peak Project Dfwslon. 90/02/02. CAHILL.WJ. TU Efodrtc 
(formerly Texas UliIiLes Qenoreiing Co.) 3pp. 52693:224-52693 226. 

9002080295 Comrr.ont supporting proposed rule 10CFR71 re NUREQ-OSCO No need for 
weskenl.ig controls exists. 

SPARROW.J Alfi’iaLon Noi Assigned. 53Ffl2l550 00033. 90/02/02 NRC • No De- 
lallod Affiliation Given Ip. 52667.170-52567:170. 


9002120129 NUREG/CR.3666 MINET CODE DOCUMENTATION. 

VAN TUYLE.G J , NEPSEE.T C., GUPPY, J.G. Brookhavon National Lsbo-etory '=:'4 A- 
3041. 8NL-NUREG.5174 2 89/12/31. Divishn ol Regulatory App'ca'ons iPcnl 
670413) 32lpp 525S22I9-525S3 179 

9002120142 NunEG-D540 VII N10 TITLE LIST OF DOCUMENTS WADE PUEIIC4.Y 
AVAILABLE October 1-31.1980 

* Division ol Freodom of Inlormaiion & Piibllcaiions Sorvicos (Post 6C02C5) 60/C'/ 
3l.326p|} 52581:263 52562218 

9002120143 NUBEG/CR-5395 VIO MULTILOOP INTEGRAL SYSTEM TEST (WIST). 
FITML REPORT. RELAP5/MOD2 MIST Analysis Comparisons 
KlINGENFUSJ A . PARECE.M.V. Babcock & Wilcox Co. FIN 0-8909 EPR'/NP-e4dO 
89/12/31. Division ol Syslams Resoarch (Post 880717). 300pp 52560 313- 
S2S8I 252. 

9002120140 NUHEG-1316 TECHNICAL FINDINGS AND REGULATOny ANALYSIS RE- 
LATED TO GENERIC ISSUE 70.Evaluailon Ol Powor-Opetaied Rcliol Valve Arid 
Block Vakro Reliability in PWR Nucioar Power Plants. 

KIRKWOOO.R. Divislo.n ol Safely Issue RosoluUon (Posi 860717). 80/12/31. 2Spp. 
52611 263-52611292 

9002120167 NUREG/CR-4469 V08 NONDESTRUCTIVE EXAMINATION (NDEl RELI- 
ABILITY FOR INSEHVICE INSPECTION OF LIGHT WATER REACTO-RS.Som, annual 
ReporLOdob^ 1997 - March 1068 

OOCTOR.S.fl. OEFFENBAUQH.J.. GOOD, MS. Batto'.lo Memorial Institute. Pacific 
Northwest Laboratory. FIN B-2289. PNL-5711. 00/10/31. Division of Eng-nectryg 
(Post6704f3) 67pp 52603:122-52603 180 

9002120184 NUREO/CR-2000 VOON12 LICENSEE EVENT RF-PORT (LEP) 
COMPILATION For Monlh Ol Docembor 1060. 

* Oak Ridoe National Loboratory. FIN A-913S. OnNL/NSlC-200 90/01/31 Offtco lev 
Analysts 8 Evaluation of Operational Onto. Director. 70pp. 53611:131-53611:23) 

9002120234 NUfl£Q/CR-5508 PRELIMINARY STRUCTURAL EVALUAT.CN OF 
TROJAN RCl subject TO POSTULATED flPV SUPPORT FAILURE. 
lU.SC tawTonce Livsrmo/e National Labaiatory. FIN B-602f. UCiD2ifi3l. QO/Ct/ 

31. D-vKlon of Eng nsorir.g (Post 070413). 3Spp 6261 1:224-5281 1 26? 

9002120237 NUflEG/Cn-5307 CLOSEOUT OF IE BULLETIN 80-02 INAOEOJATE 
QUALITY ASSURANCE FOR NUCLEAR SUPPLIED EQUIPMENT. 

FOlEY.W.J. OEAN,R.S. HENNICK.A PARAMETER, Inc FIN B 0729. PARAMETEP 
IE108 00/12/31. Div-sion ol Operaiionai Evonla Assossmom (Post 070411). iSpp 
52611:204-52611 223. 

9002120263 NUREG/CR5169 MOBILIZATION AND TRANSPORT QF URANUU AT 
URANIUM MILL TAILINGS DISPOSAL SITES.AppI cation Of A Chomlcal Ttanspcvl 
Mode: 

ERIKSON.Rl.. HOSTETLER.CJ.. KEMNER.M.L. Batiollo Momqrlal InsMulo, Radf< 
Northwost Loboralory. FIN 0-2402. PNL-7154. 00/01/31- Division of Low Lovd We$l9 
Msr>agomom& Decommsslpning (Post 07041 3). tISpp 62596'210-52S9G324 

9002129280 NUREG/Cn-5388 REACTIVITY ACCIDENTS A Roossossmorl Cf Th>« 
Oos'gn Bads Evdils 

OiAMONO.O.j.. hSU.Cj, FitzpaTRiCK.R. Btookhovon National Laboiatory. FIN A- 
3965. eNL-NUREO-5219d. 60/01/31- Division of Sysloms Rosearch (PosI 600717) 
iDSpp $2598:325-52597:999. 

9002120277 NUREG/CR-5492 INVESTIGATIONS OP iRRADIATION-ANNEAL-nEIIUTA- 
OIATON flAW PROPERTIES TRENDS OF RPV WELDS Phaso 2 Final Roport 
MAWTHOHME.J R . HiSER.A.L. Maionals Englnoenng Assoclalos. me. FIN (1-6900. 
MEA-20ed. 00/01/31. Division ol Enginooring (Post 0704f3| 302pp. 62674 001- 
52574 302 

0002120283 NUREOnAOOia RELAPS/MODE CALCULATIONS OF OECD-LOFT TRST 
LP-se-Oi 

HAIL.P.C . BROWN.O Uniiod Kingdom, Govt. ol. OD/PE N/544. 90/01/31- Olf,co of 
Nucioar Regulelory Rosoarch, Dirodor (PoSi D60720). /-Oiip. 52597.215-52597:254. 

8002I20284 NUREG/CR-5478 IMPROVED EDDY-CURRENT INSPECTION FOfi 
STEAM GENERATOR TUBING. Progress Report For January 1995 To Doconbo* 
1087 

OOOO.C-V.. OEEOS.W.E., MCCLUNG.R.W. Oak Ridge Nalional Uborniory FlN 6- 
0417. ORNL/TM- 11389. 90/01/31. Division of Endnoortng (Posi 070413}. 36pp 
62597:255-52597:203. 

9W2120292 NUREQ/CR-5424 ELICITING AND ANALYZING EXPERT JUDGEMENT. A 
Ptaciical Gulda 

MEYER.M.A.. ROOKER.J.M. Los Alamos Nalional Laboraloiy. FIN A-7225 IA-1 1GB7- 
MS. 90/01/31 Division of Systems Research (Post 880717). 424 fp. 52574 30G 
52576006 

9002120295 NUREO/CR'4469 V09 NONDESTRUCTIVE EXAMINATION (NDE) RELI 
ABILITY FOR IMSERVICE INSPECTION OF LIGHT WATER RBACTOMS.SomianiVja 
ReportApril- Soplombor 1068. 

OOCTOR.S.R.. OEFFENBAUQH.J., QOOD.M.S. Ostte'lo Momorial Inetil'jto Pacify 
Northwost Laboratory. FIN Q-2280. PNU-5711. 80/11/30. Oivts on o* Englroorirw 
(Po9fe704l3) 115pp. 62507:100-52597 214. 

9OT2120309 NUREQ/Cn-4550 V01 R1 ANALYSIS OF CORE DAMAGE FRECJENCY 
INTERNAL EVENTS METHODOLOGY 

ERICSON.D.M. ERC Environmonial & Enorgy Servicos, Inc WIIGELEFI.T A 
SYPe.T.T. Sand'B Nafonal Loboraiorles. FIN A-f228. SANDO6-2O04. 00/01/31. Divt 
akmolSystoms Rosearch (Post 880717). 4e2pp 62576;007-52677:126. 

9002120313 NUREG/CR-4214 ROl PI HEALTH EFFECTS MODELS FOR NUCLEAfT 
POWER PLANT ACCIDENT CONSEQUENCE ANALYSlS.Low LET HadB'-k>hP4n 
T.introdudlon, Inlegrallon And Summary. 

EVANS.J.S. Harvard School of Public Health, Boston, MA. ’ Sandla Nal-onal Labora- 
tories. RN A-1415- SAND85-7105. 90/01/31. Division of Rogulalory Appl-cati-^S 
(Posi 070413). 133pp. 52697:264-52598 066. 


9002090076 Forwerds nonproprfelary WCAP-1243B-A 6 proptfetaiy W'CAP-ffS37-P-A 
"Extension of Methodology tot Calculating Tiansrtion Coro DNBR PonalHos " Prenrfe- 

a rept withheld (ref 10C:Ffi2.790). 

NSON.W.J, Weslnghousa Elodrfc Corp NS-NnC-90-3483. 90/01/31. 

JONES.R.C. Reactor Systems Branch. 2pp 62634:1O1-52634:230. 


W02I20316 NUR£G//A-OOf3 RELAP5/M002 CALCUUTION OF OECO-LCFT TEST 
LP-SB-03 

HARWOCMi.e., BROWN, G. United Kingdom, Govt of. GD/PE-N/535 00/01/31 
Office of Nuclear Regu'alory Resoarch, Director (Post 860720). 40cp. 52dll;r>ft3. 
52611:130. 


* Ovislori ol Budget & Analysis (Post 890205) 90/01/31. 20Qp». 62610231- 
62611 07B 

W02120 3 20 NUREG/Cn-4731 V02 RESIDUAL LIFE ASSESSMENT OF MAJOR LIGHT 
WATER REACTOR COMPONENTS • OVERVIEW. 

SHAH.V.N. MACOONALD.P E , AUAR.AS. EG&G Idaho. Inc (9u8s Ol EG&G Inc.) 
FIN A'6309. ECG-2469. 09/11/30 Division ol Engncorlng (Pgsi 670413) 467pp 
52576:023-52579 129 

900JI20335 NUnEG0020 V13 Nil LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Ol Ociodor aO.iRBS.IGray BooV I) 

LOVELACE, W.H, Oiv.sion ol Computet & ToiGCommur.icallons Services (Posi 690205) 
M/OI/31. 5<l3pp. 52579,130.52500 312 

9002120341 NUREO/CR-SSee QASIS FOR SNUBBER AGING RESEARCH. NUCLEAR 
PtANT AGING RESEARCH PROGRAM 

BROWN, D.P. Lake Enginoonng, Inc. PALMER, QR Wylo Loboraloflos. WERRY.E-V. 
BaiicTe Memorial Insiituto, Pacific Norihwoai Laboiaterv. PNL-6911. 90/01/31. Onn- 
sJcn ol E»>g'neeflrg (Post 6704)3) 1 iPfp. 62601 •000.52601. 126 

9002120344 NUflEO/CR.5491 SMIPPINGPORT STATION AGING EVALUATON 
ALLEN.R P.. JOHNSON, A B. Qaiielln Momoilal Instil' ite. Pacific NoRhwmt Lebciaiciy. 
Fin B-2911. PNL-7191. 90/01/31 Division ul Engineering (Post &704I3) 143pp. 
52577240.52576 022, 

9002120348 NUfl£G/CR-6477 AN EVALUATION OF THE RELIAOILITY AND USEFUL- 
NESS OF EXTERNAL-INITIATOR PRA METHODOLOGIES. 

BUCNITZ.R.J . LAMBERT.H E. Future Reaourcoa Assodeioa, Inc. FIN 1)>2S06. 90/01/ 
3i. Oivis-on ol Sysioms Researcri (Post 69071 7j llipp. 62577.120-52577230. 

9002130117 Corrmonl opposing proposed rule 1QCFR71 re compaiibi >ly ol Pu a-t uona- 
porf /egufelrons w/iAEA aida.Murkotvsiii a/narx) should not be woakaned. 

FlINALOl L Allil ai:on Noi Assigned. S3Fn2t6S0 00036. 00/02/02. DochoUrg & Sorv- 
leas Branch ip. 62617:340-52617:340. 

9002130123 Comment o^osing proposed rule i0CFR7t re campai>bi>N ol Pu ea bans, 
pert regulations w/lAEA stds Urgos that aaleiy cniena am icriK ut M-jrkowski 
amend, NUREGj3360.bQ rnado law. 

JOHNSON, J. AMilialion Nol Asalgnod. &3FR2IS50 00035 90/02/02 Oocfcouig 9 
Services Branch. Ip. 52617:353-52617.353 

9002190162 FoAvards aoToty ovalueiion dlscuesmg prugremmatic ■rr^yravemerHs which 
w. I enhance utl'. abil.ty to develop & mainlnln consiaiontiy high riuaity emo'geiKY op- 
Qtalng procedures 

REEVES, e A Praiefl Oireciorato II- 1. TAG .14301. 00/02/05. HAinSrON.WG Aln- 
bama Power Cq. 2pp. 52640:153 52646:161. 

-9002130167 Salely evaluation re procoduroa gehoraiion package lor plant. Reclisoe 
subrr.lUod In util 630720 & 070512 lira should bu rov.owod lo nd<trOSs progtarrirailc 
ir'p'ovamonis ouHined In Soction 2 ol evaluation 

* Odico of Nuclear Reecior neguiaiion, Director (Post 0704 ti) GL-62-33 90/02/05 
7pp 62646 155-62646:161. 

9002199 3 4 6 Providea Hating of rocommondod gu dui nes for control of heavy leortspof 
MJREQ.06l2.Utll Should provldo eullicloni trein'ng.hanci'ing ays doaign.iodd hono'Ag 
.li'Aiolione & aquipmoni insD lo aasuro ro'iebio oporaiion aye 
HANNON.J.N Pro eel Oirectoralo 111-3 TAG 75102. 00/02/C6 EVEHS.K.H. W.sconain 
Public Sorvice Corp. 3pp. 62634 330 52634 332 

9002UOQ96 Advlsoe that ganeric fundamencaia oxam sociion of opomto' iiconeing 
exam tvfri conforin to Ksfed gu.(lalinos S w'l bo included <n next rev ro NunEG- 
1021, per Genorle Llr 69.17 & piiol test paniclpanl leodheck. 

GALl0.n.M. Regfon 1, Ole of mo Oirecior. OL.09.t7. l)0/0l/24 FRI22LE.CO. Maine 
Yankee Atomic Power Co. 6pp. 526S0'353.526S03S9. 

9003140074 Informs that gononc fundamomais exam aoction wi'i conform to Fsiod reg- 
isireiion & exam process guidelines which wli bo included in next rov i» NUREQ- 
lOat.ln response to feedback raco;vod.SarTipilng p'an onci. 

QALLO.R.M. Region 1 , Ofo ol iho Oirocior. OL-OS-17. 90/01/24. Mll.TENBERQFR.S 
Public Service Elecblc 8 Qas Co. of New Jersey. 8pp &26S0 160-52050:166 

9002140093 Oiscusses genetic lundnmoniala exam secUon.por Genetic Lb 09-17 re 
planned adminisiraiivo changes (o NRC oporslar licensing exam process Lisied logis- 
irauon £ exam guidollnos will bo inciudod in next rev of NLlREQ-iOEf 
GALLO.R M. Region 1. Ofe ol the Dirocior. GL-80-17. 90/01/24 ROCHE.M 0. Gener- 
al Public Ulil-lles Corp. • GPU Service Corp. 0pp. 62653:258-52653 265 

9002149106 Discusses generic fundamonlels exam aecUon of wuiion opnraior Ixonsing 
exam, pot Generic Llr 89-17. SecHon w.ll conslai of 1O0 muliipici chofeo quosi-ons w? 
passina teors sel al 80i4.Samplo plans S. reglsballon form encl. 

GALLO, R.M. Region i. Olo ol the Director. GL B9-17. 90/01/24. KElSERAl.W. Poim- 
syNen'a Power & light Co. 8pp. 52656:165-52655:172. 

9002140110 Informs that addendum to CROR summerv root wi;i bo submUlod 30 days 
alter atartup Iro-m current ouiage or epprox 900530. Addendum wiii desenbe 
l0CFR60,App R mods oulaide control roam. 

MR0C2KA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. NotiheesI UBI- 
iLss. B13442. 90/01/30. Documonl Control Branch (Oocumcnf Ceniroi Desk) 2pp. 
52668:110 62668:111. 

9002140111 Advises Ihal administration ol generic fundumonla'.s exem secbon of wilt- 
len operalor licensing exam will conform to tislod regisiralion & exem process guide- 
lines vrhlch will be inefudod In next rev of NUREG-IOzf.por Generic Ur 89-17. 
QALLO,R.M. Region 1, Ofc of the Director. GL-OO-tA 90/01/24. FERMM4DE2.W. 
New York Power Authority (formerly Power Aulhorlty ol the Stale of New Yo*K). 6pp. 
52653.-141-62653:148. 

9003140119 Advises thal edminlslratlon of generic fundamonlels exam secbon of writ- 
Iso eperaior Tcens/ig exam will conform ro llsled regfslrallon & exam process pujfe* 
lines which w.ll be included in next rev ol NUREQ.l02l,por Generic Lir Q9-17. 
OALLO.R.W. Region 1. Olo ol tho Director. GL-00-17. 90/01/24. MCNEILL.CA. Ph3a- 
delphla Elecirio Co. 0pp. 62665:352-62655;369 

9092140116 Advises lhai edmlnlsirellon ol generic fundemenlals exam section ol writ- 
ten operator licensing exem wJI conform to l.atod reglsbei'Oii & exam process guide- 
lines which will be Included In next rev Of NUREQ-IOS1,per Generic LU 69-17. 
QALLO.R.M. Reg on 1. Ole of tho Director. GL-89-17. 90/01/24. MROCZKA.E.J Con- 
necvcul Yankee Atomic Power Co. 6pp. 52655:344.5265S.351. 


ten operator I car's ng exam wi.i con'orm lo l.slort rog'slretion & exam process gu-do- 
Inos which wiJ bo i-^cLided in r\exl rev ol NUREQ-lOzl per Genoric Lir 69-17 
GALLO.RM Rog-on 1, O-'C Ol the Df'cclor GL-09-17. 00/01/24. MURPHY, WP Vai- 
mom Yankoo tiudear Power Corp npp. 52653:133 52653:140. 

9002 140121 Advises Ihal admlmstrei'cn of gerwic lunOamoniala gxam secnon ol wnr- 
ion operator .iconsing exam will conform to Hsiod rog.slrailon 6 oxem process guide- 
tnes which wfl bo nc'uOod in nexi rev cl NUREG-I02l,por Generic Lir 89-17. 
GALLO.n.M Region 1, Olc ol iho O.roctor GU-8t)-l7 90/01/24 FITZPATRICK B 
Ganoral Public Ulii, '.os Corp. - GPU So-vico Corp. 7pp 52653:121-52653 127. 

9092140132 Advises that genome lundemcnleis exam soctipn ol operalor licensing 
exam wil conform w/iisied guldeinos & wrii be mc'udod in next rev lo NUREQ- 
lOZi.por Gononc Llr 89-17 6 p lot test part cipant loodback. 

OALLO.R.M Region 1, Olc ol the D teclof. GL-e9-l7. 99/01/24. OIRD.R.Q Boaion 
EdsonCo epp 52655 246 52655 255 

9092140123 Adv'sea that uM 600220 response to Generic Ltr 88-14. "insirument Air 
Supply ^3 Prob'erns Aflnciing Safety. Reiatod Egu pmer.i," eccepieb'e. 

KININER.LL. Prelect Dltocloro'o ll-l. GI.-80-14. 90/02/02. COTTLE.W.T System 
Energy Rosoutces, Inc 3pp S265V2S0-5265l:252. 

0002140136 Advises thal adn'inislrallbr^ of ganeric lundamontals exam section of wni- 
ten operalor ilcanslng oxR-n will conform to iisied rogisiration & exam p-ocoss guido- 
Inos wtxori w/ide -nclucfecf rn rpsi rev of NLlREG-t02f .per Genetic Lcr 69-i 7. 
GALLO.n.M Regon 1. Olc Ol me Drecior. GL-SO-I?. SO/01/24. MECREDY.n C. 
Rochostar Gas & Electric Corp Bpp 526S3 113 62653 120 

9002140132 Adv'aos ihal admin.sirolion of Qnnortc lundamenlais exam soct on ol writ, 
ten operaiix Lcot^sing exam wi i conform lo l.sled registration & exam process gu do- 
liftofl wMchwJ. bs Included In next rev ol NUHEG-I02I per Genoric Lir 69- 1 7 
OALLO.R.M Reg.on i, Olc ei the Oirecior. GL-BR-l? 00/01/24. RUSSELL.J. New 
York Power Auinority (lo.-mcily Power Aulhonty of Iho Slete ol New York). Bpp 
52653 162-52653 169 

6992140139 Forwards Amend 26 to Llconso NPF-73 6 sofoty eve'uaiiort. Amond 
charxMS qu^ticai on roqui'emonis for mdapondeni safety oveijaiiort group 
TAM.PS lYrMacl Oirocioroio 1-4. TAG 746/4 00/02/05 Slfc'DEfT.J.O DuQJOsnn LIgHI 
Co 4pp 52650:206-52650:216. 

-0002140142 Safety evaiuailon simpoHing Amend 26 to Llcensa NPF.73. 

’ Ollico of Nucroar Reactor negLietion. Director (Posi 0/0411). 80/02/05 3pp. 
52650 214 52650:216 

9002160139 Comment on proposed ru'o 10CFR7I ro compotibitity of Pl elr ironspori 
logulabons w/iAEA aids Supports Sot'Slpr MukowskI amend (NUhEG-0360}. 
GaOnON.J.P. GAGNON.C L All nation Not Assigned 53Fn2l5&D 00082. 90/02/04. 
NRC • No Coiofod AIM alien Gven. ip. S2e35;320-52635’320. 

9002160142 Commoni re mopoaed ru'o f0CFR71 concerning crrmpolbMly or Pu ai' 
iranspon logu’oiions w/iAEA sips Support lor atrici aids lor caaka which iranaport Pu 
urgoo Adopiwn of Murkowski stds as m n roqulroment roquosiad 
TfTOMAS.O. AfMaHonNot Assrgnett. 63Ffl2(550 00058. 90/02/03. Dockoting S SOfV- 
■cea Branch ip 62635316-52^5310. 

9002t$0>46 Com-nonl on preposed rule tOCFR/l r» cdmpal brlrfy of Pu a'r irenspoii 
roguiatiO'is w/iAEA sldiSuppons Senator Muikowski amond (NUHEQ-0360}. 
HENORIl^SON.M Alli’ialion Not Assonod. 53Pn2l6S0 00063 00/02/05. ObcKolIng 
i Secvicca B/ecen ip. 52535, 310.52655 3I9 

9062160149 Cofnmoni supporing proposeil rule 10CFR71 ro compsiibrity ol Pu a'r 
i/pn^n regulauot'is w/Iaea aids Approval of Seennna 71.64,71.74 6 71. 6B of prp. 
peaad 'Ufa urged 

SCHEUF.H.JH H 0 U 80 bl Pup. 53PR2t650 90071. 90/02/08. CHILK.S J. Olfico of Iho 
Socretary of ihe ^rnm'ssion 4pp ti2635:3t4-5203S:017. 

9002160193 Ccxyimoni opposing p'oposed ruio 10CFR71 to compai'b.Lty ol Pu air irana- 
port roguia(ior« w/iAEA aids Suppotls amend to NUREQ 0360. 

KiNO.C AiMaiion Noi Aasidhad. 63FR21&50 00077. 90/02/00. Dockoiing & Services 
DrarKh. Ip 52635:304-52e3S;304 

9002160169 Commeni opposing proposed rule 10CFR7I ra compaiibility of Pu ad trans- 

E iri regulaiiong w/1AtA sids Supports Murkowski emend (NUREG 0360) which eols 
rlh roascnabie min stds. 

MARIO .G.L. AfliLDlion Noi Assignor). 63FR2I650 000 76. 90/02/06 Docket ng & Serv- 
ices Branch Ip. 62635 303-82635 303. 

9002160224 Forwards EGO-NTA-9702, ' Technical Evaiuailon Ropt TMl Acdon-NUREG- 
0737 (II 0.1) ReTel & Safely Valve Testing." Rept Indicaios lhat uiil haa mot all H.D.t 
rouuireinenia w/ axcopilon ol one open Hem. 

JABOOUn.KN, Proiocl Direclorato 11-3. RN 4-6402 TAG 66763. 00/02/05. 
TUCKER.HB. Duke Power Co. 2pp 52660:104.52658:140 

-M0li203t2 EGG-NrA-fl702 '-Technical Evafuaftor Repl.TMf Ac(lon-M/REG.0737 

: ll O l). RoDof & Sototy Valve Tesilng.Caiawba Nuc'oar Station, Units 1 & 2." 
dNEMAN.C.P., NALEZNY.CL EG&G Idaho, ino. (eubs ol EG&G. Inc.). 
fINEMAN.CP. Idaho Nai.CTBl Engfioohng Laboralo/y. FIN A-6402. TAC 65753. 69/ 
11/30. NRC • No Doiellod Alll'.latlon Given. 35pp. 52656:106-62668. 140. 

9002220901 Forworda safety evaluBlion, concluding ihal util procedures gonuraiion pack- 
age needs to be reviowoo to address programmaiic Improvemonis which will enhance 
ability to malhiBin high quality emergency oporaiing procedures. 

OllANNLD.G. Projact Dirodotaio IIM. TAC 44331. 90/02/14. PAHKER.T M. Nonhern 
Slates Power Co. 3pp. 52605i305'5?OS5-.322. 

-9002220002 Salety evaluatlen concluding lhat procedure generation pocKoye needs lo 
bo reviewed lo eodreas program.meLc Imptovomonis which will enhance ^IKly to de- 
velop & mamtain nigh quality emergency operai'ng procedures. 

* OiHco ol Nuclear Reactor Rogulatlon, Oirecior (Post 67041 1). QL.82-33. 00/02/14 
ISpp. 52695:308-52605:322. 

9002220047 Comment aupporllng proposed fulo 10CFR71 re compaiibility of Pu ab 
Iranwrxt regulations w/lAEA sics. 

MURKOWSKLF.H. Senate, 63FR21650 00100. 00/02/07. Docketing & Sorvlcoa 
Branch, ip. 8266B 049-52660.046 


9002220081 Apciicaicn lor orr.eod to Llcenso CPR-23, providing Toch Specs for reactor 
vessel level IftsiroTienraltort 8)-s S core oat irisrnioco'jp'es per NUBtG-l)?37 & Ce- 
nedc Lir 82-28 

CUrreR.AB. Carol na Power 8 Light Co GL-82-28. 90/02/13. Docuttonl Control 
Branch (Oocurnoni Ccnircl Desk), /-pp 62674:3'*7-5267A:3S4. 


-9002220106 Prcposed Tech Specs ro reactor vessel level r.sirumontaHon sys & core 
evil therrrtocojp^s per NUPEQ 0737 & Gerer'c Ltr 82-20 
• Caro'iria Power S Light Co GL-02-28 00/02/13. 4pp. 52674 351-52674 354 


9002220181 Forwards salety evaUation ro piocoduras gonarai-oh package let plant & 
programir.fllic iT.provomonts to erihsr.co ablity lo develop & maihialn conslsievjy 
Man q-jality omercencyopeiatng procodures. 

QllnER.J.G. Pfoleci Draciotefo HM TAG 44295. 90/02/14. AL6XICH.M. Irtdiana 
Mchlgan Power Co. llo'tnerly Indiana 8 Michigan Electric Co.J. 3pp. 5268M70- 
52669.185. 


-9002220186 Satofy avavehcnte procodr-res ger-e-aion package tor (aciMy. 

• NRC • No Dote/od A'fi' siicn Glvon. 60/02/^14. 13pp. 52689.173-52669:t86. 


9002220384 Forwards salety evaLotion dscusshg programmatic lir.proyements lo en> 
hance ab.ity to dovo'op 8 maintain consistent. y h'^ Quality emorgency oporahttg 
procedtros in response io procoduros goneratlon package did 661230. 
PULSIFER.R.M. Prolocl Directorate IIM. TAG 44283. 90/02/14. BERRY.k.W. Con- 
sumers Power Co. 3pp. 52073.081-52673 033. 

-9002220440 SER concluding that p/ocoduros generaton package dtd 661239 should 
be reviewed to address prograrr-matlc IrrptQvemonta to llowchart forrmal & tog'c terms 
‘n writer^ gurdo. 

* NRC • No Dote led AfflllaLon Qrvon. QL'B2-33. 90/02/14. tOpp 52673.084- 
62673:093. 


9002229676 Forwards safety eva'uatlan conclud ng that procedu'es ganerstron package 
Subtmilted by 830633 & 85091 1 lira should be reviewed to address prograrrmailc im- 
provemenis oullned In evaluation. 

LaBARQE,D.E Prolsci Oirectoroto I-1. TAG 44302. 90/02/13. BRQNS.JC. New York 
Power Authority (formerly Power Authority of the Stele of New York). 3pp 5269S2S9- 
52666 271 


9001200192 Supp1 1 to NflC Info Notice 66 030. "Teigei Hock Two-Stago Sa'oty/RelM 
Ve-Ve Setpoinl Drift Update " Svc list end. 

ROSSI.CE. Division of Ope.'etionel Events Assossment (Post 870411}. EIN82-4'. 
00/02/02. Consolidated Edison Co. ol New York, Inc. 78pp. 62550 238-52556 3'7. 

0001290227 Forwards "Per-formanco indcetors tor Operating Commercial Njc'eb- 
Power Reactors;Da!a Through Sept 1989, Parts I 8 ll.’’ 

HICKMAN.de. Oti.co fer Analysis 8 Eva'uation of Opereiior'.al Data, O-rector. 90/01/ 
22 SKOCZLASJA. Document Control Branch (Documom Conlrci Desk), ip 
52452001-62453:174 

-M0I2B0232 "Psrformanco Indicators for Operating Ccmmerdai Nuclear Po-wx 
Reacws.Dala Through Sept fSSO.Psrfs 1 8 If.” 

’ Ottoo lor Analysis & Evaluation of Oparetlonoi Data. Director. 69/09/30. 532pp. 
62452002-52463 174 

0001300424 NRC In'o Notice 90-009. "Extended Irtierim Stcrage of Low Lo/el Rad- 
wpeie by FlibI Cyc'e & Mans Licensees ’’ Svc nst end 

CUNNiNQHAM.R E. O.vsion of Industrial 8 Medical Nuclear Safety (Post 670729} 
GL-61-30. 00/02/05. Coneol dated Edison Co of New York. inc. t08pp. 62563 257- 
52664.004 

0001310148 Summary of Operating Reeclors Events Moeting 90 001 cn 900lt7.0rt 
OOOlld.loss ol otfsite power & mjllipie equipment to'iures occurred al Dresden U'lt 
2 Caused by failure ol rosarve auxil ary tranalormor Feedwater pump reslariod. 
HAUOHNEY.Cj Events Assessment Branch. OREM-OO-OOt. 08/01/19. FtOSSl.CE. 
Events Assosamant Branch 15pp. 52S3t:047-5263l.06l. 

9001310182 fonwarda fmal "Radiological Emergancy FVeparednosa Exorcise Rept ' 
SMOral areas requ ring corrective act.on & areoa recorrmonded for l'riproYi>rr.o*l roerv 
imed In exardso 

KWiATXOWSkI.D. Federel Etr.argency Management Agency. 00/01/12. CONQE...F J 
Ok^on of Radiation Protection & Emorgency Preparednoss (Post 870411) ?pp. 
52613265-62514 006 

-9001310203 Final "Radiological Emergency Preparedness Exorcise Ropi," on 800725- 
26 

* Federal Emergericy Management Agency. 89/12/15. OOpp. 52799:004 S2709;tl>]. 


-9002220500 Safety evaljai.on cor'-ciudng that pracodures generation puckage should 
be revised lo address items listed in ave'^uation.io adequately address requitemonis of 
Generic LU 69-33 & accomp'ish objoctNes m NUREQ-OSOO 
■ NRC • No Delai'od Aflliaticn Gwon, GL-e2-33, 90/02/13. tOpp 62696-262- 
52696271. 

9002220871 Forwards salety evaluailon eonciudug (hat rev.aw of procedures gonera- 
Hon paeksgo submtted by 640620.0822 & 860331 lira to aod-ess provammaiic im- 
provemonts noceasary. Considerekcn of insp Ropt SO 288/88-200 rosuU suegeslod. 
O’CONNOH.P.W. PfOieci Oiraoioraie IV. TAC 44201. 90/02/14. TnEVORS.O.A. Ne- 
braska Public Powor Oiatriei. 3pp. 62696 242-S2696:256. 

-6003220673 Safety eva'uation concluding thot procedures generation package aubmit- 
ted by 840620,0822 & 660331 itra snoi.ld be reviewed to address programmeVc im- 
provomonta outlined -n aveiuauon. 

* Cftico ol Nuctaer Reactor Reguiai.cn. Oirecio/ (Post 8704 ti} Gl 62-33. 90/02/14. 
Idpp. 9260e'245-52a96:258. 

9002230683 FOlA request for NUREQ/eR’Oi33.chronoiogic listing of ei evenia re ra- 
dioactive scrap steel & color diagram o( items containing radioaoKve mans routnaly 
Issued to scrap dealers. 

O'C0NN0n.0.J Marsh s MoLennen. inc 90/02/06. Division ot Freedom ol inlotma- 
I on & Pubtlcai ons Services (Post 89020S). 2pp. 52660.060-52868 061. 

9002220694 Final response to FOIA roqjesi for records App A records enci 8 aveTabio 
In POR.NUREG/BR-OtOO & BROtOS avarab'e for purchase through Govt PitnUng 
Ofc. 

GRIMSLEV'.O.H. Div.sfon of Freedo.-n of Informal-on 8 Pubifeauorts Services (Post 
890205). 00/02/16 O'CONNOR.OJ. Marsh & McLennan. Inc. 2pp 62666 062- 
52e6B-.l}63. 


9092010160 Forwards "Exerciso Evatuatlon of Implementation ol State 8 Local Radlo- 
■ogcai Emergency Response Plans (bonductod 09i0ti for Callaway Nuctoo' Rower 
Plant." Four Cited deiic anciss remodied. 

KWIATKOWSKl.D Fedoiai Emergency Manogoment Agency. 90/01 /22. CONQEl.F.J 
Division of Rad.ailon Protection & Emergency Preparednoss (Post 0704ii). tp 
£2622;329-52S23:045 

-9002010181 "Exerc'se Evaluation of impiomoniation of Siato & Local ReiJ’C'log'ceJ 
Elegancy Respenso Plans Conducied OOtOii for Co'iaway Nucloor Power Plant" 

* Feoorel Emergency Managomani Agency 69/t2/l1. 77pp. 52632330-326S3 045 

9902030023 Porws’ds corroctod Pages ll-lO.II-ll 8 11-13 to 0OE/OSTI-0200.Hr 
000106 request. New prolocl list page comein-ng data on plonnod Arkonsns Toch DnTv 
reseetch toactor eieo o-nci 

MiCHAElS.T.S. Non-Power Roocior, Decommiastoning 8 Environmonlal Prolocl Qroc- 
lorelo. 90/01/25. SiMPSON.W.F. Energy. Oapi Ol. Opp. 62533:161-52633 1$e. 

9002026090 Porwaroa brweokiy noiico of appkcatlons & amends lo O'wS 'v/of/riQ 
NSHC.^blishod In FR orv 900t IO.W/q oncl. 

MURlEy.T.E. Offico p! Nucioar Reactor Regulation, Director (Post 070411] gO-'OW 
26. (3R£AL)X.J.B. Senate. Environmoni & Public Works. UOALL.M.K. Ho'.iso ol RPp 
Inferior 8 insuiof Ailairs. SHARP, P.n. Houso of Rep., Enoigy 8 Commoico. ?pp 
62639.284-52539 266 

9002060041 Rosponds to 69121 1 Hr re Dunlep & Assoc, Inc lata proposal m tesponso to 
Sol-cllation RS-RES-OO 063.Donisp proposal win bo ovaiualod w/olhor ir.oly propos- 
afs ch/e to delay of mail fr^m NRC ma.l room. 

TAYlORJ.M Ofc ol the Exocutive Director lor Oporallons. CCS. 90/01/09. 
OODO.C J. Senate. 3pp 62647: t05-52647:n2 


9002230153 NUREG/8R-0066 V06 N1 ITS NEWS, Winter igeO.Vol O.Numbsr I. 

* Irjfor/rwlion Technology Services Branch 90/02/01. Ifipp. 52747. 310-6i?747-325 

0002230289 Advises that Commission has no ob|ecllon to proposed issuance of repi to 
Congress on AOs (or Jul-Sept 1989. 

CHILK.S J. Oiflco of the Secretary ol the Coirmisslon. 90/01/19. TAYLOn.JM. Ofcot 
the Executivo Director lor Operaions iBpp. 62701:295-52701:310. 


ORQ CORRESPONDENCE WITH OTHER ORGANIZATIONS 


9001230126 NRC Inlo NoHca 90-005, "Inier-Sysiom Discharge of Reactor Coo’ent" 
Svc Hat enci. 

ROSSI, C.E. OtviS'On ol Operai.onai Events Assessment (Post 670411). 89/01/28. 
Consol dated Edison Co. of New York, Inc. tOtpp. 62636:126-62635:227. 


-9092060044 Roquosia review ot end E Bishop 001211 Hr ro Dunlap 8 Assoc. Inc (vo- 
possi for SollcliBlJon RS-RES-9D 063 being consJderod as late submission Proriosal 
received on lime but not delivered to contracting ollicer by NRC petsonnol. 

OOOD.Cj. SenaCa CCS. 09/l2/tl. RATHBUN.D. Congrosslonai Afialra. 6p(» 
62647:100 -62547:112 

9002060014 Forwards "Duano Atno'd Energy Ctr Site Specific OtfalM RadiOloqical 
Emergency Preparedr.aas Alert 8 Notillcallon Sya OA Vorllciailon." Ropt eurr.rnarli<.s 
eng-neertng dosign syS Sya adoqualo In event ot radiological emorgency at eito 
PETERSON.QC. Federal Emergency Management Agency. 90/01/16 TAYl.OM.JM 
Ofc of the Exocutive Director for Operations, ip. 52650.06B-52550 345. 

-8002060016 "Duane Arnold Energy Cli Site Spocif.c Offsite Radlotoglcai Emergency 
Preparednoss Alan 8 NotllicailonSys QA Verification." 

• Federal Ernorgency Management Agency. 09/09/14. 277pp. 62550:060-62568 345 


9001230176 NRC Info Nolce 90-006, "PoienTal lor Loss ol Shutdown Cooing WhJe at 
Low Reactor Coolant Levois.’’ Svc hat enci. 

ROSSI, C E. O.vislon of Operat-onal Events Assaasment (Post 67041 1). OL-SB-I?. 90/ 
01/29. Consolidated Edison Co. of New York, Ino. 101pp. 62636:026-62536:124. 


9002070098 Summary ol Operating Reactors Events Meeting 90-002 o.n 9001 24. List of 

HAUOHNEY.CJ. Events Assessment Branch. OREM-gO-002. 90/01/26. ROSSI.CE. 
Events Assessment Branch. I4pp. &2612:287-&2612:300. 


9001240190 NRC Into Nolce 90 007, "New Inlo ro Insulation Mail Performence 8 
Debris Blockago ol PWR CcnlBlnmeni Sumps." Svc Hat end 
ROS5I.D.E. Oivlelon of Operaticnal Events Assessment (Post 670411} 60/01/30 
(Donsolldated Edison Co. of New Ycrk, inc. 99pp. 52535:22a.62636’329. 

9001260020 SuppI 2 to NRC Info Notice 88-023. "Potential lor Qes Binding of HPSI 
Pumps During LOCA." Svc list end. 

ROSSI, C.E. OiVlsfon of Operational Events Assessment (Post 870411). 90/0l/3l. 
Consol-dated Ed son Co. of New York, Inc. 66pp. 52633:329-62634:082. 

9001260198 NRC Info Notice 60-008, "Kr-65 Hazards From Decayed Fuel" Svc ItsI 
end. 

ROSSI.CE Olvfs'on of Ooeratlohal Evenia Assaasment (Post 8704I». 90/02/01. 
Consolidated Edison Co. ot New York, Inc. 77pp. 62683:180-52683:256. 


9002070246 Rooueat lot OM6 review & supporting ataiement re tOCF76, 'Sofogu&ids 
on Nudear Mall-lmplemonlellon ol US/IAEA Agreement." Eatmaled rospondeM 
burden Is 204 h. 

AMENTAJ. Office Of Information Resources Management (Post 0002061. OMQ 3'.60- 
0056. 90701/30. 11pp. 6269e:209-62608:219. 

9002060076 OlG 8SA-9 "Review ol NRC AcHvIhea Re Low Level Waste Disposal." 

' Office of Inspector General (Post 890417). 90/01/31. 21 pp. 62609 006-52609.116. 

0002060184 Forwards FEMA llnal exorcise evaluation of plant joint ollalio emergency 
prepersdneae exercise conducied on 890914. Arose requiring correciivo ecboos ra 
offsite emergency plana noted 8 wiii remain under approval ol 44CFR360- 
OREGER.L.n. Redon 3, Ofc Of the DIreetor. 90/01/26. FAY.C.W. W.sconal.n Elecfrlc 
Power Co. 2pp. 62603:089-62606:195. 



9002090202 Subm.is proposed procedure uporado guidance re Issue of procedival non* 
compliance & impaci on plan! safety in r^ucloar industry .discussed at 000105 meetiM 
HAWKINS P C Periomance & Oua'ity Evaluation Branch (Post SDOJOl). 
SHANKMAN.S.F. Human Factors Assessment Branch oo/Ot/tS ROEJ.W Division 
cl Licensee Performance & Quality Evaluation (Post 870411). Opp. &2S&3.167* 
62503169 

9002090271 Forwards "Unannounced Drill Evaluation of Impfomontalion ot State & 
Local Radiological Emergency Response Plans" No inodoquacies identilled du'ing 
drll participated in ^ Benton & Linn Counties ol State of lA. 

KW AIKOWSKI.D. Fodoral Emergency Menagomonl Agency. 00/01/22. CONQEL.F.J. 
Dcyison of Radiation Protection & Emergency Preparednoss (Post 870411). ip 
52568 167-52588:163 

-9002090274 "Unannounced Drill Evaluation ot Impiemeniotion of State & Local Radia* 
logical Emergency Response Plans." 

* Federal Emergency Uanagemoni Agency. 60/01/QB. iCpp. 52SQ6:i08-52568:l63. 

9002130161 Discusses sample ovalualions ol airborne roioasos by NRC mall Hcensoes 
& forwards list ol lurnlshsa relevant mail licensing guidance & regulatory guldea 
OLENN J E. Medical, Academic & Commorclal Use Safety Branch. 60/62/06 
BOYLE.fi. Regulatory Branch. 22pp. 52653 030-52053:061. 

9002140171 Advses that no domestic road shipment of spool fud by NRC Iconsees 
made between Oct Dec 1989. 

MACDONALD, CE. Transportollon Branch. 00/01/31. ROBERTS.AI. TtansportaUon. 
OopLol. ip. 52851:358-526&t:358. 

9002150103 Notice Of t’lng." Submila two repia u^aling malls Included in FEMA Doc 
1 988 consolidated find ng on plant. Certiticeie ol Sve oncl. 

FLYNN, H.J. Federal Emergency Management Agency. dl60 9829. OL 90/02/09. 
I6?pp. 52606.093-52606:224. 

9002160308 Forwards AEOO/E90 0I, "Falluros ol Elactrlcel Supply & Powor Qenoie- 
Uon Equipment Which Disrupted Plant Function at Nuclear Power Plents." issues ad- 
dressed in reel concern disruptions of auxiliary aiiotnating ac power si^.y 
WEGNER. M.S. Reactor Operations Analysis Branch. aEoD/EOO-oi 00/02/07 
ROSENTHAL.J.E. Reactor Operations Analysis Branch. 2pp 52656.012-52056032 

-9002150312 AEOO Rapt AEOO/ESO OI, "Feilu/oa ol Elocirical Supply 6 Power Gon- 
ereifon Eou'pineni which Disrupted Plant Function at Nudoer Power Plants " 
WEGNER, M Office for Anetysls & Evaluation of Oporational Date. 0-roclor. 90/02/28 
iepp. 52e5e.oi4-s2e5e.032- 

9002160054 Advises Ihst NRC recolvod end FEMA 891004 Itr & assocaiod F£MA 
Region V repi lot 881016 radiological omorgancy drill. No doficiondes ootM.licm of 
lesser aigniiicanca corrected 

GREOER.LR Regions. Ofool (ho Oroctor. 80/01/10- LARSON.CE. Nocihum Sisios 
Power Co. 2pp. 62e78:08S*52Q78:08S. 

9C>0216I)0S4 Forwards US Bank/upicy Court for Eestorn District of Tnnnessoo orders & 
rroir-orandum on debtors motion to alter or emend order 6 opinion re ateius of eelos 
afi'oement between DOE & AicnomiE.OOE beiiovoe egreemem oxniroo on e0082i. 
iAlljC. Energy, Dept. of. 00/02/08. SWIR.J.J NRC ■ No Ootaiiod AHi-iation Given 
lepp. 62d70.0fS-52670.O31 

6003220137 Responds to 86i2t3 roguost lor teviow of nnd draft F£MA c'ucviare re 
Coniinuiiy ol Govi Program. NRC unaware of any change in Com/iurty of Qovi lYo- 

8 ram thee would warrant designation ee Caiogoiv i agen^ 

ARRKM. ComiTiiseioneie 80/02/05. MORRIS.RH. Fedorai Emorgoncy Manege- 
ment Agency. 23pp. 62666:280-62688:310. 

9002220196 Summary of 0001 1 1 meeting w/INPO ro accroditotion & induetry shift su- 
pervisor ptdiecl. 

SHANKMAN.S.F. Human Faciora Assessment Branch. 90/02/06 ROE.JW, OxASlon 
of L/oensee Performance & OuaMy Evaluallon (Post 670-<fl). ip 52$86;082- 
62696:092. 

9002220246 Forwards FEMA |olnl exercise ropt of 600518 joint offsite emergency pro- 
psredness exerclse.ldenllflad delldonclos were corroctoU & domonsiretod dumg 
681103 remedial exercise. 

GREGER.L.R. Redon 3. Ofc of the Director. 90/02/06. SYLVIA.BR Ooiroil Edfson 
Co. 2pp. 52e74.239-62674;3?3. 

9002220300 Forwards FEMA 601221 Itrs transmitting lindinga lor oflslie omornency pre- 
paredness aspects ol 681207 rsmedlel exercise 6 690124 unennouncod dr1li.No new 
defefendes noledOffsIfe redlofogical emergency preperedness ade^ale. 
GREOER.LR. Reevsn 3, Ofc of the Director. 00/02/06. REED.C. Comrnoowealih 
Ed son Co. 2pp. 62689.001*62609:012. 


PR PROPOSED RULE 

9902010008 Cemmenf opposing proposed rule I0CFRI70. "Rev ol Fee 
8chedules:Radloisoiope Licensos & Topical Repta." Consideraron of incfneraior 
amend requires much more prof lime than that required for changing possession Imn. 
1.ECHNiR,R. Oerss & Schroeder Associates, Ltd. LECMNIR.R. Aftillallon Mol As- 
signed. 64FR49763 00012. 90/01/22. Docketing & Services Branch. Ip. 524/6:084- 
52475:084. 

9002010612 Commehl re proposed rule IOCFR170, "Rev ol Foe Schedules: ReeWso- 
lope Licenses & Topical Repis." Requests that application foes In less thar> slated 
amount range be deleted since lee adds unneceseery cost to NRC & licensees. 
WINSLOW, T.P. General Electric Co. 64FR49763 00013. 90/01/22. Docketing 6 Serv- 
ices erarrcfi. 2pp. 624 76.^-52475.081. 

0002010024 Comment suppofling proposed rule 10CFR170. "Rev ol Foo 

S&hedules:Radiol8olope Licenses & Topical Ropts." Endorses roimpositfon ol fee ce-J- 
(ng lor NRC reviews of topical repta. 

MAIODY.C.W. Advanced Nuclear Fuela Corp. (formerly Exxon Nuclear Co, Inci 
54FR49763 00016. 00/01/17. Docketing & Services Branch. 2pp. 62476X02- 
62475.081 

9002010071 Comment supporting proposed rule 10CFR170, "Rev of Foe 

Schedu1es:Radiol8olope Licenses & Topical Repta." Each Invoice In stated anxxint or 
more should be accompanied by specific payment instructions. 

MORRIS.K.J. Omaha Public Power District. 64FR49763 00014. 90/01/24. Docketing 
6 Services Branch. lp. 52476:079-52475:079. 


9002050117 Rssponds '.o EE Figabroadi U91013 Itr re Iconsing ol nuclear power 
^ants.per C4. Bach 89i2i9 request Now roguiaiions prov-de lor co't.'lcaton of stand- 
attUzoa nucteer power p'.snt designs befe-e const sites cboaori 
RATHQUN.OK Ccngressonal AKars CCS 90/01/11 GORTO-N.S Senate. 3pp 
52547:131-52547:130. 

-9002050120 Forwards eulhor 891219 i'.r to Senator S Gorton re nuclear power 
dovo'opmont.for lurlhor response 

BACH.C.L Federal Energy Bogulalory Cornm'ss:on CCS. 83/12/19. 
BRADDURN£,JC Congressional Aifa:ie epp 52547:134''2547 139 

9002080146 Comment support-ng proposed rule lOCFRz ro App C policy & procedures 
(or entweemom actlohs.Endorses sound actions to further Irrprove mamt a:>.vitios on 
ruclear ala/vs 

TAYLOn.JH Babcock & Wi:co« Co. SdFRSOeiO 00005. 90/02/05. CHILK.S J Office 
of tho Socroioiy of Iho Commiss'on. 2pp 52563:001-52563 002. 

9002080169 Comment supporting proposed ruio 10CFR2 to cornmonis lied by 
NUMARC opposing Increase m base civil penalty up to 50% m cases wfo'e cause of 
manl-roiatedviolBl'on b 1 power reactor is ptograir.matic lailuro 
flBVNOLDS.N.S Bishop. Cook. Purcoli & Reynrjids. 64FR.'‘OOIO 00006 90/02/00. 
CHfLK.S.J. Office of Ilia Socratsry oi tho Commission app. 625Q7.1 17-52507:124. 

9002080170 Commenl suppoiing p'oposeil ruio t0CFR04 lo (or'ogn.iion oi ASNT cem- 
I canon of radtog-aphers as allorna"vo to training & quali'-calion activities 
ROSIER.G.A. Oiofno ConttacUng Corp. 54Fn<f7089 0C032. 00/01/29. OocKoi'r.g & 
Sorv-ces Brancli. 2pp. 52567 1 to 52567:11 1. 

9002060171 (^mmeni on proposed ruio 10CFR34, "ASNT Codification of Industrial Re- 
dfo^apliors." UPl sgreos w/tu‘e as written but does not concur w/proposod require- 
moni lot third party ceriilicaiion o< rad ogtephors 

MCOURNETT.MA. HouSlon LiglUing & Prywoi Co. S4Fn47089 00028. 90/01/30 
Oockolittg & ^rvlcos Branch. 1 p. 52567: 125-S2567. 125. 

9003060179 Comnior^l on proposed 'u‘o 10CFF)2 lo App C policy S ptocoduros for on- 
lotcomoni acbons.pol cy Biatamuni ULI does not bollovo llconaoes wi'l understand re- 
quiremenialn suft-clcnt detail to Isko lequUad ac'.lcn to avoid sanctions. 

* Souwtam Californ-B Edison Co. 54F|150B10 00002. 90/02/05. CitiLK.S.J. Oif.co ot 
rno Socroteryof the Commissldri. 2pp 52607; 126-62597: 127. 

9002060193 Comment ^ proposed mis 10CFR2 re po'icy & procoduros for onfarca- 
mont actions Icr mani-rola'-Pd v.olai.onsAddllioh of oniorcomont policy ro increasing 
civn penally lot ptogtamirieilo mam piobioms Inoppropnaio & unnocossary. 

SYLViA.O.n Ootrolt Edison Co 541-RSOOlO 00001. 00/02/02. Oockolhg & Sorvicos 
Btench 2pp 52507 105-52667:106 

9002060194 Commorii supporting proposed rule lOCFRiTO, "Rov ot Foo 

SchoduieeRadioiAOtopo Licenses a Topical RepiSi" w/iisioil imp/ovomonis. 

(^OwiNA V Alabama, Sioio of 54Pn4e763 00020. 00/01/30 Dockoing ft Services 
Oronclt. ip 52567 126 52567:128 

9002060200 Commorii on proposed rule lOCFHi/O, "Rov of Feo Sciioduloa. Rodioleu- 
topo LKonsaa S Tppca) Pepis." Comm'-ason shoiJb noi ii.7).'l rrioans of payiro/ii ro 
ofodtonlc funde transfer on’-y 

TUCKER.Ke Duke Powo- Co 54FR40763 00024. 90/01/29. Oockuing ft Servlcoa 
e/arKh IP 52667:120-52567 120. 

9002060207 Commcnl supponng eroposcO lu'o t0CFR170. "Rov of Foo 

ScheduiosRadioisotopo l.icensesS topca) Ropta." Eloctrono transfers not luaiiii&d 
lot aiims toss than S tOO.OOO 

OOOKER.JG. Outl Stoiea Uti:it.os Co 64Fn40763 00019. 90/01/26. Olfice ol iho 
Secrolaryof the Commission. ip. 52567:130.52567:130. 

9002060209 Comment oppoerng proposed ruio lOCFRi/O. 'Rev of FYOO fee 
Schoduies.RaiAolsoiDpe licenses & Topical Ropt." 

MHOCZKA.E J. Connocilcui Yonkeo AlorTilc Power (Jo. MROC2KA,E J Ncritieasl Nu- 
dear Energy Co- (Sutis. ol Northeast Uli'-ltios). MROC2KA.E.J. Noiiheast Ui-Lt.oa 
54FR497e3 00020 00/01/31. DockolinQ S Services Brencti 3pp 62507: i3i- 
52567:133 

8002090213 Common) opposing proposed Mo 10CFR34 re cetUilcat.on ol inOusUiai m- 
diowaphetB by ASNT 

HAlE.A.A American Alitinos, Inc. HALE, A. A. Alfoi lion Not Asslynod 54FR47000 
00029 OO/Ot/tS. Docketing 8 Services Drench 7p[>. 52&67:i34-52507;l40. 

90020802) 7 Cotnr.ent on proposed ruio 10CFR34, "ASNT Cc lificailon ol Industrial Ra- 
dogtaphars." Ruio lo'is short of whal rnay be nooded io mcreaso racliat'on seloty m 
fndusHY Concurs vv/Slsio ol TX posilion 

OI(JUS.G.J. Arkansas, Stale of. 64FR470D9 00027. 90/01/22 Dockoling & Sorvicos 
Branch. 2pp. 62567:141-52567:142. 

9002080224 Comment on proposed rule fOCFR34 re corilTi'caifon program ror industrial 
rad-ography radiation safety porsonnei. Cortificalon wi.l cause moro probieme thar^ are 
solved, i^asibi'ity exists lor abuse & m-suse ol leguiaiions. 

JUNEAU.a Global X-Ray & Tcsl-ng Corp. 64Fn47089 00026. 60/01/26. Dockoling & 
Servicea Branch. 3pp 52567:143 52567:145 

9002080232 Commom opposing proposed rule lOCFn2 re mod to en'orcomoni po'icy 
allowing escaHalfori m civil penalties for vfolatfons of NRC roquirements where tool 
cause involves programmailc maint-relaiod Indi cations. 

MRCXJZKA.E-J Connecticut Yani'oo Atomic piowor Co. MROCZKA.E.J. Norlhoosl Nu- 
clear Energy Co. (subs, of Northoasl Utilities). MROC/KA.E J. Northoasl Uti'.ilics. 
64FnM6tO 00004. 90/02/05. OocKotIng 8 Sorvicee Branch. 3pp 52567 101- 
62567:103. 

9902080239 Commeni ura ng adoption ol crtiorla lor el' shipment ot Pu includod m Sec- 
tions 71.64,71.74 8 71.08 of proposed ruio, "Trar^sporietlon HogulallonsiCompelibf'iity 
W/IAEA." <;iiterla will give force of law to US aids lor Pu air transport. 

LEVENTHAL.P., TANZER.S. Nuclear Control Institute. 63Fn21550 00030. 00/01/20. 
OocKeiing & Sorvices Brancli. 6pp 53567:146 52667:1 5i. 

9002060242 Comment supporting proposod rule lOCFRSO, "Stebl'icaiion 8 Ooconlarr.l- 
nation f^lty.Truaieosnp Provisions & Amount of Property insurance flequiremenia" 
FISfCABO.j.J. Athansaa Power 8 Light Co. 64FR4e624 00000. 00/01/15. CHlLK.S.J. 
Ohice ol the Sectolety of the (Jommisslon. 6pp. 62667:162-62567:166 



NONDOCKETED ITEMS 


6002080247 Co^r.rr.ents cn proposed ru'e lOCFfl?! to compoun i ty ot ttansporta;^ 
roguialions w/lA6A.Concuts w/proposod rtio to traospcrtation regulations w/oxcop- 
ticn ol proposed requ temenisfor low-spoc activity moti 

BOOKER, JE Gull StBlos UH'il.QS Co S3PR215S0 00039 00/01/34. Oochetuig ft 
Services B/anch. 2pp 53Sfi7 157-52567.158. 

9002080250 Cornma.m on prcposod ru'e 10CFR34 ro contial cori.ricaiion ot lacSo- 
graphots ft supports atardardeod radotion aatety program Ptograrrv w.ii save appi*- 
cants money ft time wlien subm ning roquest Ipr lico.nso 

JOP^" T MOS (nspoct'On Inc. (forrrofly Man"af(j« CorpJ. JOFFE.r ANi.tatoo Wot 
Assigned. 54Fn47089 00034. 90/0t/3U Dockei<ng ft Services Branch 3pp 

62567 098-52667:100 

9002090261 Corr.n-.onl on proposed rule tQCFRSA re central coriilicai'on ot 

rad ograptiers. Author dsagroes w/certiflcaiion ol radogrephera either by togu'aiory 
agencies or by central agency. 

DORAN H.v MOS Inspecion. Inc. (lormerly Wagnat.ux Corp) OORAN.HV Ati>i>at:ort 
Not Assigned. 54FR470a9 00033 90/02/02. Dockeing ft Servrees Branch 3pp 
52587 107-52567 109. 

9002060362 Commoni supporlino proposed n-lo i0CFni7O. "Rev ol Fee 

Schedules Radioisotope Uconsea ft Topical Ropta '' Proposed rev shou'd inciudo pro- 
visions to roiroaciively apply review loo ceiling lo beg.nn'ng ol 1969 
STERUNG.EC Comtusirpn Frig neennp. Ir.c S4FR<19763 00032 00/01/36 ttocKel- 
ir.Q & Services Branch, ip 52567:097-5?567:097. 

9002080263 Comment supporting proposed rule iOCFRt70. "Rev ot Fee 

Schedules Rad'o solope Licenses & Topical Repts " Favors proposed cel ng lot topi- 
cal rapt rovievv tees ft recommanda edopdon 

SCMERER.AE Combustion Eng'neorhg, Inc. 54Ffl<i9763 00027. 90/01/26. 
CHILK.S.J OMicQ of the Secrola'y ol the Corr.m salon 1 p 52607;ICM 62597 104 

60020802S6 Comment opposl'Q proposed rvio lOCfR34 re ASNT certifica'. ort ol 4i(lu$- 
trial radocraphers 

MOSS.J.C Tulsa Gamma Rev. Inc. 54FR47099 00026. 90/01/26 Docketng A Serv- 
ices Biench. Ip. 52567:169-52567:159. 

9092090267 Commer'l on proposed ru'.e 10CFR71 re Veapng Alaska Pu tree 
PEARSON.J.Q. Adietlon Not Assigned. 63FR21550 00032 03/02/02. Oockeiing ft 
Services Brsneh. ip. 62597:160-62567 160 


9092090391 Commonl opposng proposed rule 10CFR34 re central certll calico ol 
ratflographera Recommends more unscheduled audits by NRC.dili.cuity in gets*^ NRC 
Ixensa.rrore enforcement ft mar.deiory use ol two man crews. 

FALOOM.R.C. MOS Inspociion, Inc (toimeily MegnaLuv Corp.) FALOCN.R C Airi,. 
ailon Nd Aseignod 54FR47000 00035 90/02/02 Oockoling A Sonicos Branch. 
62567.112-52567 113 

9002990303 Commeni Supporting pioposed role 10CFR170. "Rev ol Fee 

Schedules Rad pisoiopo Lcenses ft Topical Ropts " 

HUNGen.GA PMada'pha Claciric Co 54Fn40763 00025. 00/01/29 CHLK.SJ 
OHica of me Socreiary o' Iho Commission 1p. 52503 003-52563:003 

9002990306 ComTanl OpposT.g nioposnb rule l0CFni70, •'Ror 0( Foe 

Schedules Radipisolopo licenses A Topical Ropts " 

MEEKINS.JO Compuiaiog Wireline Soivces. Inc. 54FR40763 00021 00/0i/2d. 
Oockaung A Soivlcos Branch 2pp 5256/:173 52567 174 

9002660309 Comment opposing proposed ru'e 10CFR3 ro App C po'icy A piOCOdvtOS 
for enforcemoni act ons policy s/otcmpni.Pc'lcy mtsdiiects emptosis fo maim dcBeiarv 
cios lo dotrimenl of other amas ol equal or giooior concern in safe oporelon 
COLVINJF. Nuclear Manaaemont A Rosovreos Council (NU.'«1AHC) (lormody N-x'aar 
Uiihty Manage 54rH506io 00003 90/02/06 CHiLK.sJ Office Ol the £ccie;a.-y oT 
the Coriim^sion 3pp. 52567 176 52567:177. 

9002090309 Commoni opposing proposed tulo t0CFR34 le A5NT cort.'lcallon o' .ndus- 
irtai tadiocraphers 

BANFICUD.El. MOS Inspecllpn, Inc llormoily Magnallux Corp). 54Fn470Q3 O-OODO. 
00/01/30 Docketing A Sorvicea Branch 1p. 52567 1 76-52567 178 

9002090315 Comment on picposod rule I0CFRI70. "Rov ol Fao Schedules: Radioiso- 
tope Licenses A Topical Ropts." Higho.' fniis madn nocossaiy to support ndusiiial ra- 
d>og*api>y msp piogiam can bo accopted but oxcossivo insps must be provorioo 
HACeAA American A’d nos. Inc 54FR497A3 00020 60/01/16 Dockolng A Sorvices 
Branch I3W) 52563 010 52563 022 

9002090319 Comment suppcrtlng proposed rulo lOCFRITO, "Rov cl Foo 
Schedules Red-eisoiopa L censos s Topical Rnpie " 

TEEfl.OR Traasnucloar. .'nc. 54Fft.f9763 00010. 90/01/20. Dociatitig ft Swvico* 
erench 3pp 52663:023 52563 026. 


9002090261 Commoni on proposed rulo 10CFR34 ro tre.n'ng tosiing ft cortifceHon tor 
rdOfograpneri indusl/y should have choice oi us/ig Texes aosicy or ASNT 
MAlSk.F. Frank Malok & Assoclaios. 54FR47iji}9 00024. go/Ot/21 Oocketxig ft 
Sorvlcos Branch ip 62667.161-52587 iei 

9002060293 Comment supped ng pioposed ru'd i0CFRt70. "Rev ol Fee 
Schedules Radioisotope Licenses ft Topical Ropis " 

FLOVO.S 0. 8wn Owners QfOLp. S4FR40763 OC023 90/01/26. Oockeing ft Serv- 
ices Brench. lp. 62567. t62-52S67'ie2. 

9003090266 Commoni opposhg proposnd arr.end9 lo tOCFRSS. "Basic OA 
Program Records ft Ropie ol M.isaoministraiions or Events re Modicei Use of Byptod- 
ucl MBti." NRC should devote resouices to producLvo interaciiona w/siate boards of 
madicino. 

PONTO,J.A lows, Un'v. of, lows City, lA 68FR01439 00001 90/01/30 Oockeltrg ft 
Sen/lcosBiarvch. 3pp 52567.094.52507 096 

9002060267 Commeni on proposed ale 10CFRI70, "Rev ol Foe Schoffotes: Redtoiso- 
lope licenses ft TopicaF Repts." Roeuests ihai fees charqed lor review ol lopicoi 
repta & GNSi castor cask loplcal SAR be I'mlied te fee schedule values 
RYAN.M.T Che.'n-Nuc:ear Sysioms, inc 54FR49763 00016 OO/Ot/SO OocheUng ft 
Services Branch. 2pp. 52563:004.52563.007. 

-0002090282 Requests lel ef re changes to NRC charges tor review ol topical ropts for 
cemervl sol'clllicallon waste lotms ft cask licensing tapicels.Fae9 NRC chorgea ehoidd 
be lim-lod to foo schoctulo va'uos o^der which lop cal roots subnlitod 
RYAN.M.T. Chem-Nuciear Sysiama, Inc. nA0533-9. 89/10/00. HCH.LOWAYJ. Ckvh 
Sion ol Accounting ft Finance (Post 800205). 2pp. 52563 006 52663 007. 

9002090272 Comment re proposed rule lOCffl7l.Concurs w/F Murkowakf ametKf te 
NUREG-0d3O which eslablshes reasonable mh ecds for Fu air Uanspotl fllghis 
through US airspace A opposes DOE aiiempis lo undermine side 
PROCTER.K.M. Afli'iai-on Noi Assigned 53FR21S50 00031. 90/02/02 Docketing ft 
Seivicas Branch. Ip. 62667:163-52567:163. 

9002090275 Comment on proposed ru'e 10CFR34 re ellectlvonoss ol thid party Irxfos- 
trial radiography can ficalorv program.Undue emphasis be ng placed on sefe^ oxam 
as means to ecnlave coal of improved radiation safety 

LACKER.D.K. Texas. Slate of. 54FR47089 00023. 00/01/09. NRC • No OeiaHod Affil- 
aiion Given. 3pp 52567:164.52567:160. 


9(H)3I30046 Comment opposing proposed rule 1QCFR7I to compalibi'ity ol PJ aft bars- 
pen reguistions w/iala sios ft requests use of MurkewsKi amend slds icr aiilighl 
requitorhents of Pu 

REOMAN.L AtiJiai'on Not Assigned 53Fn2IS&0 00055. 90/02/07. Dochohng & Sorv- 
icos Drench Ip 52617.330 52617:330. 

9902130090 Commoni opposmo pioposod ru'o I0CFR71 rp compotbillry b‘ Pusr i/ans- 
pon teauia: on$ w/iaea sids a suggosts mni MurkowsKi sids bo maintained. 

O’lEAfiv.l. Afl.1 alien Not Assfonod, 53Fn2l550 00056 00/02/08. Dockelng A SJotV- 
ices Branch ip. 52617.330-52617 330 

9002130061 Comment suoport-ng proposotl lulo I0CFR2 rq pnicy A piocbduros for en- 
lofcemeni acitofis 

IIAIRSTON.WG. AlebB-no Power Cu 64Fn5ri&t0 00008. 00/02/05. Ch'l K.B J. OlHco 
of the Sccrotary ol Iho Commission, ip. 52617.340-52617 340 

9002130075 Comment oppos'ng proposed ru'e lOCFR?! ro compa'-Dilty cl Cl Pu aV 
iranspofi logu'ationa w'lAEA siua. 

TYIER.RW AlIi'lBtion Not AsRlgnod. 53FR2I650 C0057 90/02/06. DockcUng A 
Soiv4:os Branch ip 5261734l-52bl7:34l 

B002I30070 Commeni opposing proposed lule l0Crn7l m compoiib: ity ol Pu alt lifins- 
pon roguistlonB w/iAEA slds.Suppcrls Senator MurkewsKi amend. 

SPECIIT.O. Homer Deal Waten. SPECHT.D Ath'iQlion Not Assigned. 63'^n2l550 
00048 93/02/07 NRC - No Doiellad Allillniion Given lp 526t7:342-52ei7:342 

9002130006 Comment on proposed rulo 1CCFR71 le all Irensporiolion rogu'sLone fc>r 
Pu Opposes lew slds lor Pu ar transport flights through US oirspaco as scl by IAEA. 
ARNOXS All, nation Noi Ass'gnod. 53Fn21550 00030. 90/02/07. Dockoimg ft Sorv- 
IcesRrwich lp 52617343-52617343 

9002130093 Commoni on proposed rulo 10CFR71 ro compaiihliity ot Pu air Uansporl 
regulallona w/IAEA stds.Supports Senator MurKowski language on Issue. 

HIQHIAND.R . ARCHIBALD.R. Affilioiipn Not Assigned. 63FR2t550 00030. 00/02/07. 
Oockeltng ft Sorvices Branch 2pp. 62617 344.6P617.345. 

9002130094 Commoni eppos'nu proposed rulo tOCFR?! ro competibl'ily ot Pu ai Iranv 
perl rogulallpne w/lAEA eids.Suggosts rolonilon ol M.urkowski elds. 

^UNOERS.PJ. Alliliaiion Nut Assigned. 53Fn2l550 00037. 90/02/02. DockcUivg ft; 
Services Oranch. ip. 526l7:346-626i/:346. 


9002090284 Commoni qit proposed rule lOCFRSA ro third party coniflcatien for Induslrl- 
al radiographers ASNT would not necessanly bo only lh>d party organlzaUon thai 
could bo recognized lor training Industnal rad ogtaphors. 

PAFUS.R.D. CX'epon, Stale of 54Fn47C69 00022. 90/01/17. DocKeling ft So/vtees 
Branch, ip. 52567:169 52667:169. 

0002060291 Commeni opposing proposed rule 10CFR2 re revs to poiKy & procedure 
lor onforcemenl aciionaPiesonl c reumslances does rot jusity Commlssren omending 
policy to add addi cirr'l penalty adi'ustmenl Isclor lor malnl violations. 

CARRAV. Ouko Power Co. 54FR50610 00007. SO/02/06. CHILK.S.J. OHico Ol the 
Secretary qf the Commission. Spp 52567:114-52587:116. 


9002130102 Commeni opposing proposed ruto i0CFn34 re ASNT corilflcatlon cl Indus- 
trial radt^jraphors Propoaei misleading by not adequately doscnblng rami'lcs'.-orts of 

B m. 

O.J.J. RTS Technology. Inc. 54FR47000 00037. SlO/01/31. Olhee ol Iho Sroc/e- 
lary elthe Commiasion. 4pp. 62017:340-62617:352. 

9002130111 Comment opposing proposed ru'o tOCFR?! re compatibr'rly ot Pu a’r t/ans- 
poN regulallona w/lAEA srds. Urges adoption of aids passed In Mu'KowaV errond. 
SPECHT.R. Afrrilairon Not Assigned. 53Fn2l550 00040. 90/02/06. Dockotl'.g ft Serv- 
ices Branch lp, 62617347-52617:347 


0002090295 Comment supporting proposed rule 10CFR7I ro NUREG O360.fle noed for 
weakening controls exists 

SPARROW.J. Aftil alien Not Assigned. 53FR21S50 00033. 90/02/02. NRC - No De- 
tailed Atfrletion Given. 1p. 52667:170-52567:170. 


0002130117 Commoni opposing proposed rule 10CFR71 re compalrbll-ty ol Pu air UAns- 

K r^ulations w/lAEA sids.Murkowski emend should noi bo weakenod 

ALD).L. Alfrllailon Not Assigned. 53Fn2l550 00036. 90/02/02. Dockchng ft Soev- 
icas Branch, lp. 52ei7:34e'$26l7.340 


W3130138 Commoni on proposod rule 10CPR71 te compatibl’jly of Pu «'/ benspoft 
rsgulations w/IAEA aids Supports Sonalo' MurkowskI amend. IAEA stds would be to- 
laffy Inadequate 

GREGORY.A. Alfiliatlon Not Assigned. 53FR2I550 00041 90/03/07. OockeOng & 
Services Biancft. Ip 52017:354 52617:354. 

0002130133 Comment on proposod rulo 10CFR2 re policy & procodures for enfotce- 
moni acfions;pollcy sfeiomoni.ljiil uncorin-n as lo wPeiiier changes nocesseiy 
HUNGER, G.A. Phi'ode'.phla Elocltlc Co. 54FR506tQ OOOtl. 90/02/00. ClilLK,SJ. 
O.'Fcsol the SecreWry of fho Commission 2pp. 520 1 7 355 5281 7.356. 

9002190144 CommenJ on proposod rule I0CFR34 re ceriiflcaiion ol redkigtaphataiNni 
party certification of o'l radlograpliers goes considerably beyond concerns & woi/d 
cause disruption within NOT programs o7 organJyeiion mombors 
COLLIER, 0. Air Transport Assoclot.on 54Fn47089 00030. 90/02/02. Oockeina ft 
Se<v1cos Dranch t3Rp. 52627-194 62027:227. 

-9002130152 "Guido'ines for Tra'ning ft Qualifying Peraonnal In NOT Mothoda." Air 
Tiensponslion Aseoc Spec 105 

• Ait transport Association. 64FR470a9. 90/01/15. 2lpp 52627:207-52627227 

9002130157 Commeni on isroposod rulo 10CFR71 re compalibll'ty ol Pu e,r irenapoit 
r^’adons w/IAEA sfds Supports Murkowski amond to Pu iranspon rogufatlons 
J0KES,Q.J. Affiliation Not Assigned 53FR216&Q 00047. 90/02/00. Dockoling ft Stiiv- 
fees Branch, ip. 52527 220 52827.226. 

9002130164 Commont on proposed rulo I0CFF934 re induafrisl red-ogiaphy 

K ram.ASNT would have serious conlllcl of intoiest.ea organlration eltoady esieb- 
d in same bus'noss. 

CljLfiERTSON.D.L. Tenneco, Inc. 54FR47089 00036. 90/02/05. Oockekng ft Serv- 
ices Qrattch. 3pp. 52627:229-52627.231. 

9002130166 Cothmeni opposing proposod rule 10CFn71 re comnaiibl'lty of Pu ait irane- 
potl rogulakons w/IAEA atds.Suggosta not to subaiiiute weak aids of IAEA let real 
ptolectlon 

ROOERICK.d.r. AffiT-afion Not Assigned. S3FR215S0 00034 90/02/07. Oockoing ft 
Services Branch ip. 52627:232-52627 232. 

0002130174 Comment opposing proposed ru'.o 10CFR71 re compaiibRty of Pua* trans- 
port reoulahons w/lAEA aids. 

CeSARlNl,J AHilatlon Not Assigned. 63FR21650 OOOSl. 9Q/02/07. NRC - No De- 
le ’.BO AlfJatlon Given ip 53627:333 52627.233. 

9002130177 Commem opposing proposed ru'o t0CFR71 re compaiibPity ol Pu ar irens- 
porl regulations w/lAEA aids 

G'BSON.C. Aftriaiion Not Assigned 53Fn2lS50 00042. 90/02/06. NRC - No Ooie'iod 
Affiliation Given ip. 52627.241-52627:241. 

9002130163 Commeni opposing proposed ru'.o lOCFn7i ro compatcbi'ity oi Pu a'r uana- 

C regulaiiorts w/lAEA aids ft roquosta that commente bo forwarded to Oockoong ft 
9 Branch of NRC ft Murkowskl oofore efoefng dafo of 900200. 

* Alfiliatlon Not Assigned S3FR2tSSO 00052. 90/02/07. NRC - No 0oia>‘od AffJeUon 
OA/art. Ip, 52627,234-53627;23-1, 

9002190160 Commeni opposing proposed rule 10CFn7i re compsiib'i.iy of Pu a-r irons- 
Mn rsgytations w/iAEA aids. 

BALKlI^ME. AffJatien Noi Assigned 63Fn2l650 00044 90/02/07 Oockoing ft 
Services Branch. Ip. 62627:240-52e27:240 

9002130190 Comment opposing proposod rulo 10CFn71 ro competib’tity ol Puariiens- 
port coouiaiions w/iaEA stds Endorses sinct ft moat atringont stas nvaiiet/o to ensure 
proleetlon. 

HllLSTnANO,j J on Reform Alliance. MILLSTRaN 0,N.J. Afiiiieiion Not Aftaicftod. 
53FR216S0 OOOS3. 90/02/06. EMILE NRC • No Oeio'iod Affl'.iaiion Ohrort. Ip. 
52617:337-82817337, 


M0216O142 Commeni re proposed Hi'a >OCFR7i concerning corrpafiOl.'ity of Pu air 
oansport rofliilai-oris w/iAEA stds.Suppori lor etrtcl elda for casks wh'ch irensport Pu 
iMOd Adoption o! Murkowskl aids as niln roquremenl roguest^ 

THOMAS, O. Aft, I ai.or» Not Assigned. 53FR21650 00068 90/02/03 Dockeiinn ft Serv- 
ices Branch ip 52835 316-52035318 

90021S0146 Commeni on proposed rUo lOCFR?) to compaVOUity ol Pu aV {ransport 
rr^laiiona w/IAEA elds Supports Sensior Murkowskl B.mend (NUREQ-0360) 
HENORICKSON,M. Atlikation Not Assigned. 53FR21550 00063 90/02/05 Dockotno 
ft Setveos Oranch ip. 52635:310-52635.319 

9002150149 Comrront supporting proposed nrla 10CFR71 re compatibility of Pu air 
transport rogLlai-ons w/IAea afds.Approval of SocLOns 7i 64,71.74 ft 71.08 of pro 
raaod rule urged 

SCHeOER.JH. House of Rep. 53FR21550 00071. 90/02/06. CKILK S J. Olflce of the 
SoerdUuy oUhe Comm'sslon. 4Rp. 52635:314-62635:317 

9002160152 Commont roeerd.ng proposed rule t0CFR7l re corTpaUbiiity of Pu air 
transport regulsllons w/IAEA sids.Doubi that casks vrould noi rupture Jurtng piano 
crash evpressrxl Koopirig of Pu out of arspace urged 

ANTISOEL.J.. ANTlSDEl.S. Aflidatlcn Npl Aselgnod. 63FR21650 00061 90/02/08 
Oocfcedng ft Sorvicoe Branch, ip. 62635:313-52035 3 13. 

9002150164 Common! on proposod rule lOCFR7t re compatibir.ty of Pu air transport 
togulalions w/tAEA aitis Supports EEI UWASTE/NUMARC commonle lo be provldod 
to Wnc by 000209 

HAIRSTON.W.G Alabama Power Co. 63FR2I550 00064. 00/02/05. CHIlk.SJ Office 
of the Sedrefary of (he Cdmn'tasfon ip 52635:312-62635:312. 

9002150160 Cemrnoni on proposed rufe tOCFR7i te compatibll.ty of Pu air transport 
rewiaiionsw/lAEA Bids Supports klurkowakt amond. 

M/lLEfi.L. Atfiation Not Assigned 63FR2I5SO 00065. 90/02/07. OockeUng ft Sorv- 
IcaeBranch. ip 52635 311 52635:311 

9002160159 Cornmoni on proposod rule tOCFR7t re compatibility of Pu air transport 
repulaiiorrs w/iaEa aids US shotr.'d ontorco lougfiesf slda on rransportat/ort ol nuclear 
WAStd 

PARKEO^v AlHJJailon Not Assrgnad. 53FR21550 00006. 90/02/00 NRC - Wo Deia'led 
Ml iiai'On Oivort Ip. 62635 3 1 0- 62635:3 1 0. 

9002160162 Comment on pioposed ru'o 10CFR71 ra compatibility of Pu air uensport 
rep^aupns w/lAEA aids Supports sids in Mu/kewski amend. 
niCH.n. AlliJatlen Not Ass-gnad 63Fn2l660 00067. 90/02/08, Oockeiing 0. Sarvicas 
Branch ip 62636 300-62655 309 

9002160166 Commeni on prepeaed ru'o lOCFfl?! re cpmpst/W'ify of Pu a'r irenaporl 
rogu'eiions w/IAEA sids Supports EEi-UWASTE/NUMARC commonts to be piovidod 
to NRC by 000209 

HAinSTC^I.W.O Gootg-a Power Co. 53FR21650 00068. 60/02/07. CHILK.B.J. Olllco 
ol iho Secretary ol the Comiri’ssion ip 52835:306-52e36'308. 

9002160186 Commeni opposirtg pioposad rule I0CFR7I re corripatiblilty of Pu eir Irene- 
Mrt lenu'suone w/iAEA side.Suppcrts Senator Muikowakk Bids. 

EOWAnDS.C Alh'toilon Nnt Assigned 63PR21550 00074. 90/02/09. Doekatlng A 
Servicoseionch. ip. 52635.307-5^36:307 

9002160174 Comrneni opposing pioposod ru'e tOCFR7i te cornpalib-Lty ol Pu alt Irens- 
pod rogi/aiions w/iAEA stds.9uppoiis Murkowskl amond.NBC should foTow moro 
ainngqni sids mat Alaskans have slrideniiy supported. 

FAUST.N Keciiomek Bay Conservaiion eocicty. FAUST.N. Alfitiabon Not Assigned. 
83FR2I5S0 00075. 00/02/04. OocKeiing ft Services Qranch. ip. B2e3&302- 
82635 302. 


9002130195 Comment opposing proposod rulo 10CFR71 lo compaubn-iy hi Fu a!r Irena- 
port ragulaflona w/lASA aids. 

DE HAAN.N AMiMailon Noi Assigned. 53FR21650 00046 90/02/07. Oockoilng ft 
Services Branch ip. 32627 239.52627:239 

9002130196 Comment opposing proposed rule 10CFR71 te compoUbli-ty pi Pu Nr Kens- 
(tort regulations w/IAEA stds. 

HIPLEY.L. Attiiatlon Not Assigned. 63FR21550 00054. 90/02/08. NRC - No Oeia'ied 
AIM allon Given, ip. 62627 235.52627:235. 

9002130199 Commeni opposing pioposod rule tOCFn71 re compQilb'>ty of Pu e>> trens- 
Mrt regulations w/IAEA sids 

SCHORELO.J. Kechomek 8ey CHizon's Coalition. SCHOFlEiO.J. Hechemak Honlege 
Lend Trust. SCHOPiELO.J. Affiliation Not Assigned. 63FR21&50 00046 00/02/07 
Oockeiing ft Services Branch, tp. 52627:236-52627:236. 

9002130205 Commeni opposingproposed rule lOCFRB ro mod to general slalemeni ol 
policy ft procedure lor NRC entorcemont actions. NRC has not demonairstod need lor 
mod. 

0’NEIL.J.H. Shaw, Pittman, Potts ft Trowbridge 54FR50810 00010. 90/02/06. Dock- 
e'jhg ft Services Branch. 5pp 62617;367.626T7.361. 

9002130206 Comment opposing proposod rule tOCPR71 ra compatib.lity of Pu rtir ftans- 
POrt regulations w/IAEA stds. 

OREVE.F.W. Alliiisllon Not Assigned. 53FB21650 00050. 00/02/07. NRC • No Oe- 
Wiled Aflillailon Given, ip. 52027:236-52627:236. 

9002130212 Commeni opposing proposed rule 10CFR71 ro compaiibiliN of Pu sir Wens- 
(tort regulations w/IAeA stds.Supports Murkowskl amend & s(d re Pu Irorteportailon 
over Slate of AK. 

FARRAW.O. Affiliation Not Assigned. 53FR21650 00049. 90/02/07. NRC • No Do- 
!a"ed Ahillailen Given, ip. 62627^237-62627:237. 

9002140260 Comment opposing p/oposed rulo 10CFR71 recompaUblMy ol PuaHrans- 
port regulations w/IAEA stds. 

CX3YLE,M. Alliiiaiion Not Assigned 53FB2I650 00043. 90/02/07. Dctckolmg ft Serv- 
ices Branch, ip. 62635:248.52635:248. 

90021M136 Comment on proposed rule 10CFR7I ro compaiibi'ity of Pu eir transport 
reg-j.alons w/IAEA aids Supports Senator Mukowski emend (NUREG-OSSO). 
GAGNON,j.P., GAGNON, C.L. Alfiliatlon Not Assigned. 53FR21650 00062. 90/02/04. 
NRC . No Oelai'ed Affiliation Given. Ip, 62635:320-52635.320. 


9002160177 CorrjTiohi opposing proposod rule lOCFR/l ro compal-b'lity ol of Pu nir 
Iranspon rogufat-’ons w/lAEA etas. 

JONES.V.E All.iiaiion Noi Assigned. 63FR21650 00076. 90/02/09. Docketing ft Sorv- 
tens Oranch fp. 62635 303-52635 308 

9002160176 Oimineni opposing proposed rule TOCFRrt re compeiibilKy of Pu air trans- 
port reguladons w/IAEA aids. 

• AWtottoo Nor Assignee/ 53Fn2l650 0000S. 90/02/00. NRC - No Ootailed Affil.at.on 
Oivon 2pp 52835 300-52635:301 

9002160160 Con'.mont opposlno proposed rule 10CFR71 ro compatibility ol Pu nir trans- 
port roQuiarons w/lAEA sids.suppons Senator Murkowskl amend 
POWF.R8.J.H AHiliailon Not Asslgnod. 63FR21550 00081. 00/02/05. Oocketirtn ft 
So/vtces BrtWKh Ip. S2635305.52635 305. 

9002160182 Corr/nent opposing proposod rule 10CFR7t ro compacb'Irty of Pu etr trans- 
port rogulalions w/IAEA Bids 

MYERS.C. AffrOairon Not Assigned. 53Fn2l&50 00090. 80/02/02. Dor^kehno ft Sorv- 
tcesBrench. Ip 52635-299-52835:299 

9002160183 Comment opposing proposed rule 10CFR71 re compatibf'ily of Pu elr trans- 
port rooulsltons W/IAEA sids.Sucports emend lo NUREO 0360. 

I«NG.C. Allillation Not Ass.gnod 53FR21550 00077. 00/02/09. OoCkaiing ft SorV.COS 
Branch Ip 52835 304-52835 304 

9002160186 Comment opposing proposed rule I0CFR71 ro c-ompatibi'rly ol Pu air trarvs- 
port regulQdons w/IAEA elds. 

THOM^ON.B. AlfilaiiDrt Not Asslgnod. 53FR21&S0 00092 90/02/00. Dockotlrvo ft 
Servicos Brooch, ip. 52835-29C.52836-20Q. 

9002160 189 Commont opposing proposod rule 10CFR71 ro compaiibihly ol Pu a;f trans- 
port rogulBlions w/iaeA atds.Supports Murkowskl arnend jNUREG-0380) which sots 
forth (oasonablo m'n stds 

MARIO.Q.L. Affillai.on Not Assigned. 53FR21 550 00070. 00/02/06. Dockoling ft Sorv- 
Ices Qranch ip 52635:303 52635:303. 

8002150227 Common! oppos'ng proposed ru'.a 10CFR71 ro cotnpal b'.Hty of Pu a'r irons- 

g irt tqfiv0Bi>ons W/IAEA stda. 

OYlCj F. Affiliation Not Assigned. 53FR21660 00083. 90/02/02. NRC - No Deta'led 
Affilallon Given, ip. 52635:297.52635:297. 



9002160257 Commeni opposing proposed r\,!e i0CFft7i te compatbtnyof P«i ar wans- 
pon regu‘8tior\s w/iA^ aids 

OSTROGORSKY.M Sierra Club 53PR21550 00080 00/02/0$ Docket ng & Senncas 
Branch 2pp. S263S 29S 62635 296 


9002220063 Cotrmont aupponno proposal rule 10CFR71 re compaih tv r* a 
Irabspo^ (3Qul9Uons w/IAEA 9!0S. ' ni it 

COWFER.S Alaska, Slate 0l 53Ffl21550 00000 90/02/09. Olfico o' ila . 
ire Comrrission. 6pp 52668.050-52600 OS'!. '-'9 secr&ai^y 


9002150265 Commeni opposing propcsed rule 10CFR71 re ccrroatio I ty of Pu ai' trans- 
port regjlabons w/lAEA sicls. 

NUT7ALLJ. AlMiabon Not Assgned 53FR21550 00079. 90/02/09 NRC • No Oe- 
laiiad Atti laion Given. Ip 52636 294-52636 29<>. 

9002150269 Corr.meni opposing propcsed ru'O 10CFR71 re compaitiity of Puair Irens- 

g )ri rogulat/Ons w/iAEA stds 

ENSON.K Alaska Healih Proieci. WCX30K Alaska Cenier lor if>e Er.vronnenr 
TOAL.C Society Against Nuclei' Energy 53FR2156Q 00070 90/02/07. Oocke:ng& 
Services Brancb t3pp 52635 261-52636 293 


9002220065 Comment on rev to proposed rule 10CFR71 rp compaiibiityoi ... 
port foeolB^or^s W/IAEA sids.NRC should dotot proposed rule uni-i corrmecrt^f'^'t 
analyzed In DOT pa-o'lol rulemaking proceed.r’.g ’ ' 4 

MIUSLE Edson Elociric Insi'iuto 53Fn21550 0009-t 00/02/09 CHILKAirvt 
of lha Secrelfl/y Of the Commission. Opp 52e5n.352-52656 360 

9002220094 Com.moni suppoitmg proposed role iOCrR7l re co.-naaia, k, ai d.. 
transport regtilaiions w/IAEA stiis ' ™ «/ 

IINOSEY.K. Alllailon Not Assigned. 53FR21S:0 OOOoe. 00/02/13 ma a 
tai-ed AflJlal'On G.vo.n ip 5266£r065-52068.055. v • no 0,^ 


9002150281 Comment supporng proposed rule lOCFR?! te compatbity Of Pu ai' 
uanstK>n regu'etiona w/iAEA side 

RIVES.FB Entergy Corp. 53FR21550 00082 90/02/09 Docketng & Sofvloos 
Branch 3pp 52635 278 52635 280 

9002150294 Comment supporting proposed rule 10C^R71 re ccmpaiit.iiw ot Pu ait 
transport regulations w/iaea sids Proposed rule, a'incugh supported si!' Intonsisfoni 
w/lAEA reguialtons. 

ACOSTA.RJ Florida Power & Ughl Co 63FR2I660 00069 90/02/05 Oockeling & 
Services Branch 3pp. 52629 356-62629 350 

9002160296 Comment opposing proposed rule 10CFR7I te ccrrpaibi'iiy Of Pu aa Vane- 
port reguiaiicns w/lAEA aids 

ORlSCO.M AU.hailon Nol Ass'Cned 53Fn2l660 00066 90/02/07. DocketJtg & Serv- 
ices Branch, ip. 62629 357-52629 367 

9002160330 Commeni opposing proposed rule l0CFR7t re compaiibi^iy of Pu aL- Uans- 

f ort regulations w/lAEA sids. 

HIELKE.P. Smoky Qay Schoo'. Homer, AK. rHiELKE,P Aff.i altos Not Aasignod 
63Fn2l660 00071. 90/02/09 NRC ■ No Oolai'ed Alliliaion Given Ip. 52629 265- 
52626 285. 

9002150339 Comm,eni opposng proposed rule 10CFR7I re compai b.hty of Pu at uans- 
pcrt ragylaions w/iAEA stds. 

DOOO-eunER&S, 6UrrERS,O.L Airi'iation Nat Assigned 53FR21550 00072 90/ 
02/02. NRC - No Oeiallea Alfi'laUon Qrven ip 62529 264-62629 264 


9402230061 Commeni on p.'oposod rulo lOC;Fn2 ro revs 'o enWr 
policy.Co.rtini(ssfort urged fo rescind onforcomont policy lov because maim 
ahoird not Im 3 troaiod d lloronHy than oilier safety issues. ' 

BIRO.RG Boston Edison Co. 54Fn5061D C0017. 00/02/06 Oockeirn A <Uw 
Branch 2pp. 62710:140 52710 140 ^ 

000223D083 ComTtanl oppowofl mod lo p'oposod rulo IOCFR2,App C ro po'cv i rm. 
cedutoe lo' onforcomoni actions, poi cy slalnmoni Policy misd reels e.mphass ij 
delciendos to doinment ol oihor ernas ol concern In opoiation oi nuclear la-'^ 
STEWART.W.L. Vlrgin a Power (Virginia Elociric & Power Co ). 54FR50610 00018 mw 
02/06 CHILK.SJ. OII.C9 of iho Socrolary ol tlio Commission in 537fiii^ 
e.-yi{\i naa ^ -ifuiuio 


9002230096 Common! opposr.g mod 10 proposed lula l0CFR2,App c te pQi'Cy J o-r. 
ceduros tor enforce.tient scHonsipoticy slaiemoni Endorses NUMARC comrr.er-A y 
suM policy change & rcco.-nmends luconsldoroiion & rov ol poi.cy. 

WiObU.RC Florida Power Corp (subs, ot Florida Progress Comi 54Fftyjf;if, 
(XWtO P0/C2/07. CHIIK.SJ. Oll.co ol Iho SortotaiY Ol the Ccm~ssicn 'i 
52701 007-62701 097 ^ 

9002230103 Comment opposing proposed rulo 10CFR2 ro revised ma ni e'llercer-en 
pol:Cy notco.Esceiaiing onforcomont actions not oficciivo mblliod ol omphasunc iiv 
ponarco of mA:nf. " 

• Tonrossoo Veitoy Ault'onty. 54Ffl5O01O 00016. 00/02/06, Dockouno i SerncM 
Branch 2pp 52710 160-52710 161. 


9002150356 Comment supMrbng proposed ru'e 10CFR71 re compslbiiiiy oi Pu air 
transport ragulawms w/IABA sids 

8RAOKA.U,OS Souin Carolina Eiectnc & Gas Co. 53FR2t550 00066. 90/02/09 
CHILK,S J. Office ol the Secreiery of ihe ComTiSSion ip 52629 263-52629.263 

9002160359 Comment supportirg proposed ale lOCFR/i re compai4tfty of Pu air 
transnri regulations w/iaea sios 

HUNGER,OA Phi'adelphia Elpctnc Co 63FR2I550 00065. 90/02/09. OlIlK.S.J. 
Office Of the Secretary Ql the Commission 2pp 52629 261-52629 262 

9002160362 Comment opposing pioposed ate 10CFR7I re compatibi'iiy of Peer bans- 

® regulations w/iaea sids 

LEY.LA Affiliation Not Assigned. S3FR2I550 00091. 90/02/06 NRC • No Oe- 
lafetf Affiliation Given ip. $2629 260-62629 260 

9002160369 Comment opposing proposed rule tOCFR7l re compaiib-Hy of Pu ab bans- 
port regulations w/IAEA sids. 

HOWE,L M. Affiliation Not Assigned 53FR2tS50 00067. 90/02/05. NRC • No Ooia/oa 
AffUiflUon avan. fp. 6262927/52629 279. 

6002160376 Commeni opposing proposed ru'e iCCFR7t re co.mpabfiiy of Pu ab bane- 
port reguiaiione w/lAEA stds 

BALKJS.UE Alfi'.i8llon Noi Assigned 53FR21S60 00073. 90/02/93 Oochoi-na & 
Services Brancti. ip. 62829 278-52829:278. 

9002160379 Commeni on proposed rule 10CFR71 ro compaitkly ol Pu ai bansport 
rMulaflons w/lAEA sids Use ol deliniians should be same as DOT dehmbons 
LOFLIN,LI Carolina Power 6 light Co. 53FR21S60 00064, 90/02/09 ClIIlKSJ 
Otf<ce ol the Secte’,ary ol the Comm ssion 4pp 62765 248 52765 251. 

9002230003 Comment Moosing proposed rule lOCFR?! re compatibiity of Puav bans- 

E sri regulations w/IAEA sids Cask Cntona (or air bansport ol dead y Pu should bo 
asod on worst case crash scenano,noi lowest common denomi.naior 
HOLMES.R, MARlO,G. MCGEE.C. Alfl.aiion Nol Assigned. S3FR2t550 00097 90/ 
02/13. Office of the Secretary of ir.e Commssen. lp. 52663 034-5266B.035. 

9002220004 Commeni opposing proposed a'e i0CFR7t re corrpaibi>ty of Pu n’t bans- 
port re^iabons w/IAEA sids. 

OAVlS.e. Affilisiion Not Assigned. 53FR21550 00099. 90/01/08 DockeiJifl « Serv- 
ices Branch 2pp. 52666 036-52668 036 ^ 


9002220009 Comment supporting proposed ale 10CFR71 ro compat-bMy of Pu ab 
bansport regulations w/lAEA sids. 

IEWIS,M.S. Cheih-Syslems. Inc. 53FR21550 00093. 90/02/06. Oockeing S Services 
Branch. 10pp. 52668.039-52668:048. ^ 

9002224016 Commeni opposing rev to pioposed rule lOCFfl7i ro compaiiWny ol Pu ab 

e packages should be oxempied 

I'Oihpr^sed IAEA Safety Series 6,83 revised in 1986 changes 

un^ 7 KApi ^ Noiffieast uiilitfos), 

MHijc^ilA,E.J. ConnecLeui Yankee Atomic Power Co Mt^OCZKA.E J NorthoAsi iibi- 
5265835^’^® W’O’ 90702/09. Oockefrng A S^ces^an^. 


4002230100 (Dommoni suppcillng proposod lulo IOCFn34 re ASNT cortilcaton el ii. 
(lusuiai ted ooraphera 

KOVACH.TJ. Commonweollh Edison Co 54FH47000 00046. 60/02/06 CHLX5 
Oftico Of (ho Secretary Of mo Commission. 2p(). 52060.065-52660 066. 

9002230111 Commeni opposing mod 10 P'oposoif rulo 10CFR2,Aop C lo policy &pr> 
cedures lor onforcomoni ncuonsipoUcy stulomoni Policy miedirocis emphasis lo r-iri 
defidoncios lo dommoni of oiimr moas ol concoin m oporoton o! nudsar faoi’jss 
SCHNEU.Of. Unon Elociric Co. 54Fn600t0 00020. 00/02/00 CHILK.S.J Ol'icse* 
Iho Socioiory oMho CommisS'On 4pp. 52701:004-52701:007. 

4002230124 Corrmont opposing pioprisoU rulo lOCFRE rn rovisod enforceiranl ppiicy 
COAAVAY.M/ f . Arizona Public Sorvico Co. (fo/mufly Atizono Nuclear Power Ptewu 
54FR50$iO 00021. 00/02/06. CHILK.SJ Oflico ol Iho Socfoiary Ol me Cc*!iTiisier. 
2PP 52701:084 52701.065 

9002230141 Conviicni opposing mod IP pioposod rulu 10CPR2 ro policy & piocoduiet 
fo» oMoieomoni Hctioni.pol cy sfoiomont. Disegfooe w/lmpiled concfustti tb»l wr 
IS more impononi to eeloty ihan otiior aciiviiios.euch as opera! one. 

MIELE.M.L. Consolldalod Edison Co. ol New York, liic. SiFRSOeiO 00022. 90/02/05. 
CHIIK.S J. Oflico of ihe Seorotnry ol Iho Comm esion 2pp. 52701:104-52701:105 

9002230166 Cwnmofit Mpos.ng proposed fulo 10CFR34 to ASNT COrti'CB'JOnol Nkik 
hiai rodioQTApha'S NRC should roconsidor posilion ol accepting conil caion in hgu of 
cuiioni reQul'oment lor iniliol Iraln-ng & tosilng piogrom on rad-aiioh saloN 
SPEU.W.H. Louisiana. State of. 54FR47009 00047. 90/02/06 KAMMERER.C Sals 
Local « Indian Tnbe Programs (870413-000111). 4pp. 6270t:000-52701083. 

9002230166 Commeni opposing proposed rulo lOCFRSe le ASNT coiiil ca'jon Ol W.s- 
■rial redographoia.NRC shou'd considor amall Industrial rndiography companies 5 n/s 
eminsi thidjiarty cenillcailon. 

COUCH.O.. RENEAU.N. Ponhandlo NOT & Inspocilon, Inc. 64FR470D9 00040. 90/C2I 
01 Oockei ng a Sorvicos Branch. 2pp. 52/01:102-52701:103. 

0002230209 Comment opposing proposbd rulo 10CFR34 to ASNT cerlifcaliO'i o! indus- 
trial tadiographoia.NRc ahouTo consider requnlng thai.es min, two ind.viduais.one la- 
d ographor & radiographer assisiant be rouulrod at Hold sHo 
0AK6 h.k,F, Bakot Tosilng Services, Inc. 64FR47OD0 00041- 90/02/07. Olfica of ’-■« 
Socrolary of ihe CommlasTon lp, 5270l:077.5270f:077. 

4082230230 Comment on proposed rule lOCFn34 le ASNT cortilication ol indusM 
radographoie.Wsagroos inat mandaiing thrd party cetiiflcalion wou’d aef evo desired 
/esultr^ reducing oxcessiva exposures. 

RAY Tennessee Valley Aumoniy. 54FR47000 00042 90/02/06. Document CoriM 
Branch (Oocumoni Control Desk). 2pp. 52701076-62701:079. 

4002230231 Comment opposing proposod rule IOCFn7i re compatibility of Pu f ifsri- 
pen relations w/lAEA sids. 

SPeCflT.O. Homer Boat Watcli. SPECHT.O. Alfiiiailon Not Assigned 53FR2I5W 
OOOOS. 00/02/02. NRC • No Ootailod Atlil-ailon Given ip 62669.0e7-52669Ca7. 


904222M32 ^mment on rev to proposed ru:e t0CFR7l ro compaiib.liy or Pu er bare 
S‘'99P1<8 bse o' allowable varianon of 20% lo eccoor 
SnocucCT. ^ difference in Instrument calidr (actors. 


9<K)2230243 Comment on pioposed rulo 10CFR17O ''Rov ol Fee Schedu'es: Radiwso- 
^ Llconsos & Topical Ropis." Clarilicailon on licensee removal ol exe-mejon n 
(0 '068 lor byproduct, source or SNM mall rcnuesied ^ 
COCKFIELO.O.W. Portland General Elecfric Co 54FR-l97e3 0002B. 90/02/15 Doci 
otr,9 « Swvlces Branch, lp. 62669.064-62669.064. 


M02230276 Comment supporting proposed rule 10CFR34 re ASNT certilicaWn o‘ J’ 
dusWal radiographors-lnvoking requlromoms may resull in addl costa W ul S-hu! 'SO' 
auon aaleN would bo improved 

HUNGER,G.A. Philadelph'a Electric C^o 64FR47089 00043. 00/02/07. CHiLK.bJ 
Office otlhe Socreleryol the Commission lp. 52701 076-52701:076. 



Cotnmonl ^posing proposed rule i0CFt=l34 re ASNT cedilicalton of uvluft* 
(ne? reaiograptiors NRC efiould nol gel third parties w/no vested irtte-esle htvch-ed but 
cet licensees more active Irt trying to insH'.l salety In industry. 

Dr.TS.A J MOS Inspection. Inc. (lofmorly Magnatiu« Corp ). OILTS.A.J. AtfJtaUon Not 
Assignod. S4FR47089 00044. 50/02/02. Docketing & Services Branch. 2po. 
52701:074-5270t;076. 

M0S230326 Comtr.Qnt oppos'.ng proposed role I0CFR34 ro ASNT certifica^on ol IrKfus* 
Inal radiographers. Proposed rule creates lack of rogu'atory cor^iroi & oversight n area 
of I'elnittg. 

tAC<ER!b.K. Texas. Stale o>. 54FR470Bg 00045 50/02/08. Docketing & Serv:cs3 
Branch Spp 6270i.08S-5270t.073. 

9002230344 Con^ment supporting proposed rule 1CCFR34 ro ASNT cerUtceiicn of in* 
dustTial radlogtaphera.Opposoa suggested rutemeking that would leQu'te tnrd paly 
ce^'icaiiorv of cedlogrepners. 

SCHeEL.R.G. Genera/ Oynamica Corp. 64Fnd7089 C003S. 00/02/01. OackeHng & 
Services Qranch. 2pp 52701:088 52701.095. 

-S002230366 Comments on proposed ru'.a lOCFn34 ro impterr.entation ot UVtd party 
ceroficatior) program lor Industrial rad ographora 

SdRPRENANT.n.H. Ceneral CNnem.cs Corp 82/CS/3t. Docketing & Sorvicea 
Branch. 6pp. 52701.090-52701;095 


9Q0206009S Ack receipt ol 900t02 itr forwarding consiituenia JJ Durnia & RJ Poterson 
eofiespottdanco si'ppoft ng pof/r/on tor ru'e.'tiaking FRM.35-0.NRC currerUly reoxarnln- 
ing reg.a’atiorts governing use ol radlophaima In nuclear mod.cine. 

BATHBUN.O.K Congrosslonal AKai'S CCS. 90/01/16 STUMP.B House ot Rep. 2pp. 
52547:240-S2S47:246 


90020SOI03 Ack race pi of 900103 lu le constituent S Ar.detson lu supporting petition 
lor fi/omaklng to reviaa 10CFR35.KRC reexamining logutat ons governing use of ra- 

ffi ar/n» ro r^ucloa; moc/e-ne Con-monis wiP be taken into cons'Jerpl/o.n. 

IBUN.O.K. Congressional Aliats. CCS. 90/01/17. DUNCAN JJ. House ol Rep 
2pp. 52547:235-52547:239 

— 60020S0f04 Forwards constituent S Anderson cortespondonco re 10CFR35 rogule- 
Oora poriatnfng to medcel use of byproduct matt.tor rosponae. 

0Ur4CAN.j.J. tiObSO ol Rop. CCS 90/01/03- CARR.K. Com'nlasionera. 3po. 
62547;237-62547:238 

9002050108 Ack recoipt pf 900122 ilr ro K4 Brucor commonia Supporting petition lor 
ruieTrefctttg to revise t0CFR35 regulations NRC currently reexamining regu'ailons gov 
otning use Ol rad opha'ms In nuclear med cino 

nATi40UN,O.K Cor.g/essJo,->al A«a/s CCS 90/01/28. DECONCINI.D. Soreie. 2pp. 
52547:080-52547 085. 


0002230378 Comment oppoeing proposed ru'c t0CFn2 to lev.sod po'icy concerning 
cnII penalty escalations for malnl related v.olet'ons Modified pol cy preciudos lak NRC 
iui^rnent ot elfecilvenoss of Industry inttialivea during maint period 
^tRS K H Wisconsin Pub'lc Service Corp. 54Fn5a6lO QOOi 2 90/02/06. Dockeiing 
8 Sarveea Branch. 3pp. 52701:066-52701 068. 


9902230407 Comment opposing proposed ru'e 10CFR2 re mod to KRC po'icy arete- 
rrcni on policy & proced^uras for anloicemeni acl.ona Encouregaa NRC to roconatdor 
reed lor revised policy stetomenl. 

KOVACH, T.J Commoriweanh Edison Co 64Fn508lO OOOlG 90/02/05 CHUK.SJ. 
Of'ice ol the Secretary of the Commission. 2pp 52701:t00-5270i:l0t. 


9002230419 Comment opposing proposed rule 10CFR2 ro proposed mod to etrlorce- 
merti po'icy that adds civil penalty adjustment factor allowing escalation lor wotaf-ons 
UKKrKirg ma'nl deficiencies. 

KEiSER,HW. Pennsylvania Power & Light Co 54FR50eiC OOOU 00/02/06 
CHtLK.S.J Office of tne Secraiary of iho Commiss.on. 2pp. 52701 090 S2701 009 

9002230436 Comment on proposed rule tOCFn2 re mod to general ataiomonl o' po'icy 
8 procodures for NRC onforcomonl actions & rev to I0CFR50. ' Pofcy Stateir.ent cn 
Malm." Reouosis that NRC iocona.dor onloicomem poi.cy mod 
BRAOHAM.OS South Carolina Electric & Gas Co. 54FR60610 OOOiS. 90/02/06 
CHILK.S J. Office ol the Secretary of Iho Comm.8s<on ip. 5270i;003- 52701 003. 


PRM PETITION FOR RULEMAKING 

691 1090064 Comment on petition for ru'omaking PnM-35'9 ro mod-cai use of byproduct 
mail Pleads that malignancy ol NRC be tumovod from oati govt. 

BRUCER.M Bruccer. M., MD CCS. 09/10/26 Oockolmg & Serveos Qtatich 4pp 
616381054-51638.067. 


-0002050110 Requeais comments on end U Brucor B9102& Itr ro pottUon tor rulomuk- 
Ing PRM.3S-9 

OECONCtni.O. Senate CCS. 90/01/22. NRC - No Dote lod Afniiatlon Given. 2pp. 
52S47.O62-S2547 085 

9002080266 Comment aupporting poitlon lor rulomakir.g PRM-35-9 re rovisod 10CFR35 
toguiabons govern hg rr.cd.cal uao of byproduct man NRC should pursue corr.prohon- 
sNe study to assess rad cb.cibgicai olfects of m sadm.ir.isiratlons. 

’ Stamford Mo.-nonai Hasp.. Slamlord, Tx. ' AfMlaiion Not Assigned 54FR3B239 
00485 OO/Of/fO OockotingS Sorv.cos Srancii 2pp. 52563 026-52553 027 

9003060287 Co<n.T«nl auppoding polji on (or ru'omak'ng PRM-3S 9 to revised 10CFR35 
logulat.orya govormng mod.cal use of byproduct mat'. 

‘ Slamlord Memorial Hosp., Stamford, TX. * AK-Talion Not Assigned 54FR302S9 
00464 OO/Ol/iO. Dockoting 8 Sonricos Branch 2pp. 52553:028-52563 029 

9002060299 ComTani suoportng poUUort for rolomekir^g PRM-35-9 to rraOiCBl use of 
byorpduci matiH.gMy resinctivp rcgulat ons wll only joopardi/o public heaiih & saluly 

S ' rosidciina accoee lo app'opriaio nuCoar modxine proeoduros. 

/VRTIN.W. Jowiah Kosp. 61. Lou-s.MO- MARTIN.W. Affnoilon Not Assigned. 
54FR3023e 00487. 90/01/16 Docketing & Sonricos Branch. 2pp S2567;te7- 
52567 166 

9002090304 Co/nmO'it Suppo'l "0 poiiUon tor 'Uloniakirg PRM-35-9 'O modiCBI pee ol 
byproduct mati 

* siamtoid Hasp. Stamioro. CT, 54FR30236 00466. 90/01/10. OocKoling & Soivicoe 
Branch 2pp 8286? I7l-52567.i72. 


PROA PROJECTS • PREDOCKET LICENBINO 


9002081)052 Ack receipt ol 861 22t Hr lu RL Wahl commonts support-ng poliUcn roiti/o- 
mek-ng lo revise 10CFR3S NRC curronily rooxomininp togulations govern/ig uso of la- 
oopharms in nuclear modiclna to rosoivo issues raised in potmon 
RATHSUN.OK. Congresslonoi Allaire CCS 90/0t/il LEviN.C. Sorraie. 2pp. 
52547.226-52547:229. 

-9003060055 Forwarde RL Wohi 891030 Hr suppcding pohtlon fo' rulemaking l>RM-35- 
9,lor response. 

LEVIN, C Senate. CCS. 89/12/21. RATHSUN.OK. NRC • No Oeiatlud AHJatton 
GNen. Ip. 52547:227-52647:220. 

9002050060 Ack rece'pl ol 691205 5 23 lire ro JJ Burn's & RJ Peterson suppon o' pou- 
Ion lor rulemaking to revise 10CFR35 to aliow use ol radiopharma for ihorapeuiK m- 
d catena not listed In package insert. 

RArHBUN.O.K. Congressional Allairs CCS. 90/Otrii KYL.J House of Rep 2pp 
S254e:t03-62548:lir. 

-9003050063 Forwards Associated Radio'-ogisls.Ud 8Q1 12Q Itr in support ol peeilon lo< 
rvlemaking PRM-35-9.for responso. 

KYL,J. House ol Rep. CCS. 89/12/23. RATHOUN.O.K. NRC - No □eiai'ed Afft.leimo 
Given- 4pp. &2646:t0e-&264e:11 1. 

9002050068 Ack receipt of 691215 Ur tiansmiiiing 6 Nguyen & R ShortU txxfoapond- 
enco In support ol potiHon lor rulemaking to rowiso lOCFnsS.NRC coitarrOy reexanm- 
Ing regu'atlons governing use ol radlopharms In nuclear mod.cino. 

RATHBUN.O.K. Congressional Affairs. CCS. 00/01/11. BENTSEN.L. Senate 2pp. 
62547.095-52547:104. 

-9003069069 Requests Into re end constituent lire supporting petition for n/omelung lo 
reVse 10CFR35 regulations 

BENTSEN.L. Senate. CCS. 89/12/15. RATHBUN.D. NRC - No Deia/od ArtKiei.on 
GUveri. Spp. 52547:097-32547:104. 

9003950978 Ack receipt ot 891207 Ilr transmiliInQ constituent R Clark Hi n support Of 
petiTon lor rulemaking PRM-35-0.NRC currently reoxamln'ng rogi/al'orts governuig 
use of radlopharms In nuclear medicino & will consult w/FOA. 

RATHSUN.O.K. Congressional Affaire. CCS. OO/Ot/H. SYRAN.RH. Senate. 2pp 
32547:220-52647:224. 

9002060067 Ack receipt ol 891220 Itr irenamili.ng corrospondon.ce from conaMuonl MR 
Habiblan In support ol petition (or rulemaking to rovise tOCFRSS.NRC curaentty reex- 
amining regulations re use ol radtapharms in nuclear medicine. 

FIATHBUN.O.K. Congressional Affairs. CCS. OO/Ol/lt. CLEMENT.Q. House el Ft^- 
8pp. 62547:088-52647:090. 

-9002980090 Forwards constituent MR Habiblan Itr supporting proposed rufemaktng to 
revise fOCFRSS regulailona.for response. 

CLEMENT.8. House of Rep. CCS. 60/12/20. REMICK.O. Commisa'ertera. lp- 
52847-.0e8-52S47'090. 


9001290010 ift'-orms that OOE/ILL 000125 brieimg on AVLiS J enrichmshi deployrn-oni 

C lOA wR bo anor> to B Oorrarp. 

OYSENP-FuOl Cycle Saloiy Brniich, 90/01/83. OERNERO.R.W,, BURNETT, R.F., 
CONNINGHAM.R.E. NRC • No Detolod Allillailon Given tp. 524eO:t61-58469:1C1. 

91H31290076 Suggests mcoiing to d>scuss tochh'CQl,IOQQt & iicohsr.g implications ol 
OOE ptbposoo near-term ramod.ai nedon for west Vadoy burial ground.por end OOG 
900102 memoW/o onci 

SJOOLC^.O.L. D-vISion of industrial & MetLcnl Nucloer Soloty (Post 070729). 00/01/ 
17. BANOARTTli. DiViSion of Low-Lovel Vdesie Managoment & Oocoinmies'oning 
(Pom 670413). Ip. 62480 333-52460 333. 

MOI300096 Roquosta that conso'.datod financial sintementa aubmittod lo NRC by 
891121 Itr ra fndrrect translot ol CE I'consos be Iresiorl qs corifideolrai.per 
l0CFn2.790 Supporting allidovit onci 

BURT.RM. AStA Browrr Bovori. Inc 0O/OWO3. MURt.RY.T.E Oflico ol Nuclotii Re- 
actor RogJailon, D.roctor [PobI 87041 1). 3pp. 52490.204-52490.296. 

9001300200 forwards response to roquesie for eddi >nfo ro Chapfers 6.7. 6,9, t2& i3 of 
adverted LWR lequiremeriis document covering physical aocurity.insider & outsider 
saboiaae Uireate & conttoHud access to cohletrimeni. 

KiNTNGR.E.E. ALWR Utility Sieonng Comrr.lttoa. KINTNER.E.E. General Pubi'e Uti I- 
lies Corp. • GPU Service Corp. 90/01/16. Documoni Conlrol Branch (Document Con- 
trof Desk). Spp 62490 059-52490 087 

9001300391 HofliQs Ol 000130 moe'.ing in Rockviile.MD (o ciiacuaa NRC i.eensod dis- 

E osal area at Woat Valioy.'nc'ud ng lechn-cal eepecis of DOE Iniercopilon trench 
eitta bu/i <0 contino leaking reprocessing solvent. 

HUfuRO. O.vislon ol Industnel & Medical Nuctoar Safely (Post 670780). 90/Q1/2S. 
SWIFT .J.. SJOOLOM.G., COMFORT, Q. Division Of Industrial & MediCal Nuclear Safety 
<POSf 870729). 2pp 52404:272-52484;270. 

990)300470 Summery of 000125 moeiing w/Pacitic Nuclear Fuel Services, Inc in 
RockvrTe,MD re concerns on spent fuel etorago & transportation compaUbi'lty at back 
end of fuel cydo 

R08ERTS.J.P. Fuel Cycto Salety Srancli. 90/01/86. SJOBLOM.G.L. Fuat Cycle 
Safety Branch. 26pp. 52496 204-62496:316. 

9002010170 Cance'ed Rev 8 to TR-1RTS-a, "Operational Safety Roquuomeme." 
OOMES.UE., SCHIFFHAUER.C, West Va'.lay Nuclear Services Co., Inc. 90/01/15 
7pp. S%23:32t-S2683:327. 

9002010306 Forwards request tor addi info to complete review of Sya 60 -r design certl- 
ficadon for CESSAR-OC.including fire proleeilon analys's.fuel aasombly etorege 
capacKy.stcraoe denslllee for spent fuel pool A spent fuel pool sioreae racks. 
SINOH.R. DIvia'.on ol Reactor Frajocta ■ MI.IV.V & Special Prolocfe (Post 8704111. 90/ 
01 / 24 . SCHERER.A.E. Combustion Enfllneerlng. Ino. 17pp. 52523:056-52623:071. 



208 NONDOCKETED ITEMS 


MOJ010334 Forv<afcl9 Unusual Occunerco Repl V/VNS 08 3 STS ? fe lee^V 
valve on bollom 0l STS ion E:«chongo Column C-004 duo IQ poienial 'o' 
modo lei 'uto Leah has been stopped Sparse sys vnil be i.'.aiaiied on 1-HW4 oy 

PLcVtz.DK. Wosi va'ioy Nuc'oar Services Co. inc WO 09 05??- 89/08/03 
BIXBY.W.W. Hnorgy, Dopi 0l 3pp. 52505 042'52505.089 

-9003010343 Unusual Occurrence fTopI 88 3'STS 2 on 600720 leakago 0* 

FV-400 caused by eouipmer-i laiijre Valves at top ol Column C-004 v>aualy checiiod 

i stroked (0 assure closure ,, cocntvuc. 

PL0ET20K West Valoy Nuc'oar Services Co. me. 09'O0/O3. 45pp. 52S05 045- 
52505 089 


9002010344 forwards Unusual Occurrence Repi UOn 09 li-STS-l.doctwnim.Q w^i- 
naiani 'ueatmont sys co'urrn 0 dump vaivo.used to lemove OKpondod ion oncnango 

IT, edia Irom process vessel.lB' ing to close na/m/on 

VALENTI, P.J. West Va'iey Nuc'oar Sevices Co. Inc WO 89. 1030. 69/12/28 
QIXBV.W W. Cnerg-y, Oep\ ol 2t>p. 52522 230-52522.238 


-9002010348 69-11-STS-1 Unusual Occurrence flopl fl9 H-STS lon e9l2l3,tfscw- 
ered that valve 50-FV-208 would not Close alter valve opened & apem 2^ie 
damped, causing loss of column 9 pressure Caused by lau'iy vaVo actualof seals Air 

UNCiSLNrL VALENTI PJ, PLOETZ.OK Wesi Valley Nuclear Services Co. Inc 
89/12/20 7pp 62522 232-52522 238 


-^2090096 Rev 0-A to Topical SAR, Section 13.0, '‘OA." 

• Pacific Sierra Nuclear Assoc-ates 09/11/30. 26pp. 526M 030-52614 063, 

6003090212 OOE-HTOR-6031 1 •'Containment Study lot Modular HTQR • 

• OecMol t<« * Energy. Dept ol ‘ General Airjmics ((otmeity GA Ts<hivj 

ogo“liK./G6r.WOlAlom:c Co.). 69/11/30 IBOpp 52605 077 52605 256 ^ 

6002130264 inlorma Ibat lulure coriosponder.co lo Rov 1A to Topical Hepta NLH-oci * 
NUH>002 be lorwardod lo listed addiosa. 

MCCONAGHY.WJ. PflClIiC Nuclear Systems, Inc WjM-90 008 SO/Oi/v 
ROBERTS.J PunI Cycle Saleiy Branch ip 62044.01 1-52044 oil 


6002130100 Summary ol 600130 mooting w/MHO Technical Assoc re dra*! SERj a- 
modular mTGR & PRISM. 

WIU1AMS P M. Advanced Reacior & Generic lasuos Branch 90/02/06. WiLSOr j n 
/V dvancod poactor & Gonoilc Issues Droncli. 2pp 52040 001 -52649 002 


90021S0073 Foiwarda "Tochnicol Support for Hydrogen Control Roqulrome.'.l lot gof. 
Advaruoed LWR nequiromonts Dociimont " 

KINTNEREE GenornI Pubic Uliiiiloa Corp. - GI’U Service Cerp 90/02/05. Oocu 
meni Control Branch (Document Control Doah) ip. 52676 265-52670 038 


-6002160070 ’’Tochnlcal Supporl lor Hydrogen Control Roqulroment 'or EPfii »j 
vartcod LWR Rcgu4omeni3 Docunioni." 

• Faosk® & Aesociaios, Inc 90/01/31 133pp. 6207.5 266-62676 030. 


6W2020166 Requests w.thdrawai ol 891211 affidavil New e« Uavii w/ wieci wfo o«^ 
KERSH.K Arkansas Tech Univ., RusaoTvi lo. AR 69/12/10. ADAMSA NRC - No De- 
lal'ed All.l aiion GNen. 2op. 52540 076-52540 077 


9002020317 Forwards "Duke Power Co Topical Rapt OA Program." per ret^roai during 

L^OY PG^Duke Power Co LES-90 009 00/01/29 SJOfilOM.G. Fuel Cycle Saleiy 
Branch'lp 62539 316-52540068 


-9002020320 "Duke Power Co Topical Repi OA Program " 
•Duke Power Co 00/01/29 llOpp 52539 319 62540 068 


9002080095 Advises that Docket 50-606 assigned to Arkansas Tech Un.v TRiGA reac- 
tor & replaces Proleei 677. 

ADAMSA Non Power Roaclor, OocommiSSlon'rg & Env.ronrnomal PiO|®Cl OtecW- 
ate 90/01/26 KERSHK Arkansas Tech Urrv, Russellville. AR. 3pp 625S6.109- 
52556 201. 


9002060304 Adviaes that Pac iic Nuclear Fuel SeMces.inc estab'isbed to locos compa- 
ny ocuviLos In aponi fuel svea markeipiace Paciiu Nuclear Fuel Svcs.mc assumed 
laspons-b I ty 'or nuhOMS spent luei storage sys ..... . 

MCCONAGHY.WJ Nutech, Inc. WJM 90-009 00/01/30. RO0£nTS.J. Foal Cydo 
Salaiy Branch Ip 52560 046-52560 046. 


0002060316 Rev 6 lo WVOP-OiO, "Ar.njai wasie Mgi Plan." 

• West Vaiey Nuclear Sennees Co . Inc 69/'2/3i. i24oo. 52584 301-52565064. 


6003070326 Summary ol OOOitl moetng w/LouiSlana Energy Sves to Itconsyig 
matters Ust d anendees & mewgraphs enci 

LOYSENP. Fuel Cycle Sa'ery Branch 00/02/01. BJ081CM.0.L Fuel Cycle Safoiy 
Branch 7pp 52593 022-52503 028. 


0002070331 Fonwaids lesponses io NRC 690226 reqijest (o: lorvjM ql OOE onglryoo'- 
Ing stud ea on containment & OhR 6 policy diHerenee between new production roac- 
lOr & modular HTQR.Addi analyses & completion oi technology program required. 
YOUNG, W.H. Energy, Dept 01169/11/26 BECrCJOflO.E S gfUe Of Nuclear Regula- 
tory Research. Director (Post 660720) epp. 52592:055 52692 C62. 


0002070234 Concurs w/decis'on 10 act Immediately to prevent buried reprocessing sol- 
venl tram reaching near^ creek & agrees.m general ferms.ihai imerccMon bench as 
described m 900102 & 05 memos reasonable method lor conta’nrig eo-vent 
HURTRO Fuel Cycle Safely Branch. 00/02/01. BiXBY.W.W. Energy. Oepi d. Ip. 
62608 227-62598 227. 


0002070247 Forwards SER accepting Nuclear Assurance Corp (NAC) Rov 1 lo "Topical 
SAR lot NAC Storago/Transpod Cask Conlamlr.g 26 IntacI Fuel Assemblos lot Uso 
81 ISFST' as rel.undor t-miiaiions deimoated -n SAR.w/ataied exception 
ROBERTS,JP. Fuel Cycle Safety Branch. 00/02/01. VIEOROCK.JM. Nuclow Aesui- 
ance Corp. 7pp. 52604 264-52604 359 


9002180006 Forwards trip rant ol NRC 601031 & 1 101 visit lo West Valley Oomonst's 
Hon PtolecI oporatad by DOE Visit bonoUcnl In understand ng g’ass p-oducLcn pro- 
gram ai sito 

C 1 NEHAN..IJ Ropository Liconsing & liuoiity Aaflurance Projoci D.fecioraio (Mii2C'. 
HLWR. 90/02/13. STEIN, n. Energy, DepI ol 246pp 62654:172-52655.059 


0002220661 Summary of 600202 mooting «v/DOE ro licensing of monlisrod ictnevabi« 
siotaqe facSity Atlondoo I st encl. 

HUM R 0 fuel Cycle Snloiy Bianch. 00/02/00 HAUGHNEY.C.J Fua' Cycle Sa'e'j 
Branch 3pp 6266j:137'529O3:l30. 


9002260147 Forworda piopr.olOiY Rov 1 to Vol II to PSN-OO-OOl, ' ropXBl SAR IjiVev 
(■■aiad Siotago Cnak Sys " 

MASSEY.J.v Sierra Nuclnat, Inc PSN 00024. 00/02/10 RODERTS.JP. Docuneri 
Conirol Oranch (Document Control Doek). 1p 62777:345-52777:346 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

6911270024 Dottctoncy & Pad 21 rppt ro motor shall pinion key fB’luro, koywsyde'si' 
mation & ^11 Clacking piebiema 1 hiid oxtona'on of topi echodu'o noted e nca acLa- 
lot lasting •ncorKlusivo Next ropi will bo eutimlilod on or about 000402- 
RAY.M J. Tennoaeeo Vo'ioy Autiieriiy, PT2t 60-104 000 ni)/li/t6 Document Cenliol 
Branch (Oo^monl Ccmlrol Desk] 3pp. 51046’05S-S1846.0S7 

9001300119 Pen 2< iop> <0 Wosiinghouso Class 1E iho'mal/magnotic molded eete 01 - 
cuil broekoiB tripp-ng duiing oliompis to start molor initially reponad an 
900105 Vendor roquosiTng Ihol utils verily proper lirvaker podormanco. 
XH4NSON.W.J. Woslinghouso ElodiiC Corp. PT2t 00 006-000. 90/01/09 
MURIEY.T.E Ollico Ol Nuclear Roaclpr nooubiion, D.rocior (Post 0704H) ipp 
52546:201 52546:205 

9002120066 Pari 21 ropI ro iwo Of throe PC cards In GC Type SLV1 lAt ovor/urdentol- 
lego relays iaiiin[) 10 produce output Short beiwoon leads would rosuT in dams;a to 
componofli iC9 Sketch ol threshold detociion board unci 
TEAGUE.J E- Qonotal Eloclrtc Co. 00/02/02 MURLEY.T E OHico ol Nucisa' Reactor 
Rogurahon. Direclor (Post 07041 1). 3pp. 6260/.055-52607 057. 

9002120255 Forworda Rov 1 10 LER UU-OlO 10 corioci event dale on Pago 1 Eve‘1 dee 
10 Ia4ui8 of safely Injoclion block/unblock awitch rundoting auiomolic leatu.’ss ol tcL'i 
Irena inope/able.Evonl also roporlod por I0CFR21. 

MECREOY.RC. nochoslor Gas & Elociilc Corp. 60/01/26. Documoni CoVrol B'-aricn 
(Document Control Desk) Ip 62035:200-52635:217 

-9002120259 LER 090l8-QV.on 601117, onoineerinQ oveluolion ol 001220 polenlial 
slngtQ iaiiuto ol ealeiy in|ociion block/unblock ewitch complolod. Caused ty desgn 
error during initial plant const Plugor position vontied Also ruporled per Pa-t 21 
BACKUS.WK Rochester Qos & Electric Corp. O0/0t/2B. Upp. 62M52l0-52635<f? 


-9002070260 SER accepting Rev 1 to "Topical SAR lor Nuclear Assurance Corp Slot- 
ago/Transpoti Cask Coniai.n ng 28 Intact Fuel AssembHoa (or Uso el I5F5I." as ref 
under l.mitaiions de'ineated in sAR 

’ OlTice of Nuclear Malenal Safety 5 Safeguards, Director 90/02/28. 59pp 
52604 301-62604 359. 


9002130347 LER 90-001-00on 0911 lO.potonllol concern idontillod w/ 
ealety valvo blowdown being groalor Ilian ansiimod In aafoty onalysaa Caused ty 
lunchonal dea’gn dofldency. Aleo ropoiiabla por Pan 2 1 .W/600202 Hr 
QLOVER.R M.GukO Powei Co 00/62/02 8pp 52637:039 52637:046. 


9002070315 Requests add! info to continue review ol lopical rapt, "Topical SAR lor Nu- 
clear Assurance Corp Siorage/Trensport Cash Containing 28 Intact Fuel Assomb'lea 
for Use at ISFSI." 

R08ERTS.jp. Fuel Cycle Sa'ety Branch 00/01/31. VIEBROCKJ.M Nudoar Assur- 
ance Corp. 2pp 52693 016-52603:019. 


OiK>2140116 Responds to 601213 Ur lo NRC Into Notice 69-056, Suppi I. Purpose oiral 
lo OuOose 691025 Itr In in!o notice was to Qlurl llconseoa to potential do.ect in Kvn 
mall suppled lo DuBoso , 

ROSSI, CE Division ol Operallonal Evonis Aseossmont (Post 670411). l£iN-69-05o. 
00/01/30 OUBOSE.C.H. DuBoso Steel, Inc 2pp. 62646 359-62840:360. 


9002070386 Revised emergency plan S procedures manual.includ.ng Rev 2 to Emor- 
gency Procoduro Q-1 1 8 Rev 7 to Emeige-nCy Procedure 0-26. 

TOMES, LE-, ShiFFhAUER.C M West Va'iey Nuclear Services Co. Inc 90/02/02. 
30pp. 52592.063-52592094 

9002070479 Trip rept ol 691111-17 visit lo England.Prence & Germany re gas-coolod 
reactor research & operetions.ORNL lore gn Inp ropi dtd 691204 enci. 

WILLIAMS, P.M. Advanced Reactor & Gononc Issues Branch. 90/01/10. WIL80N,J.N. 
Advanced Reactor & Generic Issues Branch 39pp. 52570:045-52570.083. 

9002090070 Forwards response to 881216 request (or addi info re CESSAR- 
DC, Chapters 3,4,5 & 6 te tuTblne rr^sit&s.coniiot element dtlra SlruClurd 
matis.deanng & contamination protection procedures & reactor internals maUe 
SCHEREfl.AE. Combusiion Engineering. Inc. LO 90-008. 90/01/26 Document Corv 
trol Branch (Document Control Desk). 35pp 52599:194-52699.228. 

9002090069 Forwards Rev 0 A to Topical SAR.SecUon 13.0, "OA " 

MASSEY,J.V. Paci'ic Sierra Nuclear Associates. PSN-89-116. 89/11/30 SPRAULJQ 
NRC • No Detailed AUthaiion Q^en. ip, 62614. 037-52614 063 


M0216026e Part 21 ropi re potential ol ombiont coinponealod molded 
Ixoaker porlormance lo Oovialo from published info Appropriaio cualomers iriorneo 
of original potential substantial safoiy hararJ noilllcoilon & listed correction. 
JOHNSON.W.J. Wostlnglioueo Eloclric Corp. NS-NRC00-34e8. 90/02/w 
MURLEY.T-E. Document Control Branch (Document Control Dosk). 2pp- 52l»4/J 
626e8'240. 


9002220371 Part 21 replro maint of Aulomallc Valvo Corp MSIV S/or mam steam re e 
valve using spanner wrench In order to avoid solenoid valvo stem damage per i«o 
85 change In design. Maint instructions enci. ,, ^ ._ 

HUTCHINS.T. Aulomatic Vaive Corp. 00/02/02. NRC • No Deiaiiod Altiiiaiion ijvsn 
38pp. 52738.068-52738:105 


0002220573 Part 21 rept ro possibio rise in chiHor water temp when 
valve opened to increase liow.iniliolly roportod on 900209.Rovised guide nesissw 
lor min chHIer load operat'on by soioctively isoieting cooiing colia. 

VAUGHNJLE. Qiibert/Commonweailh, Inc. (formorly Gilbert Associatoa, Inc ) au 
13. MURLEY.T.E. Ollico ol Nuclear Roaclor Regulation, Direclor (Post 67041 1). iw 
52^:071-52696:072. 
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900231CI001 88-006 02 on 080210, rurnerous boll boarf (alluias 0 ( S/l6- mcti x l/’2- 

ircb s'.icon broniQ carriago bolls noted in bus/ bar connactions o( electilcal 
s«icfil>oaf<lsCaosat/ by igSCC Oobs rapiacoO Reportable per Pan ?i.Hr/eo0209lfr. 
POULK,R.M., HARNESS, JL. Cato'ina Powor & Light Co. BSEP/00-Q095 00/02/09 
2:-pp. 52713 117-52713:156. 


OA999 OUALITY ASSURANCE INSPECTIONS 

0001310329 Forwards Insp Ropi SdOOiidS/SS 01 on 090STi-i2.No instance lounci of 
la'iing to meat NRC roqu remonis 

eflACH,E.W. Vendor Inspection flranch flO/0l/?? HUSH,R. Captai VVe&twanf Syt- 
terns, Inc. 2pp 62314 098-525H 104 

-900(310332 QA Program Insp Repi 90001145/00-01 on B0n9n-i2.No 
vio'a‘Jons,noncomplianco or uniesowod itams noted Major areas Inspocicd iol'owup to 
i(^FR2i rept,dia 601021 ro supply ng of nor^gonumn Uasonnoitan Oiossoi vetvo 
parts 

PcTfiOSiNO.J.J . BAKER,E.T. Vendor Inspection Orancll ICIN BO 00? 89/03/25 
5pp 625t4:100-52S14-|04. 

9001310431 Forwards Insp Ropi SQSOOOS-i/aQ-Oi on 001212-16 & notices ot noncen- 
loimance & vtolalion 

BPACKE.W. Vendor Inspection Bfanch 90/01/22. SANFQflO,P.H Otossei inCos- 
■Jies.lnc. 2pp. 52514:069-52514 090 

-9<I01910423 Notice ot violation from Insp on 60i2l2-i6.V.ainiion notod. MO Fiocodure 
23e-M-174,Rev B ra 10CFR21 irrpiorreniaiion Incorrectly cJnlinod Part 21 icirn. "si-b 
s’jnlial safety hatard." 

* NRC • No Detal'Qd Alliliailon Given 00/01/22 ip 52614 071-52514 071. 

-9001310428 Notice ol noncontormnneo Irnm insp on 601213-16. Noncontoiinanco 
rofedMO nuclear OA manual tailed to ensure (hat adequate qualty raquteinonta in- 
cluded or ret on purchase order documents 

■ NRC • No Detailed Al/JIaiion Giuon 00/01/22- Ppp- 525)4;072-52Sl4 073 

-9001310431 Insp Repl 99900094/80-01 on 601212-16 Violations & nonconlonnancos 
noted Major areas ln8pocloa:lOCFR2l rapt did 861021 (rum Ccnsumoid Rower Coro 
vsivs hteinal tepiacemeni peria not mfg by authontod vendor iacti<'‘os 
P£TnOSlNQ,J J., 8AKEn,e.T. Division of Reacior inspoctlon 4 Safeguards |Pr>st 
970411). 89/03/27. 17pp, 52514:074-52614:090. 

MOSOSOaSS Forwards Insp Ropt 99901 ieO/89-01 on 690622 
BRACH.E.W. Vendor inspoctlon Branch. 90/01/24. Ct-ARK.P Midwest Valve I'ens 
Supply Co ip. 62647;356-62547'060. 

-9003050380 Insp Repl 09001 166/89-01 on 600622 No viotatioris or nonconfonnancos 
noted Ma]ot areas inspected observation ro QEMOCO doviating trom valve u/n etch- 
ino reou'remenis. 

PETR&SINO,J.J., BAKER, E.T. Vontlbt inspection erancD. I£INQ0 007 . 80/07/24. 
4pp. 62547:357-62647:360 

9M207003S Forwards insp Ropt 9000117-1/09-01 on e0iC92O3 & noilco ol 
noitconformanco-Prooioma in control of procuromani of saioty-roiaiod oriu-poioni tiom 
convaciora & vandoia & woaKneasos in cnntrols for ireoslol rtg onu pmuot noiod 
U'NAS,PC OMsion of Roscfor (nspaciion 4 Satdduonis (Rose 070-1 iff 00/0 1/30 
OEFLINE.L. 8ACM 0>e80l. 2pp. 5260d:230-S250U 290. 

-9002070040 Notice of nonconlormanco from map on 001002-03 Nonconlotmptices 
naiod Issuance ol purchaso ordure to vondpra w/o ossuranco that vendors capoMo oi 
mtg products In conformance w/procuromoni documents & unclear qua'iiy plan. 

' D.vlalan of Reactor inspection & Safeguards (Post 0704t1>. 60/01/30 2pp. 
52698 362-6269&2B2. 

-9002070042 Irrap Repl 99601173/09 01 On 001002-03.Norrcurrfo/mairccs nolod -Major 
areas ln9peclea:ecilviiioa re mig of diosol emergency (jonoroiore fur Pre/fo Niond Nu- 
clear Generating Plant. 

POTAPOVS.U., GRACH, E.W. Vendor Inspection Branch. 00/01/22. 7pp 52598 204- 
62596:290. 

9002090047 Forwards Insp Ropt 90001066/09-01 on 091009-10 & r)ai>co of noncenfoc- 
mance. 

LA1NAS.G C. Division ol Reactor inspoctlon & Safognords (Post B704ti). 00/01/5t- 
HUNT.M Rotork Controls, Inc 2pp 52607:356-52600 011 

-9002090064 Notice of nonconformance from insp on 801000-10. N’onconlocmanco 
noiod:eubcontiactor3 eccopimg mail basod on coTiiiicntos of conformance or ccniiiod 
mall lest rapt w/o requiring suppllora to liavo ony controls. 

’ NRC ■ No Detailed Affr/iation Gtvon. 00/01/31. 4pp. 52607 350-52608.001. 

-9002090067 Insp Repl 69901006/89-01 on 091009- 10 Noricompl-anco r4>te«l Mafor 
areas Inspeciea.QA program olomonis eppHcablo lu design controt.procuremonl 8 
dadical'.on ol commercial grade itoms. 

BAKER, E.T., BRACll.E.W. Vendor inspection Branch. 90/01/24. lOpp. 52606.002' 
62608 011. 

9002120145 Forwards Insp Repl 99900770/88 01 on 881003-07 & notice ol 
eonconformance-lfcerrsee should respond wiihln 30 days Ol tocitipi ot lu aaHog de- 
ecdplion ol steps taken or to bo lakon to provoni recurrence. 
eRteH.E.W, Vondor Inapeclion Branch lElN-00-046. 90/01/31. ECKERT.W.J. Nulh- 
erm international. Inc. 2pp. 52630;172-52610:102. 

-9902(20148 Notice ol nonconformance from insp on 801003-07. NorKonfotmancfl 
r.oted'.lai'.ure of program lor dedication & qualiflcalion ol commercial grado circuit 
breakers te provide adequaie dod-cetren basis w/o hav.Tig tracesbll-l)’ 

• Vendor Inspection Branch. lEiN 08-046 90/01/31. 2pp. 62630.174-52630:176. 

-9002120147 Insp Repl 99900770/80-01 on B8l003-07.Noncompl.anco noted. Major 
areas Inspectea.foilowup lo NRC into Notico 86 046 re commercial gredo circuit 
breaker upgrading lor aately- relatod use. 

PETROSINO,J,J., BAKEH.ET. Vendor inspocllon Bronch lEIN 00 046. 89/03/17. 
t7pp. 62630:l76-52630.t02. 

9002138364 Responds to nonccnformanco noted In insp Ropi 9D900505/S9.0l.Cocrec' 
live actlons.fabilcated olectricai junction boxes inaislied in Watedord Urdt 3 scceple- 
ble & prograrnmatio dellciency corroded. 

HEALY.CiR. Ebasco Services. Inc. (subs, ol Enserch Coro.). 90/01/17. 8RACH.E.VV. 


9002140048 flequasis extenson ol duo dolo to 30 days sHor rocoipl ol Itr al lecHity in 
a'der to develop com.prehonsivo resporiso to BK Grimoa 9001 12 Hr. 

VAltt.P-C BW/lP Iniernafonai. (nc. (/ormoily Byron Jacksorv Ponip Division). 90/01/ 
29 GRIMES.8.K. Olvisicn Of Reactor Inspection & Seleguords (Post 670411) lo 
526.63: <72-52853 '72 

9002160138 Panial response to FOiA reg-josi for rocoidsApp v records onci & avail- 
obialnPDR 

PHIUPS.J Division ol Freedom ol information & Publ caii-ona Sorv.ces (Post D90205) 
W/02/14 PEPPERMAN.O. Blocbar 6 Co'llns 2pp 52630:050 52636:069. 

-9002160140 fleqttosis inveaUgaiiori ra metfaquato losts pofformed on 
Telomeconkiue.formorly known as Gould, Inc saioty relatod motor control ctrs 
STELLO.V Ofc ol the ExocuiNe Ditodor lor Operaiions C6/02/C5 HAYES.O.B. 
OHxe ol investigaiiona (Pro 880201] 4pp. 52636 063-62830 066 


REGOD REGULATORY GUIDES 


9001240190 NRC Info Notice 60 007. "New Info ro Insulation Mail Porlormanco & 
OobTiS Riocirago of PV/R Contair'menI Sumps." Sve hat end 

ROSSl.C.E Division of Onnrailor'al Events Assnssmeni (Post 670411) 90/01/30 
CorsoItJated Edison Co. ol New York. Inc 90pp. 52535 220-52535.320. 

0001300124 Rospor^da in violaiioivr roied In Insp Rapt 60 468/09-04 on 090916- 
iOl7.Corrod.ve actions lo'oman counsoiod on Incdenl & cautioned lo etnpfoy moro 
cara In (uUire & memorandum sent lo malnt porsonnol re potoni'Sl a-<toty harards 
BOOKEn.d.E. Gulf States Uliiitios Co nBG-32142. g(>/0l/19. Document Control 
Branch (Oocument Control Desk) 6pp. 52491:235-5?49I:240 

9001300322 Application for amends to Licenses DPR-77 & DPR-TO, consisimg ol Tech 
Spec Chaneo SS OO.revising acc-dsni rr.omtoring mstnjrr.sntailon to comply w/Rav 2 
lo Rag GuxTo l 97. 

RAY.MJ. Tenttesseo Va'liiy Authority. 90/01/22. Documoni Conircl Orar>ch (Cocu 
monl Contrcl Dosk) 2pp 52409 223 524Q0.25D 

9001310439 Pemwards Arr.erids 7t & 55 to i.'censos NPP-11 & NPF-18, rospeclivofy & 
saloly eva'uai-onAmbrds raviso Tech Spec 3/4 4 6 ro prossure-terr.p Imlla ol RCs In 
Ofddr lo conipV w/ Gcncrfc Lb OS* M 8 Reg Guide f.90.Rov 2. 

ShEMANSKI.PC Project Dircctpraio Itl'a QL'68-11. 00/01/16. KOVACH.T J. Cdm- 
mormcalil) EdiSCn Co 3pp 52614 2Ce-M514.206 

-9001318440 Arronds 71 & 55 lo L'eei'ios NPF-H & NPF-16.re8pectfV9iy, rovishg 
Tech Spec 3/4 4.6 ro piossuro temp iinute of RCS in order to Comply w/(39n«i,G Lir 
00-11 & nogCuKJO I 99.nov 2. 

CflAlG.3.W Prr^eei Oiroctora'o 1ll-2 NPF-lfl A 066. 00/01/10. 20pp. 52514:211- 
62514:230 

-9001310448 Solely evaiuaiion supporting Amends 7i & 55 le Licenses NPF-ll & 
NRF-ie.rOSpOft-voly. 

* Ollico of Nu^oar Roecfor Rogu’ciion, Director (Rost 8704 n) QL-BS-1 1. 60/01/16. 
6pi> 52514 231-52614:235 

9002010242 forwards worMhg droll Rev 3 lo ncQ Guide I.D.Task RS 002'5. 
''$oioct-on.Oasign.OuD:ificailon.Tosttng & Rofiobf'ity of 0 osoi Generaloi Dh'ts Used As 
Cfftos lE OnsHo Electric Power Sye ei Nuclear Puwor PienU.” 
senKiZ.AW noacio' P'am Seiofy lasuos Brarict*. 90/01/2S. MARfON.A. Nuefear 
Monegemoni 6 Receurcus Ccuns-f (NUMARC) (tbrmoily Nuclear Utility Manage. Ip. 
6263 r322 52531 ;-366. 

-9002010286 Woiklng droll Rev 3 to Reg Gu'do l.9.Tosk RS 802.5. 
''SefaciroryOosign.Quolilicolion.Tbst'hg S Ra'labiiiiy of D.osai Goneralor Unlls Used As 
Class 1E Onsito EiBcirIc Power Sys At Nucloei Powor F'lanls." 

* NRC • No Oolotlcd Aflrilatlon GMon e&/TI/28 34pp 5253( 323 62531 359. 

9002028067 Fp-nvards safoly ovaiunlon accopi.ng jvoposad eieciricai sya cMngoa for 
Ire pfOldcion per i0CrR50.App R. Conclusion bnsGd on approval ol oxempiTon ro- 

a uesi re Am R & cemmitmoni to provide Rod Guide 1-75 compliance review. 

/ANOAv Project DlreHorato 1-4. TAC 65(334. 00/01/22 MROCZKA.E J. Connooll- 
cu1 Yankee Alomlo Powor Co 2pp 62533 157-52533 181. 

9002020099 Forwards ealeiy eve'ualion ro ulii omergoncy response capability for con- 
formance lo Rag Gufda t.OF.Rov 2 Insiaimenlabon accoptebte excopi flow rn HPiS A 
quench tank temp 

WANO.Aa PiOfOCl Dl'oclorate I 4 OO/Ol/JD MROCZKA.EJ. Connocilcul Vankoo 
Atern-G f^TwerCo. MROCZKA.E.J Nodhoasi Nuclear Energy Co (subs, of Northeast 
UbHioS) 4pp. 52541:266-52541:275. 

—0002020101 SalQty uveluallon accepling Inslrumonimion In Roy Guido 1.07,excopl 
now In HPlS.LPlS.quonch lank lomp.sieam generator prussuro & heal removal by 
contoinmont heal rompval eya 

* Oflfcw of Nuclear Reader Regtrloiion, Dfrocio/ (Post 6704 >1). GL-02-03 90/01/10. 
6pp 62541 .270-52541:275. 

-9911160289 EQQ-EA e942 RO) Rev 1 to ■'Conformance lo Rog Guido l.eVrHaddam 
Nock," informal ropt 

UOY.A.C. EO&Q Idoho. Inc. (subs ol EG&Q. inc.). FIN A-e4a3. TaC 51095. 87/11/ 
30. NRC -No Datailed AIMIet.on Given. 22pp. 52641:276-52541:298. 

0802920221 Forwurds safety oveluallon concludirtg that present pressure/ lomp l.mits 
tor RCS lor heoiup,coo'dewr>,Joak tost 8 ctH.cality.por Generic Lir 00- 1 ) 
acceptable.Uconsoo wi'l rol Rog Guido 1.99, Rev 2 re reactor vessel belihne mai'a. 
DAVIS.MJ Projact Diroctoraie ltl-3. GL-&a-ll. 60/01/25. EVERS.KH. Wieconsm 
PubacServIca Corp. 2pp. 62624:120 52524:126. 

•^002020224 Batoly evaluation concluding ihel prosoni pressuro/temp limits for RCS 
for heatup, cooldown.laak test & criticality acceptable.per Generic Ltr 80'II.Ulil will 
use Reg Guide f . 90, Rev 2 to cafeufate ref temps for beltllne malts. 

• Office of Nuefear Roactot Regulal-on. Director (Post 67041 1). Ol- 88-U. 60/01/25. 
4pp. 62S24:>?S.52624:i25. 

9002030267 Oranta 6912)4 request for use of ASMS Cods Case N 4Qt-l re digllned 
coKoettan & storage of eddy current tost data as atlernalivo io magnetic tape & strip 
chart recording ol test data 

HEWX3N.F..J. Project Directorate IV. TAC 76511. e0/0)/24. wiTHERS.B.O. WoH 



NONDOCKETED ITEMS 


M02070220 Confirms dales cl 90020509 fcr Reg Gu'de 1.97 insp et planlMgt on- 
tranca meeting scheduled on 900205 & mgi e«i meoing tentai.ve’y achediiletf tor 
^D0209 

DURR J P. Reg on 1, Ole ol Ihe Director 90/01/26. KEISER.H.W. PennsylV8*‘la 
Power'a LighI Co. 2pp. 52604:277-52604-27B 


9003070222 Responds to vlo'a'ier.s noted m Insp Rept 50-414/B9-34. Cortortlrt 
ac’jona individufl's involved m 691120 inacctrate lagout record sheet r-cWenl reaulling 
In pump trip iBiKod to re poloniial consocuei’ras ol improper act ons 
TUCKER H B. Duke Power Co. 00/01/29 Document Control Branch (Docomoni Con- 
UOl Desk). 4pp. 52590:319-52590:322- 


9002070437 Forwards Insp Rept 60-344/00.30 on 891210-22 & noilces ol vWauon & 
deviation NRC interosloo in seeing ulil analysis of causal vo lectors *oi viclailons s ml- 

Genera! EloctricCo. 3pp 52586:212-52506:238 


lar 10 Hem A & oxplanaiion of how to mpiovo p'ai; or preclude rocwtenco 

SCARANO.R A. Regiott 5, 0(c ol the Oi'ecior 60/01/19 rOCKFtELO.OW. Portland 


-9002070446 Nolce ol v.clailon from insp on 891218-22 Vio'ahons noted, mami worker 
hstaTod temporary mod to Train B of hydrogen vent sys tut signed io' Insia'lirng to 
Tra n A.larl ng lo slopwork & obiB'n direction when a^oci.on madequato 
SCARANO.R.A. Rog en 5, Ole of the Dredor. 90/01/19 3pp. 525662I6-52S86.217. 


9002060172 Notil catlpn ol 900207 moot'ng w/GE m RockvilO.MD lo <J.£ouss neutron 
flux monllotmg capablty S plana lor impTomoniaion ol instrumonieitotv that conform 

NEWBERRY S. Insirumontaiion & Control Systems Branch 00/02/01. THAOANI.AC. 
Oivision ol Sysioms Tech'-qlogy (Post 090827). 2pp 62609.346-52509.347. 

9002120274 Summary ol CRGR Meeting 176 o.n 091220 lo proposed Commas on 
paper on final rule ontit:ed, "Storago ol Spent Fuel In NRC- Approvod Storooo Casks 
at Njclear Power Reactor Sites” & proposed Rev 3 lo Rog Gu de t O.W/o stated 

JORDAN.E.L. Co.TimiliGQ lo Review Generic flequiremerts. 00/01/19 TAYLOR.JM 
Ole ol Ihe ExocutivQ 0 tocior Icr Operations. 2pp 5204S 082-52645 063. 


9002120319 Provides responses to Reg Guide i 97 vaiiablo ler steam generator wide 
level inslitimeniaiion & SER lor plant & reduesis mot NRC rovle-w nio S consWof oc- 
cept-ng deviai.on on merits of existing design 

SifcBERJO OuquQsne LighI Co. SQ/Oi/ai. Oocurre.it Control Branch (Oocumont 
Control Desk). I3pp 62630 1 12-52630 124. 


9002130109 Fonrrarda Insp Ropl 50-220/03-35 on 99i2it-tt.m 
noted Undorslanda that corrective actions lor all Reg Guide l .97 restart issues sched- 
uled for completion before 900119 4 correetivo action (or otocwicoi resteri beioe 
900210. 

DURR J r. Hofilon 1. Olc Of the Orestor. 90/02/01 QURKHAftOT.L NagaiaMohawk 
Power Corp. 2PP 62940.043-52646052 


-9003130115 Insp Rept 60 220/ 69-35 on 89121 1- IS No vio'ations noted Me.oi areas 
inepeclod.llcensee ections on three Rog Ouido ).07 A one o'ecirtca' resien -esues 
idenlilled in Mar i Aua 1906 inept ^ 

CHEUNOL, ANDERSON.C.J Region 1, Ole of ihe Director. 90/01/29. 6pp 
52646.045-62646.052 


9003^30216 Fervietds Insp Rept 60-266/00-01 on 9CI0tQ9t2 4 ftotica ol 
vfolatlen. Violation re ortvi-on quaUicaiion of teacior coniainrreni tjwg sump temp in- 
atrumonieiion not cited. ^ _ 

COLLiNS.SJ, Region 4, Ole of tha Oireclo' 90/02/01. wOHfiiS.K j, Cmahs I^uKic 
P ower OlSlrlCt. 3pp 52647:166-52647:167 

-9002130279 Insp Repi 50-265/90-01 on 900106-12 Vio'anons noiodMe|or arose 
in$pocled:lmpiementaiion ol commitments ro Rag Guido 1 .97. "Post Accde-nl Monilor- 
Ina insiAimeniaiion" A review ol Insirumoni cal br procedures A records. 

VMGNERP STETKAJ.F. flegon4. OfcoltneOYoccor 90/01/31. I7pp 62047 i7l- 
52647;t6f 


9002130310 Forwards SER denying 691220 reguosi lor extension ol date O insiaii neu- 
tron dux monifor.Reg guide 1.97 requi.'emenis lor flu< mcmioring lol'ow.ng acekfeni 
appropriate & pteposed aliernaiivo enteria In GE Rept NEOO-3t558 unecce^ablo. 
WNTNER.LL Pro|ocl Oireclorolo II 1. TAC 67974 90/02/02 COTTLE.WT. System 
Energy Resources, Inc. 3pp. 52646.133-62646:142 

-9002130316 SER denying llcensng Topical Rept NEDO'3l5S8. "Posnnn on Rog 
Guide 1.67,nequlremonis lor Poet Accident Neutron Flux Monitoring Sys-" 

* Office ol Nuclear Reactor Regulation, Dredor (Post 0704ii). 60/02/02. 6pp 
52646:137-52646:142. 


9002150115 Forwards FR notice ot rocept ol ull 891 205 subrrittslol updated antdrust 
Inlo lo be reviewed as pertion ol OL appi cation, pe.' Flog Guido 9.3. 

MCKENNA, E.M. Policy Davelopmeni 4 Tochn'eal Support Branch (Po9i 07041 ij. A. 
90/02/01. KINGSLEY, O D. Tennessee Va le/ Aufhonty. 3pp. 52656 164-52856.196. 

9002160313 Forwards Info re invald lest laiure exporloncod on Diesel Goneraiore 
1DG01KA& lOGOlKe.perRegO'jde 1.108. 

HUNSAOER.S.C. Commonwes'ih Edison Co. 81342. 90/01/22. OAVIS.A.B. lloglon 3. 
Ofc ol Hie Director, tepp. 52675 161-52675:178. 

9002220161 Forwards safety evaluation approving licensee 860722 reqyeat tor dovi- 
Btlon from Reg Gu.de 1.97 re using recommended d-Twofi pressure insirumoni w/ 
range of -6 ps'glo 3 psig. 

KINTNER.L L Pro)6Cl Directorate 11-1. TAC 69057. 90/02/13. COTTLE.W.T. System 
Energy Resources. Inc. ip. 62669.037-52669.040. 

-9002220166 Safety evaiuelion supporting dovlatlon Iro.Ti Reg Guide 1.97 regukemoni 
lor narrow ranae dtywe'l prspssuie mslrumenv 

• Otiico ol Nuclear Reactor Regulaiion, Dredor (Post 070411). 90/02/13. 2pp. 
62689:036-52680.040. 


9002220462 Forwards supplememal safety ovaluafion re conformance to Reg Guide 
1.97, Rev 3 re emeigency response capabil ty.BWR Owners Group position ort neutron 
Ilux monltonng rejectad. Ull muat inslafl Instrumeniaiion per Category t criteria. 
BLACK, 8.C. Assistant Director for ProlociS. TAC 51074. 90/02/08. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 52696:139-52696:161. 

-9002220464 Supplemenlel safety avaluaton on util conloimence to Rev 3 to Reg 
Guide 1.87 re emergency response c^ab lity.Facillty design acceptable except tor 
variables for core spray How, LPCI flow.RHR sys flow & HX outlet temp. 

* NRC - No Detailed AftiHaCon Qtven. 90/02/06. 4op. 52696.140-52696:161. 


9002220744 Forwards 000129 Hr & safety evaluation accepting BWR Owno.-e Group po- 
sition re posl-accldeni neutron flux monitoring as alternative lo Cetogory 1 
recommendations per Reg Guide 1.97. 

PAUL I N W 4 Piojeci Oireciorale IV. 90/02/07. DEODENS.J C. Gull Steles U: ic* 
Co. 4pp. 62689:192-52669:165. 

9002230445 Forwards Safety Insp flopis 50-334/09-25 4 60-412/89-23 on 691204-08 
A nolice of deviation. 

KOOOESM W Hog on 1, Ole of tho D redor. 00/02/07. SIEBER.J.D. Duquosno Light 
Co. 2pp. 52702:016-52702 032. 

-9002230449 Not cs Of dsvialion from Insp on 891204 06. Doviaiion nolod nsts'iod In- 
slrumoniation lor Unit 1 sioam gonerator level wido range has no iso'a'ion davico bo- 
(wocn Insirumoni loops & Unit 2 slated recorders not aoismicelly quaHtlod 
• Region 1. 01c ol the Director. 60-412/e9-23. 90/02/07. 2pp. 62702.016-52702010. 

-9002230451 Insp RopIS 50-334/89-25 4 60-412/89-23 on 691204-06. Oova'.o*>9 
nolod Major aroas inspected. hcensoo Implementation of Reg Guido i 07.Rov 3 10/ 
Dosi-accidoni monitoring inslrumaniailon. 

PAOLlNOfl J ANOEHSON.C J. Region 1, Ole ol the Ditodor. 60 412/80-23. 00/02/ 
07. t3pp 52702.020-52702 032 


REVIEW ORP NRC RFSEARCH REVIEW GROUPS 

0001310049 NotifiOB of CRGR MasHng 178 on 900126 in RocKvIito.MD to rovlow pro- 
posed SECV & gonsric lit suppi pn containment performance Improvomonl ro .-dru-ld 
ua1plantoKams& proposed rule on 10CFR52 liconsng of nucloar powoi p'ar.ls. 
JORDAN.E.L. Committee to Review Oenerx Requifemenls. 90/01/17. AniOTIDO A 
Office of Nucloar Maloilal Saleiy & Safeguards. Director. MOORE.J.E. Ol'ico cl Iho 
General Counsel (Posi 660701). REYESX.A. Region 2, Ole ol the D-edor. 2?p 
$2503 269-52503 290 

9001310071 Noiificaibn of 900131 meeting w/NUMARC 4 lead plant liconsoos m 
RochvJio MO to d SCU33 now STS 

LOBECR M. Tethnicsi Spec.liCBtlons Branch. 00/01/22. CALVO.J.A. Tochncal Speck 
Hcaiions Branch 2pp 52503 291-52503:292. 

9001310004 Summary ot 000112 mooiing w/NUMARC In flockvi'le.MD re ilovolcprronl 
ol new STS 

neiNH/vRT.M Technical SpecitiCBiions Brench. 0O/Oi/in. CALVO.J.A, ToelAcal 
Spooltcei ens Orench. 3pp 92490:1O5-6249O:1O7. 

9001310097 Sumtmory ol 9001 16-13 mooting w/NUMARC In Rockvi in.MD lo or.SirtOr 

S .esitons on r>ow STS _ ^ 

EINHART.M Tochncei SpeciHcelions Branch. 00/01/19. CALVO.JA. To:lirlc.el 
Spocritcoixrts Branch. 3pp. 52400 162-52490:164. 

9002010242 Forwards working draft Rev 3 to Ron Gu‘do 1.9, Task RS 602-S, 
"Sdeci'on Oes gn.Oua'ilicstion.Teeiing 4 Roi>an.lily ol Olosai Genoralo.' Unite Used As 
Close lE Onsite Eiocinc Powar Sys at Nudoar Power Plants.'' 

SERKiZ.AW Roadot Pieni Saloiy Issues Branch, OO/Ot/22. MARION.A Nutlow 
Manogomsni 4 Rosoutcos Council (NU.MARC) (lormotiy Nudoar Ublily Marsgo. Ip. 
$253V.322-S253l 356. 

-9002010266 Working draft ROv 3 to Reg Guide 1.0, Task flS 602-5. 
"Sotocoon.Oosign.Quai iical on.Tosmg & neiiabiiity ot Obsol Qonorolor Ur is Usud Ae 
Class iE Oneiio Eioclric Powoi Sye At Nuclear Power Plants .” 

’ NRC • NoOotnllod AMillallon Given. 69/11/26. 34pp. 62531:323-52631.350. 

9002020117 NoliliCBiOh ol 000202 meeting w/NUMARC In Rockville.MD to d ficues now 
STS elocincsi section. 

EMCH.Rl TechnxalSpecilications Branch. 90/01/24. CALVO.J.A. Toclinicni Spocifr- 
cations Branch 2pp 52529:316 52529.317. 

9002070440 Forwoids into ro design roconstiluHon offons.consisling ol survey oUsorva- 
iions ge ned Irem visiltng six utils & one NSSS vendor. 

GRiMES.B.K Division of Reactor Inspection & Saleguarda (Post 670411). 00/01/30. 
RASiN.W.H. Nucleai Management & Rosourcoa Council (NLlMARC) (lOTncily Nuclear 
UNIty Manage 5pp 62587: 167-52687:191. 

9002060167 Exprossas appreclallon In aasuring that promised info re ilalod acuion 
netnsjecelvod by 900215, lo support preparaiion ol repi documoning accompi sh- 
menls ol projod 

OENNIO.R.L Trends & Paltorns Analysis Branch. 90/01/30. SMITH.W. Nuclear Mnn- 
agomenl 4 Resources Council (NUUARC) (lormotiy Nuclear utility Monngo fpp 
526Q9;344-52609:34S 

9002080246 NoUfies ot CRGR Mealing 170 on 60020V In Beihesda.MD lo loview diari 
bullotin on loss ol lill-oll In transmlllars mig by Rosemount & proposod generic ‘v to 
correct error bi BWR enf cal power ratio Involving channel box bow. 

JORDAN.E.L. Committee to Review Generic Requirements. 90/01/30 AFllOTIO Q a. 
Oflice of Nucleai Melerlel Safety 4 Safeguarda.O.reclor. MOORE.JE. OH.co of tUo 
General Counsel (Post 860701). REYESl.A. Region 2, Ole of tho niroc'.or. 2p(> 
52593:170 S2S93:17t 

9002090243 Summary ol 000119 meeting w/NUMARC ro concerns rolalod to NIIC po. 
NUons on tmplemontalion of Generic Ltr 69-10. "Salety-Ro'ated Motor-Opoiatod VaF.iQ 
Tesdng 4 Surveillance." 

SCARBnOJOH.T.Q. Mechanical Engineering Branch. QL-89-10. OO/01/Ol. 

MARSH.L.8. Mochanicel Engineering Branch. 2pp. 52509:t90-62599:l0l. 

9002120274 Summaiy ol CRGR Meeting 176 on 691220 ro proposod Cbmmss^Oo 
paper on (Inal rule eninled, "Slorago of Spent Fuel In NRC- Approved Slorego CesVa 
8! Nuclear Power Reactor Sites" 4 proposod Rev 3 lo Reg Guide t .O.W/o 
eiKie 

JORDAN.E.L. Committee lo Review Generic Requiremenle. 90/01/19. TAYLOR 
Ole ol ihe Executive O.reclor for Operations. 2pp. 52645:082-62645:083. 

9002130160 Summary ol 900131-0202 meeting w/NUMARC & ownore groups lo re- 
eol<rt outstanding issues re development ol new STS Chapter 3.6 ro coniainm^P,, 
SysForwarda draft NUREO re improvements to Tech Spec eunrOiHerce 
raotilraments.W/o end. 

U%El,R.M. Technical Specifications Branch. 90/02/06. CALVO.J.A. Technical Spod 
llcatione Branch. 2pp. 52026.064-52626.095. 



NONDOCKETED ITEMS 


M021301S6 Suoirrery 0l 891204 moeimg w/NUMARC to Ind.vidual planl exam for ox- 
•.(ins) ovenis (IPEEE) schedule & NUMArc commenis on utall iPEtE gonorio B» 
BAGCHI.G Eifiemsi Evonis StOO'ing Group BO/02/05 SHAO.L. NRG - No Oolai'ed 
AHilialion G'ven 20pp 52653 006-52053 025. 

$002130194 Partial rd$ponso to POiA roquoalApp N & O documenls ava'iabte m 
PC?^Apo Odocumonts enci App P docun'.onia w-ttihoitl (ro* POlA Exemption 6>- 
GRiMSLEYOH C.vision ol Freodom ol Iniormation & Pubiicaiiona SorVeos (Post 
890205) 90/02/06. PEPPERMAN.D.R Biocher & Co'-'ins. 8pp. 52595:158 52595230. 

-8902020007 Fonivards comments cn NUMARC pinpoaocl Initialivo re subaiandaid non- 
satety-ieiaied ciicuil bioai<6rs at plants, imiiaiiva gonorally tesponsive U> concerns 
tased in NRC eu'latm se-OiO. 

URAG1.IA.FJ. Assoc-aie Ditocior tor inspection & Techmcpi Assossmonl (Post 
870411). iEQ-60010 09/01/26 RASiN.W H. Nudoor Mananemont & Rosouicos 
Council (NUMARC) (lormotly Nuc'oai Utility Manage Spp. S2S9^24t-S2S9S.24S. 

-8903020228 Forwaids NRC cymmpnis on NUMARC dmlt clanficallQn ol NHC Bu'lelin 
88-10.por NRC/NUMARC 801221 mooting. 

UIRAGLIAF.J. Associate Oiractar lor rnspoction & focbn.cal Assoasnient (Post 
8704ft|. iE6-e6-0(0 80/02/17 RASiN.VVfl Nucloar Mat'egemoni & Resouresa 
Counc.l (NUMARC) (loimorly Nudoaf Uli'ily Manego 2PD. 58595249-52595 240. 

-8905250278 Clar.lies NRC pos'tion ro EPRI NP-5662, ‘'Guideline lor UiiSzaiion oi Com 
troic ai Grade I'.oms -n Nuclear Saloly-Relatad Appliceiona" App R appiios lo pio- 
tjramert process allecimy componottla In nuc'oar ^wor plants 
IAYlOR.-Im. Office of Nuclear Roacior Regulation. Director (Post 6704tl). 89/05/ 
16. C50LVIN.J F Nucloai Manaoemont & Roaoutcca Council (NUMARC) (lormorly Nu- 
cl04i UM <y Manage 63pp 52586 f 12-52506:209 

-8906020260 Forwards summary o( 890511 mooting w/NUMARC to hconseos le- 
spor.se to NRC QJioiin 88 OiO Atiendance list & bondouts also end. 

STONE, J.C. Project Diroctorato 1-2. IEB-B8 O10. 09/05/17. BQQER.B /U Asslsianl Ol 
recior lor Region I Roaclora 7pp 52595 254-52595:276 

-9002130229 Summary ol 800405 mooting w/NUMARC & Hslod uti'-s 10 cUscusa vendor 
product qjaMiy issues Lisi ol aliendces one) 

BRaCH.E.W. Vendoi Inspection Bianch 89/04/11. QRlMES.Q K Division ol Roacior 
Inspection & Seleguards (Rost 870411). 3pD 52585 250-S2605 263. 

-9002130236 Advises that NRC wll linel'-zo Qu'lellrt 08-010 suppi & lorward docu-nont 
Id CnGR (prroylow 

MiRAQUiA.F.J. Associoie O-rocior tor Inspection & Tecbnicai Aasosantoni (Post 
870411). 1EB-B3-QI0. 80/06/20. RASIN.W.tl NuCloa' Manaaement 6 Rosourcea 
Cotr-eH (NUMATO) (lormorly N-jilvar UW'ly Manage, ip. 62805 ?77- 52685.300 

9002130227 Summary of 900130 NUMARC hrrefmy on siaiirs ot acc<(lertt mgi octiviUea 
6 NUMARCiEPRl-ownurs QieuP intoraciiori8.l.isi of attendons & skaicftof ovorviewof 
Industry & NRC accident mgi ocllvlt-us ond. 

PALtA.R.L. Risli ApplicaUone Drancti 60/02/06 CONQEUP 0iv4(on ot nadauon 
PiQtecttan & Emetgency Pioperndnoss (Pool 87041 1) 6pp 52628 175-52628: i0i. 

8662150268 Pfiftral responso lo TOlA rotioaai lor records App T A u records avartWo 
.n POR.App U records oncl. 

PHILIPS J. Dp/.9ion tjl Freedom ot Information A Pubvcaiions Sor/ices (Post 600205). 
90/02/12. PEPPERMAN.O. QlOChor 4 Col'ina. 3pp. 5201 1 :203-528t 1:323. 

-9002130273 Summary ol 800820 meol.na w/NUMAflC to d scuss roconi acWZios un- 
deitaKen liy NUMARC ro uso ol couniorleii mall by commotcial nuciooi power mdue- 

sTeuo.v. Ole ol Ibo Exocuirvu O.rocior for Ofieroltons lEO OO-OOS. 86/09/13 Ole 
01 me Executive Oirecior lor Oporauona. I2pp 52811:309 526it 320. 

9002140144 Final trip ropl of 090708 0827 visit lo USSR >o '.nspocior oxcliarvoe 10 de- 
velop undoisiandlng ol maihods uced by Soviets lo ensure atlHeroncu lo dosign S 
ccoraiionfit loqurremenla & specs lor civ lion PWF) reactors Roiaiod rnfo ond- 
CALLANl.J. Region 4, Ole of the D.rOdor. BROCHMAN.P.G Rotfon 3. Ole ol Ih© 
director. fiO/ot/31. TAYLOR.J M. Ole ol the Exocullvo Droclor lor Oporolloos 2lpp- 
62850.283 -32650 303. 

9002220064 forwards NRC marked up now STS Sections 3 6, "Comarnierrt." 3.7. 
"Plant Sya'* 6 3 0, ‘‘Elocuical" & li'sl drafts for Sections 1 0. "Use 6 Appl.conon" S 
3 0, "Appllcab'iity." Meeting w,ll bo hold on 000321 to discuss now STS 
CaLvO.JA. lecnnlcol Spacrlrcaiions Oronch DO/Oi/ll HALL.vyj Nuctoar Mnnago- 
meni & Rosouicos Council (NUMARC) (lormerly Nucloar Utility Mar>age- 2.570^ 
52659:001-52666.050 


SECY POSITION PAPERS BEFORE THE COMMISSION 


9001100201 SECY-O9-30e VYooKly in'o repi tor wk ond ng 891222. 

BLAHA.J.L Asslslsnl lor Oporailons (Post 890205). 60/12/20 46pp. 62472 228- 
52472267. 

OOOtHOCB4 secy-80 006 MeeMy rnlo rept foi wK ending 66 1 229. 

BlAHAJL Ass-stani lor Opeial.ons (Post 890205). 90/01/0-1. 34pp 52472:271- 
S2472 300. 

0001240321 SF.CY-90 005 Inlorina Commlss-on about ofloclivenoss ol nucloar power rn- 
dasvy opoiBia i.eonsing fiam ng programs 

TAYLOhJM. Ole of ihs Execufave Direcipr Iqi Operations 90/01/03. 3pp. 
52472 266 52472:270 

9001240322 SECV-90-00B Provides Commission info re Inil OSART msps ol nuclear 

? owa( piente A irs respond to SRM M860601B 
AYLOnjM. Ofc of the Exocut.va Orecior lor Oporatlons 90/01/05. 44pp. 
62472.331-52472 344 

9001290176 Forwards listed SECY papers A related documenls lor placomenl In POR. 
QATES.O. Operations Branch. 60/01/24 Oociiment Control Branch (Document Con- 
trol Oosh) Ip 52472080-52472 060 

900)290162 ^CY-89-37B inlorirts Ccmmission of dssoluUon ol Weafe Mgl Review 
Group & provides Info an basis lor action A on how Waste Mgt Review Group aclrvi- 
Fos Will bo ^corr.rr.odalod 

TAYIOR^M. Ole of the Exocufive Ofrecior toi Operations. G9/t2/2t. 2lpp 
62472 201 52472 221 

0001290254 SECY -90-015 Informs Com'n:sslon of results pi NRR/AEOO moolings re 
conrparlaon of proposed maint Indicator w/ma nt team Insp roeutte. 

FAYIOR.JM. Oh ol ihs Exoculvo Diraeioi for Opo/aions, 90/01/11. 3pp 
52738 O86-52736;007 

9001200264 SCCY-90-021 Provides results ol pubde workshop on tochnicaf & policy 
conaidoieiions lot nuclear power pisnt Hconso ronawal 

TAYLOR.J.M Oje Ol the Exaculiva Director lor Operations. 90/01/17. Il3pp. 
52737300-62738061 

8OOT29O260 SECV-90 029 Frovidos Co'rrmisslon w/aom'anrutai slAius ropl ol ahti Ac- 
tions rosuhing from Comm.ssion rtroctives ro Mark i Containmoni Portormanco Im- 
provemoni Piogtam 

TAVLOR.JM. Olc Ol the ExocuiiVO Ouector lor Oporauons. 88/01/17. Spp. 
52730 002-52738 084 

0001300102 SECY -90-017 Di&cussos loianon ol membsfshlp ol Advisory Committee on 
Mod cei uses of isotopes 

rARl£R.tV.C. Ollico ol me Gsnorai Counsel (Poei 860701). 00/01/12. lOpp. 
52737:208 52737.307. 

9002180097 Forwards SECY-00 032. "Ouprteity Pipg'ess Rept on Pie'lconslng Phase 
ol OOE Cm an High Level Rodwasio Mgl Program." OOE could not provide dota iod 
milestone jcfiedute lo support Sw 1900 riato, 

0(:RNEnO.R M. Oihce Ol Nuctsar Maioriai Saloty A Soloauards.ni>ecloi. HLWR. 60/ 
02/11. flOUSSO.S Enorgy, Dopt ol 4pp. 52654:117-6 2 654:131. 

-6002080009 SECY-00-032 Provides Qusnorly progioss ropt on prol censing phase ol 
DOE c-v7«n hgh levoi rodwosio crgi piogiam. 

TAVLOR.J.M. Olc ol mo Executive Dliocior lor Operations. HLWR. 60/01/29. 11pp. 
62654:121-62654:131. 

0002220040 SECY -90 044 LIMaBl'On Ropi 1000 08 rO Shorcham Wading R'lvor Central 
School l^rlci A Scioniisis A Engineora lor Socuro Energy, Inc vs NRC disrniesod on 
800122 tor ledt ol rovieweblo llnei o'dor 

COROESJF. SoHclIOi [Pokt 860701). 2 208. 00/02/09. 4pp. 52671:063 52671:066. 

9002230129 SECY -60 002 Roquosts Commission approval of proposed roeponso lo 
OOE re (MOpoBOd leiranslor ol higlMy onrichod U frqm Japan lo France for cold scrap 
locovory. 

SMEA.JR Iniarnobonal Piogrems 60/01/03 npp 627t4;192-52714:2Q2 


STATE PROG STATE PROGRAMS 

9001290024 NoliT.CBllon ol coniracl execulion.Mod 9.lo "Radiation Monitoring Program 
Reqii'romonts ' Contraclor State ol MD. 

CRAMPT0N,S.A Contraci Adm'nlsirmion Branch. FIN B-0353 0. NRC-20 B3-6O0. 00/ 
01/22 WEST.K S. Planning. Progiam A Managomenl Support Branch (Post 07041 1). 
KOT7AN.J. NRC - No Detailed All.lraflon Qrtrert Ip 62451.335-52451:337. 


8908090106 SECY-89-233 Roquosis approval to publish lot public comment onuinds to 
10CFfl40 to piovido proceduta (o liconso cuaiody A long-term care of decomrtvs- 
S'oned U ot thorium mi'l tailing altos. 

TAYLOR.J.M. Olc ol iho Execulivo O.recior lor Operations. 69/08/03. 7ipo 
62472.061-52472:176. 

991)140324 S£CY-fi9-34i Responds lo Comm)as‘on 090706 A 0731 tequosls lor up- 
dated LWn source term moihodology A potential rogulatory sppiicallons. 

TAYLOR.JM. Olc of Iho Exocutivo Director lor Oporatlons. 80/11/06 ISpp 
52481:180-62461:197. 


8912050018 SECV-09-350 Provides background Info on tociveal issues A proposed plan 
10 process CANOU 3 Nuclear Power Planl application In response 10 AECL Toehnot- 
ogles intent lo seek design cortiflcailon undoi 1 0CFR62 

TAYLOR.JM. Ofc ol Itie Exoculivo drectof tor Oporaiiona 89/11/21. 25pp 
52472:170.62472 200. 

9001030318 SECY-89-382 Rosponds (0 Commission roquosi to provide pedodte pro- 
gram rept lollow-ng 890616 brlellng on ollorta lo imptomenl Socilon 6062 ol PiAT-lc 
Lew 100-203 re plutonium a/ transport psekagos. 

TAYLOR.J.M. Olc ol me Executive Oltecior lor Oporellons. 89/12/27. 2pp.. 
52472.226-52472:227. 

9001040196 SECY.80-380 Repis rosulis ol studios ro saholege protscilon at nonpowet 
reactors A Inlorms ol NRC position re protoction against theft ol highly enticnod U 
fuel at nar^power reactors. 

TAYLOR.JM. Olc ol the Executive Director lor Cpeieiions. 89/12/21. 4pp. 
S2472-223.fi947d PPk 


-9001290029 Mod O.provlding CYOO lund'ng.to "Rsdialion Monitoring Program Requiie- 
monle." 

* Meryland Stalo of. BELLS. Division of Contracts A Property Marragement (Post 
8902(») FIN e.0363-0. NnC-Pe-B3-B0B 09/01/22. 2pp. 62451 •330-62451:337. 


9001290001 Notification ol contract executlon.Mod 9, to "Radiabon Mon/.oring Program 
Requiremenie." Contractor. Commonwoailh ol MA. 

CbAmptoN.S A. Coniracl Admm'strailon Branch. FIN B-0350-0. NRC-28-e3 608, 90/ 
01/19 WEST, K.S. Plann'ng, Ptogfam A Managemotit Support Branch (Post 870411). 
KOrrAN.J. NRC - No DeicTed Aithlatlon Given. Ip. S245l:332-5245t:334. 

-9001200083 Mod S.provid-ng CYSO funds S revising rate of payment under Paragraph 
Bol siatoment ol work, to ''Radiation Monitoring Program Requ'remonla." 

• Massachuseils, Commonwealth ol. MACE.M.H. DNiaion ol Conbacls A Property 
Management (Post 890205). FIN 0-6350-0. NRC-2e d3-&06. 90/01/19. 2pp. 
62451:333-52451:334. 

9001290088 NotiFicallon ol conbaci oxecution.M.od B.to "Radiation Monitoring Program 
Reguiremenla." Coniiacloi:Staie of VT. 

CRAMPT0M,S.A. Coniracl Administration Branch. FiN 0-9351-0 NRC-28-83-e05. 90/ 
01/22 WEST.K.S. Planning, Program A Managoment Support Branch (Poet 870411). 
KOrrAN.J. NRC - No Detailed Atfi'iailon Given, ip. 62469:167-52469:159- 


-9001290079 Mod 9, providing CY90 lunda.to "Radi&tion Monitoiing Program Require- 


riitxficu. 

' Vermont. Stalo ol. BELL.S. Division of Contracts A Property Management [Post 
800205) FIN B-D351-0 NRC-2a-63-&05. 90/01 /22. 2pp 62469:158 52469-1 59. 





9001290070 Forwards 090300 Ur tron> US Ecology le evaluai ou ol orr^on rncnttwiio 
Droatam & paaos from 1989 onvron moniiorng root (or Ini um mon'orirw) 
ilSENMJ WflsMogion, Stale of 90/01/19 D'JNkELMAN.M OlliceolNiiCloarMa- 
loflai Safety® Saieo.jnrds.O.rocior i5pp 5?«I53 232-52'i53.240. 


9002010296 Requesis 'Ual tov;ew commotviancs (oi Weiapai TFN 2 2/270 ic bytuodjct 
dispoMi be ready (or ropV crt 90020 1 . 

SHAFFEnn Wyoming. Slate ol 90/01/00 ENOELWANN.n. Wycmng. S'dIo oI. 15 
52522 06B-52S22 050 


9001290071 Noiif cation o( ccnitaci exocui on.Wod lO.to "Rad'aton MoPiiofing Program 

RecuTomonts " Cortlroctor:Siaio of NJ _ _ 

CRaMPTON.SA ConIracI ArJmnisirallon Branch FIN H 0354-0 NRC-26 83-60B- 00/ 
01/22- WEST.KS. Planning. Program & Management Support Branch (Posi 670411). 
KOTTAN.J. NRC • No Ootailed Aui'iation Given 1p C2451327-52453 329 

-9001290076 Mod lO.p'Ov-ding CV90 funds & revising rale of paymoni i^det Petegiepb 
8 of slaiemeni ol work.to •Radiaiian Men toring Progrem flaquiromcnls ” 

■ Now Jeiaoy. Sialo ol BEIL.S. Division of Contracts & Property Management (Post 
890206) FIND-83540 NRC28-83 50D 90/01/22 2pp. 52453 328 52453320. 


9002060347 Rov 3 to Amond 2/60 lo "Sieto ol NH Radidcg col Emcrgorcy (laaponse 
Plan." W/900205 Ur. 

FEIGENBAUM T.c. PuDIC Service Co. o( Now Hampstuo. NYN-OOODO. 90/02/28 
87pp 5255G197-52655:253. 

9002070141 Nolif:cai'on Pi contract oxecuUon.Mod 14, to "Radiation Mon larng Pipgran 
Rfiqu romorits " Contractor Siato of LA 

CnAMPTON.S Contract Adminisireticn Branch FIN 0 8502-0 NnC-31-H3 666. K/ 
01/30. WESt.K.S. Piarn ng. Program & Monagomont Svppo.-I Brnncli (Post 070-11 1). 
NICHOLSJ.O. NRC • No DoiailsJ Allilinlion Given Ip 52587.192-52587.194 


9001290200 Not-iicnion ol ccniract exocuHon.Wod 11, lo "Radiailon Monlionng Program 
RoQj remonts." ContractoriStaie o( NY Depi ol Hoallh. 

CRAwpTCN.SA, Ccniract Admhiai/aiicn Branch. FIN B-8365. NRC-28-83 610. 90/ 
01/23 WEST.K.S Planning, Program A Management Support Branch (Post 870411). 
KOTTAN.J NRC - No Oola led Aifil allot Given tp. 52469 092 52460 004. 

-9001290204 Mod 1 l.provid ng funds, revising Article V & incorpomilng TIO p'Ogtam.lo 
"RodiBUon Won tofing Piogram Rociu rctnents" 

• New York. SiQta ol. QELl.S. Orvision of Conirecls & Property Ma/kagemoni (Post 
890206) FIN 0.0365- NRC.2B-83-610. 90/01/23 2pp 52489 093-52469.094. 

9001300071 Inlornis that State of ME haa no obleciions lo Proposed Tech Spec 
Cliange 152 re operating parerneiers lor Cycle 12. 

DOSflE PJ Maine, State of. 90/01/22 Document Control Branch (Documoni Control 
Desk) ip. 62490 058-62490058. 


—9002070148 Mod 14, providing CYOO luniling.lo "Radiat'Cn Monilorliig IVogran Me- 
quirementa " 

* Louisiena Stale of MACE.M H Contract Admlr.lstrailon Branch. FIN U 8502-0. 
NRC-31-63 M9 00/01/30 2pp 52587:193.52587:194 

9002060073 Final response (0 FOIA roQuosi for records. App A & D records end & ave 1- 
ab'e in POR 

PHILIPS.J. Oivis<on of Freedom of Information & PubiiCHi ons Services (Po->l G90205). 
90/02/05 REAO.R. Employee's legal PrOjeci 3pp. 52567:1U4-52b67:l07. 

-9002060076 Adv-sos that R Stromo dusignatod Slate of NH Liaison Ollit^er pc 530226 
Hr 

SUNUNUJH Now Hampshlrn, Stain ol. 03/03/28 PAt.UAOINO.N J. C.C'’ ~l$SlonoiS 
Ip 62567:167-52567:187. 


9001300259 Confirms 891117 dscuSS'On hotween RL Woodruff, WW Cebey & OH 
Brown to NRC rovlovy of rad aiion control prog'am.Pr<»iern for regufaiion of agree 
meni malls adequalQ to protect pcbl c health 4 safaty.Poi ctes for eevatw of program 
e.*icl 

KAMMEREH.C. Slate, Local & Indian Tnba Prog'ams (870413-900111) 60/01/23 
COBE'i'.W.W. North Carolino, Slate of 6pp. 5247O.2ai.5247O.208. 

9001300265 Responds lo Walk ns 691 12Q request for commonts on proposed sched- 
u'os n OOE/RW0247, "Ropl to Congress on Reassessment ol C.v4-an Radwasio 

LlSuxl^n^^owado. Slate of HUWR 60/01/12 ROUSSO.S Energy. Oopi of Mpp 
52502 050-52502 080. 

6001300365 Advises lhal Lcorisee Jul 1960 alia etati'liaiion 6 closure plan lor low level 
radweslB s'o ''oar RjcWand.WA does noi moot reguiaiory poriormar.ee ohlecnvos A 
I cense conditions Addi rr.oasuremorls A closure cap desijin must oo portonried. 
ROBERTSON, G Washington, State ol e0/ii/i4. CARPEntER.S. U .8 Ecdogv. inc 
(fermoily Nuclear Engineering, Inc) 3pp 63498 321-52496 323 

9001310142 Noliilcailon Ol contract execuiion,Mod i2.lo "Radiation Montonng Program 
neauirorr,onis " ControeforStalo of OR 

CRAMPTON,S ConIraci Adm.lrlstratlon Qraneh. FiN 0 8554-0. NRC-32-63 665. 90/ 
01/25 WEST,K.S. Planning. Program A Management Support Branch (Poal 070411) 
TENBROOK.W. NRC • No Deiailed All l-auon Gwen ip. 52514 038-52514 040. 

-9001310148 Mod 12, obligating CY90 (unds.io "Rad anon Monitoring Program Requae- 
menia." 

' Oregon Sieio of. BEIL.S. Contract Adrin'siraiion eianch FiN 6 65S4K). NRC-32- 
83-eeS. 90/01/25. 2pp S2S14.038-52S14.040. 


9002060194 Comment supportng proposed rule l0CFni70. "Rev ol Fee 
Schnduios.Badloisoiope Licenses & Top cal Ropts." w/ilsied i.Tiprovnircnla 
GODWIN A V A'abama. Stale ol. 54FR49763 00026 00/01/30 Dorkol ng 8 SurVccs 
Branch Ip. 52587:128-52567:128. 

9002080217 Cemment on proposed rule 10CFR34. "ASNT Corfification cl hdusi' hi Ha 
tkogtaphors." Rule la'ls short ol vvhai may bo needed to incteaso rad at on an'oiy n 
nduslry Concurs w/Siato of TX position. 

OiCUS.O-J. Arkansas. State ol. 54Fn47069 00027 90/01/22 Dockntny A Sorv-ccs 
Brancn 2pp 52567 141 52567:142. 

9002060275 C^mani on proposed rulp 10CFR34 ro offociivo.ness of Ih'rd paiiy I'hIui- 
iriei radiogiaphy cerlil-caion progrom.Unduo omphosis boing placed on silnty ovum 
as means to achiovo goal of improved rprl'aiioii anfiiy 

LACKeR,OK. Texas, Stats Ot. 54Fn4T009 03023. 00/01/00. N«C • NotlOlfi Od Wl.ll- 
StiOnGivOo 3pp 52687:l64-52Se7:ieO. 

9002080264 Com.moni on proposed ruio lOCFDSd rn third party cortilicntlon lur irKlMSL'I- 
ai rettographo/s ASNT would not noceasmity lie only iiii'd parly cgan'railon I'lal 
coukl bo tecogmrod lor tram ng ind’ustnai radioiuaphnrs. 

PADiS.n.O. Oregon. Stale of. 54rn47069 00022 00/01/17. Oockohng A -Scrvkes 
Branch ip 52^7 109 52587: 169. 

9002090100 Ack rocoipl Of 801228 Hr Informing NRC of slops laknn 10 cfliinct vn nllun 
rtoied In fnsp Rspt 40-6928/89-02 A informs that liconso lotmHiation w. I bo lunsuarl 

C md ng tosuiis of SO'l onalyeis for site 

ALl.n.E. Uranium Recovery Field OfC, 1^4. 90/01/26 Wyomirg, Sl.ilo Of. 2pp 
52014 035 52614:036 


9001310149 Notification of contract oxoCukon.Mod 13, to "Radiai-on Monnonng Program 
Requlremenia " C«ntr8Cior;S(ate ol OA. 

CRAMPT0N,S Contract Admlrlstrallon Branch FIN 0 8553-0. NDC-32 63 6e4. 00/ 
01/25 WEST.KS Pienh'ng, Pfogrem A Mansgomeni Support Branch iPosi 070411) 
TENBROOK.W. NRC -No OoiaitedAffiiallon Given ip 5253l;044-5253l.046. 


9002090114 Provides Cost brosKdown tor iiconaeo tequrod autuiy (uncjni. Anyoui t 
based on osnmaioa m 'icensoe Apr 1000 annual ropt A accounts lor rcn-plolloii ol 
Phase 1 A 2 work 

HALL.ne. Uranum RocovOry Flotd Olc, R4 00/01/2'j MOXLEY.M. Wyoniing. SwtO 
Of.3pp 52626 288 52626 268 


-9001310163 Mod 13.obligaiing CYOO lunds.lo "Rad aiion Mon tonng Prog'em noquko- 
menis." 

• California, State ol. BELL.S. Contract Adminisirailon Qrsneh. FIN B-d553 0 KRC-32- 
83-684. 90/01/25. 2pp. 52531 .045-52531 046 

9001310165 NotiFcalion of comract execution. Mod 13,10 "Radiation Moniiciing Program 
Requ-romenta." Contractor. Dia'.o ol WA. 

CRAMPTON.S. Cor.'raci Admlnlsiratlon Branch. FIN 0-6551-0. NFtC-32-63'682 90/ 
01/26. WEST.K 8. Planning, Program A Management Support Branch iPosl 67041 1). 
TENBROOK.W. NRC - No Oetaled Afli lallon Gven. 2pp. 52514 031-52514 033. 

-9001310162 Mod 13.provldlng CYOO lunds.lo "Radiation MonTonng Progrem RoguL'S- 
mants.'' 

BELL.S. Washington. Stele of. BELL,S Cenicsci Adcrtrgsuolloti Branch FIN 0-6551-0. 
NRC.32-83-682. 90/01/26. 2pp. 82514 032-52514:033. 

9001310166 Noiiflcat-onol ccniract oxecuiion.Vod 12,lo "Rediation Momloting Progrem 
Requiremanis.” Conlreclor.Siate ol AZ. 

CRAmptON.S. ConIraci AdmiPistraticn Branch. FiN 0-8550-0. NRC-32-e3-06l. 90/ 
01/25. WEST.KS. Planning, Program A Management Support Branch (Post 870411). 
TENBROOK.W. NRC • No Delated AfflHetion Given. lp. 52514.01 1-52514 013. 

-9001310170 Mod 12.provlding CY90 lunds.lo "Radiation Monitoring Program Requtre- 
menls.’’ 

’ Arizona, Slate ol. BELL.S. Contract Administration Branch. FIN B 6550 0. NRC>32- 
83-681.90/01/25 2pp- 62514:012-62614 013. 

9002010082 Provides agenda for rr.oeiing scheduled lor 9001 1 7 In Tumwater.WA 
ROBERTSON, G. Washingion, State of 90/01/10. KONWINSKI.G. Uran'um Recovery 
Field Olc. R4. Ip. 62531:062 52631:062. 

9002010264 Notif.cation ol contract oxecuUon.Mod l2,lo "Radiation Monitoring Pro^m 
RoqLlremenis.'' ContraclorBureau of Radiation Control, Stato of KS. 

CRAMPTO.N.S Conueci Administration Branch. FIN B-0510 0. NRC-31-84-502. 90/ 
01/30. WEST.K.S. Flanning, Program A Managemanl Support Branch (Post 870411). 
NICHOLAS.J.B. NRC • No Detailed Affliation Qlvon Ip. 62505:219-52505:220. 

—9002010268 Mod 12. providing CY90 funds to "Radiation Mon torfng Program Requira- 
menls " 

* Kansas, Stato of. MACE,M.H. Oivis'on of Coniiacis A Proporty Managemanl (Post 
890205). FIN B-8510-0- NRC-31-a4-502. 90/01/30. Ip. 52506:220-52505220. 


9002120176 Cforities 091211 coinmenis on draft 5ER lor pieni lull-ioim OL. Agency has 
conhdotKO lhal population around plant EP2 couM bu ovecuoiod i.n otficiom A lunoty 
mennoi 

CRAPAHOTta.J J. New Jarsay, Stato ol. 00/01/30. Documoni Coniiol Buinch (Docu 
mani Conuol Desk) lp 52815 130-52G15 130. 

9002130097 SuUm-lB rovlow ol Korr-McGea ropt le plan to leavo coniaminniod sryils o’. 
Ontanon a-to near Crosont.OK A informs lhal gioundwaloi lli’oal posud by propmsAl 
(0 leave so ls In p'aco rolaiive'y low. 

MCHARO.O. Oklahoma, Stale of. 90/02/05. DAVIS.A.B. Roglon 3, Olc ol I'lo Oroclor. 
7pp 62648 057-52848 083. 

9002130334 Responds lo request contained wiihin govornot coiiillcaiion fc Sinto of ME 
lo moot 1800 milesiono ol Low Level RaUwosio pol.ry Amends Act ol 1085 H-TC cl<) 
nol approve cenincations but forwarded malls to Congress A FR for publication. 
BERKERO.RM. Ofllce of Nuclear Malarial Safety A Sefonuards.Oirocioi. UO/02/02. 
MCKERNAN,J.R. Melne, Slate ot. 4pp. 62648:222-52648 220 

-900213034S Verifies receipt ol end corilficailon submiltod by State ol ME lo trooi Lo-w 
Level Radwaste Policy Amends Act ot I68S.W/0 end. 

6ERNER0.RM. Office ol Nuclear Material Safety A Safeguards. Director. 90/01/02 
LYTLE.JE. Energy. Dept. of. lp. 62840:220-52640 226. 

9002140126 Forwards co.'raclQd 900123 Hr to results of review of Staio ol NC milMion 
oonlrot proQtam.ApolOBy extended (oi contusion ceusod \yf tel io "Deputy Ouoc'c* 
Tiemy A C McMahon ” 

KAMMERER.C Stale. Local A Indian Tnbe Programs (870413-90DH1) 0-3/02/02. 
COBEY.W.W. Norm Carol na, Stale oL Ip 52653-f10-52663.1 12. 

—9002140130 Submits corrected Hr conlirming 091117 discussion lollowtng rovlow A 
evduBlIon of siele rad-ailon control program. Commends stale for prompt u'fop'.lon ol 
tegulafons needed lo maintain competibiUty w/NRC regulations. 

KAMMERER.C Slate, Local A Indian Tribe Programs (070413-900111) 00/01/23 
COBEY.W.W. North Carolina. Slate ol. 2pp 62653: 1 11.52653:1 12. 

9002140167 Forwards revised NRC Forms 396 A 398 re certlllcahons of medico! otam 
by laci'lty licensee A personal quallficalii^ns slatemont.respectivoly.All appllcaiions 1o< 
kcefisea shiould be eubmitted on revised forms no later than 900201- 
G/VLLO.R.M Region I. Ofc of the Director. 90/01/06. DIMEGLIO.A F. Rhodo Is'end 
Siaio of. 0pp. 62660:167.52650:174. 


90021^0198 Noice 0l OMfl rovio* oi info co'ieciion fo NRC Perm 2At, "Rupt of Pro- 
posod Actviiios in Non Agreomnni Slates " Es' mateo total hours noedod to compleie 
lev'sw (s 50 h Es( rroios thai ?00 rosponsos wipI need (o bo rov.owod. 

AMENTA J A OK.ce ol Inlornatlor' Rnsouicos Menagomonl (Post 590205) 00/01/19 
epp 52655 t 26 52655 122 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


9001390108 Ad/ises lhai Rev 5 to OA plan ronsisteni w/ lOCFRSO.ApR D & 
accapialtiQ.pot add'. Into provided n 891030 in 

GOOY.A'*’ Perfo-mnncQ & Ouai.iy EvaUiailon Oianch (Post 900101). 00/01/22 
SCHERER, A E Combustion Eng'r.oaring. Inc tp. SEAeS OSI-SEAegOOl 

9901300042 Fcrivards Topical Ropi Pl.-NI'-OO C05, ''Qualification ol Ti8ns>Qnt AnatyS-s 
MotT.ods for B'WR Des gn & Analysis." Icr rov.ow 9 approval Approval neodorl to 
pon license amend prior to Un.l 2 Cycle 5 sloru.p schoduiad fo' UtOSio. 

KEISERH W Por.nsylvaiVa Power & Light Co. 00/01/22. OUTLER.W R PrO|OCt Dliec- 
!cr8tel 2 2pp 62530.001 52530 2/6 

-9001300047 PL-NF-89 n05 ROO "Quoi'licuilon of Tcansiont Analysis Methods !or QWn 
Desgn 4 Analysis" 

EWMErTj t1 , KULICK.J M., OOOGE.C.E. Pennsylvania Power 4 Light Co 89/12/21. 
143pp. 52530 003-52530.276. 

6001300096 Raquesls lhai conso'idated Iman.cint siatomerits sJinvilod to NRC by 
69U21 ill 10 indrect transfer of CE iiconsua ho iruaicd es coolHleniial.pot 
10CFR2 790 Suppofii'ig all davll onci 

eURT.RM ASeA Grown OovOfi, Inc 00/01/05. MURLEV.TE. Cffico ol Nucfoaf Ho- 
acinr Regulation. Oiroclar (Post Q7041 1] 3pp 52490 284 52498 286. 

9001900104 Forwards "Rnsponsa ol RWR Mark II 4 Mark Ml Corttninfr.onia ip Sheit- 
Term Slaiion Oieckaut Sevoie Accidonf Soquoncea," suhnvKod by ORNL 
MiLNERS.W. OiviS'Cn of Safety Issue Rcsalulon (Post 600711^ OO/Ot/22 
SrfERON.G Civiaion of Systems Rnsoarch (f^si 00071?). GH.<.F.SPif..f l^lanNng 
Program 4 Management Support Draoch (Post 07041 11 Ip. 52403 (Xio- 52493 036 

-9301300186 CRNL/NRC/LTR-BQ/n ' Response Of HVyR Mark It 4 Mark III Cor.ialn- 
iTienls to Shari- Term Stalfcn S'ackouf Sovurc Acefrfoni Sequer'-cos " 

GREENS.S.n , HGDGE.S A , HYMAN.C M, Oak Rndgo National Lolxuatory 69/12/29 
Off.Cd of A'oc'flar ReguialorY Rosofimh, Director (Poet 060720). ifSOfiP Si^90f>3T■ 
S2494Q52 

6001300278 Forwards o’rAta 10 Rev 3 to UAW.i543.Tali'.os O-TO 4 E-l ol "Master inie- 
arsiecf Reactor Vesse' SurvoMr'cn Program" rofievding c7ian(fOA in uihoiu^t #cf>ed»/e 
ffr A5 capsule lor Oovis-Dosso 4 Crystal Rivoi 

HOAELLOL Babcock 4 WiWo* Oporalina Wania OwnoiS Gicup OG 626 ttO/OI/lO 
EILIOT.B.J NHC • No Oeini'oO All.liot:on Glvon. 2pp 52490 321-52400:325. 

-9991300204 BAW-1543 ERR n03 ErtniO 10 Rev a to 0AW t543. Mesiof liMogifilod 
fl»jcior Vessef Su’ve linncc Progrnm" conaisiinu of revised Tables -3-20 4 E- » 

' Bi?/R Ownors Gioup. OO/QI/IO 3pp 52490 323-52400.325. 

9001310080 OlscusSPS 1‘coiisoo 600720 roquosl ter mcroased fuel rod bunup am>i.poi 
CEN'368-P.Flnaf aafafy evaluation wi'i (re issi/ori by 9tX)Ma. 
heBI>ON,F.J. prolocl Diecloiaio tv QO/01/lt. CAMPRCLL.T.G AikenSas Power 4 
llglil Co. 4pp. S2490')U8'5240fl )0I. 

600)310102 Proviflea arfdi info la suigo hic suiwhceiicn ai lacMf. per Nnc Owioin BO- 
Oll.W/ekCepiion ol ono hoatup cycio, straiilioii-on obsorvod >n stnge nno •loto'm-noi) 
10 BP iv.twn bounds ol WCAP. l2087.nov 1. 

ROSGN.SL Houston Light ng 4 Power Co. lEB-BO-Oli. 90/01/26 Uocumot>( Cceiroi 
CMFiCh (Documant Ccniroi Dusk) 5pp 62614 054-625I4 058 

9001310209 Forwards proprloiaiy Rov 1 10 OPC-NE-2001, "Fi^l Mi.’Chor'tCPf Oo'OOd 
Analysis Meihodology lor MARK-BW Fuel," adding sod'On ro ECCS artalysis inloita<'d 
srilerla 4 making ossoc aipil Bdm'rjslrf’iivo cliangos Rev wiifdioicf 
TUCKER, H D Duke Power Co 00/01/22 lOricumoni Conlicl OfOftch tDocumeni Coh 
liel Desk) 3pp. 52503 185 52503.186 

9001310210 Nollficflilon Ol 900125 mooing w/DWR Owners Group In RockvJle.MU to 
d-scuss assumptions 4 mBihnmoii':el mouol lor rad ologlcnl aspects ol mrtin condons- 

ft'. 

TROTTIER.E. Pro.ocl D'loclomto |.2. 00/01/24 MURLEV.T.. SNiEZEK^,. 

M'RAGLIA.F. NRC • No Oetnilod AfliliaUon Given 6pp 52514 041-52514 045. 

600201D224 Forwards pfoimetary UH 09-210, "SVEA-Se Critical Power Expoi/nents on 
Full Sca'e 24 Rod Suti-Dunijie," lor review 4 approval as pari ol c/.going review el 
top cal roots on BWR lochno'ogy.Renl wiihliold (lol lOCFRO 5(4)) 

JONSSOfl.N.O ASEA Brown fiovori, Inc AnB-'90-016. 00/01/24, JONES.R.C. Docw- 
mani Control Branch (Document Control Desk) tOpp. 62532 020-52532 029. 

6002010374 Advises that proprimnry CEN-OOO (V)-P. "Peio Vordo Nuclea* Oonoratvig 
Siat'on Unit i.End-ol-Cyclo 2 Fuel Evnm Repi." conia'ns trade socioisor proprietary 
corr.morc'el mlo 4 w.ll be wiihhold from publ.c d.aclissuru per iOCr-R2.700iM(5). 
CllAN.T L Prolect Dirocloroio V 90/01/10. SCMERER.A.E Combusliois Englnooriivg. 
Inc. 4pp. 52523.046-52523 049. 

9002020092 Requests that end pnspiioiaiy Topical Repl BAW'2094P.Rov t. "Rccacu'a- 
Fon Steam Generators Kmollc Sloevo OualiUcoiiori tor 7/8'1nch 00 Tulles" bo wiih* 
he'.d (ret lOCFRg 790),pof 891 130 license change epp'.icoHon 
COCKFIELD.D.W. Portland General Electric Co. 90/01/25 Oooumenf Conirol OratKh 
COocumeet Control Oosk). ip 52539 225 52539 225. 

9602020256 Forwards nonpiopiiotary WCAP-11012 S proprielsry WCAP-SIB11. "Indian 
Po'at Unit 2 Evs'.uailon tor Tulio Vibration induced Fet.guo," per roquoat for add! Info 
ro impismenlaiion ol NRC Bulletin 80-002. Propnotory ropl wiihtie'd irel S0CER2.790). 
aRAM.S.B. Consolidaied Edison Co. of New York, inq. IEB.eO-002 - 90/01/19. Oocu- 
mcni Conlrol Branch (Oocumonl Conirol Desk). 8pp. 52546:200 52547:0?B. 

-900J020264 WCAP-1 1012 Nonpropnotary "Indian Po'-ht Unit 2 Evaluation for TM>e Vi- 
bialiOn Induced Fatigue," 

CONNORS.H.J.. FRICK T.M PITTERLE T A Wesnnghcuse Glocinc COfp 88/05/31. 
I30pp. S2548.269.62547 066. 


-6002020291 Req-josie that propr'.etary WCAP-IIBii. "Indian Po'ot Unt 2 Tube Fa- 
licue Eva>uai<on.' bo withhold from pub'lc disclosure (ref t0CFR2 7dO).Alfi<javll end 
V^SEMANN.RA. Westinghouse eiactflc Corp. CAW-07-O4V 88/05/09. MUBLEY.T. 
Otiico of Nuclear Reactor neguioton. D rector (Post 870411), 10pp. 52547 007- 
52547070 

9002020321 NdUliceipn ol 900131 meeting vv/O&W Nucteat Sves Co Irt RocKvi.le.MO lo 
discuss sftlety voh/o design used in French nuclear p'anis.Chango in mooting location 
noted Mooting ptoprioiary In riaiU'O. 

J06JES.R C Ronciof Systems Branch 90/01/26 THAOANIA Division ol Sysioma 
TocArolotry (Post 890827). 2p? 52524 115-52524 118 

90020S0004 Requests that topical ropi re AQB Atom critical power correlation for SVEA- 
96 BWH fuel assnrnUI os bo withheld 

LINDNERJ ASEA Drown Boveii. Inc. ABO-OO-OIA 90/01/S4. RUBENSTEIN.L S. 
On4» of Nuclear Reactor Regulation. O.reclor (Posi 870411). ip 52542020- 
52542 020 


9062060051 Forwards proprleiary NEtX>31607P, "Updated Safety ReTel Valve Por- 
lormaiKO flaguitenieniB for JA FiLzpairick Nue'ea' Power PienO' in support ol uN 
Q0i220propoiiod rhanga (0 Tech Spocs.Ropl withheld (rol lOCFn2 790). 

OROnS.J.C New York powo' Aulhoiily (Irymiorly Power Authonty of the Stale Of New 
Ye'll). JPN-00-010. 90/01/10 UOARGE.D.E. PiO|ecl DlfOCtorate 1-1. 8pp. 52560.181- 
S2S60.IC8. 


9003660283 Ferwards proprloiaiy ' ABO Aloni Control Rod Drop Accdonf Analysis 
MeihodoiegylorBWR RAMONA-3B Computer Code" 4 "ABB Atom High Worth Con- 
trol Rotls (a- US OWRs Rod Drop Acedent Analysis" Repis w.thheld (ref 
IOCFR2 790). 

JONSSON,NO ASEA Brown Bovan, Inc A0B-9OO15. 90/01/31. JONES.RC. Reac- 
tor Syaleri'S Sranch 2pp 52506084 52506:090 

-9002660287 Requests lhai propr.aiary RPA 89-112, "ABB Atom Cdnuol Rod Drop Ac- 
Ciileni Artaiys-s " 4 RPA 99 053. "ABD Alom High Worlh Conuol Rods For US SWRs 
Dou Drop Accent Analysis " bu withheld from pub'ic d'sclosure iruf 10CFR2.700). 
IINONER.J ASEA Brown Bovarl. Inc. AB5-90 0I3. 00/01/31 RUBENSTEIN.L S 
Ollico ol Nuclear Roactor Rogj'alcn, D.roclor (Post 670411). Opp 52588.090. 
52540098 


0002070095 Forwards erocutei) Amend 12 (o indemmiy Agroamont 0.34, raftecting 
changes lo lOCFtTMO. "Financial Piolocuon Roquiromonts & Indo.Tin'ty Agreomenla.” 
pflocirve 090701 

hOlOER.L.S Odw Cheir.lcal Co 90/01/23. DINITZ.I NRC - No Ooialtod Afrision 
Cb/orr Opp 6WO4-227-520O4 22D. 

0062070144 Forwards 'Nuclaar Oos-on Moinodo/ogy Using CASMO-S/ S'mulate-3P." 
Ropi ptesems CASMO-D/S-muiole-uP code saguonce es rpeoior model (or use In 
fohaa design csicuMicns. 

lUCKGR.iiB. Ouko Power Co 90/01/24. DocumenI Control Grench IDocumonl Con- 
trci Desk) 32pp 526S0243-525f)7.0i2. 

-9002070149 UPC NE-lOO'l 'Nucioar Design MethOilelOfl/ Using CASMO-3/Slrr.u'flta- 
3P' 

• OJidPowCf Co. 90/01/31. Oep? 525ce.275.526fi70t2. 

9003070157 Rnnupsis staled sdd' Into ro COOAT eomputor cods In oidor 10 conlinuo 
toviow pf YAEC-1710. "Yankco Nudoar Powor Stat'on Plioi F.veluai on Rept for Plant 
ticonso Renewal.' 

SGARS.PM Pip.oct Dltocioiaie 1-3. TAG 76705 00/01/26. PAPANIC.Q. Yen'^oo 
Atcmfc CfocuicCd 3pp 52604 216 52504 21 7. 

0003070301 Forwards loqueel tor add info ro util 681223 subm.ttal ol WCAP-12024 in 
response <0 NFtC Bu'lohn 88 002, ' Rapidly Propogaiinn Feliguo Ciocke In Steam Gon- 
etaior Tubes." >or responso wiihin 45 days of roco pi of Hr. 

OEV/tN.n Pto,oCI Dtoctoiola V. lEB 68-002. 90/01/30. COCKFIELD.D.W. Portland 
GonorAl Eloclrfc Cn 4pp. 52690:195 52698:196. 

9003080004 NoM.ceiion ol QD02I3 mool.ng w/QE In Rockville. MD la discuss now con- 
trol rod design. 

WU.S L. Reactor Sysloms Branch. 90/02/01 . JONES. R C. Ftoactor Systoms Gronch. 
2pp 62609 169-52(}09:17O 

9003090173 NoU.caiion of 000207 msoiinn w/GE In nDckvillD.MD to d'Scuss neutron 
Iaix mon'iortng capabiMy & plans lor lirpTomantallon ol Instrumentation lhai con'ottn 
lo Ron QUda 1.97. 

NEWBERRY.S. Insirumentallon & Conirol S«tonnB Biench 90/02/01. THADANl.A.C. 
OMsIon of Sysloms Technology (Post 890027). 2pp. 53609:348 52609 347. 

6003000351 Rasnoods 10 NRC BuJ'oIrn 88 01 1 4 forwards rorrproprfetary WCAP-12416. 
"EvaiuaUort ol Thermal StraiHIcailon lor Diablo Canyon Units 1 & 2 Pressurtzor Surge 
Iykj,'* 4 pf€»rie)8'y WCAP-124t5 Propflelary rept wiihheld (rot 10CFR2 700(b)(4)) 
SHIFFEFIj.O. Pecilic Gas 4 Electric Co. lEB-OBOH. 90/02/01. Oocumonl Control 
Drench (Oocumonl Conirol Dask). 2pp 52613 314-52613 1 21 

—0002080357 Requests (hai propnelPQ’ WCAP-i24 15. "Evaluation ol lltatmal Straiil.cB- 
bon lor Drablo (Danyon Units 1 5 2 Pressuritar Surge Uno." bo withhold (ref 
l0CFn2.?S0(O>/4)/. 

WIESEM/^N.n.A. WesiinghO'JSO ElOCtrio Corp. CAW 89-122. 99/12/18- MURLEV.T. 
Office oi Nudoar Roaclcr RogiJatlon, Director (Post 870411) )Opp. 62612.31&- 
52612326 

-9002080361 WCAP-13416 Nonpropdolary WCAP-12A16, "Evaluation ol Thermal Sirati- 
Rcaiian for 0-ebio Canyon Units I 4 2 Pressuiirer Surge Lina." 

C06L0W.B.J., MAURER.BF.. MUTYALA.D.R. VVoaiinghouse Elocinc Corp. 09/11/30. 
tSSpp. 52813 328-538>.T >31 

9002000076 Forwards nonprop'letafy WCAP-12438-A 4 propnoiary WCAP-i 1037P-A. 
"Extension ol Methodology for Calculating Transition Core DNOB Ponallios." Proprie 
lary reel w7hhe(d (ref l0CFn2.790). 

JOHNSON.W.J. V708t.nQh0U8e Electric Corp. NS-NnC-90-3483. 90/01/31. 

JONES,nC. Reactor Systems Branch 2pp. 52634. 10 t-6263-l:238. 



NONDOCKETED ITEMS 


-9002090078 Requesis lhai proprioiatv WCAP-1 1837 P A._E»!ension 
^ Calcu'ai'no Transiuon Coro ONBR Pofiaines,” t5e withhold liom pub* d-sdosure 

Wey.a3hQui0 Electric Cofp 

0«.ca ot Njclear Reactor Regu'auon. Oirodor (Posi 870'llt) lOpp. 62634 163 

62834.193 

-9003090080 WCAP-i243a-A Nanpropnetarv "Exier.son of Meihodology for Calculatng 

Ttansi’jcn Core DNBR Peia'tos " aA»/.i/'ii aann 

SCHUEREN.P. MCATEE.KR WOSt.ngiQuSO Electric Corp 90/01/31. 44pp 

52634.194 52634 238 

9002120264 Informs that tutu'e correspcndence re Rev I A 10 Top cal ReplsNUH OOl 6 
NUH^)02 be torwarded to i.sied address. ofi/rii/no 

MCCONAGHVWJ. Pacific Nuclear Systorrs, Inc. WJM-90-008. 00/01/30 

ROQERTSJ Fuel Cyc'e Safety B.'8nch ip 52644 011-52644 011 


0002140301 Fcrfwatda picptleiarv "HB Robinson unit 2.Cvcia 14 SAR • 5 • 
LIcensno flopl *0' KB Robmscn ft.Qh Thermal Performance Fuel AsserraUj • 
iM'.thha'd itQi 100^^2.790) 

CUTTEflAB Caro'ino Power & LQhl Co NLS-90 0t0. 90/02/06 Docut.w Cdr--. 
B/arichtOocuiv.or'tCcntrclOeshl 12pp 52868 198-52668 209 


0002140210 FcKwards safety evniualiori accepurg mil second tO-yr niarvai msp c,, 
cram pleaTochnxtni ovaluaiion rept also one! 

^pnARA Protect O.tociorato I 1 TAC 67094 90/01/11 CREEL, GC 
_ . A. .-,^L ciAtn nR7.S9r,an inn 


-9002140226 EGG-.WS0403 "Second 10-Yr Inlcfval Irser/ica my, 

PiogtamBG&E.Cftivert Dds Nudear Power Pinnt.ljniis i & 2," toci'Aicai evjiia'jy, 

^OWNBW. MUOIINJ.D EG&G Idaho, Inc. (subs ot EG6G. Inc.) BnOWf.a* 
Idaho Nawxiol Ehcmear rig Laboratory. FIN 0 6022. 09/07/31. nrc . No Osia-lM A' 
hSabon Given 34pp 52653 070 52653 109 


9002120265 Forwaids CEN.396{L1 P. •'Vonficaton ot Accop'ab I ty ol ‘ P'” Limit 

of 60 MWD/Kg lor St Lucia Unit 2" & aff davil requesting propneiary l/oaimen ol i^l 
SAGER, OA flonda Power 6 Udht Co L-90-21 90/01/25. Document Canbol Bteftch 
(Oocumenl Control Desk) 8pp. 52627:1 12-52627:1 19 


9002160066 Discusses orrpr in RHLAP5/MOD2 Top cal Ropi BAW-10166P re defrtiy 
of beta SQuarod as ratio of blochod oroa to charnel area Correct equation !:stee 
TAYLORJH Babcock & Wilcox Co JHT/90 0 90/01/30 WILSON, V PlannriQ. 2-e 
gram 6 Managernani Supped Branch (Posi 670411) ip. 52657 326-5265? 326 


9002120291 Forwards WCAP-12431. "AnalyS.S Of Capscle U From Co-tvh Ed Byion Urtl 
2 Reactor Vessel Radiation Surweilia-nce Program" & advisea of no need to amend 

Tech Sooc teouire.'ner.is provid.ng pressure temp iitT.iiaiions 

SCHUSTER, T K. Commonwealih Ed.son Co 90/02/05 ^LJ^L^y Wlici Of Nude- 
af fidflClo^ Rdgu'filion, Osffictof (Poal 870411) ip 5?846 227*52645 310. 


9002160090 Appliceion lo.' arr.nnd lo License NPF.47,rov.8ing Oiv I & ii dese! genera 
lor crenksiiafi msp schod,,l ng coniainori in Aiiachnionl 3 ID ficenso & Surveillance 
Reaiarerrmnl 4 6 11 Chango roquostod prior to third roluellng Outage 
OEDOENS.JC Gulf Slates Uti'illos Co. RBG 32247. 00/02/02. Document Confa 
Branch (Oocuntonl Cortlrol Desk) flpp 82657 327 52057 336 


-9002120303 WCAP-12431 "Analysis Ol Capsule L) From Comm Ed Byron Un« 2 Reac- 
tor vessel Radiation Survei lance Program " 

TEREK E LIPPINCOTT.E P . MEYgH.TA Westnghouse Electnc Coip 69/10/31. 
93pp. 52645 226-52645 310 

9002120331 Forwards WCAP-12464, "VC Summer Nuclear Station Natural Citwialoo 
Eva'uaiion Program Repi " Repi provides Inlo to resolve Branch Technical Pos-aon 
RS0 6-1. "Des&n Requlremenls lor PHR Sya" fo' (ac.I.ly.pet 890710 Wcoo. 
BRADHAM.OS. Souih Carol na Elecihc A Qas Co 90/01/26 MAVESJ.J Oocufr.en' 
Control Branch (Oocumenl Conl/ol OesV). ip. 52615 100-52615 220 


-9002120333 WCAP-12484 "VC Summer Nuclear Slaton Natu.-al Orcu'alion Eve’oailon 
Program Repi " . 

STERREn.CR HANSON, J.P.. SEER.RW. Wos'.nghouse Eiectftc Cofp 89/12/31. 
22pp S2etS:109'526l5'220 


9002120366 Forwafds propneiary "Seloty Analysis Physics Paramoiors & Mullidmen- 
sional fleaeior Tiana^enis Methodology Tr/ee repia desenb-ng EPRi corr-puiet code 
also enci Propneiary repi withheld {rcM0CFR2 790) 

TUCKER HB Duke Power Co 90/01/29 Document Con’/oi Branch (Oocumenl Con- 
Ir0l0e$k).6pp 52644:012-52644 320. 


-9002120370 EPRI NP 6614 "ARPOTTA-HERMiTE Code Compar.sort." linel repi 
* Combuition Engineering, inc 89/12/31. 1 1000 52644. 075-62644:184. 


-9002160094 Proposed Tech Specs re TDI diosol onuino crankshaft Insp sched.-'e 
• Gull States Ulfiues Co. 00/02/02 2pp 52657.335-52057 336 

9002220056 NoHicaion ol 000220 mooting w/BAW Ownors Group In Rockville VD « 
(tscuss engona owners group activit os 

PARTLOWJG ABSOCi/ilo Droclpr (or Projects (Post 07041 1). 90/02/07 VURlEY.r, 
SNIE2EKJ MlRAGLIA.F NRC • No DolHlI.id Alliliniion Given 2pp 52871 Cl?3- 
52671074 

9002220170 Advises ihai 091201 Rev 57 to OA foiticfll Ropi CE-i-A conaisiem w/pre 
v4ione Ol lOCFn 50 .A|;p B A nccop1at)l‘> 

wniGHTQC flenon 3. Ole el Iho DiiodO-' 00/02/12. RuED,C Com,iionwei':k 
ed 4 e>.nCo 2pp 526?02l0-5267fi21i. 

9002220352 Forwertls WCAP-12600, "Addl Inlo in Supporl Ol £1 m nai ng large Pnimy 
loop P>^ Rupiuio OS Siiuciurni Desion Basis lor Walls Bar Unite 1 A 2, n response 
10 NRC 601213 request 

RAY.MJ. Tenroasoo Vo'iov Autnoniy 00/02/14 Documoni Control B'anch (Dow- 
meni Control Desk) 2p; 526/1 075 52671 005 

-9002220357 WCAP- 12500 "Addi Into )ii Si'PPOfl Of li'imlnatihg Largo Pimsry iHp 
Pipe Rupture as Sinrctuie' Oos’nn Dosis lot Woiia Bei Uiiiie i A 2 " 

WITTFJ SCHMERTZ.J.C,. SWAMY.S.A. Woslinghouso Electric Co/p 90/0i.’4i 
lOpp 62671077-52071065 


9002130203 Partial response lo FO.'A requosi (or records App 0 A E records evai’abie 
in PDR App E records enc'.App F records wifheid m enirety (ref POIA Exempnone 5 
A 7) 

GRimslEyOH Division o( Freedom ol iriprmaijon A Pubiicaiiorts Seivictia (Post 
690205) 90/02/08. ROLFE.R M Hurlon A WA ams 6po 52595084-5259$ i34. 


9002220743 ApokraHon lor amoi-d to Liconao NPF-3,tovl8liij Tech Spec BsidS Ssc- 
tions2.l. 1.2.1.222 1.3/4 2,3/4.2.5 60/4,4 1 to rofloci Cycio 7 coia lolosj BAW F4i 
Co Repi OAW.2O06 A Docuinont 06 11/7300 00 unrl 

ShElION.O.C folCMlo F.O son Co. 1700.90/02/05 Oocumuril Contto', BtanthVuOOs 
morvt Control Desk). 6pp 52083. 1 71 -52003:276. 


-9002130209 Discusses inierview ol confioenual source In Feb I9S3 re TOi.aleg^ng el 
lerations ol heal numbers on sieei used lor mtg ol d osol eng.ne euxS ary skids 6 use 
of rron- nuclear grade ol fasteners lor stiaching componenis lo stud 
COLLINS JT ffegion4 Ofcol ihe Direclor. M/tO/07, HERR.R K Office ol invesbgs- 
Hons (Pre 880201). 43pp. 52595:092-52595:134. 

-9002130214 Tnpreptol 650603-07 visit 10 TDI re status Of previous insp Mems.Paii 2i 
review, procedural coverage A plant lour. 

SURN5,T.F Brookhaven Nsiional Uboreiory. 85/06/14. 0AKER.E Vendor Program 
BrOiv of QASalegua/ds A insp Piogtems.lE 1830103'650212> lOpp 52595143- 
52S9S.I62. 


-0002220746 flAW-200a ' Oevis Bosso Nucloor Powof Staton Unil l,(3ycle 7 - ReiMC 
Repi" 

•DAW Fuel Co 09/11/30 O/pp 52003 109 5260325/. 

9002230494 Qrnnis 000125 roquesi to withho'd CEN-306(L)-P. "voiificaion ct Accept 
abiily ol 1-P.n Omnup Llrnl o* 60MWD/Ky Tot Si Luc'o Unit 2 ’’ 

NORBIS.J.A PfOioct Oiectorato 112. 00/02/16. SCHERER.AE Combusio.n Engi- 
oeerlng.lnc 3pp 52702013-52702015 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


-9002130219 Summanses A concludes NRC sea.'ch lor docutnems requested in 
861031 subpoena duces tecum 

JENSEN, E N. Office of ihe General Counsel (Post 660701). 87/03/30 ROSS.TE. 
Downey, Brand, Seymour A Rohwer. 3pp. 52595:153-52595:155 


9001280156 Fwwards Boatiy.NV low lovol rndwnsiu disposal facili^ docs inctud-ng 
stale hconae.Rev 0 to tacllity sids manual, conhngoncy plan A oporeiionai Pif*^** 
AOAMS.SR. U.S. Ecology. Inc. (loiniorly Nucloar Enginooring, Inc ). fl0/0l/iu 
MCOOUOAL.n.OpOtallons Branch. 23pp. 624D0.040-52-161:l71. 


9002130319 Forwaids SER dcnyiriQ 891220 lequasi foi extension of date lomsiaH neu- 
tron flux monitor Reg guide 1 .07 requ lemonis for flux moniloring folowng ecc’dont 
approprieie A proposed alternative cnlena inGE RepiNEDO'3t6^ unacceptable 
KINTNER.LL. Projeci Oireciorale ll-t. TAC 57974. 90/02/02. COTTLE.W.T. System 
Eneigy Resources, Inc. 3pp. 62646. 133-62646.142 

-9002130313 Advises Ural Category 1 designation A associated lower rengo lor neutron 
Ilux monitonng equ'pment appropriaie.iherefoie proposed report NEOO-31658 unac- 
ceptable A neulion (lux eiyjfficnenl must be enwonmeniaily quekfied pet ioCFR60.49- 
MiRAGLlA.F.J. Associaie Director for Inspection A Technical Assessment (l^sl 
870411). 90/01/29 FLOYD, SD. Babcock A Wilcox Operalng Pianls Owners Group, 
ip 62046:136 52646138 


-9001S60167 Rev 0 10 •'Facility Sids Manual.'' 

* U.S. Ecology. Inc (lormerly Nuefuar Engmeoilng, InC ). 80/00/01. 77pp. 52460ti/-l' 
52460:154. 


-9601^0345 "Qoatty.NV low Lov.il Radwaslo Disposal FaDlity RadWoQ-catCon'iniian- 

• U.S. Ecology, inc (lormerly Nuclear Eng.noering, Inc ) 00/01/10. 40pp 52460:155 

52460:194. 


-9001300347 "Boalty Oporailonai Procoduros " 

• U.S. Ecology, Inc. (formerly Nucfoot Enginooring, Inc.) 
52460:195-52461 171 


90/01/10. 400PP 


-9002130318 SER denying licensing Topical Rept NE003tS56. "Position on Reg 
Guido 1 .67,noquirements for Post-Accident Neutron Flux Moniionng Sys." 

' Office ol Nuefoar Reactor Regulation, Director (Post 0704 tl). W/02/02. 6pe- 
62646 137-52646 142 

9002130360 Forwards adal mail re RELAPS/M002 Topical Repl,8AW-t0ie6P. cons^ai- 
ing ol lustificailon lor use ol McEligot heat transfer correfaiion foi Reynofds numbers 
less lhan 2.000 

TAYLOR.J H Babcock A Wilcox Co. JHT/00-9. 90/01/30. WILSON.V. Pfenning. Pro- 
gram A Management Support Branch (Post 670411). 4pp 52647:096-52647.099. 

9002140135 Clarifies util 900123 response to NRC request (or addl Into re HPSl pump 
operability in Mode S.Utif used uncertainty of 10% in determining flaston product 
decay beat Mode 3 will not be entered until 900226.W/CENPD-2S4.P-A.Rept wilhholrf. 
CREEL.G C. Beiumore Gas A Electric Co. TAC 75562. 00/02/02. Document Control 
Branch (Document Control Desk). 3pp. 52650:199-52650 201. 


9001290294 Informs of compfehon of tape Inventory control (orm re scleh if c . 
data on tape storage media Author doos not loresoo (roquonl use of codes n 
lew yrs %>^l.cs re slaiua A coversion of codes end. ^ ■- 

GMUgI'KJli.G Opeialions Stanch. 00/01/24. ftOBINSON.E. Inlormaton Tecrnc-wi' 
Services Branch. 5pp. 52469 347-62460:351. 


9001200330 Responds to 091026 llr re D Brown concerns rotated to 5 

ittunlng of petsotvriel ol viotmea & Narvet. Pokey of DOE tot petsoonei thsl co/v 
OA audits for DOE conireciors havo access lo records necessary (or audit. 
ROUSSO.S. Energy, Dept. Of. HLWfl. 90/01/05. BIUDRAY.J.H. House of nap vfv 
92S02:35?-52S02:3S3. 


9001300007 Summary of 000117 mooling w/NuPoc In Rockville, MD re disposal ol scD- 
valed molal compononis. „ „,k joo 

SURMEIER,JU. Technical Branch. 00/01/29. LOHAUS,P.H. Operations B.-ancn. rw- 
52495:3 3Q.fi94ne ant 


M0t30i}040 Memo ol Agreomeni between Otc oi Robwesio Mgl (OCRWM} A Sieteol 
NV Operations Oic *e conduct ot wO'K undorta^ton by YuCCQ Mounieif Pra)eci 'n sup- 
port ot OCRWM. 

RO'JSSO.S.. AQUILINA,N.C. Energy, Dept. Ol. HLWR. 69/09/20. 4po. 52502;001- 
52502.004 

9001300051 Forward! EEQ-43. ' Pieopereilanal Rad ailon Survo l.ar'.ce ol Westo isola- 
'Jo.n P.lcl Plant Pio,ect by Envrott Evoluation Group, 1965-1980" Rodionucrkle data 
l’C~t ane'yses of water samples consistent w/ottio' published li’'iOlnga lot watet. 
NEILL,fl.H. Environmental Evaluation Group. NEiLl.,n H. New Mo>lco ineiiiute ol 
M nng A Tochnofogy. Socorro, NM. mlwR. 90/01/23. 1.INEHAN,J. NRC • NoOetaaod 
Alf'e5on Given. lp 62502:180-52602:351. 

-9001300064 EEG-43 "Pteoperat,onal Rad.aiion Surve'iiance of Waste leotai'OK P4ol 
Plant Piofeci by En/iroti Evaluet on Group " 

K€NNEY,J. New Mexico Institute of Min.ng A Tochno'ogy, Socoiio. NM. ROOOERSJ. 
los A'amos Nal-onal Laboratory. CHAPMAN.J. Ooaort ftoaearch Insiifuto. HtWR. 00/ 
01/31. I72pp. 62602;t8l-62502 351 

9001300111 Ti^ rept of aulhor ailendance ol Soventn Thomet'C Conference on Romoie 
Saishg lor Explorat'o/i Gooiogy ai Celgory,Aine/te. Canada on 8dtO02-O0.Sum*nar'.as 
cf papere presented ol conferonce end. 

(.EF^REHE. Geoscience A Syaiems Performance Srench (Post 080911). HLVVfi. 
00/01/26. QALLAnO.R.L. Geoscience A Syatems Porio*mQnce Otanch^Poai B800tl). 
4pp. 62S02.005-82502:049. 

-9C0l300If6 Summarlee of capers p.'Gseniod el Sovenib Tnamailc Ccntorence on 
Remote Sensing for Expioronon Oealogy ot Celgary.Aibertn.Caneds on U9t(K)2-0Q. 

* ErivirorvneniaT Research Insiltuto of Mlchgan. HLWR 89/10/02. 4lpp. 52503009- 
52502049 

90C1300247 Press release re DOE coT.rncnis on consfructmg dump el Yucca Mountain 

• NovaOa. Sleiool eO/0t/l6 23pp. 62502 157-52602.179 

91X11300266 Responds to Waik-ns 891 129 reqjast lor comments ott pto/ioried eciiot)- 
uies In DOF/kW- 0247, "Rept to Congress on Reeasossmeni of Ctv.iian Raclwasto 
Mg' Program." 

LOOX.R.R Nevada. Sleto of. HLWR. 90/01/12 HOUSSO.S. Energy. Oop* ol. lipp. 
£2602.050-62502 060. 

9003010042 Noliflcetion of 900216-10 workshop w/CNWRA A Sand.a •» Qothosda.MD 
to review progress on performenco assossmeni inothodo'oglea.providQ loi iniogteUon 
of Ideas on porlormanca aesossmont A oslabiish tuiuro work under MOU 
THOMAS.B E. Repository Licensing A Ouel<ty AssuranCO Pr&.cct Q.rociorato (6dll20). 
HLWR 90/01/30. QALLARO.R Roposilory Ciconsing A OuaLly Assuonco PtolOCi Ck- 
tecioraie (OQt 120). 7pp. 52630 288-52530.294. 

9002010132 Requosis listed oddl mlo to comptoio leviow of wcin-iy ptopony compioiion 
repla 

hAlL,RE. Uranium Rocovory Field Ofc. n4. 00/Gt/13 MATTHbVifS.M.L Cnorgy. 
Oapt Of. 3pp. 52631:O65-6253l:0(>7 

0003010141 Reauests nccoss to Novndn Tost Sito on 000207 lor lochniCQi oxchen-Qo 
cooidnated by OOE.Roquosis ihat badgng bo dono at Morcury.NflC pat(-c4>ariis 
listed 

PflESTHOLr.P.T. NRC ■ No OelB/Od Afl,'iat'.Oii Givon. HLWR. fll1/Oi/26. WESr.C. 
Enoigv, Dept. of. ip. 62535:330-52535:330 

9002010313 Responds to 891204 Hr d.scuss.na rocommondatiunsro invosl-uai-onolpo- 
lent'el volcanisiTt at Yucca Mounia‘.n sno. UgC naa (aken (''-Kiativo on oany eve'uat'on 
of au.labiiity A pu'Su'ng lniogralod,muiiiOisC‘.piinary sys approach. 

Sr£IN,fi. Enargy, Oopi. of. HLWR 90/01/23. OROWNifcG.R 6. Owslon Of » 69 fi L«vof 
Waslo Managemoni (Rost 870413) 2pp. 52521 001-62521 005 

9003010404 Forwards notice of upcoming NFtC/GOE taclin>C8l/proa>eir.<nai-c 
meetings S.rnomftiy OA meellng acheduiad on 900216 in Rcckvi'(;e,MO.AA>CW tnofing 
to Commission tentatively scheduled for 00022 1 in HocKvi'le.MO 
LINENAN,o,J. Raposifory Licensing A Cuaiilv Aasurenco Protocf DIroeWato (09U20) 
HLWR 00/02/05 NRC - No OetaMod Alfil aiion Gwen 2pp. 52494 156 52404:167. 

9002010411 Apologizes lor delay m transmitting controt'od copy ot Study Plan 0 3.1.2.1. 
■'.M'neraiogy.Pefrologr A Chermsiryol Transport Paihways." 

QERTZ.CP Energy, Oopl. of. HLwR, 90/01/26. LOUx.R.R. Novade. State ol- lp 
52535.031-62635.30l. 

9002010415 Advises ol closure of Sid Dofic-anc)' Rapi 247,Rov 0, resiAtxg from Yucca 
Mountain proieci ofc OA Audll 08-05 ol LI.L. Deficiency covered lack of (tocumoniaiion 
In 19.x aeries proceduros,per NUREG-OOSO 

HORTON.DG Energy. Dopi of. HLWR. 00/01/26. JAROINE.L J. Lawrotwo tkrermofo 
Nel4)n8) Laboraioo’. 5pp 62535.332-62635.336. 

9002010419 Forwerds Yucca Mountain project ofc FyOO OA eud i schedufo. Rov 2. 
HORTON.D G. Energy. Dept, of- HLWR. fiO/Ol/20. GEBTZ.C.P. Energy. Oepi of- 4pp. 
52621 006-52521:009 

9003010429 Forwards 900125 Itr to J Walkine. Secretary ol Energy, in response to DOE 
roquost for NRC commonta on achodulos incorporated In DOE "Rept to Congross on 
Reassessmoni ol Civilian Radwaslo Mgt Program." 

TANA.E.T. Repository Licensing A Ous'liy Assurance Project Orocloralo (081120). 
HLWR. OO/Ot/31. NRC • No Dota'locl AKi'.lation Given, lp. 62404:168-52404:160. 

9003010437 Forwards refs ro forthcoming ca'.cito-silica vein deposits (echniCBl exchairge 
not included In silo ctiareclorizalion plan or Study 0.3.1.6 2 1. "Chareciorfzation ol 
Yucca Uouniain Oualernary Regional Hydrology " 

OERTZ.C.P. Energy, Dept. of. HLWR, 90/01/26. STABLEIN.K. Repository Licon8lr»g A 
Ojallty Assurance Project Directorelo (881 120). SSpp &2635:337-S2536o?6. 

9002620322 Forwards summary of 900109 NRC/DOE technical oxctiange on data 
mgi.OOE presented current plans lor mgt A control of technical data on Yucca Moun- 
tain eiie.including overview ot p'anned data mgt sys. 

LINEhan.J.J. Repository Licensing A Qualify Assurance Projoct O.rectoreto (88( 120). 
HLWR. 90/02/02. STEIN.R. Energy, Dept. of. Ip. 62536:064-52536:122. 

-9002OSO00S Summary ol 900100 NRC/DOE technical exchange on data mgt In 
Rockville, MO Agonda.liet ot attendees A supporting ifota end. 

STABLEIN.K. Division of H-gh-Lovei Waste Management (Post 870493). HLWR. 90/ 
0l/3f. OiVis'on of High-Level Waste Management (Posf 870413). 66pp. 62536:065- 
52536:122. 


9002050084 Forwards DOE/EiS-0020-FS, "Final Suppi ElS.Wesia leolat on Pilot Plani." 
New Info A changos In proposod action analyzed In ElS Include changes In Iransuran- 
ic waste inventoiy. consideration ol hazardous chomicsl constituo.nts in waste. 
TWlNlNQ.e.G Erorgy, Dept. ol. HLWR. 90/02/0S. NRC • No OelallQd Allli'etion 
Q-ven. 2pp. 52536- 1 27-525j6:160. 

-0002060088 OCE/EiS 0036-PS "Flna' Suppi ElS.Wasto Isolation Pilot Plant " 

• Energy. Dept Of. HLWR 00/01/31. 32pp. 52636:»20-52636.IE0. 

9002050183 Responds lo 900130 Ur ro now scfredJe for oirtsianciir^g dei.verabiea under 
FIN A-1l6S.Enct Is l.si schedule (or submitting remaining ouletandng de'iverabloe.All 
aoJvefab'aa shoM ha completed by 900531. 

BONANO.E3. Ssnda National laboratories. FiN A-1165. HLWR. 00/02/01. 
TIKTINSKY.O. Proflram S'anegamont, I oi.cy Deveiopmertf A Arraiysls Start /Post 
870413) 2pp 52638 tBt 52533:162. 

0002050101 Forws'ds Vucca Mounialn proieci master list ol conlrolied 
ddcumente.kfen: (y<ng vsrs'ons cu-roni as of 600f2d. Controlled copios of documents 
may be obtained at address llstad. 

NELSON.3.H. Science Appifeadons inlamailonet Corp. (formorly Science AppT-cailons. 
loc.). HLWR. 90/01/20. LINEHAN.J.J. NRC • No Oetal'ed Affiiiai oi Ohran. 29pp. 
S2536.163-52S3e;t9t 

0OO2CAOOSO Forwards proposod agande for Water Science A Technology Board meot- 
inoa on 600215-18 In Washington DC 

RmTKER.S.O Natonal Research Counci' HLWR. 90/02/02. Nat onal Rosearch Coun- 
Cl 4pp S2S60040 52650 043 

9002060053 Forwards ODE weekly ropi f'r wk ending 9001 19. 

PHESTtlOLT.PT. NRC - No Detailed Affi'lailon Givon. HLWR. 90/01/30. 
LINEHAN.J j R8pos:tory Licons r^g A Oua'ity Assu.-anco Project Directorate (881120). 
7pp 52550033-62550 039. 

0002060280 Forwards "1089 DOE/Sleios/Tribas UMTRAP Coord-natlon Meeting Grand 
Canmn.AZ 691025-27" 

MATlHEWS.ML Eno'gy, Dept. ol. 90/02/01. OlLLEN.D. NRC • No Doiailod Alli'i 
anon Givon 3f^. 52565 080 52S96 087. 

-00020&0290 "1989 DOE/Siafos/Tribos UMTDAP Coordirtstlon Mealing, Gvnd 
Cnnyon.AZ80iO2S-27," 

• Energ-y. Oopl. of. 09/fO/27. 365pp. 52505;M3-52588-087. 

9002070163 Forwards minutae of 691213 b n'Onlhfy OA mealing between NRC.OOE A 
Riaie of NV to elfoci ol chants in "Ropi lo Coruross on Roassessmont of Civilian 
Radwaaio Mgi Program" on OA progiama of OoE 5 DOE conlroefofB.Vfawgraphs 
orKi 

LINCHAN^JJ RMSosiiory LtconsingA Oireirfy Aasuranco Projocf Dhoctorato (66t(20|. 

I ILWn 00/02/05 STEIN.R Energy. Dept Of 13pp. 6258l:3b0-52562 092 

-0002070166 OOi:/nW'0247 "Repi 10 Congress on Raaeaoesmoni ot Civilian Rad- 
wasio Mgt Proaram " 

• Enurgy. Oopl of HLWR 80/11/30. t40pp. 62561:313-52562:002. 

9002070162 Adv $«s of approval Ol pioposod egonda for Inst Porlormaneo Aasosemont 
Wotksliop scHoJu'crt lor 800215-16,00/ 900100 Sugoosl on. 

BAILARD.R Geoscpnca A Sysioms Porformenco Qrancn (Post 880911). HLWR. 00/ 
02/02. PATRiCK.wC. Ccnioi (or Nuclear Waaio Roguiaiory Analyees. Zpp. 
62590 106 52590 119 

9092070190 Forwards rommpnis on Technical CpprBtrng Procadura (TOP) 001-02 ra 
(joveiopmom A proparot.on oi inlo tor program erchitociuro aupporf aye Basic piocoss 
8 mods lor data baso conloni accepiable 

ALTOMARE.^. Engrneenng Drench (Post 800911). HLWR. 90/01/31. MACE,M. Oftico 
ol Admin'sireiion (Post 890205) 6pp. 52690. 120-52690.124. 

9002070208 T/fpropi of 09121 t-t2 visit io Oenvar.CO to afiend fiydrokTgy 8 Geochom- 
Istiy Nucioer Waste Tuchn'eal Roviaw Board meetings. Piosonlations focused on char- 
^arizaVon of fnfiirraiion A rarffonuciicto gas reiOBSO. viewgrapha and. 

OROWS.O . CHERY.D L. Qoosc'snco A Systems Performance Branch (Post 860911). 
HLlW 90/02/02. BALLARO.R L Oeoac>ence A Syslams Poilomanca Oranch (Pesi 
880911). 440P &2690:I61-52590.204. 

9002070339 Forwards Rev 3 to Yucca Mour^tein project ofc OA sunreillance schedule 
for firsT quarter of FYOO. 

OERTZ.CP Energy. Dopi. ol HLWR. 90/02/01. KENNEOY.J.E. NRC • No Dela'lod 
ArMaUonQrvon ^p. 525SO.073-5SSQD.077. 

9002070345 Forwards closure of Sid Deficisny Rept i62,nov O.resulting from Yucca 
Mountain project ofc OA Audit 88-04 ol USQS. Recommends that audit of all USGS 
cohlraciors on vontfors fiat be conducled. 

HORTON.OG. Energy, Dept, ol HLWR. 90/01/29. HAYES.L R. Interior. Dept. of. Qe- 
o(og3»1 Survey. Spp. 62590 084-52600:072. 

9902070363 Forwards commonis on drall Rept CNWRA 60-093. "IdenttHcetlbn A Eval* 
uailonolRogulBicry A institutional Uncertainties In 10CFR&0." 

ALTOMARE.P. Eng noering Branch (Posi 88091 1). NRC-02-ee 005. HLWR. 00/02/02. 
WHITING.A. Center (or Nuclear Waste Regulatory Analyses 7pD. 52690. 127- 
62590.160 

—0002060079 Reviews CNWRA rept. "IdantHicallon A Evaluation of Rogutatory A Instl- 
lullonai UncorlBlnlias in tOCFROd" Repi inconsistent In making rocommondalions. 
POHLEJ. NRC - No Detai'ed Affiliation Given. HLWR. 90/01/28 BALLARD.R. NRC - 
No Oetffiled Afliiiatlen Given. 6pp. 62590:134-52590:139. 

-9902080080 Submiis reviews on CNWBA ropi, "Ideni.ifcai.'on A Evaluation ol Regu'e- 
lory A InstiluHonBl Llncertalndes In 10CFR60." 

dUSTUS.P. NHC • No Oeieiled Affrlfallon Given. HLWR 80/01/22. POHLE.J. NRC • 
No Oeudtad Alfdatlon Given, ip. 52580:140-52590:140. 

-M020S0061 Commonis on CNWRA Ropt 90K)03. 

TRAPP.J- NRC . No Dcta.lad Affr'falton Glvert. HLWR. ea/Of/22. JUSTUS.?. NRC • 
NoDotaJed Afliietlon Given. Spp. 52590.141-62590:143. 



NONDOCKETED ITEMS 


••8002080084 Forwafrts cciri/neris on CNlfl^RA fepi, "idoniificatiofi S Evfl'uftikw' ol Reg- 
u'a'ofv A irstituiiooal Uncectoinlios m tOCFRSO" Some uncnrio nlios t’ed lo fe’aled 

SjNRNGJ^NSc’- Mo'^lfl^fllciJ Affi'iai on G^/cn HLWR 90/01/30. LINEHAN.J. NBC 
■ No Detoiiod A<li'ia1:onGivon Iflpp. 52590 144-52590 150 

-90820/0366 Coin.'ronis on CNWRA tepi, ''idonMicai.on & Evaiyaiion o1 Regulatory S 
Insi tu'icnal Unconaintlea in 10CFR60' 

BAILARD.R NRC • No Delal'ed AHilialion Gn/on HtWR 60/01/23. LINEHAN.JJ. 
NRC • No De’ai'ed AMl'siion Given ip 5S690:160-58690 160 

900207039/ Forv/a'ds i©is tof Study Plan 8 3.1 3 2.1, "Mineralogy, Penology & COomis- 
i(v ol Trarispod PalAtvavs." 

GERTrCP Energy. Dopl of. 00/02/01. LINEHAN,J.J NRC • No Dofftied AMiilaiion 
GNon 2pn 52591 u75-52591 329. 

-9002070406 •Bootstrapod Models for Ininni.c Random Fonciions." pieaenlod al 
MGUS 87 Conloronco cn 6/0413-15 in Redwood C.ty.CA 

CAMPBELL K Los Ala-nos Nnlionel LetiOialory. 87/04/13. 35pp. S2S91-077- 
52591:112. 

-90020/0409 LA-11293-MS •'Sieiisiicai Guido'iros lor P.'annlng Limted O.nikng Pro- 

^ Los A'amos National Laboratory HLWR 00/06/30 S/pp 52591.113 52581 |69. 

-90030/0411 IJ\-10027 MS "MnGtais In Frastures ol Saturated Zone from Otii Core 
USW G-4, Yucca Mounlo1n,Nyo County,NV." 

CARLOS, B. A, Los Alamos National Laboratory. HLWR. 87/04/30 35op 52501 170- 
52591:204. 

-9002070418 SANDa5-2037 "SANOIA TASKS SubfOJtlned Eloclron Mic/oprobe Auto- 

CHA^IYS^RSWF Sond'a NaiioAal Laboraiories HLWR. 85/1 1/30 I26pp 52591 205- 
52591:329. 

9003070453 Forwards Program Manager Pariod'C Rept 60-4 lor period 091223-0001 19 
4 proprlQiary coat data Cost data w.irho'(l _ 

SmLtENPOLE© NRC • No Oolailod AH-Haiion Givon. HLWR. 90/02/06. 
YCUNGCLOOO.B J Div'sion oi HQh-Lewoi Wasia Wanagemem (Post 6/0413) 2po 
52591;330'52592.054. 

-B002070455 Forwarda Program Manager Period c Ropi 90-04 on sciMOes for period 
861223-0001 19. 

LAT2J.E. Ceniar lor Ni/pieat Waato Regofaio-y Analyses NRC-02-69005 HLWR. 
99/02/02. FUNCHES.J.L. Division ol Hign-LOvei Waste Mancgeir.orn {Post 870413). 
tp 62S9t.332-62592052 

-6002070481 Program Mflnago.- Ponodio Rape 90-04, "CNWRA Program Manager Pod- 

odloRepionAcTivliie9O(CflWRA(ore9»223-900ll«." . ^ 

' Coniar (or Nuclear Wosie Raguiaiory Ana'yses. hlwr 90/0t/i0. NRC • No Do- 
lai'od AIMlalion QN-on. 79pp. 52^1:333-62592.052. 

-9002070464 Forwards prcp/loia^ cost portort ol program manager Pariod'C rapt lot 
period 891223-9001 lORopI wiinhald. 

LATZJE, Center lor Nuclear Waste RogulatO'V Analyses NRC 02-86-005 HLWR 
90/02/02. FUNCHES,JL Diviaon ol High-Level Waslo Managemeni <Posi 670413). 
2pp. 52592053-62592 054. 

9002070473 Clanfies sieiemonl made In NRC 900208 Hr fonward no minutes ol 091213 
OA meetlng.Mool'ng did 6002i5 wh eh was staled as canceled wll bo he'd as noKod 
& schedulod. 

LINEIIAN,JJ. Repository Licensing 0 Q-jality Assu.-anco Project 0 rectorate (881120) 
HLWR 00/02/OTS1EIN,R. Energy, Dept. ol.2pp 62690 125-52690 126 

9002080220 Forwards responses to qusstons posed by Subcorrimllioe on Nuclear Reg- 
ulation In 89 1 205 Hr.ln loHowup lo final ropi 10 Congress Not all analyses requested 
performed due lo msutilcio.-)! timo. 

RAOIN.A, Moniored Ro'.ilavaQ'e Storage Review Commisston. 89/12/22 
GREAUX.J B. Sonata, Envlronmer.l & Pub'lc Works. 6Spp. 62609.01 }•52609.O70 

9002090272 Forwards notice of upcoming meetings re NRC H.gh Level Waslo Mgt 
Proofam.por 040827 FR notice. 

LINEHAN.J.J. Repos. lory Licdrts'ng & Oust ty Assu.'anco Projoci 0ireclOf8ie(88li20) 
HLWFt 00/02/12. NFtC - NoDemiiCd AMination Given. 2pp. 52598:087-52598.068. 


9002090361 Advises lhal ef/ecilvo dalo lor compleiion of commuted cotreeWa action to 
Sid Def.dency Ropl 4S5.Rev 0, result no from Yucca Mouniain protect ofc OA Audll 
69-05 of Reynolds Elocincal & Eng neerfnaCo.remalned Incomplete 
HQRTON.O.G. Energy, Oapl. ol HLWR. 00/02/05. PRITCHETT .R.F- Reynolds Elocirt- 
cal & Englneerir^g Co, Inc. 6pp 52596 121 •52598:126. 

9002120037 Forwards info le Durango dewatering project drawdown moasured el avtfi- 
able we'le on disposable cell on 691101- 900t02.7asi results of clay kner & 1987 vi- 
cinity property wlncer cover ssmp'es also end. 

MATT^EWS.M.L. Energy, Dopl. ol. 60/01/18. HAWKINS.E. Dran'om Recovery Flek) 
Ofc. R4. 11pp. 62631:024-62631:034. 


9002120047 Forwards Rev 1 to Rroiecl Interlaco Document 03-S-22. "Toe Drain to be 
Installed In East Stops ol D sposal Embartkmonl." 

M.ATTHGWS.M-L Erwtgy. OepL ol. 69/12/21. HALL.R. Uranium Recovoiy FleW Ole, 
R4. 5pp 62831.066-52631-070. 


9002120166 Advises lhat ellecirva da'e for completion ol committed correebve action to 
Sid Oeliclancy Rept 222 .Rev O.passed w/ corrective action ramalnlng Incompfaie.New 
complailon date should be provded within todays ol Itr dalo. 

HORTON.O.G. Energy. Dept. ol. HLWR. 90/02/07. HERBST.R.J. Los /Wamoa Nartonal 
Leborelory. 13pp. 52635:143-52835:153. 

9002120169 Accepts response lo Std Oolicfancy Ropl 443, Rev O.resuhYig from Yucca 
Mounian project ofc OA Audit 89-03 of Sancla. Deficiency rept will be efosed after 
verificetiocx of complation of coneettv© actions. 

HORTON.O.G. Energy. Dept, ol- HLWR, 90/02/07. KENNEDY, J.E. NRC - No Detalleil 
Aff-llaL'on even. 6pp- 62635:171-52636:175. 


9002120202 Forwards Rov 0 lo MK-F UMTBA-30, "UMTRAP Green Rwor.UT RcTocSal 
Action Insp Plart," tor review 8 concurrecne. 

MATTHEWS.M.L. Energy. Dept ot 90/02/09. LOHAUS.PH Operations Bland'. Ip 
53615-232-52615 250 

—9002120205 Rov D fo MK F-UMTRA-SO, "UMTRAP G'oen River.UT Romoc-al Ac'Joo 
Insp Plan.'’ 

• MK-forguSOn Co. 60/01/22 17pp 52B16 233-52615 250 

9002120218 Forwards corrpocilon analysis of coniam.nnied mall. for review. 

MATTHEWS M L Energy. Oopt of HLWR. 90/02/09. LOHAUS.P H Operations 
Oranch ip 52627 001-52627:046 

-9002120216 10-536-10 0 "Final Calculations ol Compecnon of Contan' nalod Mads." 
QOOOMAN.M, CHEN.P.K, STANBER.R MK-Forguson Co. 89/10/31. I2pp 
52627-002-5262/01.1 

-9002129222 10-S91-01-00 "Final Calcu'ailotta of Compaciion of Coniam natod ma-.ls." 
W/ona overatzo figure 

• Momson-Knudsan Eng rieors. tnc 89/08/15 3tpp. 52627:014-5262/046. 

9002120227 Forwards Vols l-V, to "Remedial Action Plan & Site Design Icr Sfabi rollon 
ot inactwa U M.II Tail ngs Sites at Riflo.CO " Inin complelos responses lo NRC H- 'o 
review of documonis 

MATTHEWS.M.L. Energy, Dept. of. 90/02/08. LOHAUS.P H. Operations Branch 2pp. 
52618001-52624069 

-9002120231 Vo1 1-5 Ol "Remedial Aci on Plon & Site Dosign for Sisblirefic-i of >~ac- 
hve U MSI Ta linns Sites at Riflo.CO." W/ono ovorsizo orrcl 
*EMrgy. Oept of 90/02/28. 2247pp. 52618 003-S2e24.0G9. 

9002120363 Rov 5 10 YMP-USGS-OAPP.OI, "USGS OA Program Plan (or Yucca Wourv- 
lain Project ■■ 

WILIMONJ.R, HAVE5,l.R., REYNOLOS.M.W. Enorgy, Dopl Ol. HLWR. D9/05/D0. 
I28PP 52645099-52645 236 

9002130028 Rospoi'ds lo 091221 Hr ro NRC plans lor notifying DOE of rsco’p! ol docu- 
mcniaiion from sialos In rosponso lo 900101 mlloslone under Low level Rndvresto 
f^ cy Amends Ad d 1955 

LYTLE.JE. Enorgy. Oopi ol 90/01/30. BERNERO.R M. Olflca Of Njc'ea- MaiorUI 
Safety 0 SaloguOtds.Oitocior. Ip 52646:360 53646.360. 

9002139334 Rosponds to roquost conisiriod wiihin governor comflcet<on lor Stale ol ME 
to moel 1990 milestone ot Low Lovoi Redwasto Policy Amends Act ol 1965 NRC did 
not approve cerlillcalions but forwarded mails to Congross 5 FR lor pub'leation. 
BERNERO.n.M. OMico of Nucioor MoioHsI Ssloly 0 Safoguards.Diroctor. 00/02/03. 
MCKERNAN.J.R. Maine. Side Of. 4pp 52e-t8.322-5Se48.22e. 

-9<K}2t30346 VoiiHes recoipi of end coniticaHon aubmiliod by Stolo ol ME lo moot Low 
Level Rodwasio Policy Amends Act ol 1065 W/o oncl. 

eERNERO.RM. OHico ol Nuclear Mniorial Sololy 0 Saleguar(i9,D.rodor. 90/01/02. 
LYTLE.JE Energy. Dopl. of. Ip. 52648 226-52848:228 

9002130363 Forwards "Final Technical Evaluation Ropi lor Proposed Remodin' Acbo.-i 
at Shiprock Tal'inga Slte.Shiprock.NM." NRC concurrenco rorivalra 
condionai.Condilion results from Issuos addrosaod In lopt re fioodplsn allu-rld nqui 
lor 

LOHAUS.P.H. Operations Branch. 90/02/06. MATTlfEWS-M. Enorgy. Dopl. of Ip 
52640 163-52846 214. 

-9002130358 "Final Technical Evaluation Ropl lor Proposal) Remedial Acion el SN 
prock Tilings Slte.Shiprock.NM " 

• Oivls'on of Low Laval Waslo ManogomonI 0 Docommlsslonlng (Post 876413). 00/ 
01/31. eipp. 52648:164 52646 214. 

0002130306 Forwards Govornor Cartiflcatlons for listed Btalos/ commonwoaUhs lor FR 
pubi canon 

LOHAUS.PH OpofBtlons Branch 00/02/07. MEYER, DL Rules 4 Prooedir-oB 
Branch. Ip. S2647 109-52647:1 12. 

—9002130364 Notice of receipt of Governor Corilficailona lor listed sialas por Low Lovot 
Radwasta Policy Amends Acl ol 1085, consisting ol 1090 milostones 
LOHAUS.P.H. Oparalions Branch. 90/02/07. 3pp. 62647:110-62647:112. 

9002130374 Forwards hydrogoologlc ravlaw of site fmel romodiel action plan Rovlow 
technically comploto 0 sufficient Inlo provided for preparing final technical ropl. 
STARMER.R.J. Tochneal Branch. OO/Ot/26. FLIEGEL.M. Operations Brench. 6pp. 
52647:225-52647:232 

9002130377 Fo/wards racanlly completed technical evaluation repts for Spoov.WV ailo 
0 Bdtieid/Bowman romedlal ection.W/o and 

LOHAUS.PH. Operations Branch. OO/Ot/29. RICHAROSON.A. Gnviror.moriel Fioloc- 
Uon/^ency 1p 52646:162-52646:162. 

9002130382 Transmits commonie on draff Stale of IL Dopt of Nuclear Safety roguiatoo. 
"Stds Kk Treatment ol Low Level Radwasta-" Intention to clarify waste accopia-vco 
cnierla meritorious but slate could benefit from NRC experience. 

BERNERO.R.M. Office of Nuclear Material Safer/ 0 safeguards, Direcior. 00/02/05. 
OAVIS.AB. Region 3. Ofc of Ihe Director. tOpp. 52647:392-52647:305. 

-9002130383 Forwards comments on State ol IL diall pioposod togulailon, "Sids to* 
TroalmenI of Lew Level Radwasto." Meeting w/slate olficiafa suggested lo disousa 
NRCeimerience. 

BERNERO.R.M. Office ot Nuclear Material Safety 0 Safeguards, Direcior. 09/02/02. 
OAViS.A.O. Region 3, Ofc of Ihe Detector. 4pp. 62647:302-52647:306. 

9002130392 Rosponds lo 691229 memo re issues raised al 891120 meeting w/Com. 
monweellh of PA re request for limited agreement. Limited agreomenl is for disposal 
iMiv Transonrlallnn insnn hv /Vimmnnwnfllih of PA holoa nonrluoied under auLantee. 


«ft(iJl30}95 Informs of review of proposori WOU w/Slafo of OH & kttant to panUpaie 
^deve'opmeni of decommissioning subagroomoni 
PANGAflT fl L Division Of l.ow-Lovoi Wasfo Vanagomenf d Oocomm'Hsionino (Post 
S7D413) M/Of/31 BURNETT, n.F. DiviS'On ol Safeguards S Trortspotlaaon IPost 
87^13). 3PP 52640 139-52640 141. 

M03I30396 Advises mat on 900102, DOE providod w/goveinors coRificBt«ns subimtlM 
b, Cee'JBi iniersiaio Low Level Badwnsio Compacl Commissiorveprosof^ Slates 
cl AK KSLA. NE 4 Ok 

BirRNefiO,RM Ctfico of Nuclear Maienal Safety' S SetcQueroa.Drociof 60/02/05. 
LYTLE J E. Energy. OopI ot. 2pp 52647 03Q-52047.041. 

8007130397 Forwards drali Info Policy, "Update on Wasio Form & High Intogsb Con- 
U’nsr Topical Ropi Review Status, idontiiicai-on of Problems W/Comoni So'idiftcalion 
i Roportog for uansmiiioi to agrooment sielos. 

eANGABT^R L Oivl8.on ot Low Lovol Wasio Manaoemenl 4 Docon)mte8,on'ng (Post 
8?<34I3) 90/02/02 f/lLLEn,V Aas-Stanl Dirncior lor Stole Agroomonis f^ram 
I2pp. 52634 310-52634 320 

8007150023 Forwards response to DOE rnpl to Conmosa on roassessmonl ol ovijan 
iscVasie mot program. Plan approved but onry goodlirsi eiep 
BERrIYWW Edison Electric Insliluie HLWM 90/01/12 WATKINS.J.D Energy OepI 
o' 25pp 52654 074 52654 000. 

8007160097 Forwards SECY-90-032, "Ouorterly Progross Ropi on Pic/iccnang Phase 
cl DOS Cfv.ian tiis'i Levol RnOwOsto Mgi Program " OOF coiCrt not prov ■!> deia''ed 
iTuiestone schedule to support Sept 1930 date 

6ERNERO.R M Office of t'fi.tcioei tAuioriol Safety H Safegusrds.Ovecter HLWR 00/ 
02/11. ROUSSO.S Energy, Oopt Of 4pp 62064 117-52654 13t 

•8007060009 SECY-OO-OaP Provides quarteily progress ropi on prel.con3.ng phase ol 
DOE CMlisn high level rsrlwasie mgi ntngrem. 

TAYLOR.JU Ofc of the ExocuUvo Olroclor (nr Opotalions HUWR 00/01/20 Hop 
52654 121-52654:131. 


0(^220720 VMP/CC-0003 R01 Rev 1 to ' Exp'otaiory Shsfi Fac-.-'y (ESF) Subsyslom 
Design Roqu remen's Documo'H (SDROl lor fi-'e U - Vois I & 2 ’ ' ' 

•Energy. Depi of HLWR 90/02/15 707pp 52690 053-52692 039 

«^^392 Forwards notice ol u^mng NRC/DOE lechncai/progra.mmatic 
840627 FR noLcoNRCrOOE OA mee'jncs scheduled lor 900312-23 & 
aZ^ii j” f*® besda.MO.CNWRA bnefing tentalve^ SChodJed icx 900314 in 
nOCKVdid ,MD 

4 Oual.iy Assurance Pro.eci aracio/aie (601120} 
HLWR. 60/02/26 NRC - No Detaled Atfletion G'ven 2pp ^27i2 335.5271J336 

6(^230462 Forwards DOE weekly repl lor wk ending 900209 

Dea/ed Alfi.stion Grven hlwR. 90/02/14 
H.griLevei was'o Msnagemeni (Post 870413). 7pp. 

Ofc/ ifc J37'j2iic 


9IM223049S Notification of 900306 lochncal rneotmg w/DOE,Siato oi NV 4 affected 
local govts in Washirig!or>,DC to d-scuas DOE ova'uaiion of geophysical aricnriaty neat 
proposed siie of exploratory shafts 4 methods to evaluate anomaly 
® RopOSilory L'Cens no & Ovality Assurarvce Proieci Qraciofsle (86t I20t 

HLWR 90/02/20 LINEHAN.JJ Repository Licens ng 8 Qua' ty Assuranco Ptoleci Di 
recto/eta 168 fl?0t 3pp. 52712332-52712334 

9002230506 forwards "Obse-vaUDn Audi flop! B9-7 lor Yucca Mounta.n Proiect 0*0 
Audit 89 5 ol fleyno'ds Eiecincal 4 Engi''eer‘.ng Co.lnc “ Eiiectiveness ol irTpioms.-ia- 
Bon of fleyno'ds OA program p'an cannot be determined et present tme 
UNEHAN J j. fleposiioiy Licensng 4 Oua'ily Assurance Prelect Cwocioraia ($011201 
HLWR 90/02/22 STEIN, R Energy, Depi ol 3pp 52712 315-52712 33i 


—9002230513 89-7 "Obsan/aiion Audt Repl 09-7 lor Yucca Wounta-n Projeci Ole Audit 
89-5 of Reynolds Electncal 4 Eng neenng Co.lnc ” 

KENNEOYJ £. RepoS'tory Licens nn 8 Oual.ty Assurance Proieci 0-reclorate 
(881120) HLWR 90/02/14 14pp 52712 319-52712 331 


8007160101 Forwards SECY 90 032. "OuHriotiy Progress Repl on Preiiccnsfng Phase 
of bS DOB C.v'iian H-gfi Lovd Radwaslo Mgi Progrom." for info. 

TAKA.ET Repository Llconslng & QunITy Aasuranco Prc|oci Ditedoreie (09ii20) 
PLV.R. 90/02/13 NRC • No Ooinllcd A(fi:iallon <3won. tp 52654 •32-52854:143. 

8007160105 Cennes soverei obsenmHons rucerdnd in 80i03i-nol Woei Va/ey Oom- 
ors'-rai.on project moei-ng m'nulos.NRC ititornstod In undorsiar’ding h«w acuvinos at 
9Lb| two glass making opetations w'll ho mtogiotO'l mio OOF roposnory progtem. 
liyEHAN.J.J Ropos'iory Licensing 8 Qua'iiy Assurance Pioioci Ojociota’.e f88>>2(» 
HLWR. 90/02/12 STElN.n Enyrgy, Oopl. oi 3pp 62054 144-52654 146 

8002270048 Reguosis tormnoilon ot Tiansponalion HisK Study task conducted by 
ewRA due w delay of fib'pmonie under Nuclear Wesio Policy Act. 

RENTSCHLER.R.U Tronspoitntion Brnnch 00/02/02. FORTUNA.S Program Men- 
acamont, Policy Oovoiopmcni & Analysis Staff (Rost 670413). to 52704001- 
62704 001 

70022901 )6 Forwaips updoip nl Les Vogas.NV I4ira/y cor>tont.cofn>stng of Mf of III 
publications on Me & rod blndere in nfc. 

•VH/TE.N.J NRC • No Doiarkid Affrllfltlon Givon. HLWR. OO/QZm. TANA.B OwtsWn 
Ol H'gh-Level Wasto Uanagorneni (Posi 070413). 4pp. 52676 081-52675004. 

700223012Q Forwards DOE weekly rapt lor wk ending 600120. Adar-gomonis made to 
ooen Clark County Yucca Mountain inlo ofc in las Vogos.NV on 9002i7.Tochn'cai ex- 
change w/NRC on caicllo slLca vem dofiosit ninnnod on 900206 07. 

PRESTHOLT.P.T, NRC • No Ooliailod AflUiat’on Given. HLWR 90/02/07. 

li.*JcHAN,J J. D/vIswn of H,gfi l.OYr?l Wasie Mnoflyomeni (Post 070413) 7pp 

57675009-52676015. 

7007270124 Forwards OOE wnekly ropt for wk ending 000202 Lawsuft egeinel SUlo ol 
NV filed by Jusi-co Oopi.on bohsil ol OOE, on 000125 to rogui'o stolo lo issue envi- 
ronjiermits lo DOE. Monitily hudnoi mouilnn hold on 000201 
PRESTHOLT.P.T, NRC - No Ooia/oif AfliLoUon Otvon MLWR 00/02/00 

LINEHAN,J.J O.vis'on of Hinfi-Lovol Wflslo Monanomonl (Post 870413) 9pp. 

62876:010 62078 023. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

9002050163 Responds to 000130 nr lu new schedule (or outstanding de'r/ersbies under 
FIN A- 1 lOS Enel IS list schedule for submitting remaining ouistandmg delveiab'es All 
deiwetables should be compiaied by 900531. 

eONANO.EJ Sar.(i.B Neicnei Labo/Biones fin a-hbs hlwR. 90/02/01 

TiKTiNSKY.O. PiogiBm Management, Poi-cy Davotocmeni 8 Analysis Staff (Post 
870413) 2pp 52539 101-5253$ f02 

9902l20(0t Moniniy rept for Jan 1990 for FIN A-l (85. 

BONAnO.EJ Sancia Nsnonsi Laboiatonea FiN A-HOS. HLWR 90/02/15. 

TIKTinSky.Oh. (division of High-Level Waste Msnaoamam (Post 07O4t3i i7op 
52635-154-52635 170 


XPORTUC EXPORT AND IMPORT LICENSES 

9001290213 Forwards appt.cation fc' s/port license (or lOw enriched U sam,pl69 includ- 
ing fuel rods from TMi 2 for tesi-ng 8 analysis SI Tokoi RoSSarCh Estab'ishmani 2-4 in 
Japan iir of assurance raoj ,oo 

SMITII.CN Asst Dir. fO' mil Secunty. Experts 8 Msils Safely (Post 890226). 90/01/ 
10. ThORNE.CC. Slate, Dept. of. Bureau of Oceans H Ml Environ 4 Sdanafle Af- 
fairs- ip 52489184 62469 188 

-9001290210 App’Jcai'Cn lor ticanse to eipon TMi-2 samples inciud ng fuel rods w/max 
element weight of 3 350 Vg max we>ghi percent ol 2 98 8 m,ax isotope weight ol tOO 
kg.io Japan 

FISK.RH £d«w Ihierhaiicmal Co lEDS. 00/0t/l7 10.52469.105-52460185 

-9001290220 Forwards sDp'ioa'.'on lor I cense to export TMi'2 samples, inci'jdmg luel 
rods for (esLng 8 snsfysfs.lo Japan 

FI8K.RH EiPow Ihiernatlonai Co. 93/01/17 WRIGHT, B. International Programs. 3pp 
62469 160 52468 186 


7002220130 Forwards final ropi "1085 Ronosilory Su-foce Fec-lty Soismic 
Sorvay, Yucca Mounlain Atea,Nyo County, NV & DOf 000205 ll<- 
PRESTHOLT,P.T. NRC - No Oolaitod Altiliation Given. HiWft. 00/02/13 
SrAaL£lN,K NRC • No Delo'.lod Alli'lailon Given tp. 52675.024-52676.100. 

-^2220134 Forwards final ropi "lOOS noposilory Sotfoce FacTlty Soisn-Jc 
Suiyey.Yucca Mountain A/D8,Nyo Couniy.Nv." OOE has no plan lo use rosulia of 
shallow se'smlc survoy.duo lo major uncorinmiios Involved. 

0UNCHAnO,M.Q. Energy, Oopt of. HLWR. 00/02/05. PRESTHCLT.P.T. NRC • Wo 
Detailed AlfHsiion Given. 2pp. 62676:026 52676-. 100 

-9002220139 "1985 nepository Surleco Fscitity So'.sm.c Survoy.Yucca MouniaVi 
Area,f^e County, NV." final ropt 

Charles B Reynolds & Assocaios. HLWR. 65/11/20 72pp. 62676;O27.52076 t1OO. 

7002220160 Accepts losponsos fa ofisorvsiiona resullinn from Yucca Mo-uniaks projoci 
ole OA Audit 68-03 of USGS 

HORTON.OG. EnoiQy, Dent. of. MLWR 9O/02/f4. KENNEDY, J.E. NRC- No Oeured 
Atfi latlon Given, ip. 52675 008 52676 008. 

9007220172 Advises of closure ol Std Dolicloncy Ropt 442,nov 0. rosuRmg from Yucca 
Mounia.n pro.eci ofc OA Audit 89-03 ol Sandia 

HORTON.D.G Energy, Dcni. ol. HLWR. 80/02/14. KENNEOY.J.E. NBC - Ne Detanod 
AifiLeiion Given. 3pp. 62676 005-52675 007. 

7002270243 Summarizes NRC/DOE 001101 action Item re const ol Spook ceTi & lem- 
Wartly exceeding max allowoblo olevoiion for top of lailngs & advises Wiaf efreunh 
piorrpting exceedonce of max eiovat-on doos not present programmeriC pfob- 

^^IjTHEWS.M.L Energy. Dopi of 90/02/15 LOHAUS.P H Operations Btencb- 4pp. 
52679 - 218.52670 319 /' 


®^®T2T®772 Forwards notice ol upcoming NRC/DOE technical crogfemmatic 
rr,$eU/>gs,p^ 340327 FR nortco-Toctin(ca< asaodsmenc review ot OKp^ofelOfy fhd# to* 

iil,*?.'l°.7'®'y'^'''‘'®’f®l'*O"Q00306lnWash'ngton.DC. 

r..''‘rL'''N.J.J. Repoailorv liconsinn A Oiiaiitv Aasuronce Project Orectofoio ffSl ISO). 


ti Repository Licensing A Ouality 

HLWR. 90/02/20. NBC • No Oetaifod AHikalk 


Ion Gluon. 2pp. 527ta:30?-5271230e- 


9801290324 Forwards applications lor export licenses for low enriched D for use as 
reload lust for KashtwazaMkartwa Unit 2 & Hemsoka Unit 1 in japan LUs oi assurance 
roquited Mad 1o< XSNM-2496 of Canad.sn ong.n. 

SMITH.CN Asai Dll lot intL Secuniy, ExpoHs 8 Marls Safely (Posi 890226). 90/0)/ 
19. rHORNE.CG. State. Dept. ol. Bureau of Oceans & Inii Environ 8 ScienUTic A(- 
(eirs tp 5245 ( 349-52451 352 

0001310081 Requests Executive Branch views re Carponiat Technology Corp app'ica- 
hoo k> e«x>rt four zircaley tubes to Norway. 

SMITHCN. Assi Dir. lor inil. Security, Exports & Metis Selety (Post 890226). 90/01/ 
19 THORNE.C.E Stale, Dept ol. Bureau of Oceans & Inti. Environ 8 Sclontilic Al- 
laka 3 k> 52497239-52497 244. 

—9001310060 Appi' cation lor license to export zYcaiioy tubes to Norway 
MERRILUKC. Carpenlar Teebnotogy Corp. 90/01/12. H6M8Y.E NRC • No Oeiat'ed 
AffJiaHon Given. 3pp 52487.242-52407 244 

9001310068 Appl-catlon lor license to export UFe.contalnod in 126.795 kg U-23S.to 

kIoAM Mitsui a Co. (USA). Inc. (subs, of Mutsul & Co. Ltd) 90/01/18 2pp. 
52498.181-52498 162 

9002010422 Forwards application (or Amend 7 to export license lo authorize sh'pment 
ol 26.0 kg U to France tor motaf conversion & fuel febricaiion. 

SCHECi^R H Q. Asst. 0 r. lot Inti. Secuhty, Exports & Mails Salety (Post 890226) 
90/01/23 THORNE.C E. Slate, Dept, ol. Bureau ol Oceans 8 Inil. Environ. 8 Scier.M- 
JcAHaTa. ip 52521:313-52521 314 

-9002010441 Amend 7 to appiicaTon to Ucense XSNM.)77e,8irlhor)zing 28 kg u lo 
France for metal conversion 8 luel fabncailon. 

OTINOY (VlSSho Iwal Amancan Corp. GNT-90-002. OO/OI/OS. PETERSON.M.fl NRC 
- No Ootafed Aff.ii8llon Given, tp 52521:314-52521:314 

9002010436 App'icat'on lor amend to License XSNM-2t6t.lncteasing quantiles stated 
In 801212 BuiriotizaUon lir lo 990,141 kgs U containing 34,727 kgs U-235. 

FLIN60U.C. European Commumiies, Commission of OO/Ot/23 ROONEY.JM 
Eriergy. Dept ol tp 52505:038-52505.036 
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900203000* Forwa'da eppl.cation fof license to export experimenial centnluflai eooiac- 
tore a sjpponirtg sva to United KlnoPom Atomic tno'o/ Aulf.oflty. 

BAILEY O.E. Energy, Oept ol 00/01/22. PETEflSON.M. Inletnetional Pfog-ama. Spp 
62541;2O0-6254t:285. 


-6002020009 Appl caiion for I cense to export oqulpmoni consisting o* expeilmenia* 
centri'jaal contactors to the United Kingdom. 

BAILEYTD.e Energy. CJept ol. UKAEA-t. 90/01/22. 31pp. 5254l;211-52541:24l. 


-9002020009 Spocilio Memorandum of Agreement between OOE & UKAEA re aohroni 
extraction cant/ifLoal coniac'ora. 

BAILEY O.E. Energy, Dept, ol. 08/07/05. United K.npdom Alom c Energy Abllrarlty. 
24pp 6264l:242-ra641:265. 

6002020011 Forwa.’de applcaiion for ice.nse to export scientllie, expenrrertlal & test 
eaulprro,'ic & eye to Japari. 

aWLEY D.E Energy. cSepl. ol. 00/01/22. PETERSON.W. International Programs. 2pp. 
62533:290-62533:2e8. 


6082070246 Fcrwarde appllcai'on lo.' ii;e,nee to export sightly enriched la 
Japan.Matl will bo used 'cr fabrication of fuel assemblies 9 loaded Into Toman Plant 
Ur)n2 

MARUYAMA.T. UiisuDshi Internal onel Corp (aubs ol Mitsubishi Corp.). HSA ^ago- 
03 00/01/25. WRlOHT,B. NRC • No OeiaHod Afl.llatlon Oivon 2pp. 62563 220- 
52598:222 

-6002070254 Appl.cailon lo' I censo to oxport slightly enriched UF6 lo Japan. 
MARUYAMA.i. V.lsubishI Intornailonal Corp. (suba. of MItsubish. Corp.). HSA Sago- 
03. 60/01/25 Ip 52565 222-52566 222 

6002070269 Forwards appicoto.n to export 751 )<g U'235,conta'nod n 2V132kg U,'.c 
Ka'oa. 

OUAiN.P.e. Transrtuclear. Inc. MiS-SOe. 60/01/25. CONQOON.M. NRC - No Gets ted 
AriJlaUsn Given lp. 52604 349-52604:250 

-0002070266 Appllcai on lor I conso to export 21,132 kg U.m form of UF0,'GntichOd to 
max ol 3.SS^« LI'235,to South Korea 

GUAIN.P.8. Transnucloar, inc MIS-S06. 60/01/25. 1p. 62904:250 52604:250. 


-6002020013 Applicellon lor license to export acienilic,exper1mental & teat equipmont 
to Japan. 

BAILEY.D.E. Enorgy, Dept. ol. 90/01/22. 3pp. 52833:202-62533 264. 

-6002020016 Memorandum ol egree.moni Botweon OOE & Power Reactor & Nudoer 
Fuol Development Corp.Japen for jo nl co'laboralion In ne'd of nuclear fuel cyciel.q'jld 
mete! reactor reprocess ng technology. 

VAUQhN,J.W. Energy. Oept ol 87/06/24 PoviSf Reactor & Nuclear Fuel Oeve*op- 
menl Corp. 22pp. 52%3 285-52533:286. 

9002020020 Forwards application lor license to export 4,170 Kg U-235. contained In 
83,415 kg U.ln form ol UF6,entlched to 5 vr/o max.lo Sweden. 

OUAIN P.Q. Transnucloar, Inc. MiS-505. 90/01/22. VifRlGHT,B NRC • No Oaiaied Al- 
fllation Given, ip. 62530 216-52536 216 

-9002020021 App'tcaiiorifoi l tonse to export 4,170 kg u-235,coni&nftd lr\ 83.415 kgU 
In form ol UFe, enriched to S w/o max.lo Sweden. 

CUAiN.P.a. Trensnucleer, Inc MiS 505. 60/01/22. 2pp 52539.217-52639218 

9002020114 Applicat on iQr license to export 126,765 J as UFe.conianod m 002 kg U- 
235,10 Japan.Addi info re ultimate and user & iniormcdiaie cons-gnee & miernteJaie 
end use end. 

IKEOA M Mitsui & Co- (USA), Ino. (SubS. of M.tsui 9 Co., Ltd.). MBK-CP-i. 00/01/16 
2pp 52526. 316-52526:310. 

9002020126 Ponvards Westinghouae 900116 itr requesting wihdrawei ol export ikertse 
epp'icoiion. 

8CHECHTEn.H B. Asst. Oil. lor init. Sotutity, Exports & Matts Safety tPost 6902261 
90/01/24. THORNE.C E. Staid. Oopt. Ql. Bureau ol Oceans & inti. Ertwicn. & Sciertei- 
IcACIelrs- ip 52540:120-52540:121. 

-0002020149 Withdraws 890403 license to export nuclear equ pmeni to Oi<rta 
HUDEC.W.S. wostingheuse EleclUC Corp. WSH064-99 90/0l/l6. PETeflSON.M.R. 
NRC ■ No Detailed AINliailon Gnron. Ip. 62540.t2t -52540.i2t. 

9002020129 Requests Executive Branch poa-ion ro end Shield Seurco.it)c eppiicsilons 
for licenses lo export 200,000 Cl iniium & 20.000 Cl tniium.for use tn mig o( gaseous 
tntium light sources, to Csnsda 

SCHECtITER.H.B Asst. Oir. lor Inti. Security. Exports & Metis Safety (Post 890226) 
90/01/20. THORN6.C.E. State. Oopl. of. Bureau ol Oceans & imi. £hv.ion & SUenW- 
le Affairs tp. 52629.323 92528.328. 


9002080024 Rocommonds that i.eense bo Issued for Martek Corp io export 2,500 Vo 
heavy water to Coneda Export will not bo Inimical to common aefenso & Sacurty ol 
US 

STRATFORD.fl J. Slate, Dept, ot. Bureau ol Oceana & inli. Envl’ort. 8 Sdom.l< Af- 
fairs. 00/01/25. SIIEA.J.R Intornailonal Programs, ip. 62564:213-52594.213. 

9002080034 Certiles that R^soo Natl Lab of Danmark authorized to receive 60.6 xg 
U.enriched to I6.05i-i> U-235 & that terms & conditions ot 600725 Add. Agreement ly 
Cooperatort mi' apply to authorized mall. 

FLINGON.C. European CommuniHos, Commission ot. DO/Ol/26. ROONEY ^JM. 
Ertetgy. Oopt of ip 52606:126 52606 126 

9602080037 License for GE to export 9.574 kg U.coniainod In 277.500 kg U-235.10 
Taiwan 

SCHECHTER H B Asal Cir. Icr Inti Security, Exports & Molls Solely <Post 630226) 
60/01/29 2pp 52606 263-52606 284 

9602080041 App'lcaKon lor Icenso lo export 1 13 kg ihonum.contained h 150 kg few 
um liuondajn nranulnr form.to Lichie.nstein. 

COUTCN.E. Cerac. Inc 00/01/03 Ip. 52560 053-52589:053 

9602060044 License for Milsui & Co.fnc to export 1,101 kg U-235. conlancd in 33,7l3 

kg u.io Japan 

^hECHTER.HB. Asst 0.r. lor Inil. Sccu'ify. Exports & Malls Safety (Post 590220) 
MBK-f3-Rt3 60/01/26 2pp 52506 241-52606 242. 

9CH)2080048 license fO' Wosimghouse to export 0.55 kg Pu 6 1 .30 kg U-236.con'.alro<l 
m 56 kg U.oniiched to 2 35 w/o max, n futm ol twonty Irradioiod fuel reds.io UrJIod 
Kirtudorn. 

SChECMTER.HB Asst Dir. for Inti Security, Exports & Molls Safety (Post 600226). 
WSH O09 69 00/0l//e 2pp 52600.127-52606.126 

9002060092 Itcense for Mitsui & Co (USA),lnC lo Oxport 66 kg U-235, cor.lanod In 
2.433 kg U.IO Japon 

SCHECMTER.HB. A8SI. Dir tor Inti Socuilty, Exports & Mails SslOty (POSI 000226). 
MBK-TR 19 00/01/29. 2pri. 52594150 52504:151. 

9002080056 llcarvse lot Maruborl Amonca Corp Id oxport 1.560 kg U-236. cents iidd kl 
62.722 kg U.oniichoO to 3.65 w/d max.lo Japan. 

SCHECHTER.H B. Assi. D.r. lor inii. Security, Exporta & Mails Ssfoty (Post 000226). 
JJ57I0 60/01/26 2pp 62609:171-62606.172. 


9002020194 Application for license to export 2,000 mechanical p'ugs to Yugo$>ev.e 
HUDECW.S. Westinghousa Electric Corp. W8H-011-90. 90/01/18. 2Dp. 52840.074- 
52640 075. 

9002020196 Application tor license to e^ort 76 mechanical plugs to Yugoslava 
HUDEC.W.S. Westingheuse Electric Corp. WSH-OtO-90. 90/01/18. Jpp 62540:069- 
52S40.070. 

90020S0169 Responds lo 691208 Ur forwarding MA Ferg^uson question re NRC ncenslnq 
export of U lo Romania.Romania deemed 8i?:eplaD‘a recipient of rnaH.per iiaiea 
c-nterla, Including proper security measures Mplied to shipmani. 

RATHBUN.DK Congressional Affaire CCS. 90/01/16. CRANSTON.A Servace. 3pp. 
62547 230-5254 7.234. 

-9002050181 forwards MA Ferguson 891201 Itr re concerns about a'leged safeot U to 
Romania by US.for response. 

CRANSTON.A. Senate. CCS. 69/12/08. NRC - No Oalaled Aft.latloo Gwen 2pp. 
52547:233-62547:234. 

9002070124 Certifies that terms & conditions ol addi sgreemant for cooporakon.dtd 
600726. will apply to License XSNM-2465. Matt will be used as fuel for BR-2 reactor In 
Mol/Bo'gium. 

FLINGON.C. European Comm.unitles, Commission ol. 90/01/26 ROONEYJ.M. 
Energy, Depl ol. Ip. 52634:160-52634:100. 

9002070136 License lor GE/Rauler-Siekes,tnc to export one fission chamber lo Mexico. 
WRIGHT.G.L. Asst. Oir. tor Inti. Security. Exports & Mat's Safety (Post 890226). E- 
1151. 60/01/31. 1p. 52612:286-52612:260. 


9002080126 Exocutivo Blanch position ro UCAR Carbon Co.inc app'icaicn lor Iconso 
10 oxpori 152 pieces nucioor-grade giophito.for uso ns relloriot mod m High Terrp 
Engineering Tost Reactor Liconsa should be issued. 

STriArFORD,R J Slato, Depl. of, Buroau of Ocoana & inll. Environ & SctentiTc A'- 
lalr$. 90/01/25 SHEA.J.n.imoinBllonal Programs, tp 52566.076-52569:070. 

9002080130 ExocutIvo Branch position re Rauler SioKos.Inc application lo export fission 
chamber coniorJng I 4 g U to Mexico. License should bo Issuod. 

STRATFOTD.nj Sisio, Oopt, of. Bureau ol Oceans & Inll Environ. 6 Sclorbtio Af- 
fairs. 90/01/25 SHEA.J R. Inlernalional Programs, lp. 52609:122-52609:122 

9002080138 Executive Branch position ro MaruDoni America Corn application lo export 
1.569 kg U-235 In 62.722 kg U,to Jepan.por 080031 roquosI.Reccmrr.onds that li- 
cense bo Issued 

STRATFORD.nj Siaio, Dapt. Ol, Bureau ol Ocoans & Inll. Environ. 6 Scloniric Al- 
laire. 90/01/25. SHEA.J.R. Inlernalional Programs, lp. 52608.346-52606:346 

0002080141 Submits Bddi Info to NRC 900112 request for Executive Branch viows 'o 
export license epptlcaion lor License KSNM 2495.AppllcallQn lor amend to ilconso 
end 

PETERSW.MR. Asst Dir lor Inti Security. Exports & Malls Salety (Post 6902201 
00/02/01. THORNE.CE. Slate. Dept. of. Bureau of Ocoans & Inll. Environ. & Sclon'jl- 
Ic Affairs, ^p. 62609:250-52609 252. 

-9002080144 Application lor amend.adding "mtormediate cons'gnees" & changig "in- 
lermed.ate end use" of CERCA to be "lor fabricallon ol fuel." 

QUAIN.P8 Transnucleat. Irw. aOfOt/24. CONQOON.M NRC - No Ooia-led Allil'dUori 
Given, lp 62609:252-52609:262. 


9002070134 Amand 7 to export licensa.adding COGEMA as Inlermediale consignee lor 
corivarslon of mall & authorizing shipmeni ol 26 kg Canad an-origin U to Franco lor 
metal conversion & fuel fabrication lor u":mais sh'pmonl to Japan. 

WRIGHT, 8. L. Asst. Dir. lor Inll. Secunty. Exports & Malls Safely (Post 690226). QNT- 
60-002. 90/01/31. tp. 62604:255-52604:26$. 

9002070233 Forwards application for license lo export slightly enriched UF6 to 
Japan. Mails wi'l be used lor fabrication ol fuel assemblies. 

MaRUYAMA.T. Mitsubishi International Corp. (subs, of Mitsubishi CorpJ. HSA-5490- 
02 90/01/25. WRIQHT.B. NRC • No Detaled AffillaUon Given 2pp 52604-224- 
52604:226. 

-6002070236 Application for license to export slightiy ennehed UF6 to Japan 
MARUYAMA.T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-54B0- 
02. 90/01/25. lp. 52604-226-52604:226. 


9002080151 Forwards revised appi cation lor export license for low enr.cMod U lor use 
In Roskilda. Denmark. Lir ot sssuiance required 

PETERSON, M.R. Asst. Du. for Inti. Security, Exports & Mails Saloty (Post 690226} 
90/01/31. ROONEY .J M, Energy, Oept. ol. lp. 62580.201-62588 204. 

-9002080162 Forwards revised NRC-7 appiicailon form containing addI ln‘o w/cop'Os ot 
correspondence providing details of proposed transaction for further ailomlort.W/o 
encl. 

FISK.RH. Ediow International Co. 90/01/29. WRiGHT.G. Iniernatonal Piogrems. lp. 
62^.202-52586.204 

9002090026 Requests Executive Branch position ro OOE 900122 application to export 
expenmeniel centrifugal contactors to United Kingdom. 

PETERSON, M R. International Programs. 90/02/02. THORNE.CE. Siola. Depl ol. 
Bureau ol Oceans & Inti. Environ. & Sclenlific Allairs. tp. 62607:071-52607:132. 


rauNLiuuist: 1 tu iicmo 


-9002090141 "Aoroemeni Bciweein US Energy R&O Adm n.sitanan & Unted Kingdom 
a;o~ c Er.orgy Authority In Field ol Uguid Metal- Cooled Fast Oreedot naectom ” 

' Energy Research S Oevelopmont Adrrln (Prosanily DOE) 7G/09/2O. UrJied King- 
dom Aiornic Energy Authority. t9pp 52607 112-52607:132. 

9002090077 Forv>arcl3 Sh.oid Sourco.inc 000130 Hr ro export ^CQr>so app'Icatlon XB- 
1276 10 tie ccnsidorod w/900i23 subn-itiei 

FETEftSOM.M.R. Asst. O.r. for (nil. Socunty, Exports & Mails Safety {Post 690228). 
90/02/02 THOFtNE.CE. Slate. Oopi of. Bureau ol Oceer^s & Inti En\riton. & Sc.0tt5l- 
iCAfla/rs ip. 52628:143 52626 144. 

-9002090079 Confir/ns lhal use ol 20.000 O tritium gas muII be tesbiclod as Bsied.per 
900106 appl.cation. 

HEGARTv.W Shield Sources, Inc 90/01/30. WfliGUT.B NRC • No DaiaKed AlfF- 
aaon GKen. tp. 52626 144-62626.144 

9002090062 license lor Martok Corp to export 2,600 kg hoary welo' to Canada 
SCHECMIER.HB. Assi Dir. lor Inti Secunty. Exports & Mac'iS Safely (Post 690229). 
BFrF 7926. 90/02/02 tp. 52607.311-52607 311. 

9002120109 Requests Executive Branch posiiion to OOE 900122 epp'lCBl^wt far fcense 
to export spare & reD'acomonl pans, monitoring & control devices & Inlorleca pack- 
ages to Japan. 

PETERSON, MR. Asst Oir. lor Inti. Security. Exports & Malls Safely (Post 800226). 
90/02/02 THORNE.C E State. Oopi. of, Bureau ol Ocooos S fnrt Envuon 8 SefenM- 
Ic Afla'-S. ip. 52630 125-52630 153 

9002120126 Requests assislar.co in obieirrng necessary assurances ro end apdcaixn 
lev license to export low onrichad U lo' use as reload luol Ipr Barsctiack 2 in Swcdon 
SCKECHTER.t-i.B. Asal Dir. for Inti Sccuriiy, Exports & Malle Safety (Post 800226) 
90/02/02. HABT.T. Energy, Oopi. of. ip. 52M1:214.52631:217 

9002120132 RoQuesta Executive Branch position to appUcaliOn for i.eertse to export nat- 
u'Sl U lor enrichment & ulilmate ond uso as lual for Tokyo Eii>cii>c Power Co power 
tCBCier In Japan. 

SChEChTER.HQ. Asst. Oir. lot intl. Security, Exports A Metre Safely (Reel 600226). 
90/02/02. THORNE.C E. Stain. Onpt ol. Bureau of Oceans & intl Eiwiion 6 ScKinill- 
icArtalia. Ip. S20f7.233-526l7-235. 


9002120140 Forwards appilcailon (or export license lor low enriched U ler use ae (uoi 
for Koii-4 in Korea Itr ol essuranco required. 

SCtlEOtTGP.H.B. Asal. O r. lor Intl. Security, Exports & Malls Safety (Post 690226). 
90/02/02. ROONEY ,J M Energy. Oepl. of. tp 52617 230-52617:232. 

9002150016 Forvraida appTcation for I. cense to export low enriched U lo Japan. Ltr of 
Besuranca required. 

PETEflSON.Mn Assl. Dit. lot lr(l. Security, Exports A Malls Safety (Post 8902261. 
00/02/06 THORNE.C E Sialo. Oept. ol, Bureau of Oceans & Inll. Environ. & Scientli- 
IcAftaif* (p 52676 124-52675 125 

-0002160021 Apciicaiion for license to expoiT UF6 for use as reload Mel lor roaefor In 
Japan 

fNOLfC.S. Wrfeu; A Co. (USA). Inc (subs, of Mnsui 8 Co , LM ). W8K-K1-R5. 90/02/ 
06. tp 6287512652675:125 

9002160026 Forwards appTcat'On tor icenso lo export 75 rr.ochenical plugs to 
Yuaos'avis.Ltr ol assu/anco required 

PETERSON.MR Asst. Oir. (or Inll. SecurKy. Exports & Molls Safety (Poai 890226). 
00/02/07. THORNE.C E. Stale, Depi of. Bureau ol Oceans & Inll. Environ. & Scientif- 
ic Alfa/s Ip 52675 226 52676 230. 

0OO21SOO27 Roquasis Executive Branch position re enci Woslinghouse application lor 
licenao (0 export mechanical plugs 10 Bulgaria 

PETERSON.MR. Assl DU (Of Imi. Security. Exports 8 Metis Safety Cf’osi 690226). 
90/02/08 THORNE.C E. State. Dopt ol, Bureau ol Oceans & Intl. Environ. & Scleniii- 
ic Affairs 10 62676:253-52676:254. 

9002160060 Ucenso ler Cerec.inc to export 113 kg thortum.conteinlng 150 kg thonunt 
lioundo.to i.iociilons1e'n 

PETERSON.MR. Asst. Oir. lor Intl. Security, Experie & Mails Safety (Post 880223). 
90/82/09 2f» 52656 035-52656 037 

9002220731 Ab’des by Executive Brench decision ra denial ol requosl lor license to 
6 x 00 ( 1 45,000 Ci of (iifum h soa'ed Ifghl snurcos. 

PETERSON.MR Intoinat.onal Programs. 00/02/15 MILLER, J. Safety Light Corp. lp. 
S2689.I91-62609. 191 
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Q 

BAKER.S J. 

9002010034 

40-1 182 


AHO.O D. 

0002010200 

40-6714 


AYALA.C. 

000201011$ 

60 498 

S 

GAKR.MH. 

9002180329 

NUREQ 


A,ElLO,n.F. 

8002150024' 

50-424 

0 

AYALA.C. 

8002010176 

60 498 

S 

BALDWIN, R.S. 

9001300100* 

60-413 

V 

AKiN.H. 

6002010006 

40 0058 


AYALA.C, 

9002020263 

60-498 

5 

BAlDWiN.n.S. 

9002140076* 

60-413 

V 

AUUrRAKl.N.P. 

8002060001* 

COMMISSION 

AYALA.C 

0002130164 

60-496 

S 

QALKUS.M E. 

0002130188 

PR 


ALA2RAKI.N P. 

9002060091* 

COMMISSION 

AYALA.C. 

9002140062 

60-198 

$ 

BAIKUS,M.E. 

900216037$ 

PR 


P/JinmMP. 

0002060)06' 

COMMISSION 

AYALA.C. 

9002230026 

$0-498 

s 

OALLAflO.R. 

9002070182 

WASTE MOT 

alexich.me. 

90d2220‘l73 

50-315 

P 

AYALA.C 

0002230059 

60490 

S 

BALLARO.R. 

0002070368* 

WASTE MQT 

AUXICH.M.P. 

0001290278 

50-316 

F 

OACH.C L 

9002050120* 

pn 


BANFIELD.E.L. 

9002080309 

PR 


AtEXlCH.W.P. 

9002020272 

50-315 

a 

BACHMANN.fl,Q 

0002060113 

60-443 

G 

BANFlELO.E.L. 

80021203(0 

71-8007 


AIEXICH.M P 

0002070106 

60-316 

p 

DACKUS.R. 

0002160037 

60-443 

G 

DANOART.n.L 

9002130392 

WASTE MGT 

AIEXICH.W P. 

m207om 

60-316 

p 

BACKUS.R 

0002160037 

60-443 

G 

BANG ART, R.L 

8002130385 

WASTE MOT 

AlEXfCH.W.P. 

9002070466 

60-31S 

p 

BACKUS.a 

90022200)6 

50-443 

Q 

OANOARr.R.l. 

8002)30387 

WASTE WOT 

AIEXICH,M.P. 

9002000117 

50 315 

Q 

BACKUS.R. 

0002220018 

50-443 

0 

BARNES, 1. 

8002060337* 

50-207 

0 

AlEXiCH.MP. 

9002120266 

50-3)6 

P 

SACKUS.R-A 

00020)0065 

60-443 

G 

BARNES,). 

9002000014* 

60-498 

0 

ALEXICH,M.P. 

0002120305 

60-316 

F 

BACKUS.B A 

900201006$ 

60-443 

Q 

BARR,K P. 

00020G0079* 

50-390 

0 

ALEXICH.MP. 

9002120350 

60-3)5 

P 

BACKUS, n.A, 

80020)0142 

60-443 

0 

BABREn.H. 

B00207D179 

60-293 

R 

ALEXICH.MP. 

9002140162 

60-310 

P 

BACKUS, RA 

9002010142 

50-443 

0 

BARRON,H.B. 

9002060108 

50-289 

s 

ALEX 1 CH.M.P. 

0002220692 

60 315 

P 

BACKUS.RA 

0002010149* 

60-443 

Q 

BARRON, H.B. 

0002060166* 

60-268 

F 

ALEXICH.MP. 

9002230014 

60-315 

Q 

BACKUS.R A. 

0002010149* 

$0-443 

Q 

BARRON.H.n. 

9002060150* 

60-269 

F 

AiexiON.T.W. 

9001290157 

50-403 

Q 

BACKUS.RA. 

9002080120 

60 443 

0 

BARRON.H.Q. 

0002140213 

GO-263 

S 

ALLEN, R.P. 

9002120344 

NUREQ 


BACKUS.RA 

9002080120 

$0-443 

G 

BARS5.0. 

9002090002* 

60-237 

Q 

ALTOMARE.P. 

0002070190 

WASTE MGT 

BACKUS.RA 

0002120356 

50-443 

Q 

BARTLETT .C.B. 

9001290267 

NUREQ 


ALTO MARE, P. 

9002070363 

WASTE MQT 

BACKUS.R.A. 

9002120356 

60-443 

0 

BARTON .J.J. 

9002080090 

50-210 

F 

AMAR.A.S. 

9002120329 

NUREQ 


BACKUS.R A 

0002120360* 

50-443 

Q 

BASTIN.J.J. 

0002120281* 

71-24 


AWENTA,J. 

9002070246 

ORG 


BACKUS.R.A. 

0002120360* 

50-443 

0 

BATES,D. 

0002070105 

60-324 

Y 

AMENTA, j. A. 

9002140196 

STATE PRO G 

BACKUS.R.A. 

6002120361 

^-443 

Q 

BATES.O 

8001200179 

SECY 


ANDERSON,C,J. 

9002050380’ 

60-352 

Q 

GACKUS.RA. 

0002120361 

60-443 

G 

BATES, R.C. 

5906210101* 

60-466 

P 

AMOERSON.C.J. 

9002060006* 

60-387 

0 

0ACKUS.RA. 

9002160123 

^-443 

0 

BATES, R.W. 

8002220708 

60-336 

S 

ANDERSON, C.J. 

9002070259* 

60-387 

0 

0ACKU8.RA. 

0002160123 

60-448 

Q 

BAUCOM.C.T. 

9002220128 

60-261 

S 

AMOef?SON,CJ. 

9002130116* 

60-220 

0 

OACKUS.n A- 

9002160126* 

60-443 

G 

BAUCOM.C.T. 

9002220270 

60-261 

s 

ANDERSON, C J. 

0002160162* 

60-272 

0 

0ACKUS,n.A. 

9002160128* 

M443 

Q 

BAUER, T.L. 

9002230501 

60-602 

A 

ANDERSON, C.J. 

9002160185* 

60-334 

Q 

BACKUS.RA 

6002220093 

60-443 

Q 

BAUMAN.Ll. 

9002060048 

60-446 

A 

ANDERSON,C.J. 

9002220271* 

SO- 24 7 

Q 

SACKUS.R.A. 

9002220063 

50-443 

G 

OAUMAN.L.l. 

8002080048 

60-445 

A 

ANDERSON, C.J. 

9002230192* 

50-443 

Q 

BACKUS.RA. 

9002280066 

60-443 

0 

BAUMAN.LL. 

6002220650 

FOIA 


ANCEnSON,C.J. 

900223046)* 

50-334 

Q 

OACKUS,R.A. 

9002280068 

SO-443 

0 

8AUMAN.L.L. 

8002220650 

FOIA 


ANDERSON, JO. 

9002130301 

60-440 

F 

BACKUS.W.H. 

9002120259* 

60-244 

S 

BAX.R.L. 

8002090003 

60-266 

S 

AN71SOEL J. 

9002150162 

PR 


BAER.R.E. 

9002220451* 

60-148 

0 

BAX, R.L. 

8002220202 

60-264 

P 

ANTONY 

9002)2019) 

60-263 

P 

BAOCHI.G 

9002190168 

REVIEW QR P 

BAZIN.J P. 

0001200125 

CONTRACT 

AQU1LINA,N C. 

9001300040 

WASTE MQT 

BAILEY.D.E. 

8002020004 

XPORTLIC 


BAZIN, J.P. 

9001290129 

CONTRACT 

AHCHIBALO.a 

9002130093 

PR 


BAILEY.D.E. 

9002020006* 

XPORTUC 


BAZIN.JP. 

9002130078 

CONTRACT 

AR'LOSEN.JA 

0002010255' 

50-400 

V 

BAILEY.D.E. 

000202«)08' 

XPORTLIC 


BEACH.A.B. 

9001290236 

60-602 

Q 

ARNDT.8. 

0002130088 

PR 


BAILEY, O.E. 

9002020011 

XPORTLIC 


BEACH.A.Q. 

9001290243* 

60-602 

Q 
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AUTHOR 

ACCF.SdION 

BUOJKUI 

AUlhUK 


OUOJCU 


MU iiiun 

Muv.e98i«jn 

bUtMECI 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEOOnV 

OEACM.AB. 

900?090090 

40-802? 

GERL1NQER.CH. 

9002070471 

16E 


BOOKER.J.E. 

9002080021 

50-458 

S 

OEACH.AB. 

900?2?0<J45 

50-148 O 

BERL1NGER.C H. 

9002220257 

I8E 


BOOKER.J.E. 

9002080207 

PR 


BEARD, PM 

9001310272 

50-302 P 

BERNERO.R M. 

9002070335 

40.8035 


BOOKER.J.E. 

9002080211 

50-45$ 

P 

BEARD.PM 

90013I03M 

50-302 O 

BERNERO.RM. 

9002130334 

WASTE MGT 

BOOKER.J.E 

9002060226 

50-458 

P 

BEARD.PM. 

9002020132 

50-302 Q 

BERNERO.R M. 

9002130345* 

WASTE MGT 

BOOKER.J.E. 

6002080247 

60 458 

H 

BEARD.PM 

9002020255 

50-302 0 

BERNERO.RM 

9002130382 

WASTE MOT 

BOOKER, J E 

9002120299 

50-45$ 

S 

BEARD.PM 

9002060033 

50-302 P 

BERNERO.R M. 

9002130383* 

WASTE MGT 

BOOKER.J E. 

9002120339 

50-458 

S 

OEARD.HM 

9002220236 

50-321 n 

BERNERO.R M. 

0002130306 

WASTE MGT 

OOOKER.J.M. 

9002120292 

NUREG 


0EAUDO N.OF. 

9002120329 

NUREG 

BERNERO.RM. 

0002160097 

WASTE MGT 

QORDENICK.B.M. 

9002080054 

50-603 

3 

BECK.J.W. 

9002130067 

50-445 0 

BERNHAROT.O E. 

0002280060* 

40-2061 


BORDENICK.B.M. 

9002080067 

50603 

3 

BEDESEM.P. 

0002220<174 

50-275 R 

BERRV.B. 

900Z07006S* 

40-7102 


BOROENICK.B.M. 

9002280127 

60603 

3 

BEF-MOtt.J A 

90021F0276’ 

60-155 P 

QERRY.ICW 

0001310109 

S02S5 

Q 

Bones.n. 

9002070369* 

50-27? 

Q 

BEER.R W. 

0002120333’ 

50-395 P 

BERRV.KW 

9001310525 

50255 

0 

BORES.n. 

0002070308* 

50 334 

0 

SElLMAN.T.P 

9002150039 

50-316 S 

0ERRY.KW 

9002060336 

50255 

0 

QORES.R. 

0002220177 

70-687 


CELANGER.n. 

900222022$ 

60-443 S 

BERRY.KW- 

8002120116 

50-255 

P 

QORGS.R. 

9002230477* 

60-24$ 

0 

eELANGER.R.R 

900222023$ 

50-443 S 

BERRY.K.W 

8002120110 

60 155 

P 

BORES.n J. 

0001310444* 

60-64 

0 

GELANGER.R.R 

900223022 1 

50-443 S 

BERRV.KW 

0002230142 

60 255 

P 

BORES.n J. 

9002010211* 

70-1100 


GELISLE.G A 

0002050400’ 

SO-400 0 

BERRY.n 1 

0002220254 

50 20 

R 

BORGER.O.S. 

9002220038* 

60-38$ 

[* 

GELISLE.G A 

90CI20600S3’ 

50-260 0 

BERRY.WW 

0002IS0023 

WASTE MOT 

BOUCHEY.G.D. 

0002220598 

60-397 

E 

PELISLE.GA. 

9002070137’ 

50-416 0 

BEVAN.R 

0002020207 

50-344 

P 

BOUDREY.B.D 

9002080326* 

60-397 

E 

BELISLE.G A 

9002160153’ 

50-302 0 

BEYAN.n 

0002070301 

50 344 

Q 

BOULEnE.BT 

9002220319 

50-309 

F 

BELL.S 

0001200029* 

CONTRACT 

BEVAN.R 

9002070414 

50-344 

Q 

BOULETTE.E T. 

0002020188 

50-300 

F 

bell.s 

9001290075’ 

CONTRACT 

BICKMAN.J 

0002020257 

FOIA 


80UNDS.L M 

9001290270 

60-315 

F 

BEIL,S. 

9001200079* 

CONTRACT 

BlO:NGEn.C 

0002009206 

70-30 


BOURNIA.A. 

9002070239 

60-285 

P 

BELLS 

900129012A’ 

CONTRACT 

OVO'.l4GEn.GH 

0001310370* 

70-1100 


QOUBN1A.A 

9002060277 

50 2$$ 

P 

BELL.S. 

0001200142* 

CONTRACT 

BlONGERGH 

0002970248* 

40-7580 


QOYLE.JF. 

9002150227 

PR 


BELL.S 

0001200151* 

CONTRACT 

eiOiNGEn.G II 

0002160059 

40-8027 


BOYLE.M.L. 

9001290202 

60-245 

P 

0ELL.S 

9001200161* 

CONTRACT 

BlNKOWSKI.J 

0002220232 

50-302 

R 

BOZOKI.Q. 

6001200314* 

60-276 

E 

BELL.S 

6001290204* 

CONTRACT 

QlRO.R Q 

0002010312 

50-293 

0 

BRACH.E.W. 

6001310329 

QA999 


BFLL.S 

0CQ131O140* 

CONTRACT 

BiRD.RG 

0002230061 

PR 


BRACH.E.W. 

6001310421 

QA099 


BELL.S 

0001310153* 

CONTRACT 

RiSHOP.JC. 

0002090102 

40 3302 


BRACH.E.W. 

9002050368 

OA996 


BELL.S 

9001310162* 

CO-NTRACT 

B1SHOP.J C 

8002090200 

40 3302 


BRACH.E.W. 

0002070042* 

QA900 


BELL.S. 

0001310102* 

CONTRACT 

BLACK.R 

9002060176 

50 296 

F 

BRACH.E.W 

9002070422 

ISE 


BELL.S. 

6001310170* 

CONTRACT 

BlACK.S 

8002010125 

SO 259 

P 

BRACH.E.W. 

9002060057* 

OA099 


0ELL.S- 

0001310176* 

CONTRACT 

BLACK.S 

8002060365 

50-327 

P 

BRACH.E.W. 

9002120145 

OA999 


BELL.S. 

0002010320* 

CONTRACT 

6LACK.se 

9002050153 

50-300 

0 

BRACH.E.W. 

9002130229* 

fOlA 


QELL,3. 

6003060060* 

CONTRACT 

8LACK.se 

9002060110 

50-256 

P 

BRACH.E.W. 

0002130238* 

FOIA 


BELL.S. 

6002060081* 

CONTRACT 

BLACK.S C 

900206C4W>* 

50 027 

P 

BRADHAM.O S. 

6001200101 

60-30$ 

F 

OELl.S. 

6002060062* 

CONTRACT 

BLACK.S C 

000209UI46 

60-327 

F 

DRADHAM.OS 

0001200217 

60-30& 

F 

BELL.S. 

6002060087* 

CONTRACT 

BLACK.S C 

0002220462 

50-250 

P 

BRADHAM.O.S. 

6001300093 

60-30$ 

1 

BELL.S. 

8002060115’ 

CONTRACT 

BLACK.S C. 

9002220567 

50-300 

0 

BRADHAM.O.S. 

0001310455 

60-305 

F 

OELL.S 

8002070154’ 

CONTRACT 

BLAHA.J.L 

9001 100201 

COMMISSION 

BRADHAM.O.S. 

0001310457 

60-305 

j 

BELL.S. 

8002070174* 

CONTRACT 

OLAMA.J.L 

0001110004 

COMMISSION 

BRADHAM.O.S. 

0002010227 

60-305 

! 

OELL.S. 

8002063230* 

CONTRACT 

blaha.jl 

8002010357 

COMMISSION 

BRADHAM.O.S. 

0002080030 

60-305 

I 

BELL.S. 

6003090270* 

CONTRACT 

BLAHA.J.L 

9002080215 

COMMISSION 

BRADHAM.O.S. 

6002120127 

60-305 


BELL.S 

8002090001* 

CONTRACT 

BLAHA.J.L 

0002140214 

COMMISSION 

BRADHAM.O.S. 

0002120331 

60-39$ 

t 

BELL.S 

8002090154* 

CONTRACT 

BLAHA.J.L 

900222004$ 

COMMISSION 

BRADHAM.O S. 

9002150358 

PR 


BELLS 

8002133176* 

CONTRACT 

8LAHA.J.L 

9002230250 

COMMISSION 

BRADHAM.O.S 

9002230435 

PR 


0GLL.S 

8002139166* 

CONTRACT 

OLAKE.J. 

9002130217* 

50-250 

0 

BnAOlSH.T.R. 

9002020236 

60-520 

( 

OELL.S 

6002160150* 

CONTRACT 

8LAKE.J i. 

0001310057* 

SO 336 

0 

BRAOlSH.T.n. 

9002050142 

bO-SOO 

■ 

BELL.S 

8002160156* 

CONTRACT 

6LAK£.J,J 

0001310112* 

50 424 

0 

BRADISH.T.R 

0002120156 

60-523 


OELLpS 

8002220166* 

CONTRACT 

6LAKE.J J 

9001310266* 

50 335 

0 

ORADISH.T.R, 

0002120160 

$0-530 


BELL.S 

8002220167* 

CONTRACT 

Blake.j J 

9001310264* 

50-324 

0 

BRADISH.T.R. 

0002120163 

60-530 


SELL .8. 

8002220214* 

CONTRACT 

BLAKE.J.J. 

9002020232* 

60-268 

0 

BRADISH.T.R. 

0002120182 

60-523 


OELL.S R. 

8001300267* 

50-461 P 

BLAKE.J J. 

9002070074* 

50-324 

Q 

GRADlSH.T.n. 

0002160017 

60-530 


BELLAMY.fl R. 

8001300122 

50 166 0 

BLAKE.J J 

9002070432* 

50-260 

Q 

BRADISH.T.R. 

9002230265 

60-528 


BELLAMY.RR. 

6001300225 

50320 Q 

BLANCHARD AAB 

0002220134* 

WASTE MGT 

BRAM.SB. 

9001310024 

60-247 


BELLAMY.n R. 

8001310117 

50-317 0 

BLlNO>4A 

9002150098 

50 316 

s 

BRAM.S.D 

6001310264 

60-247 


BELLAMY.fl.R. 

800131052A 

S0317 F 

BLINO.AA 

9002150109 

50-315 

s 

BRAM.S.B. 

0002020256 

60-247 


BELLAMV.R R. 

6002010209 

70-1100 

BLOCH.PO 

9002000093 

50-250 

G 

BRAM.SB. 

6002050056 

60-247 


BELLAMY.n R. 

8002010375 

50-277 F 

BLOCH.PB 

9002130095 

70-25 


BRAM.S.B. 

6002060035 

60-247 


CELLAMY.nn. 

8002050009 

60 247 O 

BLOCn.PB 

9002150077 

50-250 

G 

BRAM.S.B. 

6002080340 

60-247 


BELLAMY.RR 

8002060357 

50-244 0 

BLOCH.PB. 

9002220063 

50-250 

G 

BRAM.S.B. 

0002120123 

60-247 


QELLAMY.RR 

9002070361 

50-277 0 

BLOSSEn.JO 

9002130277 

$0-483 

S 

BRAM.SB. 

6002130001 

60-247 


BELLAMY, n.n 

9002070302 

50-334 0 

BLOSSERJO 

0002140014 

»}-4e3 

R 

BRAM.S.B. 

6002150364 

60-247 


BELLAMY.RR. 

6002000003 

50-363 0 

bloughar 

0001310020* 

50-203 

0 

BRAND.D.A. 

6002000280 

60-275 


BELLAMY.RR 

8002130060 

60-272 0 

6LOU6HAR 

8002060300 

50-26 

P 

BRANN.P.T. 

6002080062 

SO 443 


BELLAMY.RR 

9002160174 

60-317 0 

oloughar 

0002070217* 

50-29 

Q 

BREAUX.J.B 

6002050127* 

COMM SSIO 

BELLIS.K.M. 

8001310427 

50206 F 

blouoha r 

9002080376* 

60-317 

0 

BREAUX.J.B. 

6002050209* 

COMM-SSIO 

BENIOFF.PA 

8002010148* 

40 2061 

dloughar 

9002220221 

50-352 

0 

BRENNAN.P. 

0001290168 

CONTRACT 

BENIOFF.P.A 

0002010148* 

402061 

BLUBAUGH.RE. 

8002010300 

40-3453 


BRENNAN.P. 

6002130161 

CONTRACT 

DENSO.N.K 

9002150269 

PR 

BLUBAUGH.RE 

9002010306 

40-3453 


BRENNAN.P. 

6002130186 

CONTRACT 

BQNTSEN.L. 

8002050069* 

PRM 

BLUMBERO.N. 

0002230488* 

SO-245 

Q 

BRENNAN.P.A. 

9002090086 

CONTRACT 

DEREZOFSKV.e. 

8002050091 

40-7102 

BOAN.JJ1. 

0002130145 

71-0033 


BRESLAU.B. 

6001300442* 

60-259 


BF.RG.W.L 

9002220733 

50-409 S 

BOOENICK.B.M- 

0002150113 

50-276 

G 

BRESLAU.B. 

6002230376* 

60-413 


BERG.W L 

6002230035 

50 409 S 

BOLOT.G 

8002220232 

60-302 

n 

BREY.H.L. 

6001290271 

71-6346 


BERGER.J D. 

6002050235* 

FOIA 

BOIOT.G. 

8002230046 

60-302 

S 

BRINKMAN.U.S. 

6002020148 

60-247 


BERGER.J.D. 

8002960247* 

407102 

BOLOT.OL. 

8002140218 

50-302 

S 

GRINKMAN.O.S. 

0002020153 

60-247 


BERGER.J.D. 

600206027G* 

40-7102 

BONA.J n. 

6002130141 

71-0032 


BRINKMAN.O.S. 

6002060269 

60 247 


BERGER.J.D. 

6002070324 

40-0724 

BONANO.EJ- 

9002050163 

WASTE RES 

BRINKMAN.O.S. 

0002070172 

60-247 


BERGMANN.J.W. 

8001310373 

50-305 S 

BONANO.EJ 

6002120161 

WASTE RF.S 

BROCHMAN.P.Q. 

0002140144 

REVIEW GR 

DERKOW,M.N. 

9002050376* 

60-280 P 

BONETT.DM. 

8002230302 

50-250 

R 

DROCK.M.T. 

6002220063 

50-443 


BERKOW.H.N. 

9002130126* 

60-280 P 

BONNETT.F.P. 

9002070276* 

60-277 

V 

BROCKMAN.K. 

6001310137 

60-321 


BERKOW.H.N. 

9002140127* 

60-302 P 

BOOKeRJ.E. 

891 108O3S6 

50-450 

F 

BROCKMAN.K.E. 

0001310273* 

60-321 


BERKOW.H.N. 

9002140133* 

50-338 P 

BOOKERJE- 

8001300124 

50-458 

Q 

BROCKMAN.K.E. 

6002150024* 

60-424 


6ERLINGER.CH 

6001300498 

60-3 0 

BOOKER,! E- 

6002050020 

50-458 

0 

BRONS.J.C. 

6001300101 

60-286 


BERUNOF.fl.C.H 

0001310141 

ISE 

BOOKER.J.E. 

8002M0181 

50-456 

J 

BRONS.J.C. 

0002060061 

60-333 


BERLINOER.CH 

S002070223 

ISE 

BOOKER .J E 

8002080016 

S0-4SB 

S 

BRONS.J.C. 

9002070356 

60-266 



AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

flRavs.j.c. 

S0020704J9 

60-333 

0 

CAMPBeu..K. 

0002070405* 

WASTE MGT 

CKASe.G, 

0002000211 

40-8452 


BRONS,J.C. 

S002140234 

60-286 

P 

CAMPBELUM. 

9002060173* 

40-7102 


CHAUOHARY.S, 

9002070211* 

50-220 

Q 

BRONSJC 

9002220395 

60-288 

P 

CANNav.RJ». 

0002000091* 

CONTRACT 


CHEN.P.K, 

8002120218* 

WASTE MGT 

BRONSJ.C 

0002230042 

60-333 

P 

CANTOR.C, 

9002220178 

(CONTRACT 


CHERB.J.H. 

9001310453 

71-9228 


anooxs.D 

9002070206 

WASTE MOT 

CANTRELL.F,S. 

900>3IOO(M* 

50-395 

O 

CHERY.O.L. 

0002070203 

WASTE MQT 

B=)OWN.B w. 

0OO214O226’ 

60-317 

0 

CANTRELUPS 

0002130288* 

50-348 

o 

CHEUNQ.L. 

9002130115' 

50-220 

0 

BRO'iVN.B.W. 

0002140226* 

60-317 

o 

CANTREH..F.S. 

9002130381* 

50-416 

Q 

CHEUNG, L. 

9002220222* 

60-354 

0 

BfiOWN.D.P. 

0002120341 

NUREO 


CANTRELL.FS. 

0002230489* 

«>.305 

O 

CH1LK,S.J. 

6911010158* 

FOIA 


BR0V;N.G. 

9002120283 

NUREG 


CAPRA,R,A 

9002060201 

60-317 

P 

CHILK,S.J. 

8912160135* 

FOIA 


BROWN.G. 

9002120316 

NUREO 


CAPRA,R,A. 

0002070083* 

60-266 

P 

CHILK.SJ. 

9002010039 

50-443 

0 

BROWN.R. 

9002050223 

l&E 


CAPRA,RA. 

0002070178* 

60-247 

P 

CHILK,S.J 

9002070252 

lOCFR 


BRUCEaM. 

6911020054 

PRM 


CAPRA.R.A. 

0002140210 

60-317 

0 

CHXK.SJ. 

9002070267 

£0-443 

P 

BRU'lOARDT.a 

9002080176 

60-208 

F 

CAflLOS.B.A. 

0002070411* 

WASTE MQT 

CHILK,S.J. 

9002060049 

60-276 

Q 

SUCHANAM.C.n. 

9002070107* 

40-7397 


CARLSON.O.M. 

0001200243* 

60-602 

0 

CHILK.SJ. 

9002080126 

60-250 

Q 

BUCKLES, J.A. 

9002160016 

60-463 

J 

CARPENTEaOa 

9001300155* 

60-259 

Q 

CHILK.SJ. 

9002130105 

60-445 

Q 

BUCKLEY.B.C. 

0002050376 

50-260 

P 

CARPENTER.D.R. 

9001300168* 

50 259 

0 

CH'.LK.S J. 

9002130116 

50-496 

0 

e'jCKLEY.B.C. 

9002060285 

60-260 

P 

CARPENTER.D-R 

9002130228* 

60-259 

Q 

CHILK,S.J. 

9002160140 

10CFR 


BUCKLEY.B.C. 

9002130121 

60-260 

P 

CARPENTGR.D.R 

0002140163* 

50-269 

Q 

CHILK.SJ. 

9002230267 

10CFR 


BUCKLEY.B.C. 

9002130344 

60-260 

P 

CU(RPENTeB.J.H 

0002220020 

40-2061 


CH1LK,SJ. 

9002230281 

lOCFfl 


B'JDMTZ,R.J. 

9002120348 

NUREG 


CARPENTERJ.H 

0002220117 

40-2061 


CHILK.S.J. 

0002230269 

10CFR 


BLELL.O. 

9002130049 

60-286 

3 

CARPENTER.J.H 

0002220141 

40-2061 


CHIN,A. 

9002060113 

71-524 


eUESCKEfl.BJ. 

0002120320 

NUREG 


CAnPewTEfl.J.H 

0002260035 

40-2061 


CHIN.A. 

900212C09S 

71-624 


6UNTINQ.J. 

9002080084* 

WASTE MQT 

CARPENTEaSA 

9001300383 

27-46 


CHINA. 

0002120099* 

71-524 


B'jnOfCK.T. 

0001200(77 

60 296 

V 

CARRA V. 

0002060201 

PR 


CHIN.P.K.W. 

9002050264 

71-347 


0UrlO'.CK,T. 

0002050177* 

60 346 

V 

CARR.K M 

0001240020 

50-443 

U 

CH0U.R.C. 

9002070432* 

50-259 

0 

BJRGER.K A. 

0002280225 

60-317 

P 

CARR,KM. 

0001200006 

60-400 

H 

CHOULES.N.C 

0001310251* 

50-341 

Q 

euflGen.KA. 

9002280234* 

60 317 

P 

CARR.K M 

0002020033 

COMMISSION 

CHfilSTENSEN.C. 

0002130280* 

60-348 

O 

60RGESS.BL. 

0001300109* 

60-265 

Q 

CARR.K M 

9002020036 

COMMISSION 

CIIRI5TENSEN.H 

9002130361* 

50-416 

O 

eURGESS.B L. 

00013(0249' 

60-315 

0 

CARR.K M. 

0002050022 

COMMISSION 

CHPiSmNS.R E 

0002220733 

50-409 

S 

eiRQESS.SO. 

0001310261* 

60-341 

Q 

CARR.K M 

0002050125 

COMMISSION 

CHRISTIANS.R.E. 

9002230035 

50-409 

s 

6Ufl.NETT.P.T. 

0002070137* 

60-416 

Q 

CARR.K M. 

0002050120 

COMMISSION 

CMRISTOFFER.Q. 

9001300144* 

50-373 

Q 

e'JRNETT.R F. 

0002120085 

70-27 


CARR.K M. 

0002050188 

COMMISSION 

CHRISTOFFER.G- 

9001310240* 

50-295 

0 

6URKS.T.F. 

0002130214* 

FOIA 


CARR.K M 

00020SOI60* 

COMMISSION 

CHRISTOPHER.T. 

9002120281* 

71-24 


BURR'aS P. 

9002060079* 

50-390 

0 

CARR.K.M 

0002060195* 

COMMISSION 

CHRZANOWSKI.n. 

0001310162 

50-295 

P 

euRSKi.a F. 

0001300077 

60-382 

V 

CARR.K.M. 

0002050197* 

COMMISSION 

CHRZANOWSKI.R. 

8001310276 

60-296 

P 

B'JRSKI.n P. 

0002020109 

60-382 

P 

CAaR.K.M. 

0002050201* 

COMMISSION 

CHRZANOWSKI.n. 

9002000090* 

50-266 

0 

9UnSK»,R F. 

9002080400 

60-382 

P 

CAnn.K-M. 

0002050206* 

COMMISSION 

CHRZANOWSKI.R 

9002080092* 

50-296 

0 

8LiRSKl,a.F. 

0002060413 

60-302 

0 

CARR.K.M 

9002060206* 

COMMISSION 

CILLlS.M. 

9002160088* 

50-113 

Q 

8LIRSKI.R P. 

0002060417 

60302 

Q 

CARR.K M- 

9002050208* 

COMMISSION 

CLAY.EL. 

9001290000* 

70-1161 


BURT.n.M 

9001300096 

60 470 

A 

CARR.K.M 

9002650322* 

60-443 

U 

CLAY.E.L, 

9002010147* 

70-27 


BUTCHSn.R C 

9002010246* 

60-260 

Q 

CAOn.KM 

9002050326* 

60-443 

U 

CLAYTON.e. 

9002220701* 

50-295 

0 

BUTLBR.W.R. 

9002060306* 

50-272 

P 

CARR.K-M 

9002050327* 

50-443 

u 

CLBMENT.B. 

0002050000* 

PRM 


euTLca.w.fl. 

9002070129* 

60-011 

P 

CARR.K.M. 

90020S033I* 

50-443 

u 

CLINE, w.e. 

0001290006 

ro-tt5i 


6UTLER.W.R. 

0002070191* 

60-272 

P 

CAfln.K.M- 

9002050333* 

60443 

u 

CLINE.W.e. 

9001290198 

50-321 

0 

BUTtER.W.n, 

0002(60(27 

60-322 

P 

CARaK.M. 

0002050336' 

50-443 

u 

Cline, W.E. 

000(300350 

S0-4C0 

0 

BUriER.W.R. 

0002(60(30* 

50-322 

P 

CARR.K M. 

6002050330* 

60 443 

u 

CLINE.W.e. 

0OOT3IOST5 

50-413 

F 

BUTLER, W.R. 

0002(60226* 

60-364 

P 

CARR.K.M. 

9002050340* 

60-443 

u 

CLINE.W.E. 

9001310360 

50*321 

0 

fiUrTERSXl.t. 

0002(50339 

PR 


CAftfl.K-M. 

0002050341* 

50-143 

u 

CLINE.W.e. 

0001310306* 

50-321 

Q 

BYNUM, J.R. 

0002080001 

60-259 

S 

CAnR,K.M. 

9002050343* 

60-443 

u 

CLINE.W.E. 

9002010130 

70-27 


BYNUM, JR. 

0002060123 

50327 

S 

CARR.K.M 

0002050348* 

50-443 

u 

CLINE.W.e. 

8002070225 

50-369 

F 

BYNUM, J fl. 

9002(20042 

60-327 

P 

CARn.K,M. 

0OO2O5O3SO* 

50-443 

u 

CLINE.W.E. 

9002120074 

70-1151 


8YNUM,J.a 

9002(20176 

S0-2S9 

s 

CAna.KM. 

0002050358* 

60-443 

u 

CLINE.W.E. 

8002130187 

70-143 


9YNUM,J,B 

8002(40017 

60-327 

s 

CAflfl,K.M. 

0002060087 

COMMISSION 

CLINE.W.E 

0002150343 

50-321 

F 

BYNUM,J,R. 

9002220042 

50-260 

s 

CARR.KM 

0002060068 

COMMISSION 

CLINE.W.e. 

0002160182 

40-8546 


ByNUM,J.R 

0002220681 

60-328 

s 

CARB.K.M 

0002220127 

COMMISSION 

CLINE.W.E. 

9002160187* 

40-3546 


BYRD,H. 

0002010231 

60-416 

s 

CARR.K M- 

0002220737 

COMMISSION 

CLYMER.W.B. 

9002050394* 

40-7102 


BYRO.R 

9002(60163 

60-416 

s 

CARR.K.M. 

0002230166 

COMMISSION 

CLYMER.W.D. 

0002060330’ 

40-7102 


ByRO,n 

000223019t 

60 416 

s 

CARB.K.M. 

0002230160* 

COMMISSION 

CLYMER.W.B. 

9002060397' 

40-7102 


CAHILUWJ, 

00013(0520 

50-446 

A 

CARR.KM- 

8002230188* 

COMMISSION 

CLYMER.W.B, 

8002060404* 

40-7102 


CAH'.LL.W.J, 

9002010304 

60-445 

J 

CAnR.KJA 

0002230170* 

CXJMMISS'ON 

CLYMER.W.B. 

9002060406* 

40-7102 


CAH1L.WJ 

9002010399 

60-446 

J 

CARRASCOJE. 

0002060361* 

50 334 

0 

CLYMER,W.a. 

9002060408* 

40-7102 


CAHIll.WJ. 

9002020023 

50-445 

A 

CARRICK.5 

9002050177* 

W-346 

V 

CLYMER.W.B. 

9002060415' 

40-7102 


CAHILL.WJ, 

9002020070 

60-445 

A 

CARRION.R-P. 

0002070432* 

50-259 

Q 

CLYMER.W.B. 

9002060418* 

40-7102 


CAH(H.,W.J, 

9002020074 

60-446 

A 

CARROLL.K. 

900222O2S4 

50-29 

R 

CLYMER.W.B. 

9002070047* 

40-7102 


CAHILL,W.J. 

9002050288 

60-445 

A 

CARSON.lC. 

9002180088* 

60-113 

0 

CLYMER.W.B. 

0002070283’ 

40-7102 


CAHILL.W.J, 

9002060387 

60-446 

0 

CARSON.n. 

8002860185 

60-10 

F 

CCXiKFlELD.D.W. 

0001290030 

60-344 

P 

CAHILL,W.J. 

0002070016 

60-446 

0 

CAflSON.flJ. 

8002180150* 

CONTRACT 


cockfield.o.w. 

0001300087 

50-344 

O 

CAHILL.W.J, 

0002070017 

50-445 

A 

CAnSON.RT. 

8002880149 

60-10 

F 

cockfield.d.w. 

900I30037S 

60-344 

P 

CAHJLL,W.J, 

0002120230 

70-2932 


CASHWELLJRJ. 

8002020012 

50-156 

P 

COCKFIELD.O.W. 

800/310405 

50-344 

o 

CAHILL,W J. 

0002120233 

60-446 

A 

CASTO.CA. 

9001300100* 

60-413 

V 

COCKFIELD.O.W. 

9001310416 

60-344 

p 

CAHILL,W,J, 

9002120245 

60-445 

0 

CASTO.CA. 

9002010265* 

60-400 

V 

COCKFIELD.D.W. 

9001310432 

60-344 


CAH(LL,W.J, 

9002120275 

60-445 

A 

CASTO.CA 

8002090094* 

50-250 

V 

COCKFIELD.O.W. 

9001310436* 

60-344 


CAHILL.W.J, 

0002130067 

50-446 

Q 

CASTO.C-A 

9002140076* 

50-413 

V 

COCKFIELO.D.W. 

9002020010 

60-344 


cah;il,w.j. 

0002130090 

60-445 

P 

CATCHPOIE.G.J. 

0092010088 

408958 


COCKFIELD.DW. 

9002020092 

60-344 


CAHILL,W,J, 

0002150161 

60-445 

S 

CATRON, N-S. 

9002230269 

60-327 

F 

COCKFIEIO.O W. 

9002120204 

80-344 

p 

CAHILL,W,J. 

0002160166 

60-445 

s 

CESARE.J.Q. 

9002220387 

60-416 

R 

COCKFIELD.O.W. 

9002130114 

50-344 

R 

CAHilUW.J 

9002220741 

60-446 

0 

CESARE.J.O. 

0002230191 

60-416 

S 

COCKFIELO.D.W. 

90022201B6 

60-344 

F 

CAHILL,W.J. 

0002230164 

60-446 

F 

CESARINI.J. 

8002130174 

PR 


COCKFIELO.D.W. 

9002230243 

PR 


CALOERONE,J,W, 

0001300106* 

60-213 

0 

CHAMBERLAIN.O. 

9001300023* 

50-382 

0 

COCKFIELD.O.W. 

9002230425 

60-344 

S 

CALDWELL,R.A. 

0002130282* 

60 285 

0 

CHAMBERLAIN, D. 

8002050283 

60-362 

S 

COHEN.S. 

9002020227* 

COrjTRACT 

CALI,A.J, 

0002080083 

&0-250 

Q 

CHAMBERLAIN.D- 

8002130200* 

60-313 

O 

COHEN, W.S. 

9002050030’ 

60-443 

H 

CALLAN,L.J. 

0002140144 

REVIEW QR P 

CHAMBERS.W-F. 

9002070418* 

WASTE MGT 

COLBURN.T.Q. 

9002010213 

60-440 

F 

CALLAN.LJ. 

0002160198 

60-286 

V 

CHAN.T.l. 

900129010S 

60-529 

P 

COLBURN.T.G. 

9002070199 

60-440 

F 

CALVO,J.A. 

6002220054 

REVIEW GR P 

CHAN.T.L. 

9002010374 

60-628 

P 

CQLEY.J.L. 

9001310264* 

60-324 

c 

CAMP,AL 

9002120300 

NUREG 


CHAN.T.L. 

900214006S 

SO-520 

P 

COLEY.J.L. 

9002020232* 

60-269 

c 

CAMP8£LL,Q,T. 

0002050216* 

40-6946 


CHAN.T.U 

8002160207 

60-626 

F 

COLEY.J.L. 

0002070074* 

50-324 

c 

CAMPBELL,Q,T, 

0002060280* 

40-7102 


CHAN.T.L. 

900222OM3 

50528 

P 

COLLIER.O. 

9002130144 

pn 


CAMpaELL,Q.T. 

0002070317* 

40 8948 


CHAPMAN.J. 

8001300054* 

WASTE MQT 

OOLLINS,O.J. 

000(310444* 

60-64 

c 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COLtINSOJ. 

0002230168* 

FOIA 


CONTEJIJ 

0002070276* 

50277 

V 

CBEEL.G.C 

9002080116 

50 317 

COLtINS.DM 

9001310263 

50.400 

0 

CONTE.RJ. 

9002090118 

50 410 

V 

CBEEL.G.C. 

9002080122 

50 317 

COLIINS.D.M. 

9001310296 

50-369 

0 

Ca4WAY.no. 

0002220719 

60-423 

S 

CREEL.G.C. 

9002120063 

60-317 

COLtINS.DM. 

9002090023 

50-340 

F 

CO.NWAY.WF. 

9001290244 

50-530 

P 

CREEL.G.C. 

0002140135 

60 317 

COLllNS.DM. 

9002150323 

70-27 


CONWAY.W.F. 

0001300258 

50-628 

0 

CREEL.G.C. 

9002220558 

50-317 C 

COLL INS, D M. 

9002230-182 

50-413 

F 

CONWAY.W-F. 

0002050211 

80-528 

p 

CREEL.G.C. 

9002230241 

50 317 

COLLINS, E.e. 

9001310106* 

50-219 

O 

CONWAY.W.F. 

9002060369 

50-528 

p 

CREEL.G.C. 

9002230245 

50-317 

COLLINS.E E- 

9002010372* 

50 289 

Q 

CONWAY.W.F. 

900206001 1 

50-528 

P 

CRIBBE.T.E. 

9001300202 

50-276 

COLLINS E E- 

9002060398 

50 219 

0 

CONWAY.W.F. 

9002080080 

60-528 

p 

CRIBBE.T.E. 

9001310023 

50-277 

COLL'NS.J.T 

SOO213O2C0' 

FOIA 


CONWAY.W.F 

6002150106 

50-520 

p 

CRIMMINS.T.M 

9002050297 

50-311 

COLLLNS.S J 

9001250102 

60298 

F 

CONWAY.WF- 

0002150145 

50-520 

F 

CRLENJAK.R.V. 

0002090034 

50-302 

COILINS.S J 

9001290006 

60482 

0 

CONWAY.Wi^. 

9002150184 

50-528 

F 

CROCKER.L.P. 

9001310171 

50-321 

COLLINS SJ 

9001290117 

SQ-4S8 

F 

CONWAY.WJ. 

0002220137 

50-528 

F 

CROCKER.L.P. 

9001310224 

50-321 

COILINS.S J 

9001290123 

50-298 

0 

CONWAY.WF. 

9002220726 

50-528 

0 

CROCKER, L.P. 

9002080358 

50.3&e 

COILINS.S J. 

9001290106 

50-382 

V 

CONWAY.WF- 

9002220735 

50-528 

J 

CROOK.fl.D. 

9002220099 

50 201 

COIUNSS J. 

9001300012 

50-313 

0 

CONWAY.WF 

9002230126 

PR 


CflOSBlE.KL. 

9002140166 

70-1359 

COLLINS SJ. 

8001300019 

50-382 

0 

COOK.J 

9002230S04 

60-333 

fl 

CROWLEY.BR. 

9001310087* 

50-335 

COLLINS.S J. 

0001300360 

50-208 

0 

COOL.O A 

850S240S83’ 

40-7102 


CflUCTHFlELO.O 

0002090171* 

50-260 

COLL1NS,S.J 

9001300379 

50-458 

0 

COOPER.nW 

6001310251* 

50-341 

0 

CRUNK.S.L. 

9002220263 

50-312 

COLLINS.SJ 

9001310061 

50 462 

V 

cooP£n.n W- 

6002220092 

60-240 

0 

CRUNK.S.L. 

9002230273 

50-312 

COLLINS.S J 

9001310443 

50-313 

o 

cooPEfl.nw 

0002230433 

&0-34e 

0 

CRUTCHFIELD.D. 

9002010333 

50-445 

COLLINS.S.J 

9C02010124 

50-458 

Q 

CXMLOES.JF. 

9002050024 

50-275 

u 

CRUTCHFIELO.O. 

900201034Q* 

50445 

COLLINS.SJ 

9002050011 

50-498 

o 

COROES.JF. 

9002220049 

50 322 

p 

CRUTCHFIELD.D. 

0002090165 

50-259 

COLLINS.S.J. 

9002050287 

50-267 

Q 

COSLOW.BJ 

0002080361* 

50-276 

Q 

CRUTCHFIELD.D. 

9002120101 

50-259 

COLLINS.SJ. 

6C02050294 

50-285 

0 

COSTEllO.J. 

9002000173* 

407102 


CRUTCHFIELD.D. 

9002120115* 

50-259 

COLLINS.SJ. 

9002050300 

50-313 

0 

COSTELLOje 

9001310385 

60-200 

F 

CRUTCHFIELD.D. 

9002150287 

50-445 

COLLINS.S.J. 

9002060305 

50-382 

Q 

COTTER.OP. 

9O920BO0I2 

60-250 

Q 

CULBERTSON.D.L. 

9002130164 

Prt 

COLLINS.S J. 

9002060322 

50458 

0 

COTTLE.WT, 

6001290101 

50-416 

J 

CUMMINS.J.E. 

9002090010* 

50-209 

COLLINS.S J. 

9002060328 

50-287 

Q 

COTTLE.W.T. 

0001310365 

60-416 

F 

CUNNINQHAU.n.E. 

0001030097 

40-0027 

COLLINS.S J. 

9002060344 

50298 

0 

COTTLE.WT. 

0002010119 

S04I6 

S 

CUNNINGHAM.R.E. 

9001300424 

60-3 

COLLINS.S J. 

9002070043 

50-285 

P 

COHLE.WT. 

0002010231 

60-416 

s 

CURRAN.D. 

9002010054 

50-443 

COLLINS.S J. 

g00207Q12& 

50-285 

Q 

COTTLE.WT. 

0002050334 

50 418 

J 

CURRAN, D. 

9002010054 

50-443 

COLLINS.SJ. 

9002070128* 

50-285 

Q 

contE.w.T. 

0002060010 

50-416 

s 

CURRAN.D. 

9002060137 

50-443 

COLLINS.SJ. 

9002070165 

50-285 

Q 

COTTLE.WT. 

0002060216 

50-416 

p 

CURRAN.D. 

9002080137 

50 443 

COLLINS.SJ. 

900207018S 

60-498 

Q 

COTTLE.WT. 

0002070408 

50-416 

J 

CURRAN.D. 

9002120361 

50-443 

COLLINS.SJ. 

9002070293 

50-493 

P 

COTTLE.WT. 

0002080102 

60-418 

0 

CURRAN.D. 

0002120361 

50 443 

COLLINS.SJ. 

9002070307 

50362 

P 

COTTLE.WT. 

0002160122 

60-417 

B 

CURRAN.D. 

0002130041 

50-443 

COLLINS.SJ. 

9002070465 

60-362 

Q 

COTTLE.WT. 

0002160153 

50-418 

s 

CURRAN.D. 

0002130041 

50-443 

COLLINS.SJ. 

9002080013 

50-498 

0 

COTTLE.WT. 

0002220191 

60-418 

p 

CURRAN.D. 

0002160037 

SO-443 

COLUNS.S J. 

9002Q802C8 

50-458 

0 

COTTLE.WT. 

9002220723 

53-416 

0 

CURRAN.D. 

9002150037 

50-443 

COLLINS.SJ. 

9002080240 

50-313 

0 

COTTON.3 R 

0001310305 

50418 

F 

CURRAN.D. 

0002220016 

50-443 

COLLINS.SJ. 

9002080243 

50-265 

V 

COUCH.O 

0002230188 

PR 


CURRAN.D. 

0002220016 

SO-443 

COLLINS.SJ. 

9002090000 

50 298 

Q 

COUnT€MANCHE.S. 

0001200031 

ISE 


CURRAN.D. 

9002220003 

50-443 

COLLINS.SJ. 

9002090172 

50-313 

0 

COWIES.RB 

0002070207 

50 354 

5 

CURRAN.D. 

0002220093 

60-443 

COLLINS.SJ 

9002090190 

50496 

Q 

COWLES.RB. 

0002000103 

60-354 

S 

CURRAN.D. 

0002260027 

50 443 

COLLINS.SJ. 

9002130131 

90-285 

Q 

COWIES.RB. 

0002130341 

50-354 

s 

CURRAN.D. 

0002260027 

50-443 

COLLINS.SJ. 

9002133224 

90-482 

V 

COWPER.S. 

0002220053 

PR 


CURBAN.D. 

0002260027 

60-443 

COLLINS.SJ 

9002130255 

50-313 

V 

CRAIQ.JW. 

0001310418 

50-295 

p 

CURRAN.D. 

9002280086 

60-443 

COLLINS.SJ. 

9002130296 

50-362 

V 

CRAIG.J.W 

0001310440* 

50 373 

p 

CURRAN.D. 

0002260066 

60-443 

COLLINS.SJ. 

9002130257 

50 450 

V 

CRAIQ.JW 

0002140106* 

50-454 

p 

CUn£R.A.B. 

0001300164 

50 261 

COLLINS.SJ 

9002130268 

60.368 

V 

CRAIG.J.W 

0002160118’ 

50-481 

p 

CunER.AB. 

9002050034 

50-324 

COLLINS.SJ. 

9002130275 

60-285 

0 

CRAIQ.JW 

0002160133’ 

50-454 

p 

CunER.A.S. 

8002080020 

60-261 

COLLINS.SJ. 

9002130281 

50-285 

0 

CRAIQ.JW. 

0002100146* 

50-454 

p 

CUnER.AO. 

9002060023 

50-400 

COLLINS.SJ. 

9002130284 

50313 

0 

CRAIQ.JW 

0002160^1* 

50-461 

p 

CUTTER.AB 

0002080027 

60-400 

COLLINS.S.J. 

9002140007 

50-458 

0 

CRAIQ.JW. 

0002160205* 

50-461 

p 

CUTTER.A.8 

9002080031 

60-261 

COLLINS.SJ. 

9002140033 

50-482 

Q 

CRAMONO.WR 

0002120309 

NUREQ 


CUTTER.A8 

8002140200 

60-324 

COLLINS.S.J. 

9002140258 

50'456 

0 

CRAMPTaN.S 

0001310133 

CONTRACT 


CUTTER.AB. 

0002140201 

60 281 

COLLINS.SJ. 

90021 50292 

60-313 

Q 

CRAMPTON.S 

0001310142 

CONTRACT 


CUnER.A.8. 

0002160002 

50-924 

COLUNS.S.J. 

9002220301 

50-313 

P 

CRAMPTON.S 

OOOI3IOI49 

CONTRACT 


CUnER.A B. 

9002220061 

50 261 

COLLINS.S.J. 

9002220564 

60-362 

0 

CRAMPTON.S 

9001310155 

CONTRACT 


CZESCHIN.Q.J. 

0002130277 

so 463 

COLLINS.SJ. 

COLLOPY.T.J. 

80022300Q7 

9002130363 

60-498 

70371 

F 

CRAMPTON.S 

CBAMPTON.S 

0001310166 

0001310176 

CONTRACT 

CONTRACT 


DAHLBERO.K. 

DALZELL.T. 

0001310034 

9002120351 

S0220 

60 276 

COLOMB.MJ. 

9001300100 

50-410 

s 

CRAMPTON.S 

0002010216 

CONTRACT 


DAMPF.J. 

9002160095 

50 463 

COLOMB.MJ. 

9002070108 

60-410 

s 

CRAMPTON.S 

0002010284 

CONTRACT 


DANCE.H. 

0002160260* 

SO 400 

COLOMQO.ft.W. 

9001290110 

50-312 

F 

CRAMPTON.S 

9002070141 

CONTRACT 


DANCE, H. 

9002230125* 

SO 400 

COLOMBO.R.W. 

COLTON.E. 

COLUSSY.OA. 

COLVIN,J.F. 

COLViN,J.F. 

9002230196 

9002080041 

0001310195* 

9002080296 

9002080306 

50 312 

XPORTL1C 

70-371 

PR 

PR 

F 

CRAMPTON.S. 

CRAMPTON.5A 

CnAMPTON.SA 

CRAMPTON.SA 

CRAMPTaN.SA 

0002080108 

0001290024 

9001200061 

900I28(K>6B 

0001200071 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


DANIELSON.D.H. 

PANIELSON.D.H, 

DANIELSON.D.H. 

DAVIS.A.B. 

DAVIS.A.B. 

0001300140* 

0002220101* 

0002230434* 

0001310157 

9001310242 

60 255 
50-240 
50-346 

60 348 

60 237 

COWFORT.O. 

9001310444* 

50 54 

a 

CRAMPTON.SA 

0001290200 

CONTRACT 


DAViS.A.B. 

9002080367 

50-296 

CONKLIN.CJ. 

0001310444* 

60-54 

Q 

CRANSTONA 

0002050161* 

XPORTLIC 


OAVIS.A.B. 

0002090104 

60 295 

CONLEY.DA 

9002120329 

NUHEQ 


CRAPAROTTAJJ. 

9002120176 

50-219 

p 

0AVIS.AB 

0002090107* 

60-295 

CONLON.T. 

9001310002* 

50-302 

0 

CRAWFOBOAC. 

9001280037 

60-287 

p 

OAVISJLB 

0002220145 

60-263 

CONLON.T. 

9002130160* 

60-302 

0 

CRAWFOROAC. 

9001280044 

60-267 

Q 

0AVIS.A.B. 

9002220146’ 

60-263 

CONLON.T.e. 

9002060094* 

50-302 

Q 

CRAWFOBOAC. 

9002010006 

50-267 

F 

0AVIS.A.B. 

9002230056 

60-401 

CONLON.T.e. 

9002160149* 

60-261 

0 

CRAWFOROAC. 

0002050348 

60-287 

P 

OAVIS.E. 

9002220004 

PR 

CONNORS.H J. 

9002020264* 

60-247 

Q 

CflAWFOnO.A.C. 

8002050352* 

60-267 

P 

DAVIS.F.C. 

9002060317* 

40-7102 

CONSTABLE.G.L. 

9001290192 

50-458 

P 

CBAWFORDAC- 

9002090372 

50-207 

Y 

OAVIS.F.C. 

9002050429* 

40-7102 

CONSTABLE.G L. 

9002060345* 

50-298 

0 

CRAWFOnO.A.a 

0002140194 

60-267 

P 

DAVIS,J. 

9001170428* 

FOIA 

CONSTABLE.G.L. 

9002220426 

60-458 

s 

CREEO.JA 

. 9001300144* 

50-373 

0 

OAVIS.M.J. 

9002020221 

60-305 

CONSTABLE.G.L. 

9002230205 

50-298 

Q 

CRE6DJ.B. 

0001310240* 

60-295 

0 

DAVIS.M.J. 

9002220212 

60-305 

CONST ABLE ,G L. 

900223021 B 

60-298 

Q 

CREeD,J.R 

0002080256* 

60-316 

Q 

DAVIS.M.J. 

0002220328 

60-305 

CONTE.R. 

9002060376* 

60-220 

Q 

CREEDJ.R. 

0002220216* 

50-255 

Q 

OAVIS.M.J. 

9002220592 

60-305 

CONTE.R. 

0002070215* 

60-277 

V 

CBEEL.G.C 

0002010284 

60-317 

P 

OAVIS.S.E. 

9002060168 

60-388 

CONTE.R. 

9002160154 

50-352 

S 

CREEL.Q.C. 

9002050007 

60-317 

P 

DAVIS.S.E. 

9002220014 

50-387 

CONTE,R.J. 

9002010345 

50-410 

V 

CREEt.GC. 

0002050006 

60-317 

F 

OE AGAZIO.A W. 

9002220316 

60-265 

CONTE, R.J. 

9002070243* 

60-245 

V 

CREEt.Q.C. 

0002070116 

50-317 

P 

DE HAAN.N. 

9002130195 

PR 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATECORV 


NUMBER 

CATEOOR 

O^ANRS 

9002120237 

NUBGG 


DROME niCK.A.W. 

0002070118 

50-219 

P 

ENOLANO.L A 

9002080021 

60-458 

D59EY.T M. 

0001290116 

50-274 

R 

OROMERICKAW. 

0002120232 

50-219 

P 

ENGLANO.L.A 

0002120290 

60-459 

DECKER, T n. 

9001310009* 

50-200 

0 

DROMERICK.AW- 

9002120236 

50-219 

P 

ENGLAND.L.A. 

0002120330 

60-466 

OECONCiNl.D, 

9002050110* 

PRM 


DROMERICKAW. 

9002140217 

60-219 

P 

ENGlE.LD. 

0002140131 

&0-339 

nEOCENS,J-C 

0002020171 

50-450 

0 

DROMERICKAW. 

0002160104 

50-210 

P 

ERICKSON, P-D 

9002060106 

50-267 

oeDOENS,J.C. 

90020P02 13 

50 468 

O 

OROMERiCK.A W. 

0002180206 

50-219 

P 

ERICSO.V.O.M 

9002 >20300 

NUREG 

OEODENS.J.C 

9002160270 

50-450 

P 

DROMERICKAW 

0002230017 

50-219 

P 

ERIKSOM.R.L. 

9002120263 

NUREG 

DEODEMS.J C. 

0002150296 

50-450 


DROUIN.M.T 

9002120309 

NUREG 


ERNSTES.ME. 

9001300202* 

50-395 

DEDDENS.JC 

9002160090 

50-468 

P 

CRYSOALE.P.0. 

9001310444* 

60.S4 

0 

eSELGROTH.P.W 

0001310020* 

50-443 

OEOOENS.JC. 

9002220151 

50-450 

Q 

OUBOSE.B J 

9002010307 

CONTRACT 


ESElOnOTH.P.W. 

9001310262’ 

50-317 

DEDDENS.JC 

OC02220576 

50-458 

O 

OUOOSE.B J. 

9002080077 

CONTRACT 


ESELQBOTM.P.W 

0002010305 

50-272 

OF.eOS.WE 

9002120294 

NUREG 


OUBOSE.BJ, 

6002060084 

CONTRACT 


ESELOBOTH.P.W 

0002070023 

60-317 

CEEflS.CJ. 

9002050271 

71-23 


DUB0SE.8A 

6002090147 

CONTRACT 


ESELOnOTH.P.W. 

fiooaoooiio 

50-S 

DEFAVEnE.n 

9001310144* 

50 341 

Q 

OUBOSE.BJ 

9002130173 

CONTRACT 


ESELQROTH.P.W 

0002140184* 

50-244 

OEPAVEHE.R.W 

9001300302* 

50-263 

0 

OUGSTAO.D 

0003160002 

50-282 

n 

ESfcLGROTH.P.W 

9002160216* 

60-213 

DeFAYEnE.RW 

9001310134* 

50-166 

a 

dulickam. 

00020601S7 

50-334 

R 

ESELQROTH.P.W 

9002160066 

60-443 

DEFfENQAUGH,J 

9002120167 

NUREQ 


OULICKAM 

0002060231* 

K)-334 

R 

ESELGROTH.PW 

0002220343 

50-223 

OEFFENRAUGH.J. 

0002120296 

NUREG 


□ULICKA M. 

9002080233* 

60-334 

R 

ESELGnoTH,P.W 

9002230610 

50-336 

OEQRAZIA.B C. 

0002160316 

FOIA 


OUNCAN.J.J. 

B0020S0104* 

PRM 


ESELGROTH.PW 

0002230533 

50-213 

OE LA WRENCE.J.L 

9001300190* 

60-213 

0 

ounn.j 

6002000202 

60-317 

O 

CSTREICHRH.H 

9002080075 

40-2061 

DELLA RAnA,A 

0001300130* 

50-103 

Q 

OURR.J P 

6001310279 

60-286 

O 

ESTREICHEP.H. 

0002000075 

40 2061 

OECLAnAnA,A 

0002160170* 

60-317 

0 

OURR.JP. 

9002060003 

50-219 

a 

£VANS,J.S. 

9002120.313 

NUREG 

OEWARCO.D. 

0002020161 

CONTRACT 


Dunn.j.p. 

9002060006 

50-387 

Q 

EVEnS,K.M. 

6001200103 

60-306 

DEMARCO.O 

9002020163* 

CONTRACT 


OURR.J P. 

9002000324 

60-272 

a 

EVERS.K.H. 

6001310373 

60-305 

OENN G.RL. 

0002060167 

REVIEW GR P 

DURR.J P. 

9002080353 

50-334 

Q 

EVERS.KM. 

9002050410 

60-305 

DENTON, P E. 

6002160170 

50-317 

s 

OURR.J P. 

9002070220 

50 307 

o 

EVERS.K.H. 

9002080214 

60-305 

DESCHAMP8,F. 

6002020296* 

FOIA 


Dufln.j.p 

9002070229 

60-309 

p 

EVERS.K.H. 

9002120312 

60-305 

OESCHAWPS,F. 

6002020306* 

FOIA 


OURR.J P. 

00020702S5 

50 367 

0 

EVERS.K H 

9002140274 

60-305 

OESCHAf-'PS.F 

8002020310* 

FOIA 


OURR.JP 

0002070310 

60-31? 

o 

Evcns.KH 

6002150013 

60-305 

DEVI‘1CENTIS,J. 

6001310300 

60-20 

p 

DURR.J P 

0032130109 

60-220 

0 

EVERS.K H. 

9002230370 

PR 

CEV.NE,J C- 

9002010261 

60-219 

0 

0URR,J.P 

0002160160 

60-272 

Q 

EWiNG.EC 

9001300106 

60-313 

DEV|NB,JC. 

6002020102 

60-209 

p 

OURRJP. 

0002160181 

50-334 

O 

EWING, E.C. 

9001300377 

60-313 

OEWEASE.JO. 

9002120060 

50-362 

Q 

OURR.J P- 

0002220222* 

50-354 

0 

EWING, EC. 

0001300376 

60-313 

OEWEASE,J.Q 

9002220356 

SQ-382 

P 

OURR.JP 

9002220231 

5024? 

Q 

EW.NQ,E.C. 

0001310009 

60-308 

0’AW0ND,0J. 

6002120269 

NUREQ 


OURR.JP- 

9002220207* 

60-443 

0 

EWING.E.C. 

9002050163 

60-313 

01CUS.QJ. 

9002060217 

PR 


EAOLGSON.O 

0002120017* 

70-398 


EW.N’G.E-C. 

9002060362 

60-313 

OIEOERICH.QJ, 

0002230040 

60-373 

s 

6A0LE80N.0 

9002120016* 

70-390 


EWINO.E.C. 

9002060162 

60-369 

OI£OeR'CH,Q J. 

9002230055 

50-373 

s 

EAPCN.PK 

6001310207* 

60m 

0 

EWiNG.e.C. 

0OO2I2OC94 

60-313 

C;£OEP:CH,O.J. 

9002230092 

60-373 

n 

EAPBN.P.K 

9002220234* 

60-247 

0 

EWiNO.E.C. 

0002120252 

50-368 

D.EOERICH.QJ. 

9002230180 

50-374 

s 

EARNGST.AB 

9002090101* 

50400 

0 

EVJING.E.C. 

9002120317 

50-313 

OlEOERICH,QJ, 

0002230166 

60-374 

9 

OARNESTAB. 

9002140009* 

50-460 

0 

EWiNO.EC. 

9002120327 

60-319 

CETZ.CR 

9DOI260I30 

50-201 

Q 

EASUCK.TA 

6002070243* 

60246 

V 

EWINO.B C 

0002160011 

60-313 

OlCNAN,r,0, 

9002010076 

60-443 

Q 

EONETEaSO 

90OI3I0I2I 

60-369 

0 

FAIRTILE.M.D. 

0002020316 

50-271 

OIONAN,T.O. 

0002010078 

60-443 

Q 

EQNETeaSO. 

0002010317 

50-413 

0 

FAIRTILE.MD. 

0002060126 

60-271 

D:SA‘AN.T,a 

00020000-1S* 

50 443 

a 

EBNUTER.S-O 

60020S0266 

£0-261 

P 

FAlRTllf-.MB. 

0002080237 

60271 

OlONAN.T,Q. 

0002000046* 

60-443 

Q 

EBNETEB.SO. 

0002060089 

60-302 

0 

FAIRTILE.MB 

0002130005 

50-271 

tCVAN.rfl, 

9002220028 

CO 443 

Q 

ESNETEfl.S.O 

0002080239 

80-400 

0 

FALOON.n.C. 

0002060301 

PR 

ClONAN.rO, 

0002220028 

60-443 

Q 

EBNETEasO 

0002080240 

60 302 

0 

fALOON,n c. 

00020603CI1 

PR 

OiGNAN.T G 

0002200001 

50-443 

Q 

E6NETEFI.SO 

000208031 1 

80-324 

0 

farraW.d. 

0002130212 

PR 

C,a‘JAN,TQ, 

9002200001 

60 443 

Q 

EONETERAO 

0002080313* 

60 324 

0 

FASCELL.OB. 

0001300107* 

80-250 

C'3NAN,T.G. 

6002280002 

50-443 

0 

EONETEn^O 

9002090017 

50-200 

p 

FAUST, N. 

9002100174 

PR 

OtQNAN,T.Q. 

0002200002 

60 443 

G 

EBNETER.30 

0002000021 

60-250 

p 

FAUST.N 

0002160174 

PR 

OIQNAN.TG. 

9002200003 

60-443 

Q 

EBNCTEaSO 

0002000201 

80-321 

0 

FAY.C.W. 

0002050277 

50-301 

OIGNAN.T.G. 

9002260003 

60-443 

G 

eSNCTEn.SO 

9002130203 

60-330 

p 

FAnC-VV. 

0002160005 

eO-266 

DIQNAN,T.O. 

0002280004 

60-443 

Q 

EDNETCn.SO 

00021603.36 

69424 

Q 

FEIGENQAUM.T. 

9002220085 

BO 443 

d:gnan,t.q. 

6002200004 

60-443 

G 

eUNCTER.SO 

9002230120 

60 400 

0 

FEIGENRAUM.T.C. 

9001200012 

60-443 

D,6NAM,T.G. 

6002200018 

50-443 

G 

EOOY.JD. 

0001310270 

50-155 

p 

FEIGENDAUM.T.C. 

0001200026 

60-443 

DlGNAN,T.O. 

9002260010 

50 443 

G 

EDDV.J D 

000222016S 

50 155 

p 

FEIGENBAUM.TC. 

9001200233 

60 443 

ClANNI,0. 

0002000386 

50-282 

P 

EDEtSW.JW. 

9002080158* 

60 260 

Q 

FEIGENBAUM.T.C. 

9001300431 

60-443 

OilANNI,O.C. 

9002130260 

50-202 

F 

EDQAR.G.L 

0002080096 

50-445 

0 

FEIGENDAUM.T.C 

0002010257 

50-443 

0:iANN|,0,C. 

0002220001 

50282 

P 

EDGAR, QL. 

9002060096 

50-445 

Q 

FEIOENBAUM.T.C. 

000202Q009 

50-443 

D.LTS.AJ. 

0002230300 

PR 


EOQEWOBTH.PJ. 

6905190180’ 

CONTRACT 


FEIGENDAUM.T.C. 

0002020014 

60-443 

OF.rS.AJ. 

0002230300 

PR 


eoO£WOflrH.pj. 

9002230144* 

CONTRACT 


FeiGENBAUM.TC. 

0002020100 

60-443 

OOCTOR,S.R, 

9002120167 

NUREQ 


EDISON.O.E 

9002230240 

60250 

P 

FEIGENDAUM.T.C. 

0002020112 

BO-443 

OOCTOR,8.n. 

9002120200 

NUREQ 


EOWARDS.C 

000216Q16S 

PR 


FEIGENDAUM.T.C. 

9002060347 

60-443 

OOOO.CJ. 

9002060044* 

ORQ 


EENIQENBURQ.G 

0002000035 

60-237 

s 

FEIGENOAUM.TC 

0002060365 

00-443 

cooo,c,v. 

9002120284 

NUREG 


EE7410ENOURO.E. 

9002230211 

50-237 

5 

FEIGCNOAUM.T.C 

9002000065 

60-443 

OODOBUnERS,S, 

9002150339 

PH 


EQAN.S.P 

9002010043 

60-443 

G 

FEIGENDAUM.T.C. 

9002000105* 

60-443 

OODQE,CE, 

6001300047* 

50-307 

P 

EOAN.S.P. 

9002010043 

60-443 

G 

FEIGENDAUM.T.C. 

0002130355 

60-443 

OCOGe,H,£, 

0002050264 

60-244 

R 

E(SeNHAflr,LO- 

9002120372* 

60389 

P 

FEIGGNQAUM.T.C 

9002160261 

60-443 

OOERFLEIN,L.T, 

6002060370* 

50-352 

O 

ELUSA 

0002050170 

^446 

A 

FEIGENDAUM.T.C. 

0002220226 

60-443 

DOERPLEIN,L.T, 

9002220227* 

60-362 

Q 

ELLIS.J. 

0002080204 

60-445 

A 

FEIGENDAUM.T.C 

9002220236 

60-443 

DOMES.LE. 

6002010170 

PROJ 


ELMSA-t. 

9002220742 

60-423 

R 

FEIGENDAUM.T.C. 

9002220336 

60-443 

DOMES.LE. 

9002070386 

PHOJ 


ELSEN.MJ. 

9001290070 

27-40 


FEIOENBAUM.T.C. 

0002220725 

60-443 

DONOHEWJ. 

0002140061 

50-327 

P 

ELWAHO.T.W. 

0002160072 

50-155 

R 

FEIGENBAUM.TC 

9002230207 

60 443 

OORAN,H,V. 

90020602S( 

PR 


£tW£tt..W. 

8002000308* 

40-7102 


FEIOENBAUM.T.C. 

9002230221 

50-443 

DORAN ,H.V. 

0002080251 

PR 


ELWELL,W. 

0002060313* 

40-7102 


felthous.r.a. 

0001200211* 

CONTRACT 

(X)8TIE,PJ, 

0001300071 

60-300 

P 

EMCW.R.L. 

9002020117 

REVIEW GRP 

FELTON,J.M. 

9002060023 

FOIA 

OOYLe.M. 

6002140260 

PR 


EMMETT, J.1i 

9001300047* 

60-387 

P 

F£C.rON,J.M 

9002230206 

FOIA 

ORAQOUN,T. 

9002060006* 

60-353 

0 

EMOHY.C.V- 

9001300437 

40-7630 


FERDiNAND.e. 

9002010332 

40-0006 

ORAHOS,F,R, 

9002120329 

NUF1EO 


ENG.P. 

9002220399* 

60-341 

P 

FERNANOEZ.W. 

9001300109 

50-333 

ORAWBRIDHE,0.L 

9002130355 

60-443 

F 

ENO.P.L 

9002020081 

60-341 

P 

fernandez.w. 

900206040? 

60-333 

Cfl£W,L.A. 

6002120204 

40-89M 


ENG.P.t. 

9002020176 

50-341 

P 

FERNANOEZ.W. 

9002090139 

£0-033 

DROKE,n.P, 

9001290242 

71-6517 


ENG.P.t.' 

9002050275 

60-341 

P 

FERNANDEZ.W. 

0002090186 

60-333 

CflOKE,R.P. 

9002000049 

71-4040 


ENG.P.L, 

6002130289 

50-341 

F 

FERNANDEZ.W. 

9002220303 

60-333 

DR0MER1CK,A,W. 

6002010020 

60-219 

P 

ENQAN. 

6001310291* 

60341 

0 

FERNANDEZ.W. 

0002220344 

60-333 

OHOWEBICK,A,W. 

9002010364 

60-219 

P 

ENQEL.nF. 

6002150203 

50-219 

H 

FERNANDEZ.W. 

9002239504 

50-333 

DROMERICK,A.W. 

6002010391 

60-219 

P 

ENQLANO.LA 

6002050016 

50-456 

S 

FEflNANDE2.W 

0002260446 

60-333 
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NUMBER 

CATEGORY 


FlElOS.J. 

OOOI2&0136 

CONTRACT 


GALLO.R.M. 

FIEIOS.J 

0002160147 

CONTRACT 


GALLaRM- 

FIELDS.J.S. 

9002070163 

50.367 

R 

QALLO.R.M. 

FILLION.P.J. 

e002080094’ 

£0-302 

0 

GALLO.R.M. 

FILLION.P.J. 

9002130160' 

60.302 

0 

GALLO.R.M. 

FINEMAN.C.P. 

9001120312' 

50-413 

P 

QALLO.R.M. 

FINEMAN.C.P. 

9001120312' 

50-413 

P 

QALLO.fl.M. 

FINEMAN.C.P. 

9001220107' 

50-395 

P 

QALLO.RM. 

RNKEL,A. 

9002230460' 

80-246 

0 

GALLO.R M. 

FISH.H.C. 

9002060407 

50-333 

S 

GALLO.R.M. 

FISH.H.C. 

0002080109 

00-333 

s 

GALLO.R M. 

FISH.H.C 

0002220303 

60-333 

s 

QALLO.R.M. 

FISH.H.C. 

0002220344 

80-333 

s 

QALLO.RM. 

FISH.H.C. 

0002260446 

60-333 

s 

QALLO.RM. 

FISHER.W.L. 

9002010130 

40-8027 


GALLO.R M. 

FlSlCARO,J.J. 

9001240140 

50-368 

P 

GALLO.R.M. 

FISICARO,J-J 

9002020037 

60-313 

P 

QALLO.RM 

FISICARO,J.J 

0002060293 

SO-313 

p 

QALLO.RM 

FISICARO.J-J 

9002050304 

50-313 

0 

GALLO.R M. 

FISICARO.J.J. 

0002080136 

50-313 

p 

QALLO.RM. 

FISiCARO.J.J 

9002060166 

60-313 

0 

GALLO.R M. 

FISlCARO,J J 

9002080242 

£0313 

H 

GALLO.R.M 

FISICARO.J J. 

9002120297 

EO-313 

R 

GALLO.R M 

FISICARO.J J 

9002230046 

50-368 

P 

QALLO.RM 

FISX.n.H. 

900)290216' 

XPORTllC 


GALLO.R M 

FISK.n.H. 

9001290220' 

XPORTLIC 


QALLO.RM 

FISK.n M. 

9002080162' 

XPORTLlC 


QALLO.RM 

FITZPATRICK.E. 

9001310122 

50-219 

Q 

QALLO.RM 

FlTZPATRlCK.E 

9002010107 

50-219 

Q 

GALLO.R M. 

FITZPATRICK.e. 

9002020030 

50-219 

P 

GALLO.R M 

FlTZPATRlCK.E. 

9002120295 

50-219 

P 

GALLO.R M 

FITZPATRlCK.R, 

6001290314' 

50-275 

P 

GALLO.R M. 

FITZPATRICK.R 

9002120269 

NUREG 


QALLO.RM 

FLINQON.C. 

9002070124 

XPORTLIC 


GALLO.R M. 

FLINOCN.C. 

9002060034 

XPORTLIC 


QALLO.RM 

FLINQOU.C. 

9002010436 

XPORTLIC 


GALLO.RM 

FLOREK.O 

9002160164 

!0'352 

S 

GALLO.RM 

FLOREK.DJ. 

9002070243* 

S0-24S 

V 

GALLO.R.M. 

FLOYD.S.D. 

9002060283 

PR 


GALLO.RM 

FLYNN, H J, 

9002150103 

S0443 

0 

GALLO.RM- 

FLYNN.H J 

9002260006 

50 443 

G 

QALLO.RM. 

FLYNN,H J. 

9002260006' 

50443 

G 

GALLO.R.M. 

FLYNN.MJ. 

9002010316* 

CONTRACT 


GALLO.RM 

FLYNN.MJ. 

9002120165' 

CONTRACT 


GALLO.RM- 

FLYNN.MJ 

9002150008' 

CONTRACT 


GAUO.fiM 

FLYNN.MJ. 

9002220035* 

CONTRACT 


OALLOJ^M 

FLYNNM.J. 

9002220167* 

CONTRACT 


QALLO.RM 

fogle,j.l. 

9002140065 

71-829 


OALtO.fiM 

FOQLE,J.L. 

9002140091* 

71-529 


QAULO.RM 

FOGLE, J.L 

9002140139* 

71-529 


QALLO.RM. 

FOLECK.H.H. 

6002150181 

71-9019 


QALLO.RM 

FOLEY.WJ. 

6002120237 

NUREG 


GALLO.RM 

FORSCHEfl.F 

9002050138* 

COMMISSION 

GALLO.R.M 

FORTUNA.RA. 

6002020135* 

50-220 

T 

QALLO.RM 

FOSTER.J. 

6001300258' 

50-464 

0 

GALLO.RM 

FOST£n.J E. 

9002130287' 

SO-440 

0 

QALLO.R M. 

FRANT2.S.P. 

90020801 40' 

£0-250 

G 

GALLO.RM 

FRANTZ.S.P. 

9002060140' 

50-250 

0 

GALLO.R M. 

FRANTZ.S.P. 

9002220091 

50-250 

G 

GALLO.R M. 

FRANTZ.S.P. 

9002220091 

50-280 

G 

QALLO.RM 

FREOniCKSON.P. 

9002130323* 

60-260 

0 

GALLO.RM. 

FREORICKSON.P, 

9002130343* 

50-260 

0 

GALLO.RM 

FREORICKSON.P. 

9002230380 

50260 

P 

GALLOAM. 

FREEMAN.J. 

9002120138 

71-159 


QALLO.RA4. 

FREEMAN.P.A. 

9002220721 

50-423 

S 

GARC'A.P.J. 

FRESCO.A. 

8911140137* 

50-322 

0 

GAnClA.P.J. 

FRICK.T.M. 

9002020264* 

50-247 

0 

GARCIA.P.J. 

FRISCH.R.R. 

6002120106 

50-265 

0 

GARCIA.P.J. 

FRIZZLE ,CD- 

9002080229 

60-309 

0 

GARCIA.PJ. 

FRI2ZLE.C.D. 

9002130022 

60-309 

p 

GARCIA.PJ. 

FRYE,J.H. 

9002080086 

40-2061 


QAnC1A.P J. 

FRYE,J.H. 

9002220029 

40-2061 


GAROE.B.P. 

FRYE.J-H. 

9002220117 

40-2061 


GAnOES,Q.H. 

FRYE.J.H. 

9002220141 

40-2061 


OARDNEn.JB 

FRYE.J-H. 

9002280035 

402061 


GARNER.R.W 

FULLER, C.H. 

9002150309 

60-267 

V 

GARHISON.DL. 

FULLWOOO.n. 

8911140137* 

60-322 

Q 

GARRITYJ.1t 

FUNCHES.J. 

9002160004 

CONTRACT 

GATeS.WG. 

FURIA.J 

9002070389* 

60-277 

Q 

GATES.W.G. 

FUfllA,J. 

9002070388* 

50-334 

Q 

GATES.WG 

FURIA.J 

9002230477* 

50245 

0 

GATES.W.G 

GAGLIAR0O.J.E. 

9002090010* 

60-298 

Q 

OATES.WG- 

GAGHAROO.J.E. 

9002140037* 

50-482 

Q 

GATES.W.G. 

GAGNE.C.C. 

9002020217 

FOIA 


GATES.WG- 

QAGNON.J.P. 

9002160136 

PR 


GATES,W-Q- 

GALLO.R.M. 

9001310026 

60-443 

V 

GATES.W.G. 
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NUMBER CATEGORY 


9001310489’ 

50-247 

9002010005 

so 423 

9002080110 

60 244 

9002080375 

60-220 

9002070210 

50-277 

9002070238 

50-245 

9902070276 

60-277 

9302130120 

60-29 

9002140066 

60-309 

9002140074 

50-272 

9002140089 

60-29 

9002140004 

»)289 

9002140093 

50-320 

9002140007 

60-443 

9002140105 

50-322 

9002140108 

60-387 

9002140111 

60 333 

9002140113 

60 277 

9002140118 

50-213 

0002140110 

60-271 

0002140120 

50-220 

0002140121 

50-219 

0002140122 

60 203 

0002140125 

50-317 

9002140128 

50244 

0002140132 

50-286 

0002H0137 

so 293 

0002140146 

60 1C6 

0002140146 

60 54 

0002140140 

50 334 

0002140152 

50 57 

0002140157 

SO 103 

0002140160 

60 225 

0002140164 

50 20 

0002140160 

50-109 

0002U0172 

50 223 

0002140173 

$0-134 

O002 H0I76 

50-104 

0002140177 

50-247 

0002140100 

50-208 

0002140102 

50-309 

0002140183 

50-244 

0002140254 

50-333 

9002140267 

60-220 

9002140262 

50-271 

9002140266 

50-317 

9002140268 

50 244 

9002140272 

50272 

9002140276 

50 280 

9002140279 

50 320 

9002140262 

50 29 

9002140284 

60 307 

9002140207 

60-322 

9002140200 

60 443 

0002140204 

69-210 

9002140298 

60-277 

0002150213 

60-213 

0002160230 

60-213 

0002150233 

50-170 

9002180241 

50-272 

9002220341 

60-213 

0002220636 

50 280 

6C02220717 

60-97 

0002230463 

60 245 

0002010053* 

408564 

0002010122 

40-8907 

9002010232 

40-4402 

8002010316 

40-8902 

9002090003 

40-8903 

0002090144 

40^22 

0002220135* 

40-8902 

0002070027 

FOIA 

0002050310 

71-9001 

9002120329 

NUREG 

9002120329 

NUREG 

9002060014* 

50-498 

0002680237 

50-309 

0002060055* 

50-205 

0002090275 

50-285 

0002120034 

50 285 

0002120038 

S0-2BS 

9002I201BS 

60-285 

0002120166' 

50-285 

0902120^8 

50-285 

6002130049 

60-285 


0 GAVULAJA. 

0 GEARS, Q.E. 

0 GEARS, G.E. 

0 GEARS,G.E. 

V Q£RT2,C.P. 

V QERTZ,C.P. 

V G£nT2,C.P. 

0 GERTZ,C.P. 

V 0IBB0NS,0,R. 

V G1QBS,D.O. 

V Q1BSON,A.F. 

V Q1BS0N,A.F. 

V GIBSON A F. 

V GIBSONA.F, 

V QIBSON,A.F. 

V GIBSONA.F, 

V GIBSONA.F, 

V GIBSONA.F. 

V GIDSONA.F. 

V GIBSON,A.F. 

V GIBSON,C. 

V GIBSON,HW. 

V GIERICH,T. 

V GIQLIOni.R J. 

V GlGHOTTI,KJ. 

V GIITTER,J. 

V GlinER,J.O. 

V OII'rTER,J.G. 

V QILLESPIE,F.P 

V GILMAN,T.R. 

V GILMAN,T.n. 

V GlHARD,B. 

V GLAODINQ.CJ. 

V Q|.A8MAN,MM. 

V GLENN, JE. 

V GIENN,J.E 

V GLENN,JE 

V GLENN,J,E, 

y GLENN, J.E, 

V GLENN, J,E 

V GLENN,J,E. 

0 QLENN,J.E. 

V GLENN,J.E. 

V QLOVEn,n.M. 

V GL0VCH,R.M, 

V GLOVER, R,M, 

V QNU0N0LI,0. 

V GODWIN A V. 

V GODY,AT. 

V GOLDBEnG,J.H. 

V GOLO0EnO,J.H, 

V OOLOBERO,J.H. 

V GOLDBERG, J.H. 

V QOLDBERO,J.H. 

V GOLDBERG.J.H. 

V GOLDBERG.J.H. 

V GOLDBERG, J.H. 

V GOLDRERQ.J.R. 

V GOLLA,J.A. 

0 OOOD.lJiS. 

Q GOOD.M.S. 

V GOODEN.A. 

V GOODEN.A. 

Q GOODMAN.M. 

GORALSKI.O. 

GORDON, L.L. 
GOSS.D. 
GRABER.H.C. 
GRABER.H.C. 
GRADER, W.6. 

GRAHAM.B. 
GRANT.W.B. 
GRAVES, R. 
GRAVES, R. 
GRAY.E.H. 

Q GREBEUT.L 

P GREEN.E.R. 

P GREEN.E.R. 

P GREENE, SR. 

0 GREENMAN.E.G. 

S GREENMAN.E.G. 

P GREENMAN.E.G. 

P GREENMAN.EG- 

F GREENMAN.E.G. 

S GREENMAN.E.G. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

6001300140' 

50-255 

Q 

9002050413 

60-259 

P 

9002080283 

53-260 

P 

0002160056 

50-280 

P 

9002010411 

WASTE MOT 

9002010437 

WASTE M3T 

9002070339 

WASTE M3T 

9002070397 

WASTE MOT 

9002050240* 

40 8948 


9002130023* 

70-25 


8803320158* 

FOA 


9001300459 

50 230 

Q 

9001310081 

eO-315 

0 

9001310083* 

50'33S 

Q 

9002050401 

50-400 

Q 

9002050404* 

50-400 

0 

0002080080 

59-283 

0 

0002130210 

59-250 

Q 

9002130215' 

69-250 

Q 

9002130372 

60-335 

Q 

0002130177 

PR 


0002090041 

71-671? 


0002220074 

60-455 

S 

9002130316 

70-371 


9002130338 

T0-3?l 


0002230148 

60-315 

r 

0001290176 

50-315 

P 

0002220181 

50-315 

P 

0001310503* 

50-155 

P 

0002060140 

50-10 

F 

0002060185 

50-10 

F 

0002130217* 

50250 

O 

9001300190* 

50-213 

Q 

9001310266’ 

50-335 

O 

8411140267* 

fo:a 


8501090516* 

FO'A 


850109051B* 

FOIA 


6501210428* 

FOIA 


0501210433* 

FOIA 


8502270232' 

FOIA 


0S0614O009' 

FOIA 


6508140011' 

FOIA 


0002130161 

ono 


9002120039 

50-413 

S 

9002130329 

50414 

s 

0002130347 

SO 413 

8 

9001200294 

WASTE MGI 

90020C0194 

PR 


0001290108 

TornEP 


0001300460 

50-335 

Q 

0001310516 

50250 

O 

6002050088 

50335 

P 

6002090074 

50-260 

P 

0002090203 

50-335 

P 

0002130028 

50 250 

Q 

0002150203 

50 389 

P 

9002160299 

50-250 

P 

0001300487' 

60-260 

H 

9002220234' 

50-247 

O 

8002120167 

NUREG 


0002120290 

NUREG 


9001310290* 

EO-360 

O 

0002160331* 

70-27 


9002120218* 

WASTE WOT 

9002230530 

50-255 

n 

9001310486* 

71.170 


9002090228 

60-267 

y 

9002120323 

71-79 


0002120326* 

71-70 


0002070107 

70-211 


9001290030' 

50-250 

11 

9002080005' 

60-483 

Q 

9002140270* 

40 8027 


9002160069 

40 0027 


9002070319* 

60-317 

o 

9002230145 

60-275 

s 

0002120167 

NUREG 


9002120290 

NUREG 


9001300186* 

TOPREP 


9001290193 

50-373 

o 

9001310140 

60-341 

o 

9001310143* 

60-341 

o 

9001310147 

60 461 

o 

0001310161 

50-263 

o 

9002060017 

60-266 

o 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

CRffNWAW.EG. 

BOO213O370’ 

50-341 

0 

GUJLLEN.JL 

9002150047* 

FOIA 


HARWON.D.F, 

1W020502S4* 

•10-7102 


QR^{NVAN.£G 

G0021303G5 

50-341 

Q 

GUINN.P.R- 

7B061 00588* 

40-7102 


HARMON, OF. 

9002050273* 

40-7102 


GPEtNMAN.EO 

S002t60027 

50-254 

Q 

QUINN.P.n. 

7911300323* 

40-7102 


HARMON.DF. 

9002050007* 

40-7102 


GAEEAMAW.EQ 

0002220103 

60-266 

0 

GUINN.P.n- 

8004290240* 

40-7102 


HARWON.O F. 

0002050313* 

40-7102 


QBSeNVAN.E.G 

9002220244 

50-266 

Q 

QUINN.P.R. 

8008250641* 

40-7102 


HARMON.DF. 

9002060421’ 

40-7397 


oneeac o. 

0002060026 

50-443 

Q 

OUPPV.J.G. 

9002120129 

NUREG 


HARMON.O F 

9002060422* 

40-7397 


ORE6R,l Q. 

9002260068 

60-443 

G 

HAGAN.J.J. 

0002070207 

50-354 

S 

HARMON.DF. 

9002070041’ 

40-7102 


GR:G£R,L. 

9002090251 

50-316 

Q 

HAOAN.J.J 

9002000103 

SO 354 

S 

HARMON.DF. 

0002070080’ 

40-7397 


GREGER.L R. 

9001290076 

60-464 

F 

HAGAN.JJ 

8002130341 

50-384 

S 

HARMON.O.F. 

9002070104* 

40 7102 


GF.EGER.U.n 

9001300138 

60-373 

Q 

HAG1NS.EE. 

9002010016 

50-250 

G 

HARMON.O F. 

9002070117* 

40-7397 


GREGER.L.R 

9001300152 

50-456 

F 

HAGINS.E.E. 

9002010030 

50-250 

G 

HARMON.DF. 

0002070119* 

40-7397 


QREGER.L R. 

9001300188 

60-295 

F 

HAGINS.E.E. 

9002220112 

^443 

G 

HARMON.DF. 

9002070156* 

40-7102 


0“£0ER,LR. 

9001300194 

60-373 

F 

HAGUE.R.L 

9002230551’ 

50-403 

0 

HARMON.DF. 

9002070181* 

40-7397 


GRSOER.LR. 

9001300205 

60-264 

F 

HAIRSTON.W.O. 

9001290064 

SO-424 

F 

HARNESS ,J.L. 

9001310368 

50-325 

S 

GflEGER,L.fl. 

9001300208 

60-10 

F 

HAIRSTCM.W.O. 

0001200069 

50-424 

F 

HAnNESS,J.L. 

0001310375 

50-324 

S 

GREGEfl.l.R 

0001300220 

50-464 

F 

HAinSTON.WO. 

9001300439 

50-321 

s 

HARNESS ,J.L. 

0002050121 

50-324 

0 

QR:Q£R,L.n. 

9001300242 

50-464 

0 

HAIRSTON.W.G. 

0001300440 

50-321 

p 

HARNESS ,J.U. 

9002090244 

50-325 

s 

GflEGER.l n. 

900I3I0237 

50-295 

Q 

HAIftSTON.VVO 

0001300453 

60-424 

0 

HARNSSSJ.L. 

0002120064 

50-324 

F 

QREGEfl.l.n. 

0002010176 

50-316 

F 

HAIRSTON.we 

9001300464 

60 424 

0 

HARNE55.J.L. 

9002140240 

50-324 

R 

GREGER.L.R. 

9002080091 

50 403 

0 

HAIRSTON.W6. 

9001300471 

50-348 

p 

HARNESS, J.L 

9002230001 

50 325 

S 

GPEGER.L.R. 

9002080184 

50-266 

F 

HAIR&TON.W.G 

9001310010 

50-364 

s 

HARPER.F.T. 

9002120309 

NUREG 


GREGER.LR. 

9002080221 

50-266 

F 

HAIRSTON.WG. 

9001310322 

60-424 

V 

HARRIS.J.R. 

0001310002* 

50-302 

0 

GREGER.L.R. 

9002000001 

60-237 

Q 

HAinsras.w.G. 

9001310338 

60-424 

p 

HARRIS.KN 

9002070202 

50-250 

Q 

GPEOER.LR 

0002000302 

60-454 

0 

HAIRSTON.W.Q 

9002010261 

SO-424 

F 

HARRIS.KN. 

9002130387 

60-250 

5 

GREGER.L.R. 

9002090312 

50 331 

F 

HAIRSTON.WG 

0002050272 

60-321 

P 

HARRIS.KN 

0002160059* 

60-250 

V 

GflEQER.L.n. 

9002130266 

50-440 

Q 

HAIRSTON.WQ 

0002060006 

60-426 

s 

HARRIS.K.N. 

9002230044 

50-250 

S 

CP.EQER.L R. 

9002160QS4 

50-263 

F 

HA1RSTON,W G 

0002060162 

60-348 

s 

HARRIS.KN 

9002230302 

50-250 

R 

GREGER.LR 

9002220073 

60-440 

Q 

HAIRSTON.W.O 

0002000171 

50-424 

s 

HARRIS.R.H. 

8001300015* 

60-313 

0 

CREGER.L R. 

9002220082* 

50-440 

0 

HAIRSTON.W.G 

0002060156 

60-340 

s 

HARRIS. T. 

9001310366 

50-325 

S 

QREGER.L R 

9002220210 

60-255 

0 

HAIRSTON.WG. 

0002060210 

60-424 

0 

HARWOOD.C. 

9002 1203 IB 

NUREG 


QREGER.L R 

0002220248 

60-341 

F 

HAIRSTON.W.Q 

0002000326 

50-321 

Q 

MASSE, n.A. 

9001310261* 

50-341 

0 

OREGER.L.n, 

9002220300 

50-373 

F 

HAIRSTON.WG. 

0002120271 

60-340 

0 

HASSE.R.A. 

9002020273 

50-483 

Q 

GREGER.LR. 

0002230476 

60-468 

Q 

HAIRSTON.W.Q 

0002120203 

50-36-1 

s 

HASSENPFLUO,H. 

0002220747* 

60-346 

P 

QREOO.n.J 

0001310190 

70-371 


HAIRSTON.W.Q. 

0002130001 

PR 


HAUQMNEY.CJ. 

9001310148 

60-237 

s 

QREQORV.A 

S002I30126 

PR 


HAIRSTON.W.Q 

0002160020 

50-308 

p 

HAUOHNEV.CJ. 

9002070008 

50-237 

s 

QREOORY.R K 

9001310417 

71-9033 


HAIRSTON.W.Q 

9002150164 

60 348 

H 

HAUQHNEy.C.J. 

9002230265 

60-280 

Y 

Gn5ve.p.w. 

9002130206 

PR 


HAIRSTON.W.Q 

9002150160 

60-321 

H 

HAUQHNEY.C.J. 

9002230271* 

60-280 

Y 

QR1FE1N.R.L. 

8002010033 

80-445 

Q 

HAIRSTON.WG. 

9002160000 

50-366 

S 

MAUOHNEY.C.J, 

0002230262* 

50-260 

Y 

GniUES.B K. 

6006230052' 

FOIA 


HAIRSTON.WQ 

0002220239 

50-321 

n 

HAUOHNEy.C.J. 

9002230208* 

SO 260 

Y 

GR MES.e.K. 

6612290033' 

POIA 


HAIflSrON.WQ 

0002220740 

60-426 

p 

HAUGHNEY.C.J, 

9002270219* 

60-307 

0 

GRI>>ilES,Q K 

6904260436' 

FOIA 


HALEAA. 

9002080212 

PR 


maverkamp.o.r. 

9001300298* 

60-245 

Q 

GniWE8.B.K. 

6004260441’ 

FOIA 


HALE>LA 

9002080212 

PR 


HAVERKAMP.D.R. 

oooisiooon* 

50-213 

0 

GRIMES.B K. 

6004260443' 

FOIA 


HALE.A.A. 

0002060315 

PR 


HAVERKAMP.D.fl. 

6002090097 

50-213 

P 

ORIUES.O.K 

0904260446* 

FOIA 


HALE.M.W. 

0002220392 

50-400 

n 

HAWKINS, F.C. 

0002080202 

ORQ 


QR'VIES.Q.K. 

6904270075* 

FOIA 


HALL, on 

9001310305 

50 280 

F 

HAWT HORNE, J.R. 

9002120277 

NURE3 


GRIVE&.Q.K. 

0002070440 

REVIEW OR P 

HALL.J C 

9002160004 

60-603 

A 

HAYES.BQ 

0002020113* 

50-220 

T 

GRiMES.B.K. 

0002130262* 

FOIA 


HAU.U.n. 

9001180404 

60-331 

P 

HAYES,JJ. 

9001290317 

60-396 

Q 

QP.MES.e.K. 

0002140237' 

FOIA 


hallj.r. 

9002010205 

50-331 

P 

HAYES.J.J. 

0002020167 

60-005 

P 

GHiWf S.e K. 

9002140243* 

FOIA 


HALL.J R- 

0002130206 

60.331 

P 

HAYES.J,J. 

9002050265 

60-395 

0 

0RIME3.BK 

9002140246' 

FOIA 


HAH..J R- 

0092160167* 

60-463 

P 

HAYES,J.J. 

9002130306 

60-305 

P 

GRIMES.e.K 

0002140261* 

FOIA 


HALt.P.C 

9002120263 

NUREG 


HAYES, J.J. 

9002220230 

60-385 

P 

GRIMES.B.K. 

0002140271' 

FOIA 


HALLR B 

0002010047 

'1O-8504 


HAYES, JJ. 

9002220407 

60-305 

P 

qrmes.bk 

0002140203* 

FOIA 


HALL.R.E. 

9002010052* 

40 8584 


HAyES.J.J. 

9002220463 

50-395 

F 

GRIMES. BK. 

BQ021402Q7’ 

FOIA 


HAU.RE. 

6002010122 

40-8007 


MAYES.Ln 

0002120363 

WASTE MOT 

GRIMES.B.K 

0002140301* 

FOIA 


HAlL.n.E. 

0002010132 

WASTE MQT 

HEAIY.C.R. 

9002130364 

OA969 


GRIMES, S.K. 

9002140303' 

FOIA 


MALL.RE. 

9002010232 

40-4492 


HEALY.CR. 

0002140034 

60-382 

0 

GRIMES.B K. 

9002140305* 

FOIA 


HALL.n.E. 

9002010316 

40-8902 


HEASLER.PQ. 

9002120167 

NUREQ 


QRMES.BK. 

9002140306* 

FOIA 


HALL,R.e. 

9002010335 

40-8902 


heasler.p.q. 

MEBOON.F.J 

9002120296 

NUREG 


GRIME3,8.K. 

0002150030* 

FOIA 


KAU.RE. 

0002010354* 

40-8902 


9001310060 

60-368 

E 

GRIMEB.C-I. 

9002060160 

60-445 

Q 

HAll,n.E. 

0002090100 

40 8928 


HEBDON.F.J. 

9002020267 

60-462 

E 

GRIMES.C.I. 

9002000281 

50-445 

E 

HALL.BE- 

0002000106 

40-8690 


HEBDON.F.J. 

9002080292* 

50-286 

p 

GRIMES.CI. 

9002120321 

60-445 

Q 

HALUR-E- 

9002000112 

40-3453 


HGBDON.F J. 

0002220657 

50-362 

E 

OPIVES.CI. 

6002220310 

50-445 

0 

HALL,R.E. 

0002000114 

40-4492 


HECKER.O.E. 

0002080068* 

60-443 

E 

GRIMES, Cl. 

9002220312* 

60-445 

Q 

HALURE. 

0002000140 

40-6622 


HEOARTY.W. 

0002000079* 

XPORTLIC 


GRIMSUY.D.H. 

9002020137 

50-344 

0 

HALL.R.E. 

0002000142* 

40 6622 


HEGRA7.H.L. 

9002090003* 

60-440 

s 

GRIMSLEY.O.H. 

0002020216 

FOIA 


HALune. 

0002000146 

40-8502 


HEQRAT,H.L. 

9002090007* 

50-440 

s 

GRIMSLEY.D.H. 

6002020241 

FOIA 


HALL.R.E. 

0002120062 

40-8903 


HEQRAT.H.L 

9002230270 

60-440 

n 

Gfl.MSL£Y.aH. 

0002030260 

FOIA 


HAtL,B.E. 

0002220126 

40-8902 


HEHL.C. 

9002050050 

60-302 

p 

CRIMSLEY.O.H. 

9002050102 

40-7102 


HALL.R.E. 

9002220136* 

40-8902 


HEHL,CW. 

9002130340 

50-413 

p 

GRIMSLEY.D.H. 

0002060024 

FOIA 


HALL.R.E. 

9002220109 

40-8904 


HEINZ.J. 

0002050132* 

COMMISSION 

GRIMSLEY.D.H. 

9002070029 

FOIA 


HALL.R.E. 

9002220201’ 

40-8904 


HEINZ, J. 

0002050143* 

COMMISSION 

GRIMSLEY.O.H. 

0002070036 

FOIA 


HALL,S.L. 

0002230464 

50-309 

n 

HELWIQ.OR. 

0002060235 

50-277 

E 

GR.MSL£Y,O.H. 

9002060004 

FOIA 


HALtSTROM.G. 

9002130217* 

50-260 

0 

H£LWIG,O.R. 

6002080367 

50-277 

m 

GRIMSLEY.D.H, 

0002120030 

FOIA 


HALVOR80N.C.M. 

9002080001 

60-397 

1 

HEMMER.O 

9002010061 

40-8067 


GRIMSLEY.O.H. 

0002130101 

FOIA 


HANDLER,R. 

9002070276* 

40-7102 


HENDRICKSON, M. 

8002160146 

PR 


QRIMSLEY.D.H. 

9002130104 

60-304 

Q 

HANELL.J.R. 

9002090300* 

60-324 

Y 

HENNICK.A. 

9002120237 

NUREG 


QRlM.SLEY,O.H. 

9002130203 

FOIA 


HANEY.C 

9001310466* 

71-179 


HENSLEY, K.0 

9002130310 

70-143 


GfliWSlEY.DH. 

9002140221 

50-423 

0 

HANEY, C.T. 

9002IC0108' 

71-18 


HENSLEY, K.O. 

9002140159 

70-143 


GRIMSLEY,O.H. 

9002150326 

40-2061 


HANNONJ.N. 

8002010044’ 

50-348 

P 

HENSLEY, K.O. 

0002140170 

70-143 


QRIMSIEY.D.H. 

9002220630 

FOIA 


HANNON.J.N. 

9002019386’ 

50 348 

P 

HERDT.A.R. 

9001310271 

60-321 

Q 

GniWSLEY,O.H. 

9002220694 

FOIA 


HANNONJ.N. 

0002130248 

60-305 

P 

HERDT,A.R. 

9002070097 

60-413 

Q 

GRIMSLEY.O.H, 

9002230110 

FOIA 


HANNOKJ.N 

9002150006* 

60-348 

P 

HERDT,A R. 

0002140166 

50 424 

c 

GRIMSLEY.O.H. 

9002230214 

FOIA 


HANNON.J.N 

0002220358* 

50-483 

P 

HERDT.A.R. 

9002150019 

60-42-S 

€ 

QRIMSLEY.D.H. 

9002270164 

60-397 

0 

HANSON, J.P. 

0002120333* 

60-395 

P 

HEROT,AR. 

0002150022* 

SO-424 

C 

GR’.SCO,M. 

9002)50296 

PR 


HARBOUR.J. 

0002060022 

60-271 

0 

HERNAN.R-W. 

0002130059 

60-269 

F 

GROSS, K.W. 

9002160170 

60-317 

s 

HARDQROVe.T.W. 

0002010239 

40-2259 


HERPEL.A. 

9002080069 

FOIA 


Gl)3ERSKI,J,0. 

9002220669 

50-344 

s 

HAflMON.D.A. 

9002060418* 

40-7102 


HESS.fl.J. 

9002020064* 

60-344 

; 

GUILO.C.C. 

6002130203 

FOIA 


HARMON,O.F. 

9002(»0250* 

40-7102 


HEWARD.fl.W. 

9002080223 

60-140 

c 


HEWARD.fl.W. 

9C02120130 

50 146 

J 

HUBER, MP 

9001310251* 

50-341 

0 

JOHANSEN, J. 

9002220104 

50 64 

O 

H.CKf^AN.D.E. 

900129022/ 

onG 


HU3ER.M P. 

9002230434* 

50-346 

Q 

JOHNSON.A 

9002090321 

50-244 

P 

HiCKMANJB. 

9002160116 

60-461 

P 

HUOEC.WS 

0002020146* 

XPORTLIC 


JOHNSON.AB 

9002120344 

NU.4EG 


H:CKWANJ0. 

9002160161 

50461 

P 

HUCEC.WS 

9002020154 

XPORTLIC 


JOHNSON.B 

U00206C092 

70-25 


HICKWAN.JB. 

0002160197 

60 461 

P 

HUOEC.W S 

9002020156 

XPORTLIC 


JOHNSON, D.D. 

0002090261 

5D 255 

n 

HICKWAN.J 0- 

9002160204* 

60 461 

P 

HUDSPFTH.J.0. 

9001200060 

50-348 

F 

JOHNSON.D.D 

9002220132 

50 265 

o 

HIGGINS.J. 

0911140137* 

60 322 

0 

MUDSP£THJ.B 

9002010190 

50-348 

F 

JOHNSON.B.D. 

0002230093 

50265 

s 

HIGGINS.W.R, 

9001310457 

50-395 

S 

HUDSPETH.JB 

9002230139 

50-348 

F 

JOHNSON.B.M. 

0002200065 

70 26 


HIGGiNS.W.n 

9002010227 

60 395 

S 

HUETER.L-J- 

90020501 12* 

40-7397 


JOHNSON.E R 

9002090164' 

CONTRACT 


h'GHLAND.n. 

9002130093 

PR 


HUEY.F.n. 

0001300236* 

50-397 

Q 

JOHNSON.J. 

9002130123 

PR 


HlLDENSRANO.P. 

9002010222 

408657 


HUGHESA- 

9001200120 

CONTRACT 


JOHNSON.J.R. 

9C02010322 

50 309 

Q 

HILL.WHILTO.N.R, 

0002010069 

50 443 

G 

HUGHESA 

0002050093 

CONTRACT 


JOHNSON.J.R. 

9002050016 

so 244 

Q 

HILL-WHILTON.R. 

0002010060 

50 443 

Q 

HUGHES A 

0002070167 

CONTRACT 


JOHNSON.J.R. 

0002070212 

50 29 

0 

HILL-WHILTCN.H 

0002120342 

50-443 

Q 

HUGHES.A 

9002060266 

CONTRACT 


JOHNSON.P.H 

0001300220* 

50 397 

o 

HILL-WHIUTON.R 

6002120342 

£0 443 

G 

HUGHES A. 

0002220337 

CONTRACT 


JOHNSON.PH 

0002020002* 

50 397 

o 

HILLSTRAND.J J. 

9002130100 

PR 


HUGHEY .C A. 

0001310009* 

50-280 

0 

JOIINSON.R.L 

0002020186 

50 261 

F 

HILISTRAND.JJ 

6002130190 

PR 


HUKILL.H D. 

9002070033 

60-289 

0 

JOHNSON.SC 

9002130346 

70 143 


h;a'o.j a 

9C02 160026' 

40-2061 


HUKCLI.HD. 

9002070287 

60 289 

P 

JOHNSOW.T.F. 

9002140277 

50-327 

F 

HINDS.J M 

9001300089* 

50 237 

Q 

HUKILL.H.O. 

6002080030 

50-269 

P 

JOHNSON.W. 

9002220033 

SO 445 

s 

HINDS.J M. 

9002220280* 

60-373 

0 

HUKILL.HO. 

6003080046 

50-209 

P 

JOHNSON.W.J 

9001300119 

50 315 

s 

HINNANT.C.S 

9002230236 

50-400 

F 

HUKIU.H D. 

9003130380 

50-289 

S 

JOHNSON.W J 

0002090075 

TC-HEP 


HIPP G. 

6002140017 

50-327 

S 

KUKILL.HO 

0002320467 

50-289 

H 

JOHNSON.W.J. 

9002190268 

50 206 

s 

H.nscH.o 

0002083092 

70-25 


HULL.A. 

9002060006* 

50-353 

0 

JOHNSTON.H. 

9002230075' 

£0 250 

H 

HIRSCH.D 

9002080111 

70-25 


HUMPHREY.PG 

9002050070' 

50 390 

0 

JOHNSTON.J D. 

9002050233 

CCMM SSlOH 

HISER,A L. 

6002120277 

NUREG 


HUNGER.GA 

9001200030 

50-277 

F 

JOHNSTON,J R 

0002150072 

50 155 

n 

HOSE.W A 

9032140055 

50-155 

F 

HUNGER.GA 

0001300003 

50-352 

s 

JOLICOEUfi.JR 

9001290164 

50 219 

F 

hoqe.ma 

9302150206 

50-155 

F 

HUNGER.GA 

00OI310SI5 

50-171 

J 

JOLICOEUR,J.R. 

9002010223 

50 305 

r 

HOGGOON.A P. 

9002010140 

40-2061 


HUNGER.GA 

9002010108 

50-2/7 

F 

JOLlCOEunj.R 

9002060264 

50 206 

F 

HODGDON.AP. 

9002080047 

40-2061 


MUNGER.GA 

9002010303 

71-525 


JOLICOEUR,J.n 

9002060295 

5C 397 

F 

HOOGE.SA 

9001300186* 

TOPREP 


HUNGER.G A 

0002060008 

60-277 

P 

JOLICOEURJ.n 

9002070442 

5C-220 

F 

HODGES, M.W. 

0002050363 

50-352 

Q 

HUNOER.C A 

9002060228 

50.152 

P 

JOLlCOUER,jn 

0002060331 

50317 

F 

HODGES.MW. 

9002070208 

50 220 

Q 

HUN-GER.G A. 

9902060303 

PR 


JONES.G J. 

9302130157 

PR 


H0DGE6,M.W. 

6002220215 

50-354 

Q 

HUK’GER.GA 

0002120270 

50277 

F 

JONES.RC. 

9302020321 

TOPREP 


HODGES.MW. 

0002220266 

60 247 

Q 

HUNGER Q A 

9002130133 

60 171 

H 

JONES.T.M. 

0001310375 

50-324 

5 

HODGES.MW. 

6302230181 

50-443 

0 

HUNGCR.G A. 

0302150277 

50-353 

P 

JONES.T.M. 

0002080244 

50-325 

S 

HODGES.MW. 

OU0223044S 

60 334 

Q 

HUNGER.G A 

0002150359 

PH 


JONES.V.E 

9002160177 

PR 


HOHNE.FC. 

9002010212 

40-8502 


HUNGER.G A 

0302220100 

50 277 

F 

JONES.W.C. 

90020D0267 

50-285 

H 

holahan.q 

8601110376* 

FOIA 


HUNGER.G A 

9002230275 

PR 


JONES, W.C. 

0002220140 

50-285 

1* 

HCLAHAN.G M. 

OQ02160080* 

50-602 

A 

HUNGER.G A 

9002230444 

50-277 

P 

JONSSON.NO 

9002010224 

TOPREP 


HOLGROOK.WJ. 

6601090520* 

FCIA 


HUNSAOER S C. 

OOOI3IOI6A 

50 456 

P 

JONSSON.N.O 

9002060263 

TOPREP 


HOVBROOK.W.J, 

0602270239* 

fOlA 


HUNSAOcR.S C 

9C02060349 

50-454 

K 

JOnOAN.E.L 

9001310049 

REVIEW GR H 

HO'i.OER.L.8. 

6002070095 

TOPREP 


HUNSAOER.se. 

9002150313 

60-456 

P 

JOROAN.E.l 

0002080240 

REVIEW GR P 

holifieud.c.d. 

9002070001 

S0-33S 

s 

HUNSAOER.S C 

9002220159 

50454 

K 

JOHDAN.E.L 

6002120274 

REVIEW GR P 

HOLLAND.WE. 

9002133323* 

50-260 

Q 

HUNSTAO.AA 

9002230219 

50-282 

S 

JOnDAN,J J. 

9002010057* 

so 400 

P 

HOLLANO.W.E. 

6002130343* 

50-260 

Q 

MUNSTAO.AA 

0001310075 

60 306 

s 

JOnDAN,JJ 

0002010424* 

60-406 

P 

HOLlEn.E. 

6802140012 

50-482 

S 

t-iUNT.MO 

9002160149' 

90-261 

0 

JORDAN.M. 

9002IC0040* 

60-461 

V 

HCLLER.E. 

G002220298 

50-403 

s 

HUNTINOTON.OTI 

00020101 19* 

50443 

0 

JORDAN.M.J. 

9002080301* 

60-461 

V 

HCLLEH.EJ 

6001290006* 

SO 482 

Q 

HUftT.fl 0 

0001300301 

PROJ 


JOUSTRAJ 

0001310017 

l&E 


HOLLEn.E.J. 

6002060014* 

60-498 

0 

HURT.n 0 

9002070234 

PflOJ 


JOUSTRAJ.A 

6411140267’ 

FOIA 


HOLLOWAY ,CJ 

6002070256* 

40-7102 


MURT.n 0 

9002220651 

PROJ 


JOYCE.T P. 

9001310313 

GO 265 

S 

HOLMERSiRG 

9002060160* 

40-6948 


MUTCHINS.T, 

0032220371 

503 

s 

JOYCE, T.P. 

9002120261 

60 205 

S 

HOLMES.L g 

6002060160* 

50-322 

H 

HUTCHISON.L 0 

0002220372 

50 397 

H 

JOYCE.T.P. 

9002130308 

60-205 

8 

HOLMES.n. 

6002220003 

PR 


HYLANO.JB 

9002020143* 

50-220 

T 

JOYCE.T P. 

9002150001 

CO 205 

n 

mOLTZMAN.R s. 

6002230470* 

50-456 

0 

HVtANO.JB 

9002020I4S* 

50-220 

T 

JOYCE.T.P 

9002230030 

CO-205 


holtzscher.o.l. 

6001300082 

50-461 

R 

HVMAN.CR 

0001300166* 

TOPREP 


JOYCE.T.P 

0002230335 

60 304 

m 

holtzscmer.o.l. 

6001300216 

50 461 

O 

IKEDA.M. 

0001310066 

XPORTLIC 


JOYNER, J.H. 

0002230171' 

FO'A 


HOLTZSCMEaO.L 

600130029S 

50-461 

P 

IKEOA.M 

9002020114 

XPORTLIC 


JULIAN.CA. 

9001300065 

50-63 


MOLTZSCHER.O L. 

9002070295 

50-401 

o 

iMSRo.ev 

9002060065* 

50-395 

Q 

JULIAN.C.A. 

0001310001 

50-302 


HOLTZSCHER.OL 

9002080370 

50 461 

0 

INGRAM.R K 

9002090329 

50-269 

P 

JULIAN.CA. 

0001310108 

£0-424 


HOLTZSCHER.O.L 

9002060076 

50-461 

p 

INOUE.S 

0002150021* 

XPORTLIC 


JULIAN, C A. 

9001310119 

60-340 


HOLTZSCHER.OL. 

9302120156 

50-461 

s 

iSHAEL.S 

0002220116* 

50-213 

S 

JULIAN.C.A. 

0001310125 

60-100 

o 

HOLTZSCHER.O.L. 

9002120208 

50-461 

p 

JAB30UR.K N 

9002060106 

50413 

P 

JULIAN.C.A. 

8301310260 

50-335 

Q 

HOOD.D. 

0002010217 

50-369 

p 

UABBCUR.K N 

0002160224 

50-413 

P 

JULIAN.C.A 

6001310263' 

50-335 

Q 

HQOO.D. 

9002000096 

50 369 

p 

JABIONSKI.FJ 

9001310251* 

50-341 

Q 

JULIAN.C A, 

9001310203 

50-324 

O 

HOPKINS.P.C. 

9002070100* 

50 413 

o 

JACKIW.I N 

9002010192* 

60-346 

Q 

JULIAN.CA. 

9002010326 

60 324 

Q 

HORN.G.R 

9002220246 

SO 296 

n 

JACKIW,! N. 

0002060020* 

50 266 

Q 

JULIAN.CA 

9002020226 

60 260 

Q 

HORN.M. 

9002000162* 

40-6027 


JACKL'N.N 

9002230049 

60373 

S 

JULIAN.CA. 

9002020228* 

60-269 

Q 

HORTON.D-G. 

9002010416 

WASTE MGT 

JACKL;N.N.W 

0002230055 

50-373 

S 

JULIAN.C A. 

0002070068 

60-324 

Q 

HOflTO.N.D.G 

9002010419 

WASTE MGT 

JACKSaN.CE. 

6905190180* 

CONTRACT 


JULIAN.C.A. 

9002070136 

60 416 

0 

HOHTON.O-G. 

9002070346 

WASTE MGT 

JACKSaN.CO 

9002230440 

50-445 

J 

JULIAN.C.A 

9002060239 

60-63 

Q 

HORTON.O-G. 

9002090361 

WASTE MGT 

UACKSaN.G 

90020203IS* 

FOIA 


JULIAN.C.A. 

9002120053 

60 336 

c 

HORTON.O.G 

9002120166 

WASTE MOT 

UACKSON.G 

9002070232* 

40-7102 


JULIAN.C.A 

9002120057* 

60-335 

c 

HORTON.D.G. 

9002120169 

V/ASTE MGT 

JACCOS.K. 

900I300IQS* 

60-266 

P 

JULIAN.CA. 

0002130170 

60 302 

c 

HORTON.D G 

9002220160 

WASTE MGT 

JACOB SaN.RN. 

00020501S8* 

40-6646 


JULIAN.CA. 

6002150304 

60 424 

c 

HORTON.D.G. 

9002220172 

WASTE MGT 

JACOBY.D.L 

9002090106 

40-6698 


JULIAN.C.A. 

9002160148 

60-261 

c 

HOSTGTLER.CJ. 

9002120263 

NUREG 


J>tfFEX>H 

9002130016 

50-423 

P 

JULIAN.CA 

9302160151 

50-302 

c 

HOUGHTO.N,J.H. 

9002220271* 

50-247 

o 

JAFFEpH. 

0002220121 

60423 

P 

JULIAN.C A. 

6002160152* 

50 302 

c 

HOUSLEV.D.A. 

9002220042 

50-260 

s 

JANGJ.C 

0001310444* 

60-54 

Q 

JUNEAU.B. 

9002080224 

PR 


HOWE.A.Q. 

9002070270* 

50-277 

V 

JANKOVICHJ P 

9002160106* 

71-16 


JUSTUS.P. 

9002080000* 

WASTE MGT 

HOWE.AJ. 

9002130045 

50-400 

s 

JAPE.F. 

9002230300* 

60-324 

0 

KAIN.K. 

9002120332 

71-692 


HOWE.L.M 

9002150369 

Pfl 


J£HLE/> 

0002060042 

50-260 

G 

KAMMERER.C. 

9001300259 

STATE PRO C 

HOWELl.O.L. 

9001300278 

60-302 

p 

JEHLE,P 

9002060150* 

50-250 

G 

KAMMERER.C. 

9002140126 

STATE PRO C 

HOWZE.S-S. 

9902070346 

50-344 

s 

JENISON,K 

0002150291* 

50-327 

0 

KAMMERER.C. 

9002140130* 

STATE PROf 

HOW2E,8.S. 

9002220715 

60-344 

s 

JENSEM.EN 

9002130219* 

FOIA 


KANE.G.E. 

9001300364 

&0-336 


H0W2E,S.S. 

9002230037 

50-344 

s 

JOPFE.T. 

9002080250 

PR 


KANE.G.E. 

9002220365 

50-336 


HOYIEJC. 

9002160157 

50-443 

G 

JOFFB.T. 

9002060260 

PR 


KANE.G E. 

9002230022 

50 338 


HSil.Y.H. 

9002220271* 

SO-247 

Q 

JCHANSENJ. 

0002160099 

l&E 


KANE.W.F. 

6001310010 

60-293 

( 

HSU.C-J. 

9002120269 

NUREG 


JOKANSENJ 

0002070314 

I8E 


KANE.WF. 

9002080373 

50-317 

< 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

KANS.WF. 

9002140232* 

60 213 

0 

KINTNER.L-L- 

6001290241 

50-416 

P 

LABARGE.O.E 

9002160049 

60-333 


KANS.WF 

0002230100 

50-220 

0 

K1NTNER.L L 

9002130310 

SO 416 

P 

LABARGE.O.E 

9002220578 

60-333 


KASSL£fl.M fl. 

9001300204 

50-260 

s 

KINrNER.1 1- 

9002130335 

50-416 

P 

LABRUNA.S. 

0001309230 

60-272 


KJ»NSLF.n.M a 

0002010020 

50-281 

s 

KINTNER.I L- 

9002140123 

50-416 

P 

LAOHUNA.S. 

9001310521 

60-272 


KANSLER.M ft 

9002230051 

50-281 

s 

KINTNEH.L-L- 

9002220161 

50-416 

P 

LABRUNA.S. 

9001310527 

50-272 


KAPLAN.A 

9001290034 

50-440 

s 

KINTNER.LL 

9002220470 

50-416 

P 

LA0nUNA.S- 

9002010253 

60-272 


KAPLAN.A 

9002010339 

50 440 

p 

KIRKMAN.R W. 

9002050345* 

40-7102 


LAOnUNA.S- 

9002010353 

50-354 


KAPLAN.A 

9002050009 

60-440 

0 

KIRKMANRW. 

9002050301’ 

40-7102 


LABRUNA.S. 

9002090026 

60-354 


KAP^N.A 

9002050067 

50-440 

p 

KIRKMAN.RW. 

90020S04I5* 

40-7102 


LABRUNA.S. 

9002090115 

80-272 


KAPLAN.A 

9002090005 

50-440 

s 

KIRKWOOD.B J. 

9002120329 

NUREQ 


LABRUNA.S. 

0002130052 

50-272 

■ 

KAPLAN.A 

9002120007 

50 440 

p 

KlRKWOOD.R 

9002120148 

NUREG 


LABRUNA.S- 

6002130056 

50-272 


KAPLAN .A 

9002120173 

71-9070 


KIRSCliO.F. 

0001290197 

50-206 

P 

LAGRUNA.S. 

0002140264 

50-272 

( 

MFLAN.A 

0002I3030I 

60 440 

F 

KIRSCKOF. 

3002020172’ 

50-344 

0 

LABBUNA.S 

9002220021 

60 272 


KAPLAN.A, 

9002140067 

50 440 

P 

KinSCILO F. 

60022304S4 

50-361 

V 

LACKER.OK. 

6002080275 

PR 


KAPLAN.A. 

9002220646 

60-440 

p 

KinSCILDF 

0002230522 

SO-266 

V 

LACKER.D.K. 

6002230326 

PR 


KAPLAN.A. 

9002230279 

50-440 

R 

KLINE.J.R. 

9002220020 

40-2061 


LAGGART.M.W. 

9002020073 

50-219 


XAPLANH J 

9002070211* 

60-220 

0 

KllNE.J.H 

9002220117 

40 2061 


LAINAS.O.C. 

9002070036 

OA999 


KARAM.RA 

0001290057 

50-160 

F 

KL»NE.JR 

9002220141 

•40 2061 


LAIWAS.G.C 

900209004 7 

aA999 


KARAV.RA 

9002140021 

50-180 

Q 

KLINE.JR 

900226003.5 

40-2061 


LAKNER.A 

0900210101* 

50-456 


KASSNEn.G 

0002160119 

50 296 

F 

KLINOENFUS.JA 

0002120143 

NUREQ 


LALOR.M. 

9002120100* 

50-250 


KASLN.OJ 

9002140235 

70-143 


KNAPP.MR. 

0001310435 

50-54 

Q 

LAMBERSKI.J. 

6001200224 

60-321 


KASU.N.DJ 

9002050114 

70-1113 


KN/vTP.M R. 

6002090024 

50-309 

Q 

LAMBERT, HE 

6002120346 

NUREQ 


KASl/N.OJ. 

0002I401S0 

70-27 


KNAPP.MR 

0002230474 

50-245 

Q 

LANCASTSn.W.K. 

9002160176* 

50-.TI7 

C 

KASLN.OJ. 

9002140244 

70-371 


KNtCELEY.J.B 

0002090256* 

50-315 

Q 

LANCET.n.T. 

6002010146 

70-25 


KEENE.WE 

0001310000 

60 77 

F 

KN)CELY.J.R 

9002220216* 

SO-25S 

0 

LANE.J.E. 

9002220232 

50-302 


KEENE.W.e. 

9002160272 

50 77 

F 

KNIQHT.MR. 

9002130399 

50-289 

S 

LANNINQ.W.D. 

9002060065* 

60-395 

C 

KE'MIG.R n. 

0001300130* 

60-166 

0 

KNIQHT.SP 

9012090109 

40-8027 


LARA.J 

6002100185* 

60-334 

f 

K£.MIQ.na 

0002090029* 

60 309 

0 

KNIOHT.SP. 

9912080112’ 

40-6027 


LABAJF. 

8002220271* 

60-247 


KF.IMiD.BR. 

6002160178* 

60 317 

Q 

KNIGHT.S.P 

00120001 16’ 

40-6027 


LARGCHE.G. 

00012900B5 

40-7500 


KEISER.H.W. 

0001300042 

50-367 

P 

KNIOHT.SP 

9912000117’ 

40-0027 


LAROCHE.G 

0001390400 

40 0020 


KEISER.H W. 

0002010168 

60-307 

P 

KNIQHT.SP 

9002220313 

40-6027 


LA ROCHE, Q. 

0001310400 

40-7604 


KEISER.HW. 

6002010172* 

50-387 

P 

KNOP.nC 

0001310160* 

50 461 

0 

LARSON.C E 

90020601 7Q 

60-262 

(. 

KE.SER.H W. 

6002920202 

60-307 

F 

KNOP.n.C. 

9002010107 

60-346 

0 

LARSON.C C 

9002220325 

60-263 

( 

KEiSEfl.K.W 

6002070123 

60-307 

O 

KNOP.fl-C 

9002010109’ 

60-346 

Q 

LAHSON.CE. 

9002220876 

60-202 

( 

<eiSEB,HW 

6002000061 

71-9224 


KNOP.R.C. 

9002220105’ 

60 268 

0 

LAnA.RL. 

9002000241 

6044S 


KElSSn.H.W 

0002)20006 

60.30/ 

J 

KNOP.R.C. 

9002220250’ 

50-268 

Q 

LATTA,R.L 

9002220037 

5044S 


KEISER,HW. 

0002120076 

60-387 

F 

KNOP.RC. 

0002230549 

60483 

0 

iAnA.n.M 

9002120324* 

S0 445 

1 

KE>SER,H.W. 

9002120320 

60-307 

0 

KNOx.e. 

6005100160 

CC^HRACT 


LATZ.JE. 

9002070465* 

WASTE MGT 

KEiSSn.HW. 

6002120326 

60-307 

P 

KNOx.e. 

9001200140 

CONTRACT 


LATZ,JE. 

9002070404’ 

WASTE MGT 

VEI5EB.MW. 

6002160132 

50-388 

P 

KNOX.6. 

9002000063 

CONTRAGT 


LAU.P 

9002230074 

60-456 


KE'SER.H.W. 

60021602*10 

60-30? 

H 

KNOx.e. 

9002060074 

CONTRACT 


LAU.P. 

6002230320 

60-4Se 


KEISER.HW. 

0002180022 

60-307 

M 

KNOX.E 

0002060110 

CONTRACT 


LAWRENCE, DA. 

9002160264 

60-363 


XElSEn.H,W. 

6002100137 

60-387 

0 

KNOX.E. 

9002060227 

CONTflACT 


LAYFiELO.R.L. 

0710060147* 

40-7307 


KEISER.H.W. 

0002220034 

60-300 

Q 

KNOX.E 

9002160155 

CONTRACT 


IJ\ZO.R.M 

6002000016 

60-371 


KEISER.H.W. 

6002230416 

PR 


KNOX.E. 

0002220100 

CONTRACT 


LAZO.RM. 

9002000022 

60-271 


KSlLEy.O.L 

60020S0296* 

60-283 

Q 

KNOX.E 

9002220193 

CONTRACT 


LE.N 8. 

0002130119 

60-334 


KELLOGG .P. 

9001300442* 

60-269 

0 

KNOx.e. 

0002220206 

contract 


LE.N.B. 

0002130328 

60-334 


KELLOQG.P. 

9002230376* 

60-413 

Q 

KOCHER.CW. 

0002050106 

60 264 

S 

lE.T. 

9001290163 

60 324 


KELLOGG, P.J. 

0001300468* 

60-260 

0 

KOHt.CN. 

9002010045 

60-2SO 

Q 

LEBARON.L.E. 

0001310303 

60-213 


KElSEY,A.A. 

9002080040* 

SO-443 

Q 

KOKAJKO.L-E 

9001300394 

50-301 

P 

LECHNiR.n. 

9002010000 

PR 


kEmner.ml. 

9002120263 

NunEG 


KOKAJKO.te. 

9002050026 

60-361 

P 

LECHNIRR. 

9002010003 

PR 


KENNEOY.JE. 

9002230613* 

WASTE MOT 

KOKAJKO.LE- 

0002100023 

50-206 

0 

LEE.DU. 

6002090IBD 

60 266 


KENNEY.J. 

0001300054* 

WASTE MGT 

KONWINSKI.O R- 

0002000090 

40 5783 


LEEDS, E..J. 

6002080131 

50-309 


KgNNY.TJ. 

9001310022* 

60-354 

Q 

KONWINSKl.an 

0002226135’ 

40 6002 


lEFEVRE.HE. 

0001300111 

WASTE MOr 

KENNY.T.J 

9002060300* 

60-272 

O 

KONWINSKLGR 

9002220201’ 

405904 


LEHMAN, L.L. 

6002220052 

50-285 


KENT.AP 

900IS003I9 

50-490 

n 

KOSHY.r. 

0002220271* 

60-247 

Q 

LEHMAN.M.T. 

9002010316* 

CONTRACT 

KENT.AP. 

9002230287 

60-400 

R 

KOSTMAYER^H. 

9001240032’ 

60-443 

U 

LEITCH.G.W. 

0001310239 

60-352 


KEPPLER,J.G 

9002160387* 

40-2001 


KOTTAN.J- 

0002000006’ 

80 353 

Q 

LEITCH.G.M. 

6002060090 

60-352 


KERCH, HW. 

0001300015* 

60313 

o 

KOVACH.TJ. 

0001280062 

5(7-285 

0 

LEITCH.Q.M. 

9002)40145 

60-352 


KEftCH,H.W. 

9002060361’ 

60-334 

Q 

KOVACH.T J. 

9001310173 

60-237 

0 

LEMNARTZ.J. 

6002010171* 

50-206 


KERSH.K 

aoososom 

50 008 

A 

KOVACJLTJ 

8002020084 

50-254 

Q 

LEMONS, J.n. 

9002020)22 

60-317 


KEUTER.D.R. 

9001300106 

60-312 

p 

KOVACH.T J. 

9002060208 

60-456 

0 

LEMONS, J.R. 

9002020196 

60-317 


KEUTER.On 

900)310207 

60-312 

Q 

KOVACH.TJ 

9002070010 

50-295 

Q 

LENAMAM,J,J. 

9002060063* 

60-260 


KEUTen.D.R 

9002000334* 

60-3)2 

P 

KWACH.TJ. 

8002130253 

60-237 

0 

LENEANE.R. 

9002230196 

60-312 


K£UTER,0.R. 

0002120016 

60-312 

P 

KOVACH.TJ. 

8002130354 

60-456 

0 

LENEAVe.R. 

0001260110 

60 312 


KEUIER.Dft 

9002140223 

60-3)2 

P 

KOVACH.TJ. 

9002220347 

60-456 

0 

LEONARD.J F. 

9001290269 

71-9234 


KSLITER.O.R. 

9002220078 

80-312 

P 

KOVACH.TJ. 

0002230109 

PH 


LEONARD.J.F. 

9002010431 

71-6697 


KEUTEn.D.R. 

9002230631 

60-312 

P 

KOVACH.TJ 

9002230407 

PR 


LEONAnD,J.F. 

0002160076 

71-6347 


KIN3.C. 

9002160163 

PR 


KOZUP.C.S 

9002230083 

50-255 

s 

LEROY.P.O. 

9002020317 

PROJ 


K'NG.J.C. 

0002070034 

FOIA 


KRAUSE ,CW. 

0002I6000S 

60-266 

R 

LESSER, MS. 

9002070100* 

60-413 


KIN3.J C. 

9002280080 

FOIA 


KREH.J L. 

9002130044* 

50-34B 

0 

LETCHWORTH.HA. 

9001290277 

71-690 


KiNNEMAN,J.O. 

8501090522* 

FOIA 


KRIEGER.K. 

9001310024 

60-247 

R 

LEVENTHAUP. 

9002000230 

PR 


KNNEN^AN.J 0. 

8601090524* 

FOIA 


KRIEQER.R.W- 

9002090104 

50-206 

F 

LEVIN.C 

9002050056* 

PRM 


KINNEMAN.J.O. 

8507030262’ 

40-7102 


KUDRICKJ.A 

6909140138* 

50-295 

P 

LEVINE.D. 

6002230143 

C0-4B3 


KiNNEWAN,J.D. 

8707220481’ 

FOIA 


KUEMINJ.L 

9002060)55 

50-255 

P 

LEViNE,J.M. 

9002020236 

50-529 


KINNEMAN.J.O. 

87072204B5’ 

FOIA 


KULICK.J.M. 

9001300047’ 

50-307 

P 

LEVINE.J.M. 

0002020245 

60-520 


klNNEMAN,J 0. 

9001310337 

40-1852 


Kurva.LG. 

0002020247 

50-298 

P 

LEVINE ,J.M. 

6002080133 

60-629 


KINNEMAN.JO. 

90013)0353* 

40-1052 


KUNCt.t.O. 

9002080197 

50-296 

P 

LEVINE.J.M. 

0002000142 

50-530 


WNNEMAN.J.D. 

9002060)97* 

40-7)02 


KUNCWSKI,M A 

9002220089’ 

50-440 

Q 

LEVINE.J.M. 

9002120150 

60-526 


KiNNEMAN.J.D, 

9002060204* 

40-7102 


KUTTANJ. 

0002230477* 

60-245 

Q 

LEVINE.J.M. 

9002120160 

60-630 


KINNEMAN.J.O. 

9002060236* 

40-7102 


KUZ0.6B. 

9002230391* 

70-27 


LEVINE.J.M. 

0002120163 

50-530 


MNNEMAN.J.0 

9002060252* 

40-7102 


KWIATKOWSKI.O. 

0001310192 

60-445 

F 

LEVINE, J.M. 

9002120182 

SO -520 


KINNEMAN.J.O. 

9002060284* 

40-7102 


KWIATKOWSKI.O. 

0002010160 

50-483 

F 

LEViNE.J.M. 

9002160017 

50-530 


KINNEMAN.J.O. 

9002000107 

40-2298 


KWIATKOWSKLD. 

0002080271 

60-331 

F 

LEVINE, J.M. 

9002160063 

60-528 


KINTNER.eE. 

6001300200 

PROJ 


KYLJ. 

9002050063* 

PRM 


levtne.j.m. 

9002150126 

60-520 


K'N1NER,E.E. 

9001300200 

PROJ 


LABARGE.O.E. 

0002050285 

«)-333 

P 

LEVINE.J.M. 

9002160130 

50-520 


KiNrNEft.e e. 

9002160073 

PROJ 


LA0ARGe.C».E. 

90020S0441 

60-333 

P 

LevrN£.J.M. 

9002)50160 

50-526 


KINTNeaL.L. 

9001290163 

50-416 

Q 

U0ARGE.DE- 

0002060130 

60-333 

P 

LEVINE.J.M. 

0002150195 

60-528 




NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


LEVINE.J.M 

0003160199 

60 530 

S 

LONQAKER.J B 

9006170424* 

40-7102 


MACOONALD.C.E. 

0002220309 

71-6280 


LEVINE J.M. 

0003220345 

50 628 

R 

LONQAKERJ B. 

8008170624* 

40-7102 


MACDONALD.C.E. 

9002220317 

71-9137 


LEVINE.J M. 

0003230255 

60-528 

S 

LONOAKERJB- 

D0020600S8* 

40-7102 


MACDONALD.C.E. 

9002220718 

71-8717 


LEWIS.M.S 

0002220000 

PR 


LONGAKERJB- 

9002060130* 

FOIA 


MACOONALD.C.E. 

0002270139 

71-9007 


LICCIAROO.R.O. 

9003230163* 

50-295 

P 

LONQAKER.J-B- 

9002060182* 

40-7102 


MACDONALD, J A. 

9002130355 

50-443 


llEBfRMAN.J 

9001300073 

60-397 

0 

LONGAKER.J B 

9002070236’ 

40 7102 


MACOONALD.P E. 

9002120326 

NUREO 


LIEBERMAN.J. 

9001500234 

60-285 

0 

LONGAKER.J B 

9002070251* 

40 7102 


MACDONALD, R. 

9002060384* 

71-277 


LIEBERMAN.J. 

0001310123 

50-445 

Q 

LOPE2^ E- 

9001310267* 

50-286 

0 

MACE.M. 

9002010221* 

CONTRACT 


LIEBERMAN.J. 

9001310127 

60-324 

Q 

LORION.J 

6002010137 

50-260 

Q 

MACE.M.H. 

9001290063* 

CONTRACT 


LIEBERMAN.J. 

0002070040 

50-295 

0 

LORION.J 

6002010137 

60-260 

Q 

MACE.M.H. 

9001200211* 

CONTRACT 


LIE0ERMAN.J. 

0002070310 

60-397 

0 

LOUGHEEO.V.P 

0001310251* 

50-341 

0 

MACE.M.H. 

0001310135* 

CONTRACT 


LIEBERMAN.J. 

9002070314 

ISE 


LOUX.n.R 

9001300265 

WASTE MQT 

MACE.M.H. 

9002010268* 

CONTRACT 


LIEBERMAN,J. 

9002090045 

50-302 

Q 

LOVELACE.W-H 

6002120335 

NUREG 


MACE.M.H. 

9002010281* 

CONTRACT 


LIEBERMAN.J. 

9002090052 

50-424 

0 

lowery.hr. 

0002060108 

50-269 

S 

MACE.M.H. 

6002050094* 

CONTRACT 


LIEBERMAN.J. 

9002120314 

50-331 

0 

LQYSEN.P 

9001200010 

WOJ 


MACE.M.H. 

9002070148* 

CONTRACT 


LIEBEnMAN,J 

9002130110’ 

FOIA 


LOYSEN.P 

9002070226 

PROJ 


MACE.MH 

9002070193* 

CONTRACT 


LIEBERMAN,J 

9002130118* 

FO'A 


LU.S.C. 

0002120234 

60-344 

P 

MACE.MH. 

9002060205* 

CONTRACT 


LIEBERMAN.J 

9002140042 

60-362 

0 

LUEHMANJ 

0001300073 

60-307 

0 

MACE.MH. 

9002160016* 

CONTRACT 


LIEBERMAN.J. 

9002140259 

50-445 

Q 

LUEHMANJ 

9002070310 

60-307 

0 

MACE,M.H. 

9002220315* 

CONTRACT 


LIEBERMAN.J 

9002160143 

60 341 

0 

LUEHMANJ 

0002000045 

60-392 

0 

MADIGAN.MP. 

0002150105 

80-295 

F 

LIEBERMAN.J. 

0002160305 

50-395 

Q 

LUEIIMArU 

0002150143 

60-341 

0 

MAOIOAN.M.P. 

9002160119 

50-295 

F 

LIEBERMAN.J. 

B002160099 

l&E 


LYBRANO.S M. 

8707220403* 

FOIA 


MADSEN.O J. 

9001300417 

60-353 

S 

LIE6ERMAN.J. 

9002220104 

50 64 

0 

LYONS.J.E. 

0002080102 

80 446 

A 

MADSEN.OJ 

0002130391 

60-353 

S 

LIE8EflMAN.J. 

9002220833* 

FOIA 


LYONSJ.E 

0002220263 

50-445 

A 

MADSEN.O.J. 

9002220718 

50-353 

S 

LIEBERMAN.J. 

9002230010* 

FOIA 


LYTLE.J.E 

0002130026 

WASTE MOT 

MADSEN.OJ. 

9002230118 

80-352 

8 

LIEBERMAN.J. 

900223091 1 * 

FO'A 


MACDOMALO.CE. 

0001200080 

71-600 


MADSEN.S.W. 

9002060320* 

40-7102 


LIEBERMAN.J. 

9002230915* 

FOIA 


MACOONALD.ee 

0001200085* 

71-600 


MADSEN.S.W. 

9002060349* 

40-7102 


LIEBERMAN.J. 

9002230918* 

FOIA 


MACOONALO.CE 

0001200203 

71-118 


MALABO, J.C. 

0002070194* 

40-7102 


LIE8ERMAN.J. 

9002230020* 

FOIA 


MACOONALO.CE 

0001200205* 

71-118 


MALEK.F. 

9002080261 

PR 


LIEBERMAN.J. 

9002230023* 

FOIA 


MACOONALO.CE 

0001200320 

71-8208 


MALINOSKIJ.W. 

0001310429 

71-9032 


LIEBERMAN.J. 

9002230027* 

FOIA 


MACOONALO.CE 

0001200332 

71-0032 


MALINOSKIJ.W. 

0001310463 

71-0032 


LIEBERMAN.J. 

0002230032* 

FOIA 


MACOONALO.CE. 

0001300112 

71-8008 


MALLETT.B. 

9002130359 

ISE 


LIEBERMAN.J. 

0Q02230Q43* 

FOIA 


MACOOMALO.C E. 

0001310473 

71-179 


MALLE TT.B.S, 

9002230089 

ISE 


LIEBERMAN.J 

9002230040* 

FOJA 


MACOONALO.CE. 

6001310486* 

71-170 


MALLOY, M. 

9001200143 

60-445 

A 

LIEBERMAN,J. 

9002230060* 

FOIA 


MACOONALO.CE 

00020601 14 

71-0036 


MALODY.C.W. 

0002010024 

PR 


LIEBERMAN.J. 

9002230064 

80-341 

P 

MACOONALO.CE 

0002060127 

71-0036 


MALONEY, KJ. 

0002120309 

NUREO 


LIN'COt.N.Lt. 

9002910348* 

PflCW 


MACOONALO.CE 

Q0OS06OI02 

71-0218 


MALSCH.M.O, 

S002020Uf 

50-P20 

T 

LINDNER, J. 

0002050004 

TOPREP 


MACOONALO.CE. 

0002060187 

71-260 


MARCUS, C.S. 

9002060075* 

COMM'SSON 

LINONER.J. 

0002080267* 

TOPflEP 


MACOONALO.CE 

0002060160* 

71-260 


MARQULIES.M.B. 

9002160084 

60-003 

0 

LINOS EY.K. 

0002220094 

PR 


MACOONALO.CE 

9002060163 

71-319 


MARIO.O. 

9002220003 

PR 


LINEHAN.JpJ. 

0002010404 

WASTE MQT 

MACOONALO.CE. 

9002080184* 

71 310 


MARIO, O.L 

0002160189 

PR 


IINE>IAN.JJ. 

0002020322 

WASTE MQT 

MACOONALO.CE. 

0002060187 

71-828 


MAflSl^ALL.J.S. 

0002010304 

60-445 

J 

UNEHAN,JJ. 

0002070153 

WASTE MOT 

MACOONALO.CE 

0002060170* 

71-826 


MARSHALL.S.W. 

9002120120 

27-48 


1<NEHAN.J.J 

9002070473 

WASTE MOT 

MACOONALO.CE 

0002060172 

71667 


MARSHAIL.W. 

9001300208 

50-302 

F 

LINEHAN.J.J. 

9002090272 

WASTE MQT 

MACOONALO.CE. 

0002060176* 

71-687 


MARSHALL, W. 

9001300353 

60-302 

F 

LINEHANJJ. 

9002160096 

PflOJ 


MACOONALO.CE 

9002060206 

71 8217 


MARSHALL.W. 

9001300390 

80-302 

F 

LINEMAN, J.J. 

9002160106 

WASTE MQT 

MACOONALO.CE. 

9002060209* 

71-8217 


MARTIN.Q.W. 

9002050269 

71-0032 


L1NEHAN.JJ. 

9002220272 

WASTE MQT 

MACOONALO.CE. 

9002060211* 

71 8217 


MARTIN, J.B. 

6001260229 

60-344 

P 

UNEHAN.J.J. 

9002230392 

WASTE MQT 

MACOONALO.CE 

9002060220 

71-8007 


MARTIN, J.B. 

0001300222 

60-307 

0 

LINEHAN.J J 

9002230606 

WASTE MOT 

MACOONALO.CE. 

0002060348 

71-341 


MARTIN.J.B. 

0001300220* 

60-307 

0 

LINVILLEJ.C. 

9001300317 

50-220 

0 

MACOONALO.CE 

00020603SO’ 

71-341 


MARTIN,J.B. 

9002050267 

60 307 

0 

UNVILLS,J.C. 

9001300329 

60-333 

0 

MACOONALO.CE. 

0002060381 

71-5084 


MARTIN.J.B. 

9002050260* 

60-307 

Q 

LINVILLE^C. 

0002220712 

50-286 

Q 

MACOONALO.CE. 

0002080384 

7l-ei6B 


MARTIN, J.B. 

9002070430 

80276 

0 

LIPPINCOTT.E P. 

9002120303* 

60-455 

P 

MACOONALO.CE. 

9002000388 

71-277 


MARTIN.J.B. 

0002070444* 

60-276 

O 

LIT, 6. 

9002060092 

70-26 


MACOONALO.CE. 

9002060368 

71-880 


MARTIN.J.B. 

0002070450 

50 307 

0 

LIT.E. 

9002280007 

70 25 


MACOONALO.C-E. 

9002060379* 

71-600 


MARTIN, J.B. 

0002070452* 

60-007 

Q 

LITTLE.W.S. 

9001300188* 

60259 

0 

MACOONAID.C E. 

0002070007 

71-5980 


MARTIN, J.B. 

9002080316 

50-526 

Q 

11TTLE.W.8. 

9002130226* 

60-259 

o 

MACOONALO.CE. 

9002070037 

71-6003 


MARTIN.J.B. 

9002270202* 

50387 

O 

LinLEjW.S 

9002140163* 

50-259 

0 

MACOONALO.CE. 

0002070030* 

71-6003 


MARTIN, R.D. 

9002010144 

40B7CO 


LIU.W.C. 

9001300140* 

60-265 

Q 

MACOONALO.CE. 

9002080071 

70-1282 


MARTIN, R.D. 

0002020182 

60-313 

Q 

IIVERMORE.H.M. 

9002090181* 

60-445 

Q 

MACOONALO.CE. 

0002120072 

71-891 


MARTIN.R.D. 

9002020167* 

60-313 

O 

LIVERMORE, H.H. 

9002120324* 

50 445 

0 

MACOONALO.CE 

9002120075* 

71-601 


MARTIN.R.D. 

9002140275 

40-8027 


LO.R 

6001300360 

60-261 

P 

MACOONALO.CE. 

0002130012 

71-8234 


MARTIN.R.D. 

9002160263 

80-382 

ma 

LO.R.H. 

9002130360 

60-261 

P 

MACOOMALO.C E- 

0002130106 

71-6071 


MARTIN.R.D. 

9002160280 

80-458 

K 

LO.R H. 

9002220019 

60-261 

P 

MACOOMALO.C-E. 

0002130211 

71-0106 


MARTIN.R.E. 

0001290145 

80-220 


LOBEL.R.M. 

9001310071 

REVIEW OR P 

MACOONALO.CE. 

0002130216* 

71-9198 


MARTIN, RE. 

9002070260 

60-410 

p 

LOBEL.RM 

9002060182 

60-352 

P 

MACDONALD.C.E- 

9002130228 

71-8346 


MARTIN.T.T. 

8411140260* 

FOIA 


L08EL.R.M. 

9002130150 

REVIEW GR P 

MACOONAlO.ee. 

9002130230* 

71-6346 


MARTIN,W. 

90020Q0293 

PRM 


LOCKE, R.F. 

9002220632 

60-133 

J 

MACOONALO.CE 

9002130309 

70-3020 


MARTIN, W. 

9002080299 

PRM 


LOFLIN.LI. 

8906020393 

60-324 

P 

MACDONALD.C-E 

9002130370 

70-1262 


MARUYAMA.T. 

9002070233 

XPORTL'.C 


LOFLIN.U- 

9002020218 

60-400 

P 

MACDONALD.C.e. 

0002140171 

OHG 


MARUYAMA.T. 

9002070235* 

XPORTLIC 


LOFUN.LI. 

9002050420 

60-324 

P 

MACOONALD.C.E. 

9002150033 

71-358 


MARUYAMA.T. 

9002070249 

XPORTLIC 


LOFLIN.LI. 

9002060146 

60-261 

P 

MACOONALO,C.E 

9002160039 

71-114 


MARUYAMA.T. 

9002070264* 

XPORTLIC 


LOFLIN.LI. 

9002090284 

50-324 

Y 

MACOONALO.CE. 

9002180050 

71-80 


MASN1K,M.T. 

9002090067 

60-320 

p 

LOFLIN.LI. 

9002140247 

60-400 

P 

MACOONALO.CE. 

9002150057 

71-363 


MASON, M.J. 

0002280065 

70 25 


LOFLIN.L.I. 

9002160379 

PR 


MACOONALO.CE. 

9002160083 

71-24 


MASSEYJ.V. 

9002090089 

PROJ 


LOFLIN.LI. 

9002220849 

60-324 

Y 

MACDONALD.C.E. 

9002160068 

71-362 


MASSEY.J.V. 

9002280147 

PROJ 


LOHAUS.PH 

9002 13 0353 

WASTE MOT 

MACOONAID,C.E. 

9002160071 

71-352 


MATHEW.R.K. 

9002050389* 

60-352 

c 

LOHAUS.P.H. 

9002130365 

WASTE M.GT 

MACOONAU3.C E. 

9002160074 

71-308 


MATHEW.R.K. 

9002060008* 

50-397 

c 

LOHAUS.P.H. 

9002130377 

WASTE MGT 

MACOONALO.CE. 

9002180079 

71-182 


MATHIS, J.L. 

9002130381* 

60-416 

c 

LOHAUS.P.H 

9002130384* 

WASTE MGT 

MACOONALO.CE. 

9002160082 

71-78 


MATTHEWS.O.B. 

8807270162’ 

60-10 

c 

LOHAU8.PH 

9002280458 

27-48 


MACDONALD.C.E. 

9002160081 

71-231 


MAHHEWS.O.B. 

9002010006 

80-321 

r 

LONAKER.J.B. 

7906140357' 

' 40-7102 


MACOONALO.CE. 

9002160103 

71-lB 


MATTHEWS.O.B. 

9002050243 

60-32> 

f 

LONG.A.R. 

9002050079’ 

50-390 

Q 

MACOONAID.C.E. 

9002160106* 

71-18 


MATTHEWS.O.B. 

9002080092 

60-260 

( 

LONG.SM. 

8911020006 

50-322 

0 

MACDONALO.C.E 

00022201^ 

71-9027 


MATTHEWS.O.B. 

9002060107* 

60-413 

1 

LONG.W 0. 

9001290172 

50-263 

P 

MACOONALO.CE. 

9002220192 

71-6144 


MAnHEWS.D.B. 

9002060177* 

60-260 

1 

LONQ.W.O. 

9001290173 

50-263 

P 

MACOONALO.CE 

9002220284 

71-62 


MATTHEWS.O.B. 

9002080363* 

60-366 

1 

LONG.W.O 

9002080339 

50-269 

P 

MACOONALD.C.E. 

9002220268* 

71-52 


MATTHEWS.M.L. 

9002060269 

WASTE MQT 
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MATTHEWS, M L 

9002120037 

WASTE 

MGT 

MCMARD.O. 

9002130037 

40-2061 


MILLER.L. 

CC02150156 

PR 


MATTrEWS.M.L. 

9002120047 

WASTE 

4GT 

MCINTYRE >L.C. 

9001300131* 

60-498 

Q 

MILLER, L.N. 

0001300330 

50-272 

c 

<JAm€WS.M.L 

0002120202 

WASTE 

tIGT 

UCiNTYRE.A C. 

0001300(46’ 

60-490 

P 

Mltl£R.l K. 

9301310025 

50-311 

< 

MAmiEWS.M.L. 

9002120216 

WASTE 

4GT 

MCKEE.P 

e0013T0484 

60-269 

Y 

MILLER.L K. 

900205C0I3 

50-272 

F 

mahhews.m.l 

9002120227 

WASTE 

MOT 

MCKENMA.E.M 

991(200202 

50-334 

P 

MIUER.LK- 

9002000293 

£0 272 

S 

MATTHEWS.W-L 

9002220243 

WASTE 

MGT 

MCKENNA.E M. 

9002150115 

50-390 

M 

MILLER.L K. 

9002060293 

60-311 

< 

MAIPERB F 

900208036T 

50.278 

0 

MCLEABEN.T 

900201031S 

CONTRACT 


MILLER.L.K. 

9002060303 

60-311 

< 

MAXI.VA M. 

900 J 290262 

70 143 


WaEAREN.T. 

6002220030 

CONTRACT 


MIILER.L.K. 

90020003(3 

50-272 


MAXWcLUGF. 

900213026B' 

50-340 

Q 

MCIEER.T J. 

0002C60420* 

40-1571 


WlLLEfl.LK. 

9002050322 

SO 311 

5 

I.IA2UM0AR,S. 

0002150203* 

50-244 

S 

MCNAMARA.K* T. 

9001310444* 

M-S4 

0 

MILLEfl.LK 

0002120214 

SO 311 

s 

WAZUMOAR.S. 

0002160206* 

SO 244 

S 

MCNEILL.WM. 

0002C60337* 

50-207 

0 

MILLER.L.K. 

0002120215 

50 311 

c 

MA2Ua,0W. 

0002060001 

50 397 

1 

MCPHETEnS.L H. 

0OO2ISO1O3 

50-443 

0 

MILLER, L.K. 

0002120223 

50 272 

c 

MCnilSIEfl.S. 

9001310165 

50 309 

s 

MCPH£rEnS.LH 

000228000$ 

50-443 

G 

WILLEfl.LK 

0002130099 

5031 1 

€ 

MCALPINE.E J. 

0002020254 

70-27 


MCPHETERS.L H 

0002260C98* 

SO-443 

U 

MILLER.L.K. 

0002220012 

60-311 

C 

MCATEE.K R- 

0002090000* 

TOPREP 

MEARSE.S O 

0002120151 

CONTRACT 


MILLER.L K. 

9002220020 

50-272 

c 

MCanEABTY,R A. 

9002060004* 

50-219 

Q 

MECREDY R C- 

9001300193 

50-244 

Q 

MILLER.L K 

9002220043 

50-272 

c 

MOBREARTY.R.A 

9002060320* 

60-272 

0 

MECREOY.B C 

0002050204 

50 244 

R 

MILLER.L.K. 

0002220006 

50272 

F 

MCB'JRNETT.M A 

9001300125 

50-408 

0 

MECREOY.n C 

0002060325 

50 244 

O 

MILLER.L.K. 

9002220726 

60-311 

c 

MC3UflNETT,M A. 

9001300139 

50-490 

P 

MECREDY.RC. 

0002120077 

50-244 

P 

MILLF.R,LK 

6002230113 

50-31 1 

c 

I^CBLRNETT.MA 

9001300310 

50-490 

R 

MECREDY.RC. 

0002I202SS 

50-244 

S 

MILLER.L K. 

6002230162 

50-311 

c 

MCQjnRETT.M.A. 

0002010056 

50 406 

P 

MECREDY.RC 

0002140236 

60-244 

o 

MILLER.L.K. 

6002230165 

50-311 

c 

MCGURNErr.M.A 

9002010420 

50-460 

P 

MECREDY.RC, 

0002220031 

50 244 

F 

MILLER.W.H. 

6002130200* 

50-348 

c 

MCBURNEn.M.A 

9002020101 

50 466 

P 

MECFORD.MO 

0001290055 

50-438 

Q 

MILLER.W.O. 

9002070205* 

40-7397 


yC9JRNETT.M.A, 

9002060042 

50-460 

F 

MEDFORD.M 0 

0002140226 

50-300 

Q 

MILLER l.K. 

60020S0015' 

50-272 

F 

MCGURNETT.M A. 

0002080171 

PR 


MEEHAN.D 

0001260207 

CONTRACT 


MILLS.L E. 

6002220055 

PR 


MCB'JRNEn.M A. 

9002120152 

50 400 

F 

MEEMAN.e 

0002010272 

CONTRACT 


MILTEKOERGER.S 

9002050029 

50-354 

F 

MCeuRNETT.M A. 

9002150247 

SO-490 

P 

MEEHAN.B 

9002070152 

CONTRACT 


UiLTENBEROER.S. 

0002000310 

£0-354 

L 

WCBlRNETr.M A. 

90022302B7 

50-408 

H 

MeEHAN.B 

0002070161 

CONTRACT 


MlNECK.D.L. 

9002060134 

50-331 


MCCABE.E. 

9002000312 

50 443 

S 

MEFHAN.a 

0002120161 

CONTRACT 


MINECK.D.L, 

9002080193 

60-331 

1 

wcasE.E.c 

9002010326* 

50-309 

0 

MEEHAN.D 

0002150014 

CONTRACT 


M'.NECK,D.L. 

9002160332 

58-331 

c 

MCCAEE.E.C. 

90020S0019* 

50 244 

Q 

MEEKINS.J 0 

0002080305 

PR 


MINNERS.W. 

9001300104 

TOPREP 


WCCASCE C. 

0002060372 

50-244 

P 

MElLEN.L. 

9002230376* 

50-413 

0 

MIBA0LIA.FJ. 

8901240163* 

FOIA 


h'OCABE.E C. 

9002070044 

50-244 

P 

MeueN.LS 

900(300466* 

60 280 

0 

MiRAGLIA.F J. 

0002020007* 

FOIA 


WCCA0E.E.C. 

9002220171 

so 244 

P 

MEllOR-M L 

9C02C60342 

50-206 

P 

MiRAGLIA.F.J. 

S9030 20228' 

FOIA 


K<CCABE.E.C. 

0002230226 

50-67 

P 

MENDONCA.M 

9002220100 

60-275 

$ 

MIRAGLIA.F.J. 

9002130235' 

FOIA 


UXAQe.EC. 

90022302.30 

SO 244 

P 

MeNOONCA.MM. 

9002150008* 

50-344 

0 

MIRAOLIA.F.J. 

0002130313* 

S0>4t6 

p 

MCCANCe.W.T. 

0U02IB0194 

60-213 

f 

MENNING.JC 

0601310273* 

50.321 

0 

MIZNER.J.H. 

0002010035 

50-443 

r 

MCCANN.Q.U. 

0710060120* 

40 0940 


MCRCAOO.OP 

00020900S6 

71-169 


MLYNAREK.M.G. 

6002230538 

50-255 

r 

UXMS.QU 

9002050124* 

0002060173' 

40-7307 


MEORILL.K.C 

O00I31C069* 

XPORTLIC 


MOMAOS.L P. 

0001310004' 

0002230468' 

S0305 


MCCANK-.O.U. 

40-739/ 


MF.SERVE.RA 

0002000051 

40-2061 


MODENOS.L.P, 

50 305 

c 

MCCANN.C.M. 

0002050199* 

.10-7307 


MESC«VC.«A 

0002800051 

40-2061 


MOSLIER.OW. 

0001050124 

AOVCW 


VCCANN.O M. 

9002050226* 

40 0946 


MtSERve.R A 

0002089007 

40-20BI 


MOELLER.DW. 

6002060033 

ADVCM 


•^CCANN.O M. 

0002070260* 

40-7307 


McsERve.n A 

0002000007 

40-2061 


moeller.d.w. 

6002080643 

AOVCM 


I^XANUM. 

00020601.50* 

40-7307 


MESERve.RA 

0002000101* 

40-2061 


MOSLIER.O.W. 

9992060059 

AOVCM 


MXANN.R J. 

0002140014 

50-403 

H 

MFSCnvE.HA 

9002000101* 

40-2C61 


MOFFAR.L W. 

6002230043 

50-302 


VCt’Al'OHEY.OA. 

0001310370* 

70-1100 


MCSEOVe.RA 

0092080108 

40-2061 


MONTGOMERY.J.M. 

9002230223' 

FOIA 


mocauqhey.d a 

0002090124* 

70-36 


M6SERVE.RA 

0002000106 

4O-2C01 


MOONEY J, 

6002t2026l 

71-24 


WCCLAIN.O, 

0002120275* 

SO 260 

P 

MESSiCn.M 

6001290236* 

71-304 


TAOOnE.J,E. 

6002000125 

50-445 

c 

VCCliNTOCK.RO 

0OO2C6OO71* 

40-7102 


MUSSiETi.M 

9002050263* 

71-200 


MOORMAN.J.H 

0002000094* 

50-250 

’ 

MCCliNTOCK.n 0. 

0002060120* 

40-7102 


MESSlEFl.M 

9002120140* 

71-160 


MORAN.DM. 

0002010113 

50-443 

c 

MCC'.lNTOCK.n.O 

0002060105* 

F01A 


MESSiER.M 

0092I4C095* 

71-529 


MORCZKA.E J. 

9002150151 

60-213 

1 

WCCLINTOCK.R 0 

0002U60173* 

40-7102 


MEVER.0 U 

0002020249* 

FOIA 


MOREY.D.N, 

6002230139 

60 340 


MCCLUNG.RW 

0002120264 

NUREG 


MEYEB.GW 

0001300320* 

80-220 

0 

morey.d.n. 

6001310010 

50-364 


MCCONAQHY.WJ. 

0002060004 

PROJ 


MEYER.G W 

9001300333* 

50-333 

0 

MORGAN.H.G. 

9001200020 

50-206 


MOCCNAGHY.W.J. 

0002120204 

pnoj 


MEYEH.OW 

9002160070 

50 333 

u 

MORGAN.H.E 

6001000161 

50-331 


MCCONNELL, T.L. 

9001300406 

50-369 

S 

MEYER.G W 

9002220724* 

50-280 

o 

MORGAN.H E. 

9002010216 

50-206 


MCCCNNELL.T.L, 

9002140045 

60 369 

S 

MEYEB.GW. 

0C0223OI22* 

50 220 

0 

MORGAN.H.E. 

9002070120 

50-200 


MCCONNELL, T.L 

0OO222OO72* 

50-369 

F 

MEYER.l C 

0002120329 

NUREG 


MORGAN.H E, 

60020Q0302 

50-206 


MCCONNELL.T.L. 

9002230172 

50-370 

S 

MEVEH.M.A 

9002120292 

NUREG 


MORGAN.H.E. 

6002130271 

60-206 


MCCOO'-.W.G. 

0002130302* 

FOIA 


MEYER.TA, 

9002120303* 

50455 

9 

MORGAN.H.E 

OC 02150314 

50-361 


VCCOOUWB. 

0002130305* 

FOIA 


MlCM/VELS.TS 

9002020022 

QRO 


MORGAN.H.E. 

9002150310 

50-361 


M'CCCRMICK.M.J, 

9001300417 

60 353 

S 

MiCHAELS.T.S 

9002060374 

SO 184 

F 

MORGAN.H.E. 

900P260239 

50-362 


MCCORMICK.M.J 

9002050017 

50-352 

F 

MICHAELS.T S 

9002090150 

60-103 

F 

MORQAN.R.E. 

6002020106 

SO 261 


vccorm:ck.m.j. 

9002130301 

50-353 

S 

MlCHAEUS.TS 

9002120045 

so-iie 

P 

MORGAN.R.E. 

9002220099 

50-261 


MCCORMICK.M J 

9002220710 

50-353 

s 

M'GHEtSON.C 

9002070366 

ACRS 


MORGAN,R.E. 

9002220123 

60-261 


VCCORMICK.M J. 

9002230116 

50-352 

s 

MIOIELSON.C, 

9002270400 

Acns 


W.ORQAM,n.E. 

9002220270 

50-281 


MCCOY.C K. 

9002150003 

50-424 

R 

MICHELSON.C, 

9002280047 

ACRS 


MORGENSTERN.M. 

S0020S0273' 

40-7102 


WCCOY.M.C 

9002140037* 

60 482 

0 

MIEIE.ML. 

0002230141 

PR 


MOROENSTERN.M. 

0002070443* 

40-7102 


WCOONAID.D.Q, 

9001290150 

50-317 

P 

MIKKELSON.K, 

9002160040* 

50461 

V 

MORIARTY.M. 

0002070274' 

40-7307 


VCOONAIO.OO 

90Q2Q7Q294 

50-317 

P 

MILHOANJt 

0803220282* 

FOIA 


MORRILtV.W. 

9002120229 

40- 8693 


MCOONALD.DG. 

9002060369 

50-317 

P 

MILHOANJL 

9002010130 

50313 

V 

MORRlS.KJ. 

9001290074 

50-285 


MCOaNAlO.DG 

9002220546 

50 317 

P 

M1LLAR.O. 

9001300168 

SO-3J3 

s 

MORRIS.K J. 

9001310269 

50 205 


MCOCNALO.O.G 

9002230165 

50-263 

P 

MILLAR.O 

9901300378 

60-313 

S 

MORRIS.K.J 

6001310324 

50-205 


WCOOW.J. 

6002000007 

70-25 


MILLAR.D. 

9001310009 

50-360 


MORRlS.KJ. 

6001310326* 

5O-20B 


MCDOW.J 

9009000025 

70-26 


MILLAR.D. 

0CO2080>62 

50-360 

s 

W,ORRIS.K.J. 

0001310342 

50-285 


MCOOW.J. 

9002000029 

70-25 


MILLAR.O. 

0002120262 

50-360 

S 

WORniS.K.J. 

0001310411 * 

50 205 


MCDOW.J. 

9002130017 

70-25 


MILLARD.H.T, 

9002150005 

50-274 

H 

MORRIS.K.J 

9002010071 

PR 


MCOOW.J. 

6002220006 

50-260 

G 

MILLeR,D.B. 

9001200226 

71-0218 


MORRIS,K.J. 

0002010128 

60-205 


MCEACHERN.P- 

90020100S4 

50-443 

0 

MILLER.D.B- 

0001300182 

50-213 

0 

MORRIS.K.J. 

9002010291 

60-285 


MCEACHERN.P. 

9002010054 

60 443 

Q 

MlLLER.OB 

0001310303 

50-213 

S 

MORRlS.KJ. 

9002620220 

50-285 


MCELHINNEY.T.F. 

9002010246’ 

50-260 

Q 

MILLER.D-0- 

9002150240* 

50-213 

V 

MORRIS.K.J. 

9002050230 

60-205 


M.CFAOOEN.J. 

9002060225* 

40-7102 

MILLEH.HJ. 

8603220102* 

FOIA 


MORHIS.K J. 

9002060054 

50-285 


MCFADDEN.J. 

9002070304* 

40-7102 


MILLEn.H.J. 

0001300126 

60-255 

Q 

MORRIS, K.J. 

G0020901B2 

60-205 


VCQEE.C. 

9002220003 

PR 


MIILER>I-J. 

6Q0131024S 

50-341 

0 

MORRlS.KJ. 

9002090164 

60-206 


MCGUIRE.D.M. 

9002010147* 

70-27 


MILLeR.HJ. 

9001310248* 

60-341 

0 

MORRIS.K.J. 

0002130137' 

50-286 


V.CGUIRE,D.R. 

9001290009* 

70-1151 


MILLER^IJ. 

90020101^ 

60 295 

Q 

MORROW, M.C 

9002020160 

50-261 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


NUMBER CATEGORY 


number 


SUBJECT 

category 


moglak.ta 

00013»044‘1' 

50 51 

G 

MURRAY.B 

MOSS.J C 

90020ij0i£6 

PR 


MURRAY 3 

mOxley.m. 

9002120213 

40 4492 


MURRAY.M J. 

M.OY.D.T 

&002070319' 

50 317 

Q 

MUSSER.RA 

MOZAFARI.B 

9002140024 

50 324 

P 

MUTYALA B R 

MROCZKA.E J 

9C01300132 

50-213 

P 

MYERS.C 

ynoczKA.Ej 

900 1300) 32 

50-213 

P 

MYKVTA L 

unOCZKA.EJ 

900130C27J 

50 423 

P 

MYKYTAL. 

WROCZKA.EJ 

9001300273 

50 423 

P 

NALEZNY.C L 

MROCZKA.E J 

9001300316 

50 423 

P 

NAIE2NY.C L 

MROCZKA.E J 

9001309315 

50 423 

P 

NALEZNY.C L 

VROCZKA.E J 

9001310115 

50 213 

Q 

NANDY.F.R. 

MROCZKA.E J 

9001310115 

50-213 

0 

NANDY.F.R. 

MROCZKA.E J. 

9002010163 

50-213 

O 

NAKOY.F.R 

WROCZKA,E J 

9002010163 

50-213 

0 

NANOY.F R 

WROC2KAFJ. 

9002020056 

50 213 

p 

NANDY.F R. 

MROCZKA.E J 

9002020056 

50-213 

p 

NANOY.F.R. 

MROCZKA.E J 

9002020056 

50-213 

p 

NANOY.F R 

MROCZKA.E J 

9002020243 

£0-213 

p 

NANOY.F R 

MROCZKA.E J. 

9002020243 

£0 213 

p 

NANOY.F R 

MROCZKA.E J. 

9002020243 

£0 213 

p 

NANOY.F R 

MROCZKA.E J 

9002070415 

50-245 

F 

NAUOY.F.R 

MHOCZKA,E J 

9002070415 

50 245 

F 

NAROUT.P 

MROCZKA.E J 

9002070456 

50-245 

0 

NASLUNO.CO 

MROCZKA.E J 

9002070459 

50-245 

Q 

NATHAN.S N 

MROCZKA.E J 

9002060161 

50-210 

n 

NEIOER.TJ 

MROCZKA.E J 

9OO2CS0I81 

50-213 

R 

NElQHBORS.JO 

MROCZKA.E J 

9002C8Q199 

50 326 

p 

NEIGHBORS.JO 

MROCZKA.E J 

9002C80199 

50-336 

p 

KEISHBORSJO 

MROCZKA.E J. 

9002080209 

50 213 

H 

NEIGHBORS.JO 

MHOC2KA,E J. 

9002080209 

60-213 

H 

NEIIL.R H. 

MROCZKAE J 

9002080209 

50213 

H 

KElll.RH 

MHOCZKA E J 

9002080232 

50-213 

H 

NEJFELT.Gm 

MROCZKA.EJ. 

9002060232 

50-213 

H 

NEIN.PM 

MROCZKA.E J 

9002060232 

50-213 

H 

NEISO-N.G B 

MROCZKA.E J. 

9002030Z46 

50-213 

P 

NELSaNCW 

MR0CZKA,6J 

9002090246 

50-213 

P 

NELSON G w 

MROCZKAE J 

9002090246 

60-213 

P 

NELSON JH 

MROCZKA.ej. 

9002140090 

50-24$ 

S 

NElSONJW 

MROC2KA.E J 

9002140090 

50 245 

s 

NElSO-N P R 

MROCZKA,E.J 

9002140107 

50 245 

0 

NEISON.PR 

MROCZKA.E J. 

9002140107 

50245 

Q 

NElSONPR 

MROCZKA.E J. 

9002140110 

50213 

P 

NEPsee.T c 

MROCZKA.E J 

9002140110 

50-213 

P 

NERON.O 

MROCZKA.EJ. 

9002150151 

50-213 

H 

NERSES.V 

MROCZKA.EJ 

9002150151 

60213 

H 

NERSES.V 

MROCZKA.EJ 

90021S036S 

50-245 

0 

NERSES.V 

MROCZKA.EJ. 

90021S036S 

50245 

0 

NERSES.V 

MROCZKA.EJ 

9002150365 

60-245 

0 

NEWOERRy.S 

MROCZKA.E.J. 

9002220016 

50-213 

H 

NEWBURQh.C 

MROCZKA.EJ. 

9002220016 

50-213 

H 

NEWMAN.HJ 

MROCZKA.E J. 

9002220016 

50-213 

M 

NEVVMAN.HJ 

MUOLIN.JO 

9002140225* 

50 317 

Q 

NEWMAN.HJ 

MUELLER.M. 

C002230273 

50-312 

R 

NEWMAN.HJ. 

MULLEE.OR 

9002060007* 

50 259 

P 

NEWSOfJE.BW 

MULVEHILL.JM. 

9002160075 

50 341 

F 

N»:x(OLAS.J e 

MUNRO.J F. 

9001300292* 

50-395 

V 

n:CHOlS.SE 

MUKRO.J F. 

9001300503* 

50-321 

V 

NiChOLSON.L e 

MUNRO.J J 

9002130102 

PR 


nicholson.l e 

MUNT7iNG,LM 

9002050146* 

COMMISSION 

NIM>TZ.Rl 

MUflOOCKS. 

9002010208 

40-6622 


NOBIE.T 

•MURDOCKS 

9002090353 

40-6622 


noll.wg 

MURKOWSKI.F.M 

9002220047 

PR 


NOLTE.MC 

MURLEY.T.E. 

8502060379* 

FOIA 


NOONAN.T P 

murley.t.e 

9001290056 

50-312 

P 

NOONAN.TP 

MURLEY.T.E. 

9001300482 

50-250 

H 

NOONAN.T P 

MURLEY.T.E 

9001310499 

50-155 

P 

NOONAN.TP 

MURLEY.T.E. 

9002020090 

OHG 


NOONANJ P 

MURLEY.T.E. 

9002050360 

50-322 

H 

NOOIAN.T P 

MURLEY.T.E. 

9002120268 

SO-ISS 

P 

NO(»JAN.TP 

MURLEY.T.E. 

9002130245* 

FCIA 


NOONAN.T P 

MURLEY.TE 

9002220342 

50443 

H 

NORELIUSCE 

MURLEY.T.E. 

9002220353* 

50-443 

H 

NORELIUS.CE 

MURLEY.T.E. 

9002220653 

50-445 

M 

NORELIUSCE 

MURLEY.T.E. 

9002220693 

50-445 

H 

NORRIS.BS 

MURLEY.TE. 

9002220689 

50445 

M 

NORRIS DS 

MURLEY.TE. 

9002230066 

50-250 

H 

NORRISJ A 

MURLEY.T.E. 

9002230068* 

50-250 

H 

NOTAROJA 

MURLEY.T.E. 

9002230072* 

50-250 

H 

NOTAROJ A. 

MURLEY.T.E 

9002230179* 

FO!A 


NOVAK.T.M. 

MURPHY, J.A 

9002230197* 

£0-295 

P 

NOVAK.T M 

MURPHY.T. 

9002060222 

60-341 

P 

NOVAK TU 

MURPHY ,W P. 
MURPHY, W P. 

9001310500 

9002010376 

50-271 

50-271 

P 

P 

NUSS0AUMER.O.A. 

NUSSBAUMERDA 

NUSS8AIMER.OA. 

MUHPHY.W.P. 

9002150141 

50 271 

n 

MUflPHY.W.P. 
MURRAY, B. 

MURRAY, B. 

9002220179 

9001290243* 

9002090177* 

50271 

50-602 

60-313 

Q 

Q 

0 

NUSSBAUMER DJ^ 
NUSS6AUMER.O.A 
NUSS8AUMER.O-A. 


9002140261* 

£0 458 

0 

NUSSDAUMER.O.A 

9002060402' 

40-71CJ 


9002220451’ 

£0-148 

Q 

NUGSBAUMER.O.A. 

9002060410* 

40-7107 


9002140064 

£0-130 

P 

NUSSDAUMER.O.A 

9002060412* 

40-7102 


9001310273* 

50 321 

0 

NUSSBAUMER.DA 

9002070082* 

40 733? 


9002080361* 

5027S 

0 

NUSSBAIJMER.O.A 

9002070145* 

40 710? 


9002150182 

PH 


NUSSBAUMER.DA 

90020701 71 • 

40-7337 


00020502S1 

7 1-260 


NUTTALL.J 

9002160265 

PR 


0002050268* 

71-260 


O'CON'NELL.P 

9002060382* 

50 244 

(1 

0001120312’ 

£0 413 

P 

O'CONNELL.RS 

0002220599 

50 445 


9001120312* 

59 413 

P 

O'CONNOR, D J. 

0002220683 

FOIA 

u 

9P01220107* 

50-395 

P 

O'CON.NOn.P.W. 

0302070260 

50 298 

p 

9001300236 

50-206 

S 

O'CONNOR, P.W. 

9002220671 

50 298 

p 

9001310275 

50-206 

P 

O'CONNOR, P.W. 

9002220070 

so 296 


0002050096 

50-206 

5 

O'LEARY, T 

0002130080 

FR 


0002070163 

50-206 

P 

0'NEIL,J H 

9002130205 

PR 


9002070476 

50-206 

0 

ONF.IL.R.A 

9002220610 

50445 

u 

9302070476 

50 206 

0 

O'NF.IL.R.A 

9002220610 

50 445 

M 

0002130216 

50 361 

S 

OGINO.Y 

0002010441* 

XPORTLIC 


9002140020 

50 206 

P 

OLIVEMI.MA 

9001300015* 

50313 

G 

0002230190 

50 361 

Q 

OLIVERI.MA 

0002060361* 

50-334 

Q 

0002230284 

50 361 

n 

OLSEN, A F 

9C01300060 

70-27 


9002230409 

50-361 

p 

OLSEN.AF. 

9002120369 

70-27 


9002220100 

50275 

s 

OLSEN.AF 

9002130312 

70-27 


9002220148 

50 483 

p 

OLSEN.A F. 

0002130326 

70-27 


OC02I20337 

80-275 

G 

OLSEN.AF. 

9002220219 

71 5341 


9GOI300443 

71-0233 


OLSEN, W 

0001300130* 

so 156 

c 

0002G6O3I0 

50-268 

0 

OLSEN, WT. 

0002090029* 

50 309 

0 

9C92C603I7 

50 266 

F 

OLSHAN.l. N 

9002140103 

50454 

? 

9032070002 

50 286 

P 

Ol.SHAN.L N 

9002160131 

S0 4S4 

? 

9032070079 

50-266 

P 

OLSHAN.l. N. 

0002160145 

60454 

P 

9001330051 

WASTE MQT 

URDERS.W.1. 

9002070100* 

50413 

0 

9001300051 

WASTE MGT 

ORUVNOO.T. 

9001300195* 

50-285 

p 

9002080381* 

50 461 

V 

ORLENJAK.n.V. 

0002010246* 

50-250 

0 

9002050422* 

40 7102 


ORSER.W.S. 

9001300245 

50-341 

c 

90O2010147* 

70-27 


ORSER.W.D. 

0002020205 

60-341 

s 

9002050003 

00 113 

J 

CRSER.WS 

9002080207 

50-341 

s 

9002130147 

50-113 

P 

CRSF.R.W S 

0002130321 

50 341 

s 

9002050191 

WASTE MQT 

ORSER.W.S, 

9002140179 

$0-341 

0 

0501000527* 

FOIA 


ORTICELLE.A. 

0002220868 

$0 272 

R 

9002050430* 

40-7102 


ORTON.B. 

0002160040* 

$0481 

V 

0C0205O442* 

40 7102 


OSOORN.T G 

0002010237 

40-8904 


9C02000032* 

40-7102 


OSOOHN.T.Q. 

0002090.162 

40-8904 


9002120129 

NUREG 


O-STROGOnSKY.M 

9002150257 

PR 


9002140230 

50-336 

R 

OVERLOOK, T.W 

0002140277 

$0-327 

F 

900I203ISS 

£0443 

T 

OWEN.T 0. 

0002120039 

50-413 

S 

9002070264 

60443 

P 

OWEN.T.H, 

0002130320 

$0-414 

s 

0002080325 

60-443 

P 

OWEN.T.U 

0002130347 

$0 413 

s 

9002IC0072 

60-443 

P 

OWEN.T.B 

9002140070* 

$0-413 

V 

9002080172 

TOPREP 


OWEN.WM. 

900214019$ 

$0-413 

p 

0002140270 

60 245 

R 

PAl.LA.H.L 

0002130227 

REVIEW GR P 

0C02060043 

27-40 


PALLAniA,n.l. 

9001310156' 

71-691 


9002120125 

27-46 


PALMER.G.n. 

0002120341 

NUREQ 


9002120371 

27w]0 


PAOLINO.RJ. 

9002160162* 

50 272 

0 

9002220206 

2746 


PAOLINO.R.J 

0302230102' 

50-(43 

0 

9COI3IOII2* 

SO 424 

Q 

PAOLINO.R.J. 

6C02230451' 

SO 334 

Q 

0CO2I4O2OI* 

50-4SB 

Q 

PAPb'RIL-LLO.CJ. 

0002160309* 

40 2061 


9002230464 

50-309 

R 

PARECE.M.V. 

0002120143 

NLR60 


9002130323* 

60-280 

0 

PARIS.R.D. 

900201)0204 

PR 


0002130343* 

50-200 

0 

PARKER, A 

9002150159 

PR 


9002130098* 

50-272 

0 

PARKER, S.D. 

0002060050 

WASTE MGT 

0002140277 

50-327 

F 

PARKER.!. M 

0001310075 

$0 306 

s 

0001300107 

60-245 

S 

PAHKEH.T.M. 

0902020252 

50-263 

s 

9002010234 

40-6622 


PARKER, T.M. 

0002060070 

50282 

0 

0001300387 

50-334 

s 

PARKER, T.M. 

9002000101 

60-262 

p 

0001300393 

60-334 

s 

PARKER, T.M. 

0002060162 

60-263 

p 

0001300388 

60-412 

5 

PARKER.T.M 

0002140260 

60-263 

a 

0001300444 

M-334 

S 

PARKER, T.M 

0002150002 

60-232 

R 

9002020077 

«)-334 

S 

PARKER.T.M 

0002230219 

50-282 

S 

9002120340 

M)412 

s 

PARKHJLl.H W. 

0002060065* 

60-395 

0 

9302230028 

50-334 

s 

PARLER.W.C. 

9001300102 

SECY 


000223Q047 

60 334 

s 

PARLER.WC. 

9002050027 

50 443 

H 

0031290268 

50 203 

p 

PARTLOW.J G. 

0802240301' 

FOIA 


9001300157 

50-373 

F 

PARTLOW.J.G. 

9001290051 

50-3 

P 

0001300260 

50-346 

Q 

PARTLOW,J.G. 

000202024B* 

FO'A 


0002140184* 

50-244 

Q 

PARTLOW.J.G. 

0002220058 

TOPREP 


9002220639* 

50-200 

V 

PASCIAK.W. 

9001300229* 

50-320 

Q 

9002230404 

60-309 

P 

PASCIAK.W. 

9002060362* 

60-244 

0 

6002220204 

60322 

S 

PASCIAK.W. 

9002080006* 

60-353 

0 

A 

9002230053 

60-322 

R 

PASCIAK.W. 

9002130090* 

50-272 

u 

9002060399 

50-295 

s 

PATE,R.J. 

0002010193 

60-113 

0 

9002120044 

60-244 

s 

PATE.R.J 

9002060250 

50-206 

Q 

0002220113 

60-213 

s 

PATF.R.J. 

9002220027 

60 528 

•8 

0002050242* 

40-7102 


PATE.R.J. 

9002270196* 

60-337 

c 

r 

9002050247* 

407102 


PATEL.CP 

9002010073 

50-265 

C 

t 

9002060334* 

40-7102 


PATF.L.CP 

0002070300 

50-265 

r 

90020603^' 

40-7102 


PATEL.CP 

0002140003 

50-295 

c 

c 

000»)80365' 

40-7102 


PATEL, C.P. 

9002140005 

50-295 

r 

i 

9002080384* 

40-7102 


PATEL.CP. 

0002160103 

60-304 

r 


AUTHOR 

ACCESSION 

3178 JECr 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

PAiei.CP. 

9002230403 

50-295 

P 

plotkin.s.c 

90020B0092 

70-26 


RATHQUN.D.K 

9002050159 

XPORTLIC 

PATrtAKAP. 

0001300131’ 

50.496 

Q 

PLOTKIN.S C, 

9002260010 

70-26 


RATHBUN.O.K 

9002151)202 

50 443 

PA1HAK.AP 

0001300148’ 

50 490 

P 

POCHE.RJ. 

0001300163 

60-317 

S 

RATHE.DJ. 

6002150040 

40-2061 

PAnEN.K.W 

0002120001’ 

CONTRACT 


POHLE,J 

6002060070* 

WASTE MGT 

RATHEDJ. 

0002150055* 

40-2061 

Patterson, C-A. 

0001300166’ 

50-250 

O 

POLLACK.M.J 

9001300330 

M-272 

s 

RAU.E-D. 

0002160040* 

50-461 

PAHEBSON.C A. 

9001300100’ 

50-259 

o 

POLLACK.M.J 

9001310025 

50-3 1 1 

s 

RAY 

0002230230 

PR 

PAnERSON.CA. 

9002130226* 

60-259 

Q 

POLLACK.M.J- 

9002060:X>6 

60-311 

s 

RAY.H.B. 

9001310380 

50-200 

PAneRSON.c.A. 

e002140l53* 

50 259 

O 

POLLACK.M.J 

0002000313 

50-272 

S 

RAY.II B. 

0002220051 

50 362 

^AHERSON.J 

0001300256’ 

60 454 

Q 

POLLACK.M J- 

6002090322 

50-311 

s 

RAY.HR 

9002220057’ 

50-362 

PAnERSON.J. 

9002090002’ 

50-237 

O 

POLLACK.M J 

0002120214 

50-311 

s 

RAY.H.B 

8002220067 

50-331 

PAnsoM.n s. 

8012130304 

40 6004 


POLLACK.M J- 

0002120216 

50-311 

s 

RAY.H B 

9002220304 

50-200 

PAHISON.RS. 

0002120209 

40 6064 


POLLACK.M J- 

9002120223 

CO-272 

s 

RAV.HB 

8002230530 

50 362 

PA'JL.RA 

9001310251’ 

50-341 

O 

POLLACK.M J- 

0002130090 

60-311 

s 

RAY.MJ 

6611270024 

50-390 

PA'JLSON.WA. 

0002090163 

50-168 

P 

POLLACK.M J 

0002220012 

50 311 

s 

nAY.Mj. 

0001300211 

£0-259 

PAULSON, W A. 

0002220744 

50 456 

P 

POLLACK.M J. 

9002220020 

60-272 

s 

RAY.MJ 

9001300322 

50-327 

PAOLY.n, 

9002230063 

50-322 

n 

POLLACK.M J. 

9002220043 

50-272 

s 

RAY.Mj. 

0001310169 

50-259 

PAUSTIAN,H H 

0002140260 

60-263 

R 

POLLACK.M J. 

0002220720 

50-311 

5 

RAY.MJ, 

0002010066 

40-1341 

PEABSON.J.B 

0002000257 

PR 


POLLACK.MJ. 

0002230113 

60-311 

s 

nAV.MJ 

9902010197 

50 259 J 

PECKOt. 

8912200264 

71-56 


POLLACK.MJ. 

0002230162 

50 311 

s 

RAY.MJ 

0002010204 

50-327 C 

PEEB’.es.T A 

0001300008 

50 413 

V 

PONTO.J A 

00020S9265 

PR 


RAY.MJ 

0002020016 

50-327 

PEESLES.T.A 

0001300290 

50-305 

V 

POCLE.GR 

0002220316’ 

CONTRACT 


RAY.M J 

9302020121 

50-259 

P£E6LES,T.A 

0001300440 

60-321 

o 

POPIELAK.R.S 

0001310106* 

40-B607 


RAY.MJ 

9002060034 

60-327 

PEEBlESTA 

9001300496 

50-321 

V 

PORTER-K F 

000222024S 

50-520 

n 

nAV,M J 

9002060210 

50-259 

p£g8LES,T.A. 

9002010262 

50-400 

V 

POnT£R.W.F 

9002020302 

40-7102 


PAV.M J. 

9002070055 

60-260 

PEEBLES,! A 

0002060321 

50 324 

V 

POSLUSNY.C 

0001290222 

50-313 

Q 

RAY.MJ 

3002080159 

50 259 

PEEBLES,! A 

9002060326 

60-400 

V 

POST.06 

0002010057* 

60-409 

P 

RAY.M J, 

9002120315 

50 391 ; 

P£EBLES,T.A 

0002090027 

50-413 

V 

POST .BE 

0002010424* 

60-468 

P 

RAY.MJ 

0002130070 

50-390 ( 

P£EBLBS,T.A 

0002000032 

50-400 

V 

POTAPOVS U 

0002070042* 

OAOOD 


RAY.MJ 

0002130135 

50260 

PEEBLES,T.A 

0002000004 

50-250 

V 

ponEn.j p. 

0002230391* 

70-27 


RAY.MJ. 

0002150155 

60-327 

PE£3UES,T.A 

0002140073 

50 413 

V 

POULK.RM 

0002230001 

£0-325 

S 

RAY.MJ 

9002220352 

50-300 

PEEBLES, T.A. 

0002160073 

50-260 

0 

POWELL.O.R. 

0002130367 

50 2M 

S 

RAY.MJ. 

0002220377 

50-327 

PB£0Les,T.A. 

00021C0212 

60-335 

V 

POWELL.O.R. 

6002230044 

50-250 

s 

RAY.M J. 

0002220382 

50 327 

P£EBi.es,T.A, 

0002230316 

60-413 

0 

POWERS.C M 

0002130080 

60-397 

s 

RAY.M J. 

6002220060 

50-250 

PEEBlES,T.A. 

0002230373’ 

50-413 

Q 

POW6RS.CM 

0002220372 

50 397 

R 

RAY.MJ, 

8002230250 

50-327 

PE£aLES,T.A. 

0002230374’ 

50-413 

Q 

POWEHS.O 

0002130262* 

50-265 

0 

RAy.Ml 

9001200041 

50-260 

P£EBlES,T.A. 

0002230307 

60-324 

0 

POWERS.O 

0002140000’ 

50-456 

0 

RAY.M-L 

OC01300044 

50-300 

PEeSLES.TA, 

0002230300' 

50-324 

Q 

POWERS.O A 

9002080213* 

60-450 

Q 

READ.n. 

6002000070 

FOIA 

PELLETiEfl,J.P, 

9002020260 

50-271 

S 

POWERS.OA 

0002000101’ 

50-498 

Q 

RSDMAN.U. 

9002130046 

PR 

PENDEPQAST.J 

0001300245 

50-341 

S 

POWERSJM 

0002150160 

PR 


REEVES.iA. 

0002130162 

50-340 

PENOEflOAST,J, 

0002020206 

50-341 

s 

PR6LL.J 

0002150216’ 

50-213 

V 

REICH, M 

9001290311* 

50-275 

PENDERRASTJ. 

0002000207 

50-341 

s 

PRELt.JA. 

0001310262' 

50-317 

V 

REiD.D. 

0002010370* 

60271 

PENOERQASr.J. 

6002130321 

50-341 

s 

PRENOEROASr.K 

0002150010’ 

60-307 

0 

REIOINOER.T.O. 

0002060177* 

50-346 

PEriLANO,T,L 

9002270160 

50-307 

0 

PnESTHOLT.PT. 

0002010141 

WASTE MOT 

RBINHART.M. 

0001310004 

REVIEW QR 

PCNNINOrON.W.S. 

9002070246’ 

40-7600 


PRESTI lOtT.P T 

9002060053 

WASTE MGT 

REINHART.M. 

0001310097 

REVIEW QR 

PeRKODM 

9002130301 

50 440 

F 

PRCSTHOIT.P f. 

0002220120 

WASTE MGT 

RBMICK.F.J, 

0003010441 

Acns 

PEHRYJ A, 

0002140260 

50-220 

H 

PRCSTHOCT.P T. 

0002220124 

WASTE MOT 

REMICK.F,J. 

8010270047 

ACRS 

PBRRYJ A, 

9002140266' 

60 220 

P 

PRESTHOLT.PT 

0002220130 

WASTE MGT 

flCNEAU.N, 

9002230100 

PR 

PEHflY,P.S 

9002070007 

50-461 

P 

PRESTIIOLT.P.T 

0002230402 

WASTE MOT 

RENTSCHLER.n.Q. 

9002220040 

WASTE MGT 

PETER30N,Q C. 

9002050337 

50-443 

F 

PRESTON.OA. 

0002060010 

50 272 

P 

REYES.L A. 

0002010244 

50-250 < 

P£TEfiSON,QC, 

9002060014 

50-331 

F 

PREVATIE.nL 

0001310004* 

60-395 

O 

REYES, LA 

9002010245* 

50-250 

PETERSON,U,R 

0002000141 

XPORTLIC 


pR£VArre.n L. 

0002230409’ 

60 305 

o 

REYES.LA. 

9002130200 

50-400 

PE!ERSON,M.R 

9002000161 

XPORTLIC 


PRIMOSIC.AJ. 

00020701 10* 

40-7307 


REYES, LA 

9002130337 

60-280 

PETERSON,M,R 

0002000026 

XPORTLIC 


pniMOSiCTVj. 

©002070113* 

40-7307 


flEYN0103.M.W. 

9002120363 

WASTE MQT 

Pe!ERSON,MR 

0002090077 

XPORTLIC 


PRIMOSIC.AJ 

0002070132’ 

40-739? 


REYNOLDS.N.S. 

0002080160 

PR 

Pc!ERSON,W.n. 

0002120109 

XPORTLIC 


PRIMOSIC.AJ 

6002070186* 

40-7307 


nEYNOLD3.S A. 

0002220185 

50-312 

PETERSON.M R. 

9002160010 

XPORTLIC 


PRIMOSIC.AJ 

0002070106’ 

40-7397 


RHODES.FT. 

80020704 1 3 

50-462 

PSTERSON,M R. 

9002160026 

XPORTLIC 


PRIMOSIC.AJ 

9002070213’ 

40-7397 


niCILR 

9002168182 

PR 

PETEnSON,M.R. 

0002150027 

XPORTLIC 


PRIMOSIC.AJ. 

0002070395' 

40-7397 


RICHARDS.S. 

9002020025 

60-312 

PETEnSON,M.R. 

9002160000 

XPORTLIC 


PRIVIOY.L-J. 

9001310287’ 

50-268 

o 

RICHARDS.SA. 

0002020001 

60 307 

P£TERSON,M.n. 

9002220731 

XPORTLIC 


PflOCTEfl.K M. 

0002060272 

PR 


RICHAHDS.S.A 

0002150007 

60-344 

PETROSINO.JJ, 

9001310332' 

OA060 


PnT6n.E.C. 

0002060160 

50-271 

F 

RICHEY.n.Q. 

9002020031 

50-400 

P£!ROS!NO,J.J. 

0001310431’ 

OAgoo 


PULS1FER,n M, 

0002060103 

50-165 

P 

RICHEY.n.n. 

0002050057 

60-400 

PETROSiNO,J J, 

0002050300* 

OA099 


PULSIFEn.RM 

9002150354 

60-165 

P 

RICHEY.R B. 

9002120336 

50-400 

PETnOSlNO,J.J. 

9002120147’ 

QA990 


PULSIFER,H M. 

6002220304 

60-165 

P 

RICHEY ,R0. 

9002130035 

60-400 

FEVEY.LE. 

9002060375 

70-300 


OUAIN.P.O. 

0002020020 

XPORTLIC 


RICHEY, R.D. 

9002130045 

60-400 

PHiLIFS,J. 

0002080073 

FOIA 


QUAIN.P0. 

0002020021* 

XPORTLIC 


RlCHEY.R.O 

0002220120 

60-400 

PHIUP8,J. 

0002130265 

F01A 


QUAIN.P.D. 

0002070260 

WKJRTLIC 


RICHEY.R.B. 

9002220302 

60-400 

PHLiPS,J. 

0002130268 

FOIA 


QUAIN.P.O 

0002070206* 

XTORTHC 


RICHEY.R B. 

0002230235 

50-400 

PhlLiPS,J. 

0002130266 

FOIA 


OUAIN.P.B. 

6002000144* 

XPORTLIC 


RIGHT ER.M-H. 

9001260140 

60-265 

PH'LiPS,J, 

9002160276 

FOIA 


QUER10.n.6 

0002010005 

60458 

s 

RICHTER.M.H. 

9001290165 

50-466 

FHI'JPS,J. 

0002160136 

FOIA 


OUERIO.R-E- 

8002230074 

50-458 

s 

RICHTER.M.M. 

9001200194 

60-295 

PHL',PS,J, 

9002260066 

FOIA 


aUERIO.R.E. 

9002230320 

60 450 

s 

RICHTER.M.H. 

0002060073 

60-298 

PHILIPS,J.D 

9002230000 

FOlA 


RAOIN-A. 

8002060220 

WASTE MQT 

RICHTER.M.H. 

9002060230 

50 205 

PHILIPS.J.D, 

0002260221 

FOIA 


RANKIM.W. 

0001310268* 

50-380 

o 

RICH TER, MH. 

000206936Q 

50-237 

PH LIPS,J.D, 

0002280237 

FOIA 


RANKIN.W. 

9002150331* 

?0-27 


RICHTER.M.H. 

0002230104 

50-464 

PHILIPS J.O. 

0002280256 

60 458 

M 

RANKIN. W-H. 

8002130044’ 

50-348 

o 

niCKETSON.LT. 

0002000177* 

60-313 

PHILLIPS, HS 

9002060161’ 

60-445 

Q 

HAPP.CW. 

9001300603' 

50 321 

V 

RINALDI, L. 

9002130117 

PR 

PHILUPS.L T. 

9002120112* 

60-265 

O 

RASKIN.J.E 

9002280007 

70-25 


RIPLEY.L. 

0002130190 

PR 

FICCONE,J, 

0001300190 

l&E 


RASKINS^E. 

9002060882 

70-25 


RISLEY.LA. 

9002160362 

PR 

PICCONE,J, 

9002010370 

l&E 


RATHBUN,D.K. 

80020SOOS2 

PRM 


niVES.F.Q 

9002150281 

PR 

PRTLE.Q L 

6002090256* 

60-315 

Q 

nATHBUN.O-K- 

0002050060 

PRM 


ROBERTS, J-P. 

0001300463 

60-262 

PinERLE.TA. 

0002020204’ 

60-247 

Q 

RATHOUN.O.K. 

aOO^OSB 

PRM 


RO0ERTS.J.P. 

9001300470 

PFIOJ 

PLAPPERT.R.D. 

9002220266 

50.208 

F 

RATHt5UN.O-K. 

0002050078 

PRM 


flOBERTS.J.P. 

9002070204 

60-260 

ftENlEWICZ,R. 

6002150012 

60-464 

S 

RATE<BUN.O.K. 

0002050087 

PRM 


ROBERTS.J.P. 

0002070247 

PROJ 

PLENEWIC2,R 

9002220074 

60-455 

S 

RATH0L7N.D.K. 

0002050095 

PRM 


nOBERTS.J.P. 

9002070315 

PROJ 

PL0ETZ,0,K 

0002010334 

PROJ 


RATHBUN-OK. 

0002050103 

PRM 


RO0eRTS.J.P. 

9002230280* 

50-260 

PLCETZ.OK 

9002010343’ 

PROJ 


RATH9UNJ).K. 

0002050108 

PRM 


ROQERTSON.Q, 

9001300385 

27-48 

Pt.OETZ,O.K. 

0002010346’ 

PROJ 


flATHBUN.O-K. 

0002050117 

PR 


ROBERTSON, 0. 

9002010002 

STATE PRO 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHUH 


NUMBER CATEGORY 


MU I nuM 


A(. SESSION 

number 


SUBJECT 

category 


ROSEY.fl A. 

9002220253 

ROSINSON.R 

8002130176' 

R02KIN,MA 

90Q2ii0098 

ROCHE, MB 

6001300264 

ROCHE, MB 

8001300366 

ROCHE, MB 

9001300387' 

ROCHE, MB. 

0002010417 

ROCHE,MB 

8002020157 

RXHE.M.B, 

8002020168 

ROChE.MB 

9002060146 

roche,m B. 

6002220331 

ROCHE.MB 

9002230337 

ROOB,J.A 

9002230130 

RODEHAU,T.J 

9002120155* 

RODERICK, JT. 

9002130166 

ROOGERS,J 

6001300054' 

HOE,J W 

6708100059* 

ROE,J W. 

0712240090* 

RO£,J.W. 

0803220149' 

RO£,J.W 

8610210189' 

flOE.JW. 

8901240247* 

ROE,J VM. 

9002270210* 

ROGERS,KC. 

6001310177 

ROQGE,JF. 

9002150024* 

ROOD,H. 

60012903C4 

ROSA,F 

8901240380* 

ROSANO,RP. 

9002090052 

nOS£N,S.L 

90013)0102 

ROSEN, SL 

9002230018 

ROSENBLUM.RM 

9001310480 

ROSENBIUM.R M 

9002020107 

ROSSNBLUM,R M. 

9002090039 

ROSENaLUM,RM 

9002220118 

R05ENBI.UM.R M 

9002220150 

ROSENTHAL.AS 

9002020126* 

ROSENTHAL,AS 

9002020139* 

flOS'ER.G A 

9002060170 

R0SS,0 f 

9002230197* 

flOSS,T,M. 

9002070039 

ROSSI.C E 

9001230126 

ROSSi.CE 

9001230175 

ROSSI ,CE 

9001240190 

R03Si,CE, 

900I2SOQ20 

R0SSi,C E, 

9001260198 

ROSSI.C E 

90QI290102 

ROSSI.C E, 

9002130242 

R0SSl,CE 

900214011$ 

ROTHJ. 

9001310444 

flOTH.J 

9002010211 

ROTH,J. 

9002220177 

ROuaKAN,CM. 

9002130325 

R0US60,S 

9001290330 

ROUSSO.S 

9001300040 

flOiVE,JM 

9002220164 

ROY.P e. 

9001290236 

ROY,F.£. 

9001290240 

RUBY.L 

9002070332 

RUeGER,C.F. 

9002010434 

RUFFIN,fl 

9002060019 

RUFFIN.SR. 

9002070196 

RUFFIN.SH. 

9002230260 

RUITER.GH. 

9002140274 

RUMPLE,R. 

9002140240 

flUNOO.J 

9002I503B8 

nUPP.J.L 

9002230195 

fiUSS£U,J. 

9002070449 

RUSSELL,J.E. 

9001290185 

RUSSELL, J E. 

9001300195 

RUSSEILJ.E. 

9002070297 

RUSSEIL.J.E, 

9002080296 

RUSSELL,J E. 

9002090063 

RUSSELUJ.E 

9002220216 

nUSSELULB. 

9001300183 

RUSSELL,LB. 

9002020122 

RUSSELL,L.0. 

9002020196 

RUSSELL,L.0. 

9002020275 

RUSSELLW.T. 

9001290148 

RUSSELLW.T, 

9002020017 

RUSSELL.W.T. 

6002020019 

RUSSELUW.T. 

9002020206 

RUSSELUW.T. 

6002020212 

RUSSELL,W,T. 

9002090064 

RUSSELL.W.T. 

9002090103 

RUSSELL.W.T. 

9002120064 

RUSSELL.W.T. 

9002140209 

RUSSELL.W.T. 

9002220280 

RUTHERFORO.P.O 

9002130330 

nUTKERFORD.P.O 

9002130367 


50-254 

R 

RYAN.A-F. 

CONTRACT 


RYAN.M.T. 

50-139 

R 

BVAN.AfT- 

50320 

P 

SABEK.M. 

50-320 

P 

SAQER.OA 

50-320 

P 

SAQER.OA 

50-320 

P 

SAOER.OA 

50-320 

H 

SAGER.OA. 

50-320 

0 

SAGER.OA. 

50-320 

P 

SAOER.OA. 

50-320 

0 

SAOER.OA. 

50-320 

0 

SAQER.OA. 

70-36 


SAINT ANOnE.B. 

CONTRACT 


SAINT ANORE.B 

PR 


SAINT ANORE.B 

WASTE MGT 

SAMUEIS.JL 

FOIA 


SAMWORTH.R B 

FOIA 


SAMWCRTH.RB 

FOIA 


SAMVYORTH.R.B. 

FOIA 


SANOEflS.PJ. 

FOIA 


SANFORO.T 

50-397 

0 

SAPORITO.TJ. 

COMMISSION 

SAPORITO.TJ 

50-424 

Q 

SAPORITO.TJ 

50-275 

P 

SAPORITO.TJ 

FOIA 


SAPORITO.TJ. 

50-424 

0 

SARSOUR.B 

50-496 

0 

SAUNOERSON.R 

50-498 

Q 

SAWYER.R N. 

50-362 

Q 

saxon.ro 

50-206 

P 

SCACE.S 

50-206 

P 

scace.se. 

50-206 

S 

scace.se. 

50 206 

P 

scace.se 

50-220 

T 

SCACE.S e 

50-220 

T 

SCACe.SE. 

PR 


scace.se 

50-299 

P 

SCACE.SE 

90-294 

P 

SCACE.SE 

50-3 

0 

SCACE.SE. 

50-3 

0 

scAce.SE 

60-3 

Q 

SCACE.8.E. 

50-3 

Q 

SCACE.SE 

50 3 

Q 

SCACE.SE 

50-3 

0 

SCACE.SE 

FOIA 


SCACE.SE 

166 


SCAC€.S.e 

50-54 

Q 

8CACE.S-E. 

70-1100 


scACwe. 

70-667 


SCAlEni.OC 

71-9126 


SCARANO.RA 

WASTE MQT 

SCARANO.RA. 

WASTE MQT 

SCARANO.RA 

90-164 

P 

SCARBROUOH.T Q 

71-384 


SCHAPKER.JF 

71-384 


SCHAUBEHT.VJ 

90-288 

V 

SCHECHTER.H B 

71-78 


SCHECHTER.H B. 

50-416 

s 

SCHECHTER.H0 

50-267 

Y 

SCHECHTER.H B. 

60-260 

Y 

SCHECHTER.H B 

90-305 

R 

SCHECHTefl.H.0. 

50-324 

R 

SCHECHTER>4 B. 

40-2061 


SCHECHTER.HB 

50-311 

S 

8CHECHTER.HB 

50-344 

0 

scKecHreB.H.0- 

50-286 

0 

SCHECHTER.H8 

50-266 

p 

SCHECHTER.He. 

50.286 

V 

SCHECHTEB.MC. 

50-286 

R 

SCHEELR.G 

60-266 

R 

SCKERERAE. 

50-286 

R 

SCHERERAE 

50-317 

S 

SCHERER.Ae. 

50-317 

F 

SCHEUERAH. 

50-317 

F 

SCHIFFHAUER.C 

90-316 

S 

SCH.MEHTZ.J.C- 

60-443 

□ 

SCHM!OT.AO- 

50-320 

Q 

SCHNAAflS.G 0. 

50-320 

0 

SCHNE81I.OA 

60-219 

Q 

SCHNELLi).F. 

60-216 

Q 

SCHNeLL.O.F. 

60-387 

0 

SCHNEIL.O.F. 

50-443 

P 

SCHNEIL.O.F 

50-423 

0 

SCKNELI.O.F. 

60-317 

Q 

SCKOFIELO.J. 

50-443 

Q 

SCHOFIELOJ. 

70 25 


SCHOFIELOJ. 

70-25 


SCHUEREN.P 


90020S0407’ 

40-8810 


SCHULTZ.S P. 

9001310228 

50-25 


9002080267 

PR 


SCHUMACHEH.M. 

9002230479* 

so 4M) 

0 

900^380292* 

PR 


SCHUMACHER.MC 

9OO292OOO0' 

50*440 

0 

0001290314’ 

50-275 

P 

SCHUSTER, T. 

9001120034 


0 

0002010266 

50-335 

F 

SCHUSTER.T K. 

9001310206 

*^**»Dh 

50-454 

0 

9002020192 

50336 

n 

SCHUSTEfl.T.K, 

9002120291 

50-455 

A 

000207000 1 

50 335 

s 

SCHUSTER.T K. 

9002140256 

50-454 

H 

A 

9002120004 

60 335 

p 

SCHUSTER.T.K. 

9002220173 

50-454 

r 

9002129285 

60-389 

p 

SCHWABENGAUER 

9002020031 

50-400 

(J 

A 

0002160179 

60-335 

p 

SCHWADENBAUER 

9002130036 

50400 

b 

s 

9002150166 

60-335 

F 

SCOTT, 0. 

9002020252 

50-263 

e 

9002230290 

60-389 

5 

SCOTT.O.S. 

9002120273* 

60-155 

0 

D 

9002010031 

50-443 

G 

SEAflS.C.F. 

9001310115 

50-213 

r 

ft 

9002010031 

60-443 

G 

SEARS.P.M. 

9002080241 

50-29 

U 

P 

9002010031 

50-443 

Q 

SEAflS.P.M 

9002070157 

SO-29 

9 

0002060198* 

50-458 

J 

SEIDLE.W.C 

9002050296* 

50 265 

Q 

9002020268 

£0-397 

P 

SENSENBRENNER 

9002230483* 

50.35? 


9002060184 

50-397 

P 

SERKIZ.AW. 

0002010242 

REV.F,A/ni)D 

9002130304 

50-397 

□ 

SERVER.W.L 

9002120329 

N'JREQ 


9002230105 

FOIA 


SEYBOLD.C.F. 

0OO2OSO426* 

40-7102 


0001290096* 

50-400 

H 

SEYBOLD.C F. 

9002050440* 

40-7102 


9001300489' 

50-260 

H 

SEYBOLO.CK, 

9002060040* 

40-7102 


0002060132* 

60-250 

0 

SEYBOLD.C F. 

0002080047* 

40-7102 


9002060143* 

50-250 

G 

SEYBOLD.C F. 

9002060133* 

407102 


9902060164* 

50-250 

G 

SEYBOLD.C F. 

9002060371* 

40-7102 


9002220025 

50-250 

Q 

SEYBOLD.C.F. 

0002060376* 

40-7102 


9002220225 

50-348 

R 

SEYBOLO.CF 

9002070160* 

40-7102 


9002130125* 

60 410 

R 

SEYBOLD.C.F. 

9002070196* 

40-7102 


9002220040* 

50-443 

G 

SEYMOUR.D.A 

9001310009' 

50-280 

0 

9002280058 

70-25 


SHAFER.W.O. 

9001300066 

50-237 

0 

9001290212 

60-245 

F 

SHAFER.WO 

0002050222' 

FO'A 


9001300107 

60-245 

S 

SHAFER.W.O 

9002220284 

50-373 

Q 

0001300107 

50-245 

S 

SHAFER.WO. 

0002220697 

60-295 

0 

0002050149 

50-245 

V 

SHAFFER.R 

0002010293 

40-8925 


9002050149 

50-245 

V 

SHAFFER.R 

0002010081 

40-8857 


9002070122 

50-338 

s 

SHAFFEn.R. 

0002010205 

40-8502 


0002070122 

50-338 

5 

SHAH.SJ. 

0002220747' 

50-348 

p 

9002080129 

50 330 

V 

SHAM.VN. 

0002120329 

N„RE0 


9002080120 

50-336 

V 

SHANOAKY.M. 

0001290031 

I6E 


0002140230 

50-336 

R 

SHANBAKY.M. 

9001300198 

l&E 


9002140230 

50-336 

R 

SHANOAKY.M. 

9001310017 

18E 


9002220706 

60-336 

S 

SHANOAKY.M. 

6002010379 

I8E 


6002220700 

60-336 

S 

SHANKMAN.S.F, 

9002080202 

oao 


9002220710 

60-423 

S 

SHANKMAN.S.F. 

9002220136 

ORQ 


9002220719 

50423 

5 

SHANNON.M. 

9002150260' 

50 400 

0 

9002220721 

50-423 

S 

SHAN NON, M 

9002230125* 

50-400 

0 

9002220721 

50-423 

5 

SHAPAR.H.K. 

9002260282* 

50-458 

M 

9002220742 

60 423 

n 

SMEA.J.R. 

9002230129 

SECY 


9002220742 

50-423 

R 

SHEEHAN, D. 

9002230038 

50-295 

s 

9002050031 

60 605 

A 

SHELTON.DC. 

9001310163* 

SO-346 

p 

9002070437 

50-344 

0 

SHELTON, DC. 

9001310470 

60-346 

0 

9002070445* 

60-344 

0 

SHELTON.DC 

8002020198 

50-348 

K 

6002070447* 

60-344 

0 

SMELTON.D.C 

0002120170 

80-346 

V 

9002090243 

REVIEW OR P 

SHELTON.DC. 

00021303B2 

60-345 

p 

8002220101* 

50-249 

0 

SHELTON.DC. 

6002130388 

50-348 

p 

0001290087 

70-25 


SHELTON.DC. 

9002130368* 

50-346 

p 

9002010422 

XPORTLIC 


SHELTON.DC. 

9002130375 

50-346 

p 

9002020125 

XPORTLIC 


SHELTON.DC. 

9002150318 

50-346 

p 

9002020129 

XPORTLIC 


SHELTON.DC. 

9002220743 

50-346 

p 

9002080037 

XPORTLIC 


SHELTON.DC. 

9002230029 

60-346 

Q 

0002080044 

XPORTLIC 


SHELTON.DC. 

9002230034 

60-346 

Q 

9002060048 

XPORTLIC 


SHELTON.DC. 

6002230227 

60-346 

G 

9002060052 

XPORTLIC 


SHEMANSKI.P.C. 

6001310430 

60-373 

P 

9002IK0055 

XPORTLIC 


SHEMANSKI.P.C. 

9001310510 

50-373 

P 

9002080082 

XPORTLIC 


SHEMANSKI.P.C. 

9002010084 

50-374 

f 

0002120128 

XPORTLIC 


SHEMANSKI.P.C. 

9002010069 

60-237 

f 

9002120132 

XPORTLIC 


SHEMANSKI.P.C. 

9002160066 

50-237 

( 

9002120140 

XPORTLIC 


SHEMQAROER.K. 

6002010171* 

50-295 

C 

9002220837 

50-445 

M 

SHEPARO.D 

6002050177* 

50 346 

V 

9002230344 

PR 


SHEPHERD.M F. 

9002060292 

71-6260 


9002080253 

PR 


SHEPHERO.M.F. 

9002150197 

71-5984 


8002090070 

50-470 

A 

SHERBINI.S. 

9001300229* 

50-320 

c 

8002220252 

71-6294 


SHERBINI.S. 

0002060011* 

60-247 

c 

8002160149 

PR 


SHETLER.J.R. 

0002080331 

50-312 

{ 

9002010170 

PROJ 


SHIFFER.J.D. 

0002010405 

50-276 

( 

9002220357* 

60-390 

A 

SHIFFER,J.O. 

9002020035 

60-275 

1 

8002160188 

60-335 

F 

SHIFFER.J.D. 

9002020040 

80-275 

{ 

9002220204 

60-322 

8 

SHIFFER.J.O. 

0002020082 

50-275 

1 

80020tG248* 

60-260 

0 

SHIFFER.J.D. 

9002080351 

50-276 

t 

8911080223 

50-483 

F 

SHIFFER,J.D. 

9002000044 

60-276 

1 

9001310505 

60-483 

R 

SHIFFER.J.D. 

9002090262 

50-276 

j 

9002(»0307 

60-463 

P 

SHIFFER.J.D 

9002230146 

60-275 


9002120103 

60-483 

P 

SHIFFHAUER.C.M, 

9002070368 

PROJ 

1 

9002230111 

PH 


SHIRAKI.C. 

6002160225 

60-354 

1 

1 

9002130199 

PR 


SHIRAKI.C.Y. 

9002020295 

50-354 

1 

9002130189 

PR 


SHOLLY.S.C. 

9001200272* 

nureg 

/ 

9002130199 

PR 


SHON.F.J. 

9002060022 

80-271 


9002(^60' 

TOPREP 


SHOWMAN, S. 

9002020082 

60-220 



AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMSER 

CATEQOBY 


NUMBER 

CATEGORY 

SHYMLOCK.M.B. 

Boosoroloo’ 

50 413 

0 

SOFFER.L 

9002230197* 

SO-29S 

P 

STCHR.J.P 

9001310096* 

50-280 


SlACO=I.ER 

9002230204 

60.361 

R 

SOONG.S 

9002000129’ 

70-27 


STOHR,J.P. 

0002050071 

50-160 


SlEeEfl,J.O 

9002080119 

50-334 

P 

SORENSEN.QC. 

0002060001 

50 397 

1 

STOHR.J.P 

0002130039 

50-348 


S)E8EaJ.O. 

9002000317 

50-334 

F 

SORENSEN.QC 

0002070350 

50397 

F 

STOI'fl.JP 

9002160273 

60-280 


siEasn.j D. 

0002090173 

60-334 

V 

SORENSEN.O C 

0002060324 

60397 

P 

STCHfl.J P. 

9002230377 

60 360 

( 

SJEEERJ-D. 

0002120308 

60-334 

Q 

SOnEf4SEN.G C 

9002)40287 

60-307 

P 

STOHRJ.P. 

1)002200306 

70-27 


S1E8EFI J D. 

9002120319 

60-334 

P 

SORENSEN.G.C 

0002I6C367 

50-307 

P 

STOHR.J P. 

0002230360* 

70-27 


S EBEfl-J D. 

9002130025 

50-334 

F 

SORENSEN.G C. 

0002160139 

50-397 

P 

STOLS.fl 

9001290214 

50-254 


S £6£aj D. 

9002150239 

60-334 

0 

S(M^F7JSEN.O.C 

9002221X732 

Pfl 


STOIS.R 

0002000145 

50 254 


SIE6ER.J 0- 

90021 60243 

50-334 

P 

SORENSEN.G C 

0002230437 

60 397 

P 

STOLS,R. 

9002090007 

£0 254 


S EBEfi.J D. 

9002160250* 

60-334 

P 

SOUNOEBS.P.J 

0002)30084 

PR 


SrCLZ.J.F 

9002010022* 

50-210 


SECEl.ai. 

0002010063 

50-237 

P 

SPANGENBERO.F 

9002230294 

60461 

R 

STOLZ.J.F. 

9002060332 

50-320 


&ECEV.EA 

9002120329 

NUREG 


SPAN-GENBERG.F. 

0002230624 

50-461 

R 

STOL2,J.F. 

0002090068* 

50-.320 


SLAOY.JA. 

9001290239 

60-285 

P 

SPANNEft.J.C. 

9002120187 

NUREO 


SrOLZJ.F. 

9002120236' 

50-210 


S LADY^ A. 

00013002-11 

60-237 

P 

SPANNGR.J.C. 

9002120206 

NUREG 


STCL2,J.F 

9002130016* 

50-423 


S1.A0V.JA. 

9001300432 

60-237 

P 

sparks.s 

90O2OSO4OO' 

60-400 

0 

STOLZ,J.F. 

90021j00e5* 

50 289 


SIlADYJA. 

9001310390 

60-237 

V 

SPARLiNG.O.K 

9001310401 

40-8691 


STOLZ.JF. 

0002140063* 

50-334 


SH>OY,JA 

9002120098 

60-237 

p 

SPARROW.J. 

9002080295 

PR 


STOLZ.J.F. 

0002140141’ 

50-412 


SIIAOY.JA. 

9002I300S3 

60-237 

p 

SPECHT.D- 

0002130076 

Pfl 


STOUZ,J.F 

0002140220* 

50 219 


S LV£R a 

9002140124 

60-302 

p 

SPECHT.O 

0002130076 

PR 


STOLZ.JF. 

9002150225 

50 245 


SiLVERNAlL.W.L. 

9002060217* 

40-7102 


SPECHT.D- 

0002230231 

Pfl 


STOL2,J.F. 

9002160179 

50-280 


£l,V£RNAIL,W.L 

9002070245* 

40-7102 


SPECHf.O 

0002230231 

PR 


STOLZ.J F. 

9002160196* 

50-210 


SJMENS,HQ 

9002050002 

60-228 

H 

SPCCHT.n. 

9OO2I30II1 

Pfl 


STCNE.JC 

890)060030* 

FO)A 


SIWCNS.H.Q. 

9002090056 

60-220 

F 

SPECTOR.O S 

9002260245 

FOIA 


ST0NE,JC 

8906020259* 

FO'A 


S MOhEN,F.A- 

0002120167 

hUREG 


SPEU.WH 

9002230160 

PR 


STONE, J.C 

0002U10102 

50-272 


S.MONEN,F.A. 

Q002I20296 

NUREQ 


&PENCCR.SW 

9002229661 

60-326 

S 

STCNEJ.C. 

9002000303 

50-272 


SIWPSONA K. 

9002050209* 

COMMISSIO N 

SRENIAWSKI.O 

9002130359 

l&E 


STOrjE,J.C. 

90020701 27 

60-311 


SIYGHA 

90020S0290* 

60-287 

0 

SRENlAMfSKI.OJ 

9CO223C089 

ia£ 


STONE, J.C 

B002070tM 

50-272 


S1MGH.A. 

9002070178* 

50-266 

Q 

&tAeLGIN.K. 

9002050005* 

WASTE MQT 

STONE,J.C. 

0002220203 

50-272 

C 

SINGH n 

9002010306 

50-470 

A 

STABLEIN.K. 

0002230406 

WASTE MQT 

STOnZ.L.F. 

90020903)6 

60-346 


S.NHA,U P. 

9002120329 

NUREQ 


STANQER.n. 

0002120218* 

WASTE MQT 

STOnZ.l.F, 

9C02220226 

60346 

1 

sinkuLe.m.v. 

9002010302 

60-336 

Q 

STANC2AK.P 

U00201000S 

60-456 

s 

STOTZJ.C. 

0002090316 

60-346 


SAKU.E.M.V. 

9002130267 

60-260 

Q 

STANQ.JF. 

0001290111 

50-341 

E 

STRATPORD.H J 

9002080024 

XPORTLIC 


SPE.A 

9001300406 

60-309 

S 

STANO.JF. 

9CIOI203I3> 

60 341 

P 

S1HATFOR0.R.J 

0002060128 

XPORTLIC 


SiPEA 

9002140046 

60-369 

S 

STANO.JF. 

9001300033 

60-341 

P 

STflATFORD.R-J 

0002080130 

XPORTLIC 


S'EA 

9002230172 

60-370 

s 

STANO.JF. 

9002070011 

80-341 

P 

STRATFORD, R-J. 

0002080136 

XPORTLIC 


S SCO.C. 

9002070215' 

60-277 

V 

STANO.JF. 

9002130201 

50-341 

P 

STR05NI0EA.J.n. 

9001300016* 

SO-3 1 3 

( 

SiiUL^ J. 

6002000006 

40-2001 


STANG..) F. 

0002160014 

60 341 

P 

STROSNinER.JR, 

9002060004* 

SQ-219 

< 

SJOBLOM.Q.L 

6001050210 

70-26 


STANO.JF 

0002220394 

60-341 

P 

STROSNlDER,J R. 

0002060320' 

50-272 

< 

SJ00'.0M.OL. 

9001200032 

70-925 


STANG.J F 

0002230467 

60-341 

P 

8TB0SNIDEn.J.n. 

6002060361* 

50-334 

f 

SJOBLOM.O L 

9001200070 

PROJ 


STAN1.eY.HO 

0002060166 

60-366 

S 

STROSN’.OEH,J.n, 

9002070211* 

50-220 

( 

SJOB'.OM.Qt 

9001300411 

70 607 


STANLeV.MO 

9002220014 

60-307 

s 

STROSNIOER.J.R 

0002070310* 

50-317 

c 

SJCBLO^^.QL. 

9001300420 

70-764 


STARKCY.nO 

9002150024* 

60-424 

0 

STURZ.F. 

9002070200 

50-317 


&OBLOM.O L. 

9001310303 

70-1100 


STARMeR.R.J 

9002130374 

WASTE MQT 

suaov. 

6001200090 

50-277 


&JOBLOM.QL. 

6001310367* 

70-1100 


STAUTER. J C 

0002060207 

70 026 


SUM.O Y 

9002220256 

60 277 


&:OBLOM,Q.L. 

6002010273 

60-269 

Y 

STAUTER.JC. 

9902230199 

70-026 


SJLIK,R D. 

9002010032 

400724 


&O01OM.O L. 

90020)0288' 

60-269 

Y 

STEAONS.Cf 

90020604)0* 

40-7102 


SUNUNLLJ.H. 

9002000078* 

FOIA 


SJOB'^U.QL 

9002010305* 

60-269 

Y 

STEARNS.CF. 

9002050422* 

40-7102 


SUnMElER,J J. 

0001300007 

WASTE MQT 

S;CBLOM,0 1 

6002070221 

40-7500 


SIEARNS.C.F 

0002070160* 

40 7102 


SURPRENANT.R.H. 

0002230386* 

PR 


B.0B10M.G.L 

9002070240* 

40-7680 


STooen.we. 

0002070173 

50-322 

V 

SWAMY.S.A. 

9002220357* 

50-390 


3JCeL0U.0.L. 

9002070253* 

40-7680 


STEioen.we 

0002070320 

50 322 

p 

SWANSON.O.L. 

0012140101 

40-8681 



90020901)9 

70-38 


STEIN.R 

00020(0343 

WASTE MGT 

SWENSON.W.H. 

0002160056 

50-269 


sjoa'-OM.o.L. 

9002000121' 

70-30 


STciNHAnoT.cn 

0002010364 

60-305 

0 

SWETLAN0.P.O. 

6001310021 

60-354 

< 

5J03L0M.Q L. 

0002090125' 

70-36 


STEINHAROT.CR 

0002060045 

60-305 

p 

SWETIAND.P.D, 

0002060297 

50 272 


SJOOLOM.a.L 

9002090127 

70-27 


sreiMMARor.cn 

0002060017 

SO 305 

0 

SWEruiNO.PD. 

0002000366 

50-3S2 


SJC9L0M.Q L. 

9002090120* 

70-27 


STEINHAnOT.CR 

0002060100 

«)-305 

p 

SWETIAND.P.D. 

0002130055 

50-387 


SWBLOM.QL 

0002090167 

40-8027 


SretNMEYfRP 

0002220036* 

CONTRACT 


SYIVIA.B.0. 

9002220265 

GO-341 


SJOB'lOM.6L- 

9002090161* 

40 0027 


STELLO.V. 

0002130270* 

FOIA 


SYLVIA ,B.n. 

0002020208 

60-341 


&J09LOM,Q.L. 

0002090163' 

40-8027 


STELIO.V 

9002130273* 

FOIA 


SYLVIA.B.R. 

9002020289 

60-341 


SjOBLOM.G.L. 

9002090164 

70-143 


STELLO.V. 

0002130276* 

FOIA 


SYLVIA, B.n. 

9002020294 

50-341 


sjoblom.ql. 

6002090167' 

70-143 


STELLO.V 

9002160140* 

FOIA 


SYLVIA, B.R. 

9002060248 

50-341 


SjOblom.ql. 

6002060170* 

70-143 


STELLO.V. 

9002230052* 

FOIA 


SYLVIA, O.R. 

9002060336 

60-341 


SKOW,RH. 

9002070403 

50220 

S 

S1EPHENSON.JO 

9001300342 

60-31)2 

F 

SYLVIA.B.R. 

9002U80I03 

PR 


SlAULKOW.M. 

9002230143 

60-463 

F 

S1EPIIEN50N.JD. 

9001300360 

60-302 

F 

SYLVIA,B.R. 

9002120307 

60-341 


SLY, CO. 

9002020275 

60-318 

S 

STERLING .EC. 

9002060262 

PB 


SYPE.T.T. 

9002120309 

NUREQ 


S'MU.P. 

9002130263 

FOIA 


STEBRETT.CR. 

9002120333* 

60-365 

P 

talwani.p. 

9001310462* 

60 395 


SMiTH.C N. 

9001290213 

XPORTLIC 


S1ETKA.T.F. 

90020SQ200* 

50-267 

0 

TAM.P.S. 

9002620174 

60-334 


SMITH.C.N. 

6001260324 

XPORTLIC 


STETKA.T.r 

9002070178* 

60-265 

Q 

TAM.P.S. 

9002020177 

50 412 


SM.TH.CN 

900)3)0061 

XPORTDC 


STETKA.7F. 

8002)30279* 

50-205 

0 

TAM.P.S 

9002620251 

50-334 


&V.ITH,O.M. 

9001300202 

60-270 

s 

STETZJP 

0002140270 

60-245 

R 

TAM.P.S. 

6002130193 

60-334 


SV.TH,D.M. 

900)310028 

60-277 

s 

STETZ.J.P. 

8002)40270 

50-245 

R 

TAM.P.S. 

9002)40089 

60-334 


$WITK,O.M. 

9002050266 

60-277 

n 

STEVYART.W.L. 

0001290001 

60-260 

F 

TAM,P.S. 

9002140136 

60-412 


SMITH.O.U. 

9002080222 

60-277 

0 

STEWART.WL 

9901290054 

50-338 

P 

TANA,E.T. 

0002010429 

WASTF. MGT 

SV(TH,e.H. 

9002090003 

50-265 

s 

srefcVAftT.w.c 

0091309076 

50-280 

Y 

TANA.e.T. 

9002)60)01 

WASTE WGT 

sv.imn. 

9002230176 

60 295 

p 

STEWART.W.L. 

0001300323 

SO-2BO 

H 

TANZER.S. 

0002080238 

PR 


SV.7H,J.F. 

0001310261' 

60-341 

0 

srewAnr.wL. 

0001310286 

60-280 

Q 

TATUM,J.E. 

9002)60107 

60-206 


SMITH, J.F. 

9002230434* 

50-346 

a 

STEWART.WL. 

0001310365 

50-200 

F 

TATUM.J.E. 

9002230079 

60-208 


SMITH,!,. 

9002120301 

71-9032 


STEWART.W.I. 

0002070306 

60-280 

P 

TAYLOR.J.H. 

0002080148 

PR 


svirap-A. 

9002020219 

CONTRACT 


STEWART.WL. 

0002060166 

60-336 

P 

TAYLOfl,J.H. 

0002130360 

TOPHEP 


SMITH.R,H. 

6002070030 

71-80 


STEWART.WL. 

000200)201 

60-200 

P 

TAYLOR,J.H. 

9002160086 

TOPREP 


SM 1 TH.S. 

9002220216 

60-286 

n 

STEWART.WL 

0002060206 

60-280 

P 

TAYLOR, J.M. 

6905260278* 

FOIA 


SMYTH.C.W. 

9002220407 

50-209 

n 

STEWART.W-L 

0002140269 

60-338 

S 

TAYLOR, J.M. 

8908090106 

SECY 


SHEL!..W. 

9001300266* 

60-464 

Q 

STEWART.WL. 

9002230083 

PR 


TAYLOn.JM 

DOI 1140324 

SECY 


SNEl.l,W. 

9002080095* 

60-403 

Q 

STILLER.MA 

0002070 1&5 

60 483 

F 

TAYLOR,J M 

8912050016 

SECY 


SKELL,W. 

9002090002* 

60-237 

0 

STILTENPOLE.0. 

0002070453 

WASTE MGT 

TAYLOR, JM. 

9001030318 

SECY 


SN:LL,W. 

9002130267* 

60-440 

Q 

STLAUnENT.N-N. 

9002130122* 

60-29 

0 

TAYLOR.J.M. 

9001040196 

SECY 


SME26K,J.H. 

0601310240* 

FOIA 


STOBBS.J.J. 

9001310441 

71-0226 


TAYLOR,J.M. 

0001240321 

SECY 


SNOW,M 

60021500)2 

60-454 

S 

STOHP.J.P. 

9001310002 

60-200 

0 

TAYLOR, J M. 

9001240322 

SECY 



AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEOOflY 

TAYLOR.J.M. 

900129002T 

50250 

H 

TRAMMELt-CM. 

9002130207 

50-312 

P 

VARGA.S A, 

8807270224* 

FOIA 


TAYLCR.J.M. 

9001290192 

SECY 


TRAMMELL.C M. 

9C02140088* 

59S29 

P 

VARGA.S A. 

8001 1 10379* 

FOIA 


TAYLOR.J.M. 

9001290254 

SECY 


TflAMMELL.C.M- 

9002220508* 

S0S20 

P 

VARGA.S A. 

9002060061 

50-395 

0 

TAYLOR J-M. 

90012902&4 

SECY 


TRAPP.J. 

6002080081* 

WASTE MGT 

VAflGA.S A. 

9002230036* 

50-219 

P 

TAYLOR, J-M. 

9001290269 

SECY 


TREMaLAY.lA- 

9002120161 

50 271 

P 

VAUGHN, G.E 

9001300227 

50-496 

0 

TAYLOR,J-M 

9001300097 

50-250 

H 

TREVORS.GA. 

9001290043 

50-296 

0 

VAUGHN.GE. 

9001310218 

50 496 

Q 

TAYLOR,J-M 

9002050041 

ORG 


TREVORS.QA. 

0001290050 

50-208 

J 

VAUGHN, G.E. 

9002010115 

50 408 

S 

TAYLOR.J.M. 

9002060009* 

WASTE MGT 

TnEVORS.Q-A 

9001300274 

50-208 

J 

VAUGHN, G.E. 

9002010170 

50-408 

S 

TAYLOR.J.M. 

9002120171 

Acns 


TREVORS.GA. 

9001310037 

60-208 

J 

VAUGHN, G.E. 

9002020263 

50 408 

s 

TAYLOR.J.M. 

9002130168 

50-220 

H 

TnEVORS.GA 

9002080176 

60 208 

F 

VAUGHN.GE. 

9002060124 

50 498 

p 

TAYLOR,J.M. 

6002 140 174 

50-445 

0 

TREVORS.QA. 

9002220337 

60-298 

P 

VAUGHN.G E. 

9002090004 

50 403 

p 

TAYLOR.J.M. 

6002150264 

60-443 

P 

TRBVORS.GA. 

9002230490 

60-296 

0 

VAUGHN.G E. 

9002120111 

50 403 

p 

TAYLOR.JM. 

9002230187* 

50-265 

p 

TROSKOSKI.W- 

0001310123 

60 44S 

0 

VAUGHN.G E. 

9002130184 

60 403 

s 

TAYLOR.J M. 

9002230100* 

50-295 

p 

TROSKOSKI.W. 

9002070040 

50-295 

0 

VAUGHN.G E. 

9002140052 

50 403 

s 

TAYLOR.J M. 

0002230198* 

50-265 

p 

TROniER.E. 

0001310210 

TOPHEP 


VAUGHN.G E. 

9002230025 

50-403 

s 

TAYLOR.J.M. 

9002230456 

50-322 

H 

TROUT.J.P 

0002010061 

50-443 

G 

VAUGHN.G.E. 

9002230059 

60 409 

5 

TAYLOn.LA. 

0001300377 

50-313 

S 

TROUT.JP 

0002010061 

60 443 

0 

VAUGHN.H.E. 

9002220573 

50-305 

S 

TAYLOfl,L.A 

9002050168 

50-313 

S 

TROUT.JP 

0002080036 

50 443 

Q 

VAUGHN,J.W. 

9002020015* 

XPOH1L C 


TAYLOR.LA 

9002060302 

50-313 

S 

TROUT.J P 

6002080036 

50-443 

G 

VEI_ASQUEZ,J.R. 

9001310100 

40-8007 


TAYLOR.LA. 

9002120094 

50313 

S 

TROUT.JP- 

6002080090 

60-443 

Q 

VELASOUE2,JR. 

9002120195 

40 8907 


TAYLOR.LA. 

9002150011 

50-313 

s 

TRCUT.J P. 

9002080000 

50-443 

G 

VELASQUEZ.J R. 

9002120318 

70820 


TAYLOn.TE. 

9002020127 

50-456 

p 

TROUT.JP 

0002220294 

60-443 

G 

VERKLER.RA 

9002280053 

40 2061 


TAYlOR.T.T. 

9002120167 

NUREQ 


TROUT.J.P 

9002220294 

M-443 

Q 

VERNETSON.W.Q. 

9002140036 

50 83 

R 

TAYtOR.T.T. 

9002120266 

NUREG 


TROUT.J P 

0002280040 

60-443 

G 

VERRELLI.D.M. 

9001310003 

60 395 

Q 

TeAGUE.J.E. 

6002120066 

50-260 

s 

TROUT.J P 

0002280040 

60-443 

G 

VERHELLI.D.M 

9002090019 

50 400 

0 

TEOROW.J 

9002150260’ 

60-400 

Q 

TUCKER B 

0001200152 

60-369 

P 

VERRELLI.D.M. 

0002130285 

50-348 

0 

TEOROW.J. 

0002230125* 

50-400 

Q 

TUCKER.Hft 

9001290278 

50 360 

0 

VERRELLI.D.M. 

9002130356 

50 418 

0 

TEER.O.n. 

9002060319 

PR 


TUCKER.II0 

9001300173 

50-260 

R 

VERRELLI.D.M. 

9002130357’ 

50-416 

Q 

T£NNySON.M 

0002230160 

50-374 

S 

TUCKER.H B. 

9001300212 

50-360 

R 

VERRELLI.D.M. 

0002160255 

50 400 

Q 

TERC.N.M. 

0002090213* 

50-458 

0 

TUCKER.HB 

6001300327 

50-413 

n 

VERRELLI.D.M. 

9002160258’ 

50 400 

Q 

TEREK, B. 

0002120303* 

50-455 

P 

TUCKER.H B 

9001310003 

50-289 

p 

VERRELLI.D.M. 

0002160082 

50 410 

0 

TERRY .C 0. 

6002010016 

50-220 

Q 

TUCKER.HB 

9001310152 

50-413 

Q 

VERRELLI.D.M. 

90022304S5 

50 410 

G 

TERRY.C.O. 

0002060121 

50-410 

P 

TUCKER.HB 

0001310200 

50-369 

P 

VERRELLI.D.M, 

9002230459 

50 261 

Q 

TERRY.C.O 

9002090176 

SO-220 

P 

TUCK£fl.HC 

0001310256 

50-289 

P 

VERRELLI.D.M. 

9002230466 

50-335 

0 

TERRY.C.O. 

9002230126 

50-220 

P 

TUCK€nj4fl 

600201 0058 

50-260 

P 

VICKREY, n B. 

0002140037’ 

50 402 

0 

TERRY, C.O. 

9002230155 

50-220 

P 

TUCKER.HB 

0002010169 

50-413 

F 

VINClOUEnRA.E. 

0002050305’ 

40-7102 


THADANl.A. 

9002130274' 

POIA 


TUCKER.HB 

9002020IM 

60-413 

P 

VINCIOUEnRA.E. 

0002050373’ 

40-7102 


THADAN1,A.C 

9002120159 

60-369 

P 

TUCKER.HB. 

9002020203 

50-369 

P 

VINClGUEnRA,E. 

9002070200’ 

40-7102 


THAOANI.M.C. 

9002070237 

50-387 

S 

TUCKER.HB 

9902050062 

50-360 

P 

VINYARD.H.T. 

9002230165 

50-374 


THAOANI.M.C. 

9002120242 

60-387 

s 

TUCKER.HB 

0902060038 

50-260 

P 

VlS5ING,Q.S. 

9002160063 

50 330 

1 

THiELKE.P. 

9002150330 

PR 


TUCKER.HB 

9002060150 

50 269 

F 

VOGLER.B.H. 

9002220621 

50445 

h 

THIELKE.P. 

9302160330 

PR 


TUCKER.HB. 

6002060243 

50-269 

f 

VOOLER.0H. 

9002230007 

50-445 

h 

THOMA.JO 

9001300039’ 

60-341 

p 

TUCKER.HB 

9002070144 

50-269 

P 

VOSS.K. 

9002120038 

50-205 


THOMA.J 0 

9002090143 

60 282 

p 

TUCKER.HB. 

0002070222 

50-414 

0 

VOTH.M H 

9002220203 

50-S 


TH0MA.J.0 

6002160019* 

60-341 

p 

TUCKER.HB 

9002080127 

50-260 

0 

WAQNER.P. 

9002130270* 

50-285 

{ 

TKOMA,J 0 

6002230472* 

60-341 

p 

TUCKER.HB. 

0002080108 

50-413 

P 

WALKER, H.A. 

0001310251* 

50-341 

( 

THOMAS.B.E. 

6002010042 

WASTE MGT 

TUCKER.HB 

0002080200 

PR 


WALKER, n.D. 

0002070016 

50445 

( 

THOMAS.O. 

6002150142 

PR 


TUCKER.HB 

9002080234 

S0413 

0 

WALKER.R.D. 

9002070017 

50-445 


THOMAS.J. 

6002160001 

60-295 

R 

TUCKER.HB 

9002090048 

50-269 

F 

WALKBR.T. 

0002060376* 

50-220 


THOMPSON, 0. 

6001310392* 

SO-321 

Q 

TUCKeR.HB. 

9002120009 

50-369 

P 

WALLACE, D.W. 

0002060002 

70-25 


THOMPSON.E. 

6002190180 

PR 


TUCKER.HB 

90021202S4 

50-269 

0 

WALLACB.W.H. 

0002010327 

50-275 


THOMPSON.H.L. 

9002060052 

50-445 

R 

ruCK€fl.H0 

9002120270 

50-269 

P 

WALIACE.W.H, 

6002010328* 

50-275 


THOMPSON.H.L. 

9002150131 

60-382 

a 

TUCKER.HB 

9002120290 

50-269 

P 

WALLIN, G.A. 

0002150141 

50-271 


THOMPSON.K.L. 

9002150133’ 

SO 362 

0 

tuckerjib. 

0002120365 

50-369 

P 

WALLS, CS, 

9002120113* 

50-255 


THOMPSOffH L. 

9002220664 

50-445 

a 

TUCKERJIO 

0002130143 

60 360 

0 

WALLS, H. 

0002230339 

71 603 


THO.MPSON,J.B. 

9002220246 

50-298 

R 

TUCKER.H 0- 

0002140192 

50-369 

p 

WALSH, J.T. 

9002130204* 

60-220 


TIEN.C L 

9001310494* 

60-326 

Q 

TUCKER.H 0 

9002140198 

60-269 

0 

WAMBACH.T.V. 

0001290162 

60-346 


TtlLMAN.A 

9002130192* 

70 143 


TUCKER.HB 

9002140222 

60-369 

Q 

WAMBACH.T.V. 

0002010041 

60-316 


TIMMARAJU.5 

9001300131* 

60-498 

Q 

TUCKER.H 0 

6002160275 

50-413 

F 

WAMBACH.T.V. 

0002010392 

60-316 


TIMMARAJU.S. 

9001300148* 

60-493 

P 

TUCKER.H B 

0002150270 

a)4i3 

F 

WAMBACH.T.V. 

9002020169 

50-3-18 


TiPPS.S.e. 

9001300439 

60-321 

S 

TUCKER.H 0 

9002150282 

50-269 

0 

WAMBACH.T.V. 

0002020185 

60 3-16 


TIPPS.SB. 

9002160009 

50-366 

s 

TUCKER.HB 

9002220069 

50-369 

F 

WAMBACH.T.V. 

0002130197 

60-340 


TOALC. 

9002150269 

PR 


TUCKER.HB. 

0002220322 

50-269 

P 

WAMBACH.T.V. 

0002140026 

60 346 


TOKAR.M. 

9001300010 

27-48 


TUCKER.HB 

0002220332 

60-413 

P 

WAMBACHJ.V. 

9002160004 

60 346 


TOKAR.M. 

9001300011* 

27-48 


TUCKER.H.B 

9002220562 

60 413 

Q 

WAMBACH.T.V. 

9002160071 

60 346 


TOMPKINS.BA. 

9002060077 

50-443 

0 

TUCKER.HB 

9002230182 

50-269 

0 

WAMBACH.T.V. 

9002160191 

60-346 


TOMPKINS.B A. 

9002150164 

50-250 

G 

TUCKER.HB 

9002230520 

S0414 

P 

WAMBACH.T.V. 

9002220277 

60-346 


TOMPKINS.BA. 

9002150223 

50-443 

0 

TUCKER.H.B. 

0002230543 

50-269 

0 

WANQ.A.Q. 

9001290004 

60-213 


TOMPKINS.BA. 

9002260045 

50-443 

0 

TUCKER.H0 

0002280204 

50-269 

R 

WANG,A.B. 

9002020057 

50 213 


TOOHEY.R.6. 

9002160031* 

40-2061 


TuncorrE.R,L. 

9002160164 

60 131 

R 

WANO.AB. 

9002020090 

50-213 


TOTH, A. 

0002270189* 

60-397 

o 

TURK.S.E. 

9002160220 

50-443 

G 

WANGLER.M E. 

9002220200 

Vl-3011 


TOTH,A.D- 

9002270186* 

50-397 

0 

TWINING.B.G. 

9002050084 

WASTE MOT 

WANGLER.M.E. 

6002220667 

71-3010 


TOURIQNY.E.O 

6001300382* 

60-261 

P 

TYLER.R.W 

0002130075 

PR 


WAflE.AG. 

9002120320 

NUREG 


TOURIGNY.EQ. 

6002080341 

60-324 

p 

UDALL.MK 

9002020052* 

COMMISSION 

WARNICK.R.F. 

0002010110 

60-445 


rOURIGNY.E.Q. 

6002080344* 

60-324 

p 

UOYAC. 

9911160289* 

50-213 

P 

WARNICK,R.F. 

9002060060* 

60-445 


TOURIGNY.EQ. 

6002130332* 

60-324 

p 

UDY.A.C 

90010SOI22* 

50-295 

P 

WARNICK.R.F. 

9002060062* 

50-445 


TOURIGNY.EQ 

6002220022* 

60-261 

p 

ULLRICH.B. 

9001310383* 

40-1052 


WARNICK.R.F. 

9002060066* 

EO-445 


TOWN SEND, J.O. 

6002080210 

60-275 

R 

UM6EL.0 

8002120076 

CONTRACT 

WARNICK.RF. 

9002060090* 

60-44S 


TOWNSEND.J D. 

9002220474 

60-275 

R 

UMBELD. 

0001290116 

CONTRACT 

WARNICK.R.F. 

9002080241 

50 446 


TRACY.H.T, 

6002080028 

50-29 

P 

UNNERSTALUK. 

9002230006 

FOIA 


WARNICK.R.F. 

0002120334 

50-445 


TRAFICONTE.J. 

8002010105 

50-443 

Q 

USIAA 

0002020122 

50-317 

F 

WARNICK.R.F. 

0002220037 

60445 


TRAFICONTE.J. 

9002030137 

60-443 

G 

USI.AA- 

9002020108 

50-317 

F 

WASHINGTON, S.L 

9002130069 

60-307 


TRAFICONTE.J. 

6002120361 

50-443 

Q 

urr.RL. 

0002160034* 

40-2001 


WATERMAN.C.R. 

9002060296 

70-1100 


TRAFICONTE.J. 

8002130041 

60-443 

G 

VALENTI.PJ 

9002010344 

PflOJ 


WATSON.L J. 

0002160291* 

60327 


TBAFICONTe.J. 

6002150037 

50-443 

0 

VALENT I.PJ. 

0002010348* 

PROJ 


WEBB.T.J. 

9002160013 

60 305 


TRAFICONTE.J. 

9002220018 

50-443 

G 

VALLLP.C. 

0002140046 

OAOgP 


WEEKS.J.W. 

9002230296 

50 389 


TflAMMELL.C.M. 

6001290112 

60-208 

K 

VAN TUYLE.GJ. 

0002120128 

NUREG 


WEQNER.M. 

9002150312* 

ORG 


TRAMMELL.C.W. 

8001300399 

50-361 

P 

VANOEPUHEJA. 

0002120272 

50-341 

F 

WEQNER.M.S. 

9002150308 

ORO 
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ACCESSION 
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ACCESSION 

NUMBER 
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NUMBER 

9002020266* 

F01A 


WIESEMANN.RA. 

9002090070* 

9002020266' 

FOIA 


WlQGlNS.e J. 

0001290121* 

9002020271* 

FOIA 


WIGGINS, E J. 

0001290127* 

0002020277* 

FOIA 


WIGQINS.E J 

0001290132* 

9002020279* 

FOIA 


WIGGINS, E.J. 

0001200137 

0002020260* 

FOIA 


WIGGINS.E.J 

8002020156' 

9002020282* 

FOIA 


WIGGINS,E J 

0002020160* 

9002020203* 

FOIA 


WlGQINS,E J. 

9002020164* 

900202020'! * 

FOIA 


WIQQINS.E J 

0002020227* 

9002020206* 

FOIA 


WIGGINS,E,J. 

00021200S1* 

9002020200* 

FOIA 


WIGQINS.E.J. 

0002130081* 

9002020292* 

FOIA 


WlGQlNS,E J. 

9002I3009S* 

9002020293* 

FOIA 


WIL0OHN,L. 

9002140261* 

9002020290* 

FOIA 


WILLIAM,E. 

9002000300* 

9002020300* 

FOIA 


WII.LIAMS,C.C. 

9002220312* 

9002020301* 

FOIA 


WILLIAMS, J.C. 

9002150003 

9002020306* 

FOIA 


WILLIAMS, M.C, 

0002010147* 

9002020311* 

FOIA 


WILLIAMS, M.Q, 

9002230300 

9002020313* 

FOIA 


WILLIAM3,P.M. 

9002070478 

9002000M7* 

50-2SQ 

Q 

WILLIAMS.P.M. 

0002130100 

0002020314 

60-3 It 

P 

WILLIAMS,R.A. 

0001300174* 

9002140062 

60 317 

P 

WILLIAMS.n A. 

0001300176* 

9001310124 

71-691 


WILLIAMS,RA. 

9001300238* 

900I3IQ160’ 

71-691 


WILLIAMS,RA. 

0001300371* 

0001310150* 

71-691 


WlLLIAMS,fl A. 

9002230202* 

0002010102* 

60 27 

P 

WILLIS.J.L. 

0001300190 

9002060216* 

50267 

P 

WILUS.J L. 

9001310034 

9002160083* 

60'602 

A 

WILLIS,JL. 

9002050309 

9002090036 

50-237 

S 

WILI.IS,J.L. 

0002050396 

0002030161* 

COUUISSlO N 

WILLIS.J-L. 

0002070108 

9002010356 

71-0103 


W11LIS.JL 

0002070403 

9002090081 

71-9010 


’.VILLMON,J.R. 

0002120303 

9002070449* 

60-344 

Q 

WiLSON,8.A 

0002020240 

9002160066* 

60-113 

0 

WILSON.e A 

8001200022 

9001310103 

SO-219 

Q 

WILSON,0.A, 

9001300142 

9001300293 

60 246 

0 

WILSON,B.A. 

0001300146* 

0001310007 

60-213 

0 

WILSON,Q,A. 

0001300161* 

9002010369 

60 280 

Q 

WILfiON,8.A. 

900IS00IO4 

0002130063 

50320 

0 

WILSON,0.A. 

9001300409 

9002120341 

NURGO 


WILSON.O A 

9002010248 

0002050244* 

60-20 

P 

WILSON,e A. 

0002020242 

90020602<f0‘ 

60-271 

P 

WILSON,0 A 

0002050875 

9002130006* 

60.271 

P 

WILSON,0.A. 

0002070060 

9002230167* 

60-293 

P 

WILSON,0 A. 

0002070060 

9002230211 

60-237 

S 

WII,SON,OA 

0002070428 

9002140038 

8063 

R 

WII.SON,0 A 

0082070429* 

8004260054* 

FOIA 


WILSON.0A 

9002130223 

9001290137 

CONTRACT 


WILSON,O.A. 

9002130331 

0002020158* 

CONTRACT 


WILSON,B A 

0002130361 

0002120300 

NUREQ 


WILS0N.6,A 

0002140161 

0002160045 

60-276 

Q 

W1LSON.0.A. 

0002150015 

9002060242* 

40-7102 


WILSON,D.A. 

0002160260 

9002060265* 

40-7102 


WILSON,G.A. 

9002160289' 

9002060259* 

40-7102 


WILSON,0 A. 

0002230124 

8801120062* 

FOIA 


WILSON.J.F. 

0002010320* 

0002220116 

WASTE MGT 

WILSON,n.E. 

0002010225 

9002220668 

60-272 

R 

WILSON.R.E. 

9002000100* 

0001300172 

60-300 

0 

WILSON,W.E. 

0001310230 

9001310165 

60-309 

S 

WlNSLOW,T.P. 

0001310471 

9002220319 

60-309 

F 

WINSLOW.T.P. 

0002010012 

0001200133 

40-8502 


WINSiOW.T.P. 

6002080214 

0002010046 

40-6502 


WINSLOW.T.P. 

0002000217* 

9002010062 

40-8602 


WINSLOW.T.P. 

0002060218* 

9002010060 

40-8502 


WINSLOW.T.P. 

0002090219* 

9002220031 

60-244 

F 

WINSLOW, T P. 

0002140167 

9002230096 

PR 


WINTER.C. 

9001310313 

9002220033 

60-445 

S 

WISHAM.C.L. 

0002130240 

9002060174 

50-269 

P 

WlSHAM.C.L. 

0002130243 

9002120258 

60-269 

P 

WISHAM.CI. 

8002130247 

9002130031 

50-269 

P 

WITHERS.a.D. 

9002020210 

9002020291* 

60-247 

Q 

WITHERS.B.O. 

0002140175 

9002080357' 

60-276 

0 

WiTHEflS.B.O. 

8002220184 
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ACCESSION 

SUBJECT 

CATCOORV 


NUMBER 

CATEGORY 

TOPREP 


WiTHSnS.BD 

9002220736 

50-402 

0 

CONTRACT 


WITT.FJ. 

9002220357* 

50-300 

A 

CONTRACT 


WOHL.M.L 

9002090221 

90-208 

P 

CONTRACT 


WOMACK,l.F. 

9002220108 

50-275 

F 

CONTRACT 


WOMACK.L F. 

9002220133 

60-275 

F 

CONTRACT 


WOMACK.L F. 

9002220149 

50-276 

P 

CONTRACT 


WOMACK.L.F. 

9002220167 

50-276 

P 

CONTRACT 


WO.MACK.LF. 

9002220168 

60-276 

P 



WOMACK,LF. 

9002220174 

60-275 

P 

1 1 
CONTRACT 


WONG.H. 

9002020027* 

60-312 

Q 

CONTRACT 


WONQ.H 

9002140011* 

50-528 

O 


WONG.H J. 

9002230040* 

FOIA 


CONTRACT 


1VONG,H -i. 

9002230057* 

FOIA 


50-458 

O 

W0CD.K. 

0002150269 

PR 


50-324 

Y 

WOODARO.C. 

9002070259* 

50-307 

o 

60-445 

O 







WOODHEAD.C P. 

0002080032 

70 25 


50-424 

R 

WOODLAN.DR 

9002120233 

50-445 

A 

70-27 


WOODHUFF.RL 

9001300175 

ISE 


50-482 

n 

WOCDRUFF.R.L. 

9001300206 

l&E 


PROJ 


WRIGHT.Q.L 

0002070126 

YPORTLIC 


PROJ 








WRIGHT.Q L. 

9002070134 

XPORTLIC 


50-269 

n 

WRIGHTE.G. 

9002070224* 

40-7102 


50-269 

R 

WHIGHT.G.C 

0001310131 

50-341 

V 

50-369 

R 

WRIGHT.Q C. 

9001310085 

SO 260 

V 

50-413 

R 

WniGHT.Q.C 

9002010171* 

50-205 

0 

SO 269 

n 

wniGHT.G C 

8002060051 

50-346 

p 


c 

WRIGHT.Q C. 

0002060174 

50-346 

V 

IV 


WRIGHT.Q C. 

9002060375 

50-461 

V 


n 

WfliCHTGC 

9002160037 

50 461 

V 

50410 

n 

WRIGHT.G.C. 

9002220170 

50-10 

p 

50-410 

s 

WniGHT.QC, 

9002220260 

50-464 

V 



WniCllT.G.C. 

0002220270 

50-464 

V 

60-220 

s 

WOSl. 

900200000-1 

TOPREP 


WASTE MOT 

VACHIWIAK.E 

0001310029’ 

50-443 

V 

50-327 

Q 

YANOCLl.L A 

0002010130 

40’8027 


50-327 

F 





60 250 

O 

YlNJ.T 

0001310261* 

50-341 

0 



YORK.JW 

9002130323* 

90-260 

0 

50 259 

0 

YOr!K.J w 

9002130340* 

50-200 

0 

50-259 

Q 

VOUNO.F 1. 

9002130077* 

50-320 

0 

50 259 

O 

yOL/AQ.J.D. 

0002060062* 

CONTRACT 


50-250 

0 





50 327 

o 

YOUNG.MA. 

9002060064 

60-443 

Q 



YOilNG.M A. 

0002080009 

50-443 

Q 

50-327 

o 

YOUNG.MA. 

9002120347 

50-443 

0 

60390 

o 

YOUNG.M A. 

0002220009 

50-443 

0 

00 259 

F 

YOUNG.MA. 

0002220017* 

60-443 

0 

60-250 

nA.9<\n 

F 

Q 

YOUNG, S. 

9002150120 

60-210 

s 



YCUNO.W H. 

9002070231 

pnoj 




YUANY 

0002010150* 

40 2061 


r A ‘^i^A 

w 

f-l 

YUAN.C Y 

0001220107* 

60-395 

p 

60 260 

u 

V 

YUAN.Y 

0002010159* 

40 2061 


60 269 

0 

YUt«AS.G P. 

9001310401 

50-326 

Q 

60-250 

o 

yUHAS,G P. 

0002010390 

60-206 

Q 



YUNAS.G.P. 

0002060026 

50-344 

F 

60-430 

Q 

YIIHAS.O P. 

9002150009 

60-307 

0 

60-327 

0 

YtHAS.Q.P. 

0002150010* 

60-307 

0 

60-327 

O 





60 327 

F 

YUHAS.O.P. 

9002160085 

50-113 

Q 

CONTRACT 

YUNDT.OP. 

9001310357 

50-344 

S 



YUNDT.C.P. 

0002070346 

60-344 

s 

70-697 


YU.NDT,C.P. 

9002120134 

60-344 

s 

70-143 


YUNDT.C P. 

9002220600 

50-344 

s 

60-27 

P 





71-0019 


YUNOT.C P. 

0002220716 

60 344 

s 

PR 


YUNDT.C.P. 

9002230037 

50 344 

s 



ZECH.GO 

0605190270* 

60-277 

Q 

70-1)13 


ZECHl.W. 

0002160142* 

FOIA 


70-1113 


ZECH,L.W. 

0002160143* 

FOIA 


70-1113 






70-1113 


ZGCH,t.W 

6002160144* 

f-'OlA 


70-1113 


ZFJLER.J. 

9002160163* 

50-302 

0 



ZIMMERMAN.R. 

9002140006 

60-526 

Q 

60-205 

S 

ZiMMERMAN.n. 

9002140010* 

50-626 

0 

70-734 


ZIUMERMAN.RP. 

9001300389 

60-276 

Q 

70-734 






70-734 


ZINKE.QA 

9002220387 

60-416 

R 

80 462 

o 

ZWOLINSKI.J A. 

9002020109* 

60-346 

P 



ZWOLINSKI.J.A. 

9002070201* 

60-440 

P 

60-482 

F 

ZWOLlNSK1,J.A. 

0002130352 

50-463 

P 

60-462 

P 

ZWOLINSKI.J A 

0OD223O491 

50 312 

O 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for exampl6.50*232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed In the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
Index entitled "Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR AFFILIATION 


A'.wa Ul.ity Sloorino Commitioe 
ASEA Brown Bovoo, Inc. 


AIST nformel on ^etoma 
AiJ/inced Nutloa* Foots Cofp (lormofly 
Eiusn Noclosr Co., Inc ) 

Aeroiosl Opcral ons. inc. 


AflrKoKuro, Oopl ol, Gtodualo School, 
Wsihhgion, 0& 

Air TrenspoR Association 


Alabama Power Co 


Aiibama. Slate ol 

A.'aske Conior lor the Gnvironmoni 

Alaska Hoaiih Proioci 

Alaska, Stale ol 
AldenRcsoarch Laboraiory 
Allied Signal Corp. 

AfTioiican Al'l nes, Inc 


/LTiorlcan College ol Nuclear Physicians 
Arr.arshcm Corp. 


Arriesbury, MA 

AppHad Health Physics, Inc. 

Afb',t-on Co. 

Argonno National Laborelory 


Anjoia Public Seivtco Co. (formerly 
Afiiona Nudoar Powor Pro;oct) 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9001300200 

PROJ 


6001300090 

60-470 

A 

9002010224 

TOPHGP 


0002050004 

TOPREP 


9002060263 

TOPREP 


0002080267* 

TOPREP 


0002080270' 

CONTRACT 


9002010024 

PR 


9002050002 

50 220 

H 

6002090056 

50-220 

F 

9002220315* 

CONTRACT 


6002130144 

PR 


9002130152* 

PR 


9001290060 

60 346 

F 

90Q130047I 

50-346 

P 

9001310010 

50 304 

S 

9002010190 

50 34$ 

F 

9002060162 

60-348 

8 

0002080166 

60-346 

G 

0002120271 

50 348 

O 

0002120203 

50-304 

S 

0002130061 

PR 


9002130308 

60 346 

F 

9002150154 

60 346 

H 

9002230139 

50-346 

F 

9002000194 

PR 


9002150269 

PR 


9002160369 

W 


6003220053 

PR 


0002080008* 

60-443 

P 

9002000102 

40 3302 


9002090200 

40-3302 


6002000212 

PR 


0002060315 

PR 


9002000001* 

COMMISSIO 

N 

0002060136* 

COMMISSIO 

N 

9002050261 

71-0160 


9002130325 

71-0126 


0002010031 

50 443 

O 

0002060410* 

40-7397 


0002070053* 

40-7307 


9002000040* 

50-443 

Q 

0002010140' 

40-2061 


60Q21S03B9’ 

40-^1 


9002160031* 

40-2061 


9001290244 

50-630 

P 

9001300258 

50-628 

O 

6002020236 

50-529 

S 

9002020245 

50-626 

s 

0002050211 

50-528 

p 

0002050360 

60-528 

P 

6002050426* 

50-528 

p 

0002060122 

50-520 

o 

0002060122 

50-528 

o 

6002000122 

50-628 

o 

0002060145 

60-528 

p 

9002060145 

60-528 

p 

0002060145 

60-628 

p 

000208001 1 

60-628 

p 

9002080011 

60-526 

p 

9002080011 

60-526 

p 

6002080080 

60-528 

p 

0002000060 

50-528 

p 

6002080060 

60-628 

p 

0002080133 

60-529 

s 


AUTHOR AFFILIATION 


Anaono. Sieio ol 
Arbr^e. Univ. ol. Tucson, AZ 


Aikarssas Power & LighI Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6002080142 50-530 S 

6002120168 60-520 9 

6002120160 50-530 S 

8002120163 50-530 S 

6002120162 60-528 S 

6002160017 50-530 £ 

6002150029 50 530 F 

8002150063 50-526 k 

0002150106 50-528 F 

9002150128 60-528 k 

0002160138 50-520 k 

0003150145 50-528 

6002160145 60-626 

6002160145 50-528 

0002150150 60-528 

0002160150 50-528 

6002160150 60-526 

6002150104 50-520 

6002150184 50-526 

6002160184 50*528 

0003150165 60-526 

6002160108 50-630 

6002320137 60-326 

6002230137 eo-526 

0002220137 50-526 

0002320245 50-520 

6002220726 60-53S 

0002220735 50-528 

6002220735 50-529 

6002230126 PR 


9002230255 50-526 

6001310170* CONTRACT 
60012001-37 CONTRACT 
0002020168* CONTRACT 
6002030003 60-113 


0002130085' 

6002130147 

9001240149 

6001300166 

9001300377 

9001300378 

0001310000 

9002010120 

6002010176 

0002020037 

6002050168 

6002050293 

9002050304 

6002060010* 

6002060382 

9002060135 

9002080162 

9002080185 

0002080185 

0002060242 

0002060242 

0002120094 

0002120252 

9002120267 

9002120297 

6002120302* 

6O02J2COO4' 

9002120308* 

9002120306* 

9002120317 

9002120317 

9002120327 

6002160011 


CONTRACT 

60-113 

50-368 

60-313 

50-313 

60-313 

60-368 

50-313 

60-313 

60-313 

50-313 

60-313 

60-013 

60-368 

60-310 

60-313 

50-368 

50-313 

60-313 

50-313 

50-313 

60-313 

50-368 

60-313 

60-313 

60-313 

50-313 

60-313 

60-313 

60-313 

60-313 

50-313 

60-313 



90Q2230045 

50-368 

P 

Boston Edison Co. 

0002010312 

50-293 

Arkansas Tech Unw, Russel vilo, AR 

9002020166 

sQ-eoe 

A 


9002070179 

50-293 


9002120043 

50-606 

1 


9002230061 

PR 

Arkansas. Siaie or 

9002060205* 

CONTFTACT 


Brand Examination Services & Testing Co. 

9002070193* 

CONTRACT 


9002060217 

PR 


Brookhavon National Lehoreiory 

B91 1140137* 

50-322 

Army, Depi Of 

9002150264* 

FCXA 



9001290311* 

SO-275 

Associalod Press 

9002070034 

FOtA 



9001290314* 

60-275 


9002260080 

F01A 



9002120129 

NUREQ 

Asiroiech. inc. 

9002050251 

71-260 



9002120269 

NUREO 


9002050256* 

71-260 



9002130214* 

FOIA 

Allas Corp 

9002010300 

40-3463 


Bruccer, M., MD 

8911020054 

PRM 


9002010308 

40-3453 


Gurco Systems Development 

9002050094* 

CONTRACT 

Autcmoiic Valve Corp 

9002220371 

SO-3 

S 

Burditt. Bowles & Radzius. Chartered 

9002160316 

FOIA 

e&WFuel Co 

9002220746' 

50-340 

P 

(formerly Burditt, Bowles. RadZius & 




0002220747* 

50-346 

P 

CiC-Union Europeonna, Iniornaiional oi 

9002010226 

40-2258 

BCP Technical Servicos. inc 

9002150061* 

50-366 

P 

Cre 



BW/IP In'ornat.onal, inc. (lo'merly Byro 

9002140048 

QA06O 


CaiHorma, Slato of 

9001310163* 

CONTRACr 

Jackson Pump Oivislor^j 




Calilorrtla, Un-v. of, Irv'he, CA 

9001310494* 

60-326 

BWR Ovrners Group 

9001300294* 

50-302 

P 

Ca^fornla. Un.v. of, Los Ango'es, CA 

9002060076* 

COUMISSIO 


9002060263 

PR 


Canonie Envlronmontal Services, Inc 

9001310106* 

40-6967 

Balxroch & Wi'cex Co. 

9001300068 

70-27 


(eubs. of Canon a, Inc ) 




0002080148 

PR 



9001310136* 

408907 


9002120143 

NUREO 


Cap Rock Elociric CooperativG. Inc. 

9002220610 

50-445 


9002120323 

71 78 


Carol-na Power & Light Co 

6906020393 

60-324 


9002120326* 

71-70 



9001290136 

50-261 


9002120369 

70-27 



9001300164 

60 261 


0002130106* 

CONTRACT 



9001300164 

60-261 


9002130312 

70-27 



0001310363 

50 325 


9002130326 

70 27 



0001310375 

60-324 


9002130360 

TOPREP 



9002020031 

50-400 


0002160066 

TOPREP 



9002020166 

60-201 


9002220219 

71 6341 



9002020216 

50-400 

Babcock S Wilcox Operatng Plania Ownora 

9001300276 

50 302 

P 


9002020276* 

60-400 

GrcLp 





0002050034 

60-324 

Backus. Moyer & So'omon 

9002010065 

50443 

G 


9002050057 

60-400 


9002010142 

50443 

0 


9002050064’ 

60-400 


S002010142 

50 443 

0 


0002050121 

60-324 


6002010149* 

$0443 

G 


9002060121 

60-324 


6002010149' 

50 443 

G 


9002060420 

60-324 


6002060120 

60 443 

G 


9002050420 

60-324 


6002120356 

50 443 

0 


9002070195 

60-324 


6002120380* 

SO-443 

Q 


9002060020 

60-261 


6002120361 

50 443 

G 


0002060023 

50-400 


9002150037 

$0-443 

0 


9002000027 

60-400 


9002150123 

$0-443 

G 


9002060031 

60-281 


9002150126* 

50 443 

G 


9002060031 

60-281 


9002220016 

$0443 

G 


0002060031 

60-281 


9002220093 

$0-443 

Q 


9002060031 

50-261 


9002280066 

50-443 

0 


6002060031 

60-281 

Baker Testing Services, inc. 

9002230209 

PR 



9002060146 

60-281 

Bsitmoro Oae 4 Electric Co. 

9001300183 

$0-317 

S 


6002060244 

60-325 


9002010264 

50-317 

P 


9002080264 

60-324 


9002020122 

SO-3 17 

F 


9002060264 

60-324 


9002020122 

50-317 

F 


9002090264 

60-324 


0002020 190 

50-317 

F 


9002090297* 

60-324 


9002020190 

50-317 

F 


9002090300* 

50-324 


0002020196 

60-317 

f 


9002120064 

50-324 


9002020196 

50GI7 

F 


8002120336 

50-400 


9002020275 

50-310 

S 


9002130035 

50-400 


9002050007 

60-317 

P 


9002130046 

50-400 


90020S0008 

50-317 

F 


6002140200 

60-324 


9002070116 

50-317 

P 


9002140201 

50-261 


9002070116 

50-317 

P 


9002140240 

60-324 


9002080116 

60-317 

P 


9002140247 

50-400 


9C02O8O116 

50-317 

P 


6002140248* 

60-400 


9002080122 

60-317 

P 


6002150092 

60-324 


9002090036 

50-317 

F 


9002160379 

PR 


9002120063 

60-317 

P 


9002220081 

60-261 


9002140135 

60 317 

P 


9002220096 

50-261 


9002160170 

60-317 

S 


9002220106* 

50-261 


9002220556 

50-317 

Q 


6002220119* 

50-324 


9002230241 

60^317 

9 


9002220126 

50-261 


9002230245 

50Gt7 

P 


9002220128 

60-400 

Bailel'e Memorial Insiiiuie, Pacific 

9002050177* 

50446 

V 


9002220270 

50-281 

Northwest Laboratory 





6002220362 

60-400 


9002120167 

NUREO 



6002220646 

60-324 


9002120263 

NUREO 



9002220646 

60-324 


9002120296 

NUREO 



9002230001 

60-326 


9002120341 

NUREO 



9002230235 

60-400 


9002120344 

NUREO 


Carpenter Technology Corp. 

9001310069* 

XPORTLIC 

Boar Creok Uranium Co. 

9002090211 

406452 


Calhollc Univ. of America. Washington, 0 

9001310060 

60-77 

Bechtel Group, Inc. 

9002160136* 

50-386 

P 


9002160272 

60-77 

Bechtel National, It^c. 

9002060212 

PROJ 


Center for Nucloar Responsib lity 

9002010137 

60-260 

Geigiiim, Grovt. o( 

9002270142* 

71-3011 


Center tor Nuclear Waste Regulalory 

9002070456* 

WASTE MOT 


9002270147* 

71-3011 


Analyses 



B shop. Cook. Puree 1 4 Roynolda 

9002080169 

PR 



9002070461* 

WASTE MOT 


9002130293 

FOIA 



9002070464* 

WASTE MQT 


9002270180 

50-307 

Q 

Centetlor Service Co. 

9002230339 

71-693 

Boise, ID 

6002010320* 

CONTRACT 



9002230339 

71-893 


NUMBER 


Charles B. Reynolds & Associates 
Cnen-Nudear Systems. Inc. 


Oem-Systems. Inc. 


Chwne CcnlracUfig Corp^ 

C.die^.s Association tof Sound Energy 


C-jracs tor Fair Uti'ity Regulation 
Oeveland EiocWc lllumlr»aiing Co. 


Qeveland-Clitfs, Inc. 
ComDais. Inc. 

Comtwstion Englnoerlng, Inc. 


CorrmCore, Inc. 

Commiiae to Bridge the Qap 
CorriTtonwealih Eolaor) Co. 


9002230339 

0002230339 

0002230339 

9002230330 

0002230365* 


ri-693 

71-693 

71-693 

71-693 

71-693 


9002230355* 

0002230356* 

9002230355* 

0002230355* 

0002230356* 


71-693 

71-803 

71-693 

71-693 

7t-e93 


9002080041 

0002220130* 

9002060267 

9002080262* 

0002220009 


XPORTLIC 

WASTE MQT 

PR 

PR 

PR 


0002080170 PR 

0002050170 60-445 

0002060046 60-445 

9002080204 60-446 

9002220660 P01A 

9002010033 60-446 

0001290034 60-440 

9002010339 60-440 

9002010341* 50-440 

9002060000 HM40 


A 

A 

A 


O 

8 

P 

P 

O 


0002050067 60440 
9002090005 60-440 
0002090006 * 50-440 
9002000007 * 60-440 
0002120087 60-440 


P 

S 

s 

s 

p 


9002120173 71-9079 

0002130301 60-440 

0002140067 60-440 

0002220648 60-440 

0002230279 60-440 


F 

P 

P 

R 


0002010200 

0002220167- 

9002060296 

9002070164- 

9002060262 


40-6714 

CONTRACT 

70-1100 

CONTRACT 

PR 


9002080263 

0002090070 

9002120370* 

0002220262 

9002230130 


PR 

60-470 
60-389 
71-6294 
70 38 


A 

P 


9001290124* 

9002080111 

8001120034 

0001290082 

9001290094 


CONTRACT 

70-25 

50-464 

60-205 

60-464 


0 

o 

F 


0001260140 

0001290140 

9001290165 

0001290166 

9001200104 


60-296 
60-266 
60-468 
60-468 
60 295 


0 

O 

Q 

0 

O 


9001290194 

9001290214 

9001290214 

9001290239 

9001290246* 


60295 

60-254 

60-254 

50-285 

50-285 


O 

K 

K 

P 

P 


9001300241 

9001300241 

9001300241 

0001300241 

9001300241 


60-237 

60-237 

60-237 

60-237 

60-237 


P 

P 

P 

P 

P 


9001300432 

9001300432 

9001300436* 

9001300436* 

0001310173 


60-237 

60-237 

60-237 

BO-237 

60-237 


P 

P 

P 

P 

Q 


9001310102 

9001310182 

9001310188 

9001310186 

9001310208 


60-295 

60-205 

60-456 

60-466 

60'4&4 


P 

P 

P 

P 

P 


9001310208 

0001310208 

9001310208 

9001310278 

9001310278 


60-464 

60-454 

60-454 

60-295 

60-296 


P 

P 

P 

P 

P 


9001310313 

9001310399 

9001310399 

9001310524 

9001310524 


60 296 
60-237 
60-237 
50-264 
60-264 


8 

V 

V 
F 
F 


9002010011 

9002010095 

9002010167 

9002010167 


60-373 

60-468 

60-254 

60-254 


F 

S 

F 

F 


0002020094 

60-254 

9002020004 

50-254 

0002060040 

60-454 

0002060049 

50-454 

0002060073 

60-205 

0002060140 

60-10 

0002060149 

50-10 

9002060140 

50-10 

0002060149 

60-10 

0002060140 

50-10 

0002060149 

50-10 

9002060149 

60-10 

9002060140 

50 10 

0002060140 

60-10 

9002060140 

60-10 

9002060149 

60 10 

9002000149 

50-10 

0002060149 

60-10 

9002060140 

60-10 

9002060186 

50-10 

9002060185 

50-10 

9002060185 

60-10 

0002060185 

60-10 

0002060185 

50-10 

9002060185 

60-10 


F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 


9002060185 60-10 
0002050185 60-10 
0002000186 60-10 
0002060185 50-10 
9002060166 60-10 


0002060165 

0002060186 

9002060165 

9002060208 

9002060230 


60-10 

60-10 

60-10 

50-456 

60-206 


F 

F 

F 

0 

0 


9002060230 

0002060230 

9002060230 

0002060230 

0002060230 


60-206 

50-205 

60-295 

60-295 

50-295 


C 

C 

c 

c 

c 


9002060230 

0002060369 

9002060369 

9D02060369 

9002060369 


60-295 

60-237 

60-237 

60-237 

60-237 


C 

I 

I 

I 

1 


9002060369 

0002080369 

9002060369 

9002070019 

9002060145 


60-237 
60-237 
50 237 
60-296 
60-254 


0002000390* 

00020B0392* 

0002090003 

0002090036 

9002000067 


50-205 

60-295 

60-265 

50-237 

60-264 


0002090087 

9002120020 

9002120020 

9002120022 

9002120098 


60-254 
60 264 
60-264 
60-264 
60-237 


0002120261 

0002120291 

0002130053 

0002130057* 

9002130062* 


50-295 

60-465 

60-237 

60-237 

60-237 


9002130263 

90021303S4 

9002130398 

0002140268 

9002140268 


60-237 
60-456 
60-296 
60-454 
60 464 


9002140266 

9002140266 

9002140256 

0002160001 

0002150012 


60-464 

60-454 

60454 

60-295 

50-464 


9002160046 

0002160089 

9002160089 

9002160089 

0002160089 


60-295 

50-10 

60-10 

60-10 

60-10 


9002160089 

9002160089 

9002160089 

9002160100 

9002150100 


60-10 

60-10 

50-10 

60-205 

60-295 


9002160106 

9002160105 

9002150112 

9002160112 


&0-266 

60-295 

60-295 

60-296 


•n 0 x *00 


AUTHOR AFFILIATION ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

9002160119 

50-285 

F 


9002120119 

50-155 

9002150119 

50-285 

F 


9002140055 

50-155 

9002150127 

6028S 

F 


9002150051 

50-255 

9002160127 

50-295 

F 


9002150072 

50-155 

9002150130 

50-285 

F 


9002150205 

60-155 

9002150130 

50-285 

F 


9002220132 

50-255 

9002150313 

50^456 

P 


9002220195 

50-155 

9002150316 

50-346 

P 


9002230093 

50-255 

9002220074 

50-455 

S 


9002230142 

50 255 

9002220159 

60-454 

K 


9002230461 

50 255 

9002220169 

50-454 

K 


9002230538 

50-255 

9002220159 

50-454 

K 

Covif^lon & Burling 

9002060051 

40-2081 

9002220159 

50-454 

K 


9002000075 

40 2061 

9002220159 

50 454 

K 


9002060097 

40-2061 

9002220163* 

50-454 

K 


9002080101* 

40 2061 

9002220163* 

50 454 

K 


0002080106 

40 2061 

9002220163* 

SO-454 

K 

Oalryland Powor Cooporaiiva 

0002220733 

50 409 

9002220163* 

50-454 

K 


9002230035 

60 409 

9002220163* 

60 454 

K 

Oafflos & Uooro 

0002010158* 

40-2061 

0002220173 

50 454 

0 

Data Computer Corp. ol Amoiica 

0002080230* 

CO.‘4inACI 

9002220223 

50-254 

R 

Delia Air linos. Inc 

9002120368 

71 0032 

9002220223 

50 254 

R 

Oerse & Senroeder Associates. Lid. 

9002010006 

PR 

9002220282 

50254 

P 

Oosori Research institute 

9001300054* 

WASTE WQT 

9002220265* 

50-254 

P 

Oetroil Ed son Co 

9001200036 

50-341 

9002220347 

50456 

O 


9001300146 

50-341 

9002230038 

50-205 

S 


0001300197 

SO-341 

9002230049 

50-373 

s 


0001300245 

50 341 

9002230055 

50-373 

s 


9001310406 

50-341 

9002230074 

50-456 

s 


9002010010 

50-341 

9002230092 

50-373 

R 


0002020205 

50-341 

0002230104 

50-454 

P 


9002020208 

50-341 

9002230104 

50454 

P 


0002020280 

50-341 

9002230103 

PR 



0002020204 

60-341 

9002230160 

50374 

S 


0002050255 

50-341 

9002230165 

60374 

$ 


9002060222 

50-341 

9002230211 

50-237 

S 


9002060229 

50-341 

9002230320 

50-456 

S 


9002060234 

50341 

9002230335 

50 304 

S 


9002060246 

50-341 

9002230407 

PR 



9002060251' 

50-341 

Coiriputa'ogWli«llne Sorvicos, Inc. 9002060305 

PR 



9002060336 

50-341 

Conccirod Citizens lor iho Choitevoix 9002120276* 

50 iSS 

P 


0002060339* 

50-341 

Area 




00020QOI93 

PR 

Connect cul Yankee Aiernic Power Co. 900i 290226 

71 9216 



9002080207 

50-341 

6001300132 

50-213 

P 


0002120272 

50 341 

9001300134* 

50-213 

P 


0002120307 

60-341 

9001300192 

60-213 

0 


0002130321 

60-341 

9001300196* 

50-213 

0 


0002140179 

60-341 

9001310115 

50-213 

Q 


0002150075 

50-341 

90013IOII5 

50 213 

0 


0002220295 

50-341 

900131011$ 

50-213 

0 


9002220311* 

60-341 

9001310303 

50-213 

S 

Ooub. Munmng 5 Glasgow (lormody Doub 

9002050146* 

COMMISS.O 

9002010163 

50 213 

0 

MunUmg] 



9002020056 

50-213 

P 

Dow Chomicai Co. 

9002050106 

50-264 

9002020066 

60 213 

P 


0002070095 

TOPREP 

9002020243 

50-213 

P 

OuPego Coimty, IL 

0002160034* 

40-2061 

9002080(61 

50-213 

R 

Ouko Powor Co. 

0001290152 

60-369 

9002080209 

50-213 

H 


9001290162 

50-369 

9002080209 

50213 

H 


0001200276 

60-369 

9002080232 

50-213 

H 


0001200276 

50-369 

9002090248 

50213 

P 


0001300173 

50-269 

9002140110 

50 213 

P 


0001300173 

50-269 

9002160161 

50-213 

H 


0001300174* 

50-269 

9002160194 

50-213 

F 


0001300174* 

60-269 

9002160240' 

50 213 

V 


0001300174* 

60-260 

9002160365 

60-245 

O 


0001300176* 

50-269 

6002220016 

60-213 

H 


0001300212 

60-369 

Consolldaiod Edison Co. ol New York, Inc 6001310024 

50 247 

n 


0001300212 

60-366 

9001310254 

50-247 

p 


0001300230* 

60-369 

9002020265 

50 247 

o 


9001300243* 

60-360 

9002050056 

60-247 

p 


0001300327 

60 413 

9002080035 

60-247 

Q 


9001300371* 

60 413 

9002080340 

60-247 

P 


9001300373* 

60-413 

9002120123 

50-247 

P 


9001300406 

60-369 

9002130001 

50-247 

P 


9001310093 

60-269 

9002150364 

50-247 

P 


9001310003 

50-269 

9002230141 

PR 



9001310093 

60-269 

Consumers Power Co. 9001310199 

50-255 

0 


9001310095* 

60-260 

9001310270 

50-155 

P 


9001310005* 

60-269 

9001310276* 

60-155 

P 


9001310095* 

60-269 

0001310525 

60-255 

0 


9001310152 

60-413 

9002050373 

50-255 

F 


9001310200 

60-369 

9002060377 

60-265 

F 


9001310209 

60-369 

9002080165 

50-255 

P 


9001310209 

60-369 

0002060336 

50-255 

0 


9001310256 

50-269 

9002090261 

50 255 

R 


9002010058 

60-269 

0002120106 

50-255 

O 


0002010056 

50-269 

0002120112* 

50-255 

Q 


9002010058 

50-269 

0002120113* 

50-255 

Q 


9002010058 

50-269 

60021201 16 

50 255 

P 


9002010056 

60-269 


ftUTHOB AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


9002010050 £0-269 
9002010058 50-269 
9002010060 50-269 
9002010160 60-<113 
0002010176* 50-413 


P 

P 

P 

F 

F 


9002020199 50-413 
9002020199 50-413 
9002020203 50-369 
9002020317 PROJ 
9002020320* PROJ 

9002050362 50-369 
9002050362 50-369 
9002050362 60-369 
9002050362 50-369 
9002060362 50-369 


P 

P 

P 


P 

P 

P 

P 

P 


9002060036 50 269 
9002060030 50-269 
9002060036 50-269 
9002060036 60-269 
0002060030 60-269 


P 

P 

P 

P 

P 


0002000030 50-260 
0002060030 60-269 
9002060036 60-269 
0002060100 60-269 
Q002Q60I60 50 260 


9002060165* 60-260 
0002060158* 60-260 
9002060243 50-260 
9002060243 60 269 
9002060243 60-209 


F 

F 

t 

F 

F 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


9002130029 

9002130347 

0002140045 

0002140078* 

0002140192 

9002140192 

9002140192 

9002140192 

9002140192 

9002140195 

0002140195 

9002140197* 

9002140107* 

9002140196 

9002140198 

9002140198 

9002140213 

0002140213 

0002140213 

9002140222 

9002150275 

9002150276 

0002150278 

0002160278 

0002160282 

9002220069 

9002220069 

0002220072* 

9002220322 

9002220322 


SUBJECT 

CATEGORY 

£0-414 
50 413 
60-369 
50-413 
50-369 

50-369 

60-369 

50-369 

50-369 

60-413 

50-413 

50-413 

50-413 

60-269 

60-269 

60-269 

60-269 

60-269 

60-269 

50-369 

60 413 
50-413 
60-413 
50-413 
50-269 

50-366 

50-369 

50-369 

60-269 

60-269 


0002060243 

9002060243 

9002060243 

9002060243 

9002060243 

9002060240’ 

0002060240* 

0002060240’ 

0002060240* 

9002060249* 

0002060240* 

0002060240* 

0002000249* 

0002070144 

9002070144 

0002070144 

9002070144 

0002070144 

9002070144 

0002070144 

0002070144 

9002070149* 

9002070222 

9002080127 

0002060127 

9002000127 

0002060127 

9002080127 

9002060127 

9002080127 

9002060127 

0002060190 

9002060198 

9002060200 

9002060234 

9002060291 

9002000040 

0002120009 

0002120009 

9002120012’ 

9002120012’ 

9002120039 

9002120264 

9002120254 

0002120264 

9002120270 

9002120275* 

9002120296 

9002120298 

9002120296 

9002120298 

9002120296 

9002120296 

9002120366 

9002120365 

9002120365 

9002120366 

9002120365 

9002130143 


60-269 
60-260 
60 260 
60-269 
60-269 

60-200 

50-209 

GO-2CO 

60-260 

60-269 

50-369 
60-269 
60 209 
60-269 


60-269 

60-269 

60-413 

60-413 

PR 

50-413 

PR 

60 260 
60-369 
60-369 
50 360 

50 369 
60-413 
50-269 
50-269 
50-269 

60-269 
60-269 
60-269 
SO 269 
60-269 

60-269 

50-269 

60-269 

50-369 

60-369 

50-369 

60-369 

60-369 

50-369 


F 

f 

F 

F 

F 

F 

F 

P 

F 

F 

F 

r 

r 

p 

p 


F 

P 

P 

P 

P 

S 

o 

o 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

Q 


Ouquasne light Co 


0002220322 

0002220322 

B002220322 

6002220322 

0002220322 

0002220322 
9002220327* 
90022203 2 7' 
9002220327* 
0002220327* 

9002220326* 

0002220320* 

0002220329* 

0002220332 

9002220332 


50-269 

50-280 

60-269 

60-269 

60-260 

50-269 
60-269 
60 200 
50-289 
50-269 

S02C9 

50-269 

50-269 

50-413 

50-413 


9002260206* 

0002260206* 

9001300367 

9001300393 

9001300396 

9001300444 

9002020077 

0002060119 

9002080167 

9002080167 

9002000231* 

9002080233* 

9002080233* 

9002060317 

0002000317 

0002000173 

9002120308 

9002120319 

9002120340 

9002130026 

9002160239 

9002160243 

0002150243 

9002160260' 

9002160250* 

9002150251* 

9002160251* 

0002230028 

9002230047 


50-269 

50-269 

60-334 

60-334 

60-412 

60-334 

60-334 

60-334 

50-334 

50-334 

50-334 

60-334 

60-334 

50-334 

60-334 

60-334 
50 334 
60-334 
50-412 
50-334 

60-334 

60-334 

50-334 

60-334 

60-334 

60-334 

60-334 

50-334 

50-334 




9002220333* 

80-260 

P 

50-269 

P 

9002220333* 

50>269 

P 

50-269 

P 

0002220333* 

50-280 

P 

60-260 

P 

9002220336* 

60-413 

P 

60-260 

P 

0002220335* 

80-413 

P 

50-260 

P 






0002220662 

60-413 

O 

60-260 

P 

9002230172 

60-370 

s 

50-269 

P 

9002230162 

60-209 

o 

60-414 

O 

0002230102 

60 260 

0 

50-269 

Q 

9002230182 

50-260 

0 

60 269 

O 






0002230262* 

50-269 

R 

50 260 

o 

0002230520 

50-414 

P 

60-269 

0 

0002230643 

50-269 

0 

50 269 

Q 

0002200204 

60 269 

R 

60 269 

0 

9002260206* 

50-259 

R 


R 

R 

S 

s 

s 

s 

s 

p 

n 

R 

R 

R 

R 

f 

F 

V 

O 

P 

s 

F 

Q 

P 

P 

P 

P 

P 

P 

S 

S 


-o-OTj-o-o -o-o-n-n-n 0-n-m,-n OwwwO OO^-^-o -o-o-D-o-o tXcoww 



NUMBEH l/Aieuuni 


CATIOOftY 


E.l. du Pont do Nemours A Co . inc. 

E R. Johnson Assodales, Inc. 

EG&G Idaho, Inc. (subs. ol EG&O. Inc ) 


ENSR Consulting a Engineenng ((ornnerly 
ERT) 


ERC Environmental a Energy Services, Inc 

Ebesco Services, Inc. (subs ol Ensorch 
Corp.) 


Edison Electric Institute 
Ediow Inlemabonal Co. 


Employoe’s Legal Project 
Energy Oaity, Inc. 

Energy Research a Development Admin. 
(Presently CXJE) 

Energy. Dept, of 


Entergy Corp. 

Envtronmernal Evetuatton Group 
Environmental Protection Agency 

Environmental Research Institute ol 
Michigan 

European Communities, Commission of 


POI Services 
Fansteel, inc. 

Fauske a Assoclaies, Inc. 

Federal Emergency Management Agency 


9001290235 

71-384 



9002050016* 

60-331 

e 

9001290240' 

71-384 



9002080271 

60-331 

r 

t 

9002090164* 

CONTRACT 



9002080274* 

60-331 

f 

f 

6911)60269* 

50-213 

P 


9002160103 

50-443 

9001050122* 

60-285 

P 


9002260005 

50-443 

g 

0 

9001120312* 

60-413 

P 


9002280005 

60-443 

n 

9001220)07* 

50-365 

P 


9002260006* 

60-443 

g 

9002120329 

9002140225* 

9002020302 

NUREG 

50-317 

40-7102 

Q 

Federal Energy Regulatory Commission 

Fevrell Qeolecnnical Engineenng, Lid. 

9002280008* 

0002050120* 

9002050269 

60-443 

PR 

71-0032 

G 




Florida Power a Light Co 

9001300450 

50-335 

ft 

9002020304* 

40-7102 



9001310516 

60250 

V 

0 

9002050190* 

40-8848 



9002010266 

50-335 

F 

9002070323* 

40 8848 



9002020192 

60-335 

a 

9002120309 

NUREQ 



9002050077 

60-250 

p 

9002070174* 

(XWJTRACT 



9002050088 

60-336 

p 





9002070001 

50-335 

s 

0 

9002090091* 

CONTRACT 



9002070202 

50-260 

9002130384 

OA999 



9002080140* 

50-250 

6 

9002140034 

50382 

0 


9002090074 

50-250 

P 

9002150023 

WASTE MOT 



9002090283 

60335 

p 

900222008S 

PR 



9002090263 

60-335 

p 

90012902)8* 

XPORTLIC 



9002090286* 

60-335 

P 

9001290220* 

XPORTLIC 



9002090286* 

60-335 

p 

9002060152* 

XPORTLIC 



9002120004 

60-335 

P 

9002060070 

FOIA 



9002120266 

50-389 

p 

0002130178* 

CONTRACT 



9002130028 

60-250 

0 

9002090141* 

XPORTLIC 



9002130028 

60-250 

0 





9002130387 

50-250 

s 

9001290259 

71-9234 



9002160059* 

60-250 

V 

9001290330 

WASTE MOT 



0002160179 

60-336 

p 

9001300040 

WASTE MOT 



0002150178 

60-335 

p 

9002010313 

WASTE MOT 



0002160186 

60-336 

F 

0002010411 

WASTE MOT 



Q002150166 

60-336 

f 

9002010415 

WASTE MOT 



0002160203 

60-389 

P 

9002010419 

WASTE M(iT 



0002160204 

PR 


9002010431 

71 6697 



0002160205* 

60-369 

P 

9002010437 

WASTE MOT 



0002160207* 

60-389 

P 

9002020004 

XPORTLIC 



0002160200 

60-250 

P 

9002020008* 

XPORTLIC 



0002160290 

60-250 

P 

9002020008* 

XPORTLIC 



0002160340* 

50-250 

P 

9002020011 

XPORTLIC 



0002150340* 

60-250 

P 

9002020013* 

XPORTLIC 



0002220091 

60-250 

G 

9002020016* 

XPORTLIC 



0002230044 

60-260 

S 

9002050064 

WASTE MOT 



9002230208 

50-389 

S 

9002050066* 

WASTE MOT 



9002230302 

60-260 

R 

9002060269 

WASTE MOT 


FioixJa Pbwei Corp. [subs. oi Florida 

8911200049 

60-302 

f 

9002060290* 

WASTE MOT 


Progrea# Corp.) 




9002070166* 

WASTE MOT 


0001300001 

50-302 

F 

9002070231 

PROJ 



9001300206 

50-302 

r 

9002070339 

WASTE MOT 



0001300342 

60-302 

f 

900207034$ 

WASTE MOT 



9001300350 

50-302 

f 

9002070397 

WASTE MOT 



9001300353 

50-302 

( 

9002090212 

PROJ 



9001300356 

60-302 

t 

9002090361 

WASTE MOT 



9001310272 

60-302 

p 

9002120037 

WASTE MOT 



9001310314 

60-302 

0 

9002120047 

WASTE MOT 



9002020132 

60-302 

0 

9002120165 

WASTE MOT 



9002020265 

60-302 

0 

9002120169 

WASTE MOT 



8002060033 

60-302 

p 

9002120202 

WASTE MOT 



8002140219 

60-302 

s 

9002120218 

WASTE MOT 



8002220232 

60-302 

R 

9002120227 

WASTE MOT 



9002230046 

50-302 

S 

9002120231* 

WASTE MOT 



9002230006 

PR 


9002120383 

WASTE MOT 


Florida, Univ. ol. Galneaville. FL 

Fooie Mmaral ^ 

9002140036 

60-83 

R 

9002130026 

WASTE MOT 


9002050168’ 

40-8948 


9002160076 

71-6347 



0002070188* 

40-7397 


9002160084 

50 603 

A 


0002070213* 

40-7397 


9002220134* 

WASTE MOT 


Frank Malek a AsBoolales 

9002060261 

PR 


9002220160 

WASTE MOT 


Fuiuie Reaourcea Assoclaies. inc. 

9002120348 

NUREG 


9002220172 

WASTE MOT 


Q R O W S., Inc. 

6601090520* 

FOIA 


9002220243 

WASTE MOT 



8S01090527* 

FOIA 


9002220720 

WASTE MOT 



8502270239* 

FOIA 


9002150281 

9001300051 

PR 

WASTE MOT 


General Atomics (lormerly OA Technologie 

8, Ino /General Atomio Co.) 

90>31290248 

71-6745 


9002060037* 

FOIA 


9001290253 

71-9034 


9001300116' 

WASTE MOT 



9001290266 

71-903? 


9002010436 

XPORTLIC 



9002090212 

9002130240 

PROJ 

70-734 


9002070124 

XPC«TLIC 



9002130243 

70-734 


9002080034 

XPORTLIC 



9002130247 

70-734 


9002130263 

9001300437 

9002150076* 

9001310192 

9001310203* 

FOIA 

40-7680 

PROJ 

60-445 

60-445 

F 

F 

Qenaral Dynamica Corp. 

Qeneral Elecirlo Co. 

9001310417 

9002070197 

9002230344 

9002230366* 

9001310463 

71-9033 

70- 211 

PR 

PR 

71- ^28 


9002010160 

9002010161* 

9002050337 

9002080014 

50-483 

50-483 

50-443 

50-331 

F 

F 

F 

F 


9001310471 

9002010012 

9002090214 

9002090217* 

71-9010 

PR 

70-1113 

70-1113 




AUTHOR AFFILIATION 


Gene'Bl Publ£ UM nos Corp - GPU 
Seivtce Corp. 


06«go Mason Un^., Fairfax, VA 
Oeoftfa Instliulo of Tachnolooy. Atlanta 

QA 


OeofQia Power Co. 


Cerst, Hetlnet, Carpenter & Podgoreky 
GiibertyCornmonwealth. Inc. (formorly 
OHbert Associates, Irtc.) 

Global X-Ray & Testing Corp. 

Government Printing Office 
Gull States Utitities Co. 


NUMBER CATEGORY 


9002090210 * 70-1113 

9002090210 ’ 70-1113 

9002120066 60-200 

9002140167 70-1113 

9002160101 71-9019 


S 


9001300200 PROJ 

0001300264 60-320 
9001300365 60-320 
9001300367 * 50-320 


P 

P 

P 


9001300370 * 

9001310122 

9002010107 

9002010261 

9002010417 


50-320 
50-210 
50-210 
50-2 to 
50-320 


P 

O 

o 

o 

p 


9002010427 * 

9002020030 

9002020032 ’ 

0002020073 

9002020102 


50-320 

60-219 

50-210 

50-219 

60-269 


P 

P 

P 

P 

P 


6002020157 

50-328 

H 

0002020188 

50-320 

0 

0002060146 

60 320 

P 

0002080140 * 

50 -S 20 

P 

0002070033 

50-289 

o 

0002070287 

60-290 

p 

9 Q 02 QQ 0030 

50-280 

p 

9002000048 

50-280 

p 

9002080090 

EO- 2 tS 

F 

0002120205 

60-216 

P 

9002130380 

50.260 

S 

9002160073 

PROJ 


6002220331 

60-320 

0 

9002220467 

50-269 

n 

9002230337 

50-320 

0 

9001310135 * 

CONTRACT 


0001290057 

so-teo 

F 

9002140021 

60-160 

O 

9001290084 

80-424 

F 

0001290084 

80-424 

F 

9001290080 

50-424 

F 

9001290060 

80-424 

F 

0001300439 

60-321 

s 

9001300448 

60-321 

P 

9001300463 

60-424 

0 

9001300463 

SO 424 

0 

9001300484 

60-424 

0 

0001300464 

60 424 

0 

9001310322 

60-4 24 

V 

9001310330 

60-424 

p 

0002010251 

60 424 

f 

9002010251 

60-424 

f 

9002050272 

50-321 

p 

9002050272 

60 - 32 » 

p 

0002050274 * 

60-321 

p 

o 

9002060274 * 

50-321 

H 

e 

9002080000 

60-426 

o 

9002080171 

50-424 

S 

8002080219 

60-424 

Q 

9002090328 

60-321 

Q 

9002090326 

60-321 

Q 

0002130141 

71-9032 


9002130145 

71-9033 


0002150003 

60424 

R 

9002160020 

50-360 

P 

9002160166 

50-021 

H 

9002160009 

60-366 

5 

9002220236 

60 - 32 * 

R 

0002220238 

60-321 

R 

9002220740 

60-425 

P 

9002280245 

FOIA 


9002220573 

50 395 

S 

6002080224 

PR 


6002060082 * 

CONTRACT 


8911090356 

50-456 

F 

9001300124 

50 458 

Q 

9002020171 

60-458 

Q 

9002020213 

50-458 

Q 

9002050020 

60-458 

O 

6002080191 

60-456 

J 

9002060016 

60-458 

b 

Q 

9002080021 

60-458 

o 

0002060207 

PR 


000206021 1 

60-458 

p 

9002060226 

60-458 

p 

9002080247 

60-468 

H 

6002120209 

1 60-468 

a 


H & G Inspection Co., Inc 
Hampton. HH 

Harmon. Cunan & Tousloy 


Harvard School ol Publlo Hea'ih. Boston. 

MA 

Heda Midne Co. 

Honkols & McCoy. Inc. 

Homer Boat Walch 


House of Rep 


Houso of Rr^ . tfiwnor S Insular AKaii 
Houston LIgbUng & Power Co 


iNOeSERV. Inc. 

INTERA TecfinolOQles. Inc. 

W^w^lional Engineering Laboraioiy 
liHnoia Power Co. 




9002120339 

9002150270 

9002150274 * 

9002150296 

9002160090 

9002160094 * 
9002220161 
9002220576 
9002090041 
90020 100 S 4 

9002010054 

9002060137 

9002080137 

9002120361 

9002130041 

9002150037 

9002220016 

0002220093 

9002260027 

9002260060 

9002120313 

9002120204 

9002010316 * 

0002130076 

0002230231 

9001300107 * 

9002050083 * 

9002050090 * 

0002050104 * 

0002130204 ' 

9002160149 

9002230075 ’ 

B 002230463 ’ 

9001240032 * 

9002020052 * 

9001300125 

9001300131 * 

0001300139 

0001300148 * 

6001300227 

9001300227 

9001300319 

9001310096 

0001310102 


50-456 

50-450 

50-456 

50-460 

60-460 

60 459 
50 469 
50-458 
71-6717 
50-443 

50-443 

50-443 

60-443 

50-443 

50-443 

60-443 
60-443 
50-443 
SO 443 
50-443 

NUREG 

406914 

CONTRACT 

PR 

PR 

50-250 

PRM 

PRM 

PRM 

60-220 

PR 

60-250 

60-322 

50-443 

COMMISSIO 
60 498 
50490 
50409 
50-490 

60408 

50-490 

50-498 

50-400 

60-400 


S 

P 

P 

P 

P 

P 

O 

o 

Q 

G 

Q 

O 

G 

G 

G 

G 

G 

G 

Q 


H 


II 


9001310102 

9001310210 

0002010056 

9002010057 * 

9002010115 


50-496 

50-408 

60-499 

60-469 

50490 


9002010176 

9002010420 

6002010424 * 

6002020161 

6002020181 


60-498 
60-490 
50-490 
50-498 
SO 498 


6002020263 

6002080042 

6002080042 

9002000124 

9002080124 


50-498 

50-408 

60-496 

60-498 

50-498 


8 

P 

P 

P 

P 

S 

F 

F 

P 

P 


9002080171 

9002090004 

9002120111 

0002120111 

9002120114 * 


PR 

50-499 

50-498 

50-493 

50-496 


0002120114 * 

9002120162 

9002120162 

9002130184 

9002140062 


50-496 

60-490 

50-498 

S 0 - 49 B 

50-496 


9002150247 

9902230018 

9002230018 

9002230025 

9002230059 


60-498 

50-490 

60-498 

50-499 

60-499 


9002230267 

9002230287 

9001290277 

9002010237 

9002090362 


60-406 

60-408 

71-690 

40-8904 

40-8904 


0002140166 

6001120312 * 

6002140225 * 

9001290099 

9001300082 


70-1350 

50-413 

BO -317 

60-461 

50-481 


0001300156 * 

9001300216 

9001300295 

9001300297 * 


60-461 

50-481 

60-481 

60-481 


P 

P 

P 

P 

P 

F 

F 

s 

5 

P 

O 

Q 

S 

s 

R 

R 


P 

Q 

F 

R 

fl 

O 

P 

F 


oi-D-aOO 0^5300 -o-oDOZ CII 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9002070007 

60-461 

P 

Lorfon. J. 

0002010137 

50-250 


0002070098* 

60 461 

P 

Los Alamos Nalionel Laboratory 

0001300054* 

WASTE VGT 


0002070107* 

50-461 

P 


9002070405* 

WASTE VGT 


9002070298 

50-461 

0 


9002070409* 

WASTE MOT 


9002000370 

50-461 

0 


9002070411* 

WASTE MOT 


9002090076 

50 461 

p 


9002120292 

NUREG 


9002120156 

50-461 

s 

Louisiana Power & Ughi Co 

9001300077 

59-382 


9002120208 

50 461 

p 


9002020109 

50-382 


9002220207 

50 461 

F 


9002060409 

50-302 


900223029<l 

50-461 

R 


9002060413 

50-362 


9002230524 

60-461 

R 


0002060417 

60-332 

lll.nols. Staio of 

9002000080 

40-2061 



9002120058 

50 382 

9002150040 

402061 



0002220356 

50-382 


9002150058* 

40-2061 



9002220364* 

50-382 


0002200053 

40-2061 


Louisiana. Slate of 

OOO2O7O140* 

CONTRACT 

Indeoa MicH'Mii Powe' Co. (formerly 

Ind ana & Micnigan E'octric Co.) 

9001200279 

50-315 

F 

MAERP Rensurance Association (Mutual 

0002230168 

0002050151* 

PR 

COMMISSIO 

9002020272 

60 31S 

0 

Alom<c Energy Rainsuranco Pool) 


NURGQ 


9002020272 

50-315 

O 

MllO Technical Associates 

9001290272* 


9002070106 

50-315 

P 

MK Ferguson Co. 

9002120205* 

WASTE MGT 


9002070460 

50-316 

P 


9002120216* 

WASTE MGT 


9002070466 

50 315 

P 

MPR Assoc atos, Inc 

9001290142* 

(XNIRACT 


QQ02<] 70468* 

50-315 

P 

MOS in^ecFon, Inc. (formerly Magnafiiix 

9002080250 

PR 


9002080117 

50-315 

o 

Corp) 

9002060251 

PR 


9002080117 

50315 

o 



9002120288 

60 315 

p 


9002080301 

PR 


9002120258 

50-315 

p 


6002080309 

PR 


9002120260* 

50-315 

p 


9002120310 

71-9007 


9002120260* 

50315 

p 


9002230300 

PR 


9002120005 

60-315 

F 

Ma'no Yankea Atomic Power Co 

0001300172 

50-309 


9002120305 

50-315 

F 


0001310165 

60-309 


9002120380 

50-315 

P 


9002020108 

60-309 


0002140162 

50-316 

P 


9002080220 

50-300 


9002140165* 

50-316 

P 


0002000237 

50-309 


9002150009 

50 316 

S 


0002130022 

50-309 


9002150109 

50-315 

S 


9002220319 

50 300 


90022204 73 

50315 

P 


9002230464 

50400 


90022204 73 

50-315 

P 

Maine. State of 

9001300071 

50-309 


9002220476* 

60 315 

P 


9002000082 

50-443 


9002220475* 

50-315 

P 

Maiapai Reiources Co. 

9001200133 

40-8502 


9002220692 

S03I5 

P 


9002010046 

40-0502 


9002220695* 

$041 S 

P 


9002010062 

40-8502 


9002230014 

50 315 

0 


9002010068 

40 8502 

Institute ol Nuclear Power Operations 

9002060081* 

CONTftACT 


Mataihon Management Co.. Lid. 

0002010212 

40S502 

Interior, Dept, ol, Oeeiogcei Survey 

900IS90115 

60 274 

R 

9002020283* 

FOIA 


9002150065 

50274 

H 

Marathon waich Co.. Litf 

9002020265* 

FOIA 

iniernaLonai QtoiNornood ol Elactrioai 

9002120351 

50-27$ 

G 


0002020266* 

FOIA 

Wo.'ttors 





0002020271* 

FOIA 

lows Electric Light & Power Co 

9002060009 

50-331 

f 


0002020277* 

FOIA 

9002060134 

50-331 

0 


9002020279* 

FOIA 


9002000190 

50431 

P 


9002020200* 

FOIA 


9002150332 

60 331 

0 


6002020262* 

FOIA 

Iowa. Univ. of. Iowa Oty, lA 

9002000265 

PR 



0002020284* 

FOIA 

Irvtna Ourton Associates. Inc. 

9002000069* 

CONTRACT 



0002020208* 

FOIA 

J.L ShopherO £ Associates 

9002060292 

71-6280 



9002020290* 

FOIA 


9002150197 

71-5984 



9002020292* 

FOIA 

JOViTish Hosp St Louis. MO 

9002080299 

PRM 



8002020293* 

FOIA 

Justice, Oopt. of 

9002220637 

60445 

M 


9002020290* 

FOIA 

Kachemak Bay Otrzen'e Coa'itlon 

9002130199 

PR 



0002020300* 

FOIA 

Kachemak Bay Conservation Society 

9002160174 

PR 



0002020301* 

FOIA 

Kachemak Heritage Land Trust 

9002130169 

PR 



9002020306* 

FOIA 

Kansas. Slatoot 

9002010266* 

CaNTRACT 



9002020311’ 

FOIA 

Kern County. CA 

9002230105 

FOIA 



9002020313* 

FOIA 

KornMcGoo Chemical Corp (subs, of 

9002080051 

40-2061 


Marsh & McLennan, Inc. 

0002060198* 

60-456 

Kerr-McGee Corp.) 





9002160016 

50-483 


9002080076 

40 2061 



9002220603 

FOIA 


9002080097 

40 2081 


Maryland, Stale ol 

9001290029’ 

CONTRACT 


9002080101* 

40-2081 


9002260225 

50-317 


9002080106 

40-2081 



0002280234* 

50-317 

Kerr-McOee Corp. 

9002050207 

70-92$ 


Massachusetts Inslitute ol Tachnology, 

9001310178* 

CONTRACT 


9002230169 

70-926 


CarNiddga, MA 



Kopelmet> & Patoa 

Legoui.e. Hll-Whilton & Rotondl 

9002010031 

50-443 

Q 

Wassachuaatis. Commonwealth ol 

0001290063* 

CONTRACT 

9002010043 

60-443 

G 


9002010105 

50-443 

(formerly Lagoulis, Clark. H ll Whi ton 





9002060026 

60-443 

0002010043 

60-443 

Q 


9002060026 

60-443 


9002010069 

60-443 

Q 


9002080137 

50-443 


9002010089 

50-443 

Q 


9002060137 

60-443 


9002120342 

50-443 

G 


9002120361 

60-443 

LaKa Enninaertng. Inc. 

Law Engmaering 

9002120341 

fiUREG 



0002130041 

60-443 

9002090261* 

50-324 

Y 


9002160037 

60-443 

Lewrenco Livermora National Laboietoty 

9002120234 

50-344 

P 


9002220018 

50443 

Ht, E. 

9002080092 

70-25 



0002220040* 

60-443 

9002280007 

70-25 



9002220093 

60-443 

Lockhood Missiles & Space Co.. Inc. 

9092090056 

7M59 



9002260027 

60-443 

9002120136 

7M69 



9002260027 

50-443 

Long Island Lighting Co. 

9002070173 

50-322 

V 


9002280066 

50-443 

9002070320 

50422 

P 

Maierlala Engineering Associates, Ino. 

9002120277 

NUREG 


9002220204 

50422 

s 

Maxima Corp. 

9002080116* 

CONTRACT 


9002230053 

50422 

R 

MelaHurg, )nc- 

7&08140357* 

40-7102 


©•o-sc 


AUTHOn AFFILIATION 


Mi'lef .Galls & O'Neil 
M'.nnaso‘a, Stale o* 

M>i$L&3h) Iniemaiionai Corp. (subs, ot 
Ulaublsbl Corp.) 


MrlMil & Co. {UGA), Inc. (Subs, ot Miisu 
i Co.. Lid) 


Nxlern hticrotilrn Methods. Inc. 

Monitored Retrievable Storage Review 
Conmlsson 

Morrison Knud sen Engineers, Inc. 
Na'jonal Council on Rsdiation Protection 
A Measurorr.oni.s 

Nabonel Gleotricel Manutacturers 
Associs’Jon 

Ndocnal instilute ol Standards & 
recnnoiogy (tontierty National Bureau ot 


Nat>onai Research Council 

HS'Jonsi Security Archive 
Navy, Oept. ol 


A’obiaBlia fufallc Power Olstrici 


Novsda, Stale of 

■Maw England Coalition on Nuclear 
Poiiu>wn 


New Hampsh're, Stale of 
New Jersey, Stale of 


Now Mexico Institute ot Mining & 

rechnotogy, Socorro, NM 

New Vorli Power Authority (formerly Power 
Authoflty ot the Slate of New York) 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8000 170424’ 

40-7102 



9002090063 

60-286 

0006170624* 

40-7102 



9002090186 

60-333 

6002060215* 

40-6940 



9002140234 

50-286 

6002060139’ 

FOIA 



6002220218 

50-286 

6002060(62* 

40-7102 



6002220303 

50-333 

0003070236* 

40-7102 



9002220344 

60-333 

6002070251’ 

40-7102 



6002220365 

60-286 

0002070317* 

40 6948 



900222039-6' 

50-286 

6002220610 

60-446 

M 


9002230042 

60-333 

6002140064 

50-130 

R 


6002230604 

50-333 

6002070233 

XPORTLIC 


New York, Stale of 

9002260448 

50-333 

9002070235’ 

XPORTHC 


9001290204* 

CONTRACT 


Newbury, MA 

9002010069 

50-443 

6002070249 

XPORTLIC 


Newburyport, MA 

0002010043 

60-443 

9002070264* 

XPORTLIC 


9002120342 

50-443 

6001310066 

XPORTUC 


NevrOald, NJ 

6002060300* 

40-7102 

6002020114 

XPORTUC 



0002060313* 

40-7102 


Newman & HoitzlnQer 

9002060066 

50-44S 

600215002’* 

XPORIHC 


0002080140* 

50-260 

8805180160* 

CONTRACT 



9002220091 

60-250 

6002060220 

WASTE MQT 



9002230006 

FOIA 

6002120222* 

WASTE MOT 


Neyhan. Anderson, Nussbaum. Reiiiy A 
FraStaa 

900212033? 

60-275 

6002010221’ 

CONTRACT 


Niagara Mohawk Power Coip. 

9001300100 

60-4)0 




9001310034 

60-220 

0002130213* 

FOIA 



9002010019 

60-220 





9002060309 

50 220 

6002130220’ 

FOIA 



9002060396 

60-410 

8002060067* 

CONTRACT 



9002070109 

60-410 





9002070403 

50-220 

0002000375 

70-306 



0002050121 

50-410 

6002120017* 

70-396 



60020901 79 

60-220 

6002120016’ 

70-398 



6002130I2S* 

50-4tl> 

6002220164 

60-104 

P 


9002140260 

50-220 

6002060050 

WASTE MOT 



6002 U02B5’ 

60220 

6002060006 

FOIA 



6002230126 

60-220 

6912200264 

71-Se 



9002230166 

60-220 

0001310426 

71-9032 


Niaaho iwBi American Corp 

9002010441’ 

XPORTLIC 

OOOI3IQ463 

71-0032 


Nonheaal Nucloar Energy Co (avbs. ol 

6001290212 

60-245 

6002050271 

71-23 


Nonhoaal uniitiaa) 



6002070030 

71 69 



9001260212 

60-246 

6001290043 

60-296 

O 


900(300167 

60-246 

9001260050 

60 208 

J 


9001300273 

60-423 

6001000274 

60-36$ 

J 


9001300316 

60-423 

6001310037 

60-266 

J 


9001310116 

60-213 

6002020247 

60-290 

P 


9001310116 

60-213 

0002020250’ 

50-298 

P 


9001310115 

60-213 

9002060170 

60-206 

r 


6002020056 

SO-213 

6002080167 

60-206 

p 


6002020056 

50-213 

9002220246 

60-296 

R 


6002020056 

60-213 

9002220337 

60-296 

P 


6002020243 

60-213 

0002230490 

60-296 

Q 


9002020243 

50-213 

0001300247 

WASTE MOT 



9002060(49 

60-246 

6001300265 

WASTE MOT 



8002070122 

60-336 

6002010054 

60-443 

G 


00020704(6 

60 246 





9002070415 

60-245 

6002060137 

60-443 

O 


9002070458 

60-246 

6002080)37 

50-443 

O 


9002070466 

60-246 

6002120361 

60-443 

G 


9002080129 

60-336 

6002130041 

60-443 

0 


9002060199 

50 336 

6002160037 

60-443 

Q 


9002080209 

50-213 

8002220016 

60-443 

Q 


9002060209 

60-213 

0002220093 

60 443 

0 


9002080232 

50-213 

9002260027 

60-443 

0 


0002000246 

60-213 

0002200027 

60 443 

O 


9002140090 

60-246 

9002260066 

60 443 

0 


9002140107 

60-246 

90020101(6* 

69-443 

G 


6003140230 

60-336 

9002060076’ 

FOIA 



9002140270 

60-245 

9001200076* 

CONTRACT 



9002160151 

60-213 

9002060242’ 

40-7102 



0002150363 

60-245 

9002060255* 

40-7102 



9002220016 

60-213 

9002060250* 

40-7102 



6002220016 

60-336 

6002120178 

60-219 

P 


6002220708 

60-336 

9002160203 

60-219 

H 


6002220719 

60-423 

6001300051 

WASTE MGT 



6002220721 

60-423 





9002220742 

50-423 

6001300054’ 

WASTE MOT 


Nonheaal Utilities 

6001300132 

60-213 

9001290165 

50-286 

a 


6001300187 

50-245 




9001300273 

50 423 

9001300161 

50-266 

p 


9001300316 

60-423 

0OOI3OOI89 

50033 

o 


0002010163 

60-213 

9001300195* 

60-289 

p 


6002020056 

50-213 

9002060051 

60-333 

p 


9002020243 

60-213 

6002060407 

60-333 

8 


6002060149 

60-245 

6002070297 

60-269 

V 


6002070122 

60-336 

9002070356 

50-266 

F 


9002070415 

60-245 

6002070416 

60-333 

O 


9002070416 

50-246 

6002080139 

60-333 

S 


6002070456 

60-245 

9002060296 

60-286 

R 


9002070466 

50-246 



Nort'iorn Slates Power Co. 


Nuclear Assiitenca Corp. 

Nuclear Conirol institute 

Nuclear Eieelne inautanca Lid. 
Nuclear Energy Accouniabi'ity Piojecl 


Nuclear Fuel Services, Inc. 


Nuclear Licensing Repons 


Nuclear Manage.xont & Resoureea Council 
INUMARC) (lormerly Nuclear Utll.ty Mana 

Nutech, Inc 

Oak Ridga Associaiod Unius 


Oak Ridgo National Laboratory 


Ohio, Slate ol 
Oil RoJorm Alliance 
Oklahoma, Siaio of 
Omaha Pobl.c Power Dislrici 


900J090209 

60-213 

H 


9002010291 

50-285 

S0020FS0209 

60-213 

H 


9002020220 

50-285 

9002000209 

50-213 

H 


9002050238 

SO 285 

9002000232 

60213 

H 


9002050237* 

50 285 

90020902<ie 

60-213 

P 


9002060054 

60-286 

9002I400QQ 

50245 

S 


0002060055* 

50-285 

9002M0107 

50-245 

O 


9002060056* 

£0-285 

9002140110 

60213 

P 


9002090162 

50-285 

9002140230 

50-330 

R 


9002080164 

50285 

9002140270 

50 245 

n 


9002090267 

50-285 

9002150151 

50-213 

H 


9002000275 

60-285 

9Q0215036S 

50-245 

o 


9002120034 

60-285 

9002220016 

50-213 

H 


0002120036 

50-285 

9002220700 

60-336 

S 


9002120106 

50 285 

9002220719 

60 423 

S 


0002120186* 

50-285 

9C0222072t 

50-423 

S 


0002120100* 

50-205 

9002220742 

50-423 

R 


9002120296 

60-285 

9001310075 

50-300 

S 


6002130049 

50 285 

9002020252 

50-263 

S 


9002130137* 

50-285 

9002060076 

50-202 

Q 


9002150326 

50285 

9002060076 

50202 

0 


9002150360* 

50 285 

9002060101 

60 202 

P 


0002150370* 

50-285 

9002060101 

50-202 

P 


9002220052 

60-285 

9002Q60152 

50-203 

P 


9002220140 

50-285 

S002G60178 

50-202 

o 

On-Line Computer Syaiams, Inc 

0002010281* 

CONTRACT 

9002120191 

50-203 

P 

Oregon. Slate ol 

9001310140* 

CONTRACT 

9002140071* 

50-130 

p 

9002000204 

PR 

9002140260 

50-263 

H 

PARAMETER, Inc. 

0002120237 

NUREG 

9002150002 

50-282 

n 

Peaf-c Gas 8 Electric Co 

9002010327 

50-276 

9002150035* 

50-133 

p 


0002010327 

50-275 

9002150100* 

50-133 

p 


0002010320* 

60275 

9002150111* 

50-130 

p 


0002010320* 

50-276 

9002150114* 

50-130 

p 


9002010330* 

60 275 

9002150116* 

60 130 

p 


9002010330* 

50-275 

9002150116* 

60-130 

p 


S002010405 

60-275 

9002150121* 

60-130 

p 


9002020035 

50-275 

9002160124* 

60-130 

p 


9002020035 

50-276 

V00218012S* 

50 130 

p 


0002020040 

50-275 

9002150264 

50-263 

p 


0002020040 

50'2/S 

9002220325 

60-263 

0 


0002020002 

60 275 

9902220076 

50-282 

0 


0002020002 

60-275 

9002230164 

50 263 

F 


0002000210 

60-276 

9002230219 

50 262 

s 


0002000200 

6l)-275 

9091310441 

71 9225 



0002000200 

50-275 

9002010356 

71-0183 



0002000351 

60-275 

9002030061 

71-0010 



8002000351 

60-275 

9002060236 

PD 



0002000044 

50-275 

3002230440 

50-445 

J 


9002090282 

60-275 

3001300463* 

50-250 

H 


0002000202 

60'27S 

9002030132* 

60250 

G 


9002150045 

60-275 

9002080143* 

50-250 

G 


9002220106 

60-276 

9002060154* 

50250 

G 


9002220108 

60-276 

9002220325 

50 250 

G 


9002220109* 

50-276 

9091290242 

71-5517 



9002220109’ 

60-275 

9001290262 

70 143 



9002220133 

50-275 

9002030049 

71 4940 



9002220133 

60-275 

9002130319 

70-149 



9002220130* 

60-275 

9002130346 

9002140159 

70-149 

70 149 



9002220143* 

9002220149 

60-275 

50-275 

9002140170 

70-149 



9002220157 

60 275 

9002060023 

9002230208 

FOIA 

FOIA 



9002220157 

9002220160 

50-275 

60-275 

9002090296 

PR 



9002220174 

60-275 

9002090306 

9002060304 

9002050235* 

PH 

PROJ 

FOIA 



9002220106 

9002220474 

9002220632 

9002230145 

60-344 

50-276 

60-133 

60-275 

9002060247* 

OC02060276* 

40-7102 

40-7102 


Pecdlc Nuclear Syatoms, Inc. 

0002230425 

9002120264 

60-344 

PROJ 

6002070324 

9001300186* 

90021201H4 

40 8724 
TOPREP 
NUREG 


Pacific Siorra Nuclear AaaociBies 

Panharidle NDT S Inspeclion, inc. 

9002090009 

9002090095* 

9002230188 

PROJ 

PROJ 

PR 

9002120284 

9002610032 

9002190190 

9902190097 

9001290074 

NUREG 

40-0724 

PR 

40-2061 

50-285 

S 

Palhhnder Mines Corp. 

Pennsylvania Elaciric Co. 

9002010206 

9002010234 

9002010239 

0002090353 

9001310028 

40 6622 
40-6622 
40-2259 

40 6622 
60-277 

9001310299 

9001310324 

9001310326* 

9901310328* 

9001310342 

50-265 

50 285 
50-285 
50-285 
50-285 

P 

P 

P 

P 

P 

Pannd)4vanla Power & Light Co. 

9001300042 

9001300042 

9001300047* 

90020I016B 

9002010166 

60-307 

50 307 
50-307 
60-387 

50 307 

9001310411* 

9001310414* 

9002010071 

9002010128 

69205 

50-2BS 

PR 

50-265 

P 

P 

P 


9002010172* 

9002010172* 

0002010174* 

9002010174* 

60 307 
60-387 
60-307 

60 307 


COnWRATK SOUUOI:- IMDEX 249 


>THOR AFFItlAT/ON 


la'.o Univ., Univorsity 

boiato'los, Inc 
ictric Co. 


Social Respona'.briiiy 
irces, Ud. 
iral Eleciric Co. 


ACCESSION 

suoJtcr 


AUTIlOn AFFILIATION 

ACCESSION 

SUBJECT 


NUMQEn 

CATKC.Onv 



r:iif.**iEn 

CATEGORY 


3002(12020/ 

■iO 30/ 

F 


'.'12 

50-344 

P 

9C02U20202 

iO-367 

1 



503 14 

S 

P 0 U 20 b(U 6 b 

60 3UB 

S 


'j:;i>2ic--)n4 

50314 

s 

001 ) 20 / 012 ) 

5(1-3117 

'.1 


0382130294 

50-344 

p 

0002070120 

9(1 ' 16 / 

0 


fi00213')l 14 

50 344 

R 

0002070160 

90.3(17 

l< 



50 344 

S 

0002070160 

90 38/ 

(1 


9111)2220719 

50 144 

5 

00020/026fi’ 

60 3117 

i< 


80.1223003/ 

60-344 

S 

l)0lJ2O0O;)f)1 

71.()224 



■j:;.)2230243 

PR 


0002 120036 

50 3(17 

J 

Pf/arcr Modi-uft.-'s In (toiPii.ily S|U!(kiii( 

‘J007O10222 

48-SC57 


0002120070 

60 311/ 

!' 

(. ly f:iii.*i.-;r Cup) 




0002120070 

50 3H7 

1 

T'l.r-K.- Maio: Init li a: 

In i'J 12 iil)i:M* 

CONTHACT 


9002120220 

. 6 OM 17 

0 

.S'jviiiu lV» if I'owiuio 

ObOlPtOM? 

59-267 

P 

0002120029 

60 nil/ 

l> 


Ic.lOlPOal.UI 

99267 

a 

9CI021!i0n2 

50 360 

r 


'if-fji 2 U.;n'-.;i 

68 26/ 

F 

0002! 00240 

50 187 

II 


‘lJOI2t;C271 

71 6346 


00021S02-10 

90 387 

II 


diiO/'iicons 

50-267 

F 

000216M22 

50 38/ 

l< 


Ii0(:2.i:()rt0/’ 

50267 

F 

0002160022 

£0 367 

II 


(n;02r'i.cij4n 

50 257 

P 

0002160107 

50 36/ 

0 


(jui'/'icoooa* 

50-267 

P 

000216013/ 

90;i!!7 

0 


o:o2i':i0399’ 

50 28/ 

P 

0002220014 

50.38/ 



!10028H012I 

50-287 

F 

UC02220034 

60 ;inij 

0 



50-267 

Y 

9oo22?on:!0’ 

90 3HU 

<i 


0C:>2i)')-Vl72 

50-26/ 

Y 

0(;0??:i(Ml(i 

PR 



'irrf*7i4)ii)4 

50-28/ 

P 

00(12220263 

9115 

V 


'i:i021b(>201 

60-26/ 

F 





8802i',j;io;t 

60-297 

V 

0002120(101* 

</OMinA(.;i 


l‘i.l>' <( S'‘ivi'-*» Ca. pJ f4<w9 l'«iM p'.i- 

‘J.: ))2'‘)0'ji? 

50 443 

F 

0001200030 


1 


cc-niao/u/s 

60-143 

P 

oooinonoin 

50 3f.? 

s 


90iP2r&02li' 

90 443 

P 

00013110202 

90 27H 

s 


■•.Iwl2li02:i3 

50 443 

F 

9901 tori'll/ 

9C :iM 

.0 



£9 449 

P 

0OO131O2JO 

60.362 

V 


9!'-(>2niC881 

50 443 

G 

O'OOIOKlSlS 

'.11 171 

.1 


ooci?(noo/i> 

50 443 

G 

0002010103 


1 



50-443 

0 

0002010114’ 

9()-2// 

I' 


lll.92011l?r>7 

53''143 

P 

oon20(o.w;) 

71-525 



tcoiiisofuri 

30-443 

P 

00(1206110 1/ 

5U3'i2 

1 


80117028014 

50-443 

P 

0002090017 

bo-osa 

I- 


0:iO?3201()3 

50-443 

F 

0002090266 

60-2// 

M 


0(MliV)23n2 

60 443 

0 

00020(100111! 

Mj.3!.2 

1) 


i:9020(.()J47 

50-M3 

F 

000201100111! 

50-277 

P 


(.O'lAifinocs 

SO'l'ia 

F 

uoo 2 (i(inoni< 

60-277 

1* 


O-MSOhOtlSO 

60-413 

Q 

(10020001110' 

60.27/ 

I* 


80CJ2(li!00''.5* 

60 143 

G 

00020110010* 

60-277 

(' 


■j:5.12')n0065 

SO 14(1 

P 

(100206(1030* 

90 27/ 

I* 


a-n?oM;n9o 

50 413 

Q 

0002000030* 

60 277 

(’ 


9r;iitti!l0ii'5* 

90 14(1 

P 

0002000222 

CO 27/ 

0 


'i'>3? 130355 

£0 443 

P 

0002000222 

90 277 

0 


nC02iC02b1 

50 443 

P 

00(12060220 

M 362 

P 


90<J?ir.(>72:i 

50 443 

Q 

l)Q0?tm0?2li 

CO .'1.92 

l> 


f-Mi71l.022.3 

50 443 

Q 

0002UI1U23& 

60 27/ 

P 


UC02220028 

50-443 

G 

0002000300 

l-d 



0f)iJ?2?C()2a 

50-443 

Q 

0002080367 

50 277 

)' 


O'l >22290(16 

59 443 

P 

900206030/ 

91) 2/7 

1' 


\)08222Cmi7* 

50-413 

P 

000203030/ 

90-2// 

r 


y-'F»c’t2Cr22() 

50-413 

S 

90021202/11 

6()-277 

I' 


0032220238 

50-113 

S 

900212U279 

90-277 

r 


■:on222n2n4 

60 143 

c 

000212027(1 

CO-277 

I- 


0-0322?02a-« 

60 443 


0002130133 

9«l-!Vl 

M 


':'.il222U2ttl 

90 443 

Q 


60 :rj'.i 



l.Ti(l2228/2;1 

59443 

Q 


60-3‘i2 

V 


0C3223OPO7 

50 443 



90 362 

V 


9802238221 

50 443 


0002190277 

60-353 

l» 


ocop/iiooni 

60 443 

a 

0002160270* 

60 30'1 

p 


00022801131 

50-443 


00021503611 

PM 



80022Lli:(132 

50 143 

Q 

90022200/1 

SO 277 

r 


0:02200002 

60-443 



50 277 

F 


6882280003 



000222010(1 

SO-2/7 

1- 


0302200093 

60-443 


0002220102* 

50 2/7 

F 


08'322r>«)004 

60 143 


0002220102* 

60-2/7 

e 


00027(10904 

60 413 

G 

9002220718 

GO-353 

s 


(H)(122U(>DIO 




SO-352 

s 


60.)2280949 



9002230270 

PR 



90022(18049 



00022304<14 

60 277 

p 

Piil/x; Sr.ivco Co. cl Nr-w Mo< to 

0302?203:i0 



0002230446* 

60 277 

(» 

I’lil/.c Sorv CO Elecnc A Gas Co cl Ne.v 

<lbU 130(1230 

‘.0-272 

Q 

9002200050 

70-25 


Juisoy 




9002120226 








60-314 

(’ 


9.)8l'IU0230 



90013000117 

50-344 

Q 


■:-U3n00330 


“ 

9001300375 


P 


0')UI310')25 

60-*311 

c 

0001310357 

50-344 

S 


0031318521 


C 

9001310405 


Q 







(» 





9001310432 

50-344 

P 


1001310539* 





P 


OC 1120)0263 

50-272 

1 

900131044P* 

50 044 

r 


G0J2O1O353 

50 354 



AUTHOR AFFIUATIOH 


Quivirfi Mining Co. 

RTS Co 

RTS TochnoloQY, Inc. 

Radiat'on Safer/ Associaios. ins 

Rad alien Sto/iiirers, Inc. 


nasvm. j.e 


Reod College. Portland. OR 
Reid A Pdost 

Resourco Tecftnlcel Services, inc. 
Reiroiec Pnerqy hnovai'Ons. Ltd. 
Hio Aigom Mining Corp. 


Riveralde. CA 

Robir.son, Robinson, Peterson, BerL, 
Rudolph. Croea & Qardo 


Rochester Gas & Elecinc Corp. 


RocKa'OII Inteiitatloital Corp. 


Rogers S Associates Eng neenng Corp. 
Ropes & Grey 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9003050029 

50-354 

P 

9002050036' 

50-354 

P 

9002050297 

60 311 

P 

9002060018 

60-354 

F 

9002070207 

50 354 

S 

9002090103 

50-354 

S 

9002090016 

50-272 

P 

9002000016 

50 272 

P 

9002090016' 

50-272 

P 

9002090016' 

60-272 

P 

9002090026 

50-354 

P 

9002090031' 

60 354 

P 

00020901 IS 

50-272 

P 

90020901 IS 

50-272 

P 

6002090193' 

50272 

P 

9002090 tO't' 

50-272 

P 

9002090293 

50-272 

s 

9002000208 

50-311 

s 

9002090308 

50-311 

s 

9002090313 

60-272 

s 

9002090322 

50-311 

s 

900212021<I 

50-311 

s 

9002120215 

50-311 

s 

9002120223 

50-272 

s 

9002130052 

50 272 

o 

9002130058 

50-272 

p 

9002130059 

60-272 

p 

9002130058 

50-272 

p 

9002130058 

50-272 

p 

9002130099 

50311 

s 

000213034) 

60354 

s 

9002140264 

50-272 

0 

9002220012 

60 311 

s 

9002220020 

$0-272 

s 

9002220021 

60-272 

F 

9002220043 

60272 

s 

9002220668 

50 272 

n 

9002220729 

50-311 

8 

9002230113 

50 311 

s 

9002230162 

60-311 

s 

9002230195 

50-311 

s 

9002010332 

40090$ 


9002150016* 

CONTRACT 


9002130102 

PR 


9002220035' 

CONTRACT 


9002060113 

71-524 


9002120095 

71-524 


0002120099* 

71-524 


9002080092 

70-26 


9002280007 

70-20 


9002070332 

SO-280 

V 

0002080036 

50443 

G 

000(290211* 

CONTRACT 


9002010378* 

60-27I 

p 

8912130304 

406004 


0002120209 

40 8084 


9002020204 

60-301 

1 

9002060048 

50-445 

A 

9002070027 

FOIA 


9002220050 

FCHA 


9001300193 

60-244 

0 

9002050284 

50-244 

R 

9002060325 

50-244 

0 

9002120077 

60-244 

p 

9002120255 

60-244 

s 

0002120259' 

50-244 

$ 

9002140238 

60-244 

Q 

9002220031 

60-244 

F 

9002220730 

50-244 

F 

9001290087 

70-26 


9002010146 

70-25 


9002130023* 

70 25 


6002130330 

70-25 


9002130387 

7026 


9002280060* 

40-2001 


9002010061 

50-443 

G 

9002010078 

50-443 

G 

6002080045* 

50*443 

G 

6002060090 

50-443 

G 

9002220028 

50-443 

G 

9002220026 

50-443 

Q 

9002220294 

50-443 

Q 

9002280001 

60-443 

G 

9002280001 

60-443 

Q 

9002280002 

50-443 

Q 

9002260002 

60-443 

Q 

9002280003 

50-443 

G 

0002280003 

50-443 

Q 


AUTHOR AFFILIATION 


S. Cohen & Associates. Inc 
S lovy. IOC 

SCITRAN 

S^amsnio Municipal UUity Oisiricl 


Salisbury. MA 

SaftAa NfiHonal Laboratories 


Sargani & Lundy, Inc 

Saxion Nuclear Experimenlel Corp. 

ScieiKe AppiicBiiona Iniemononal Corp. 
(ioffltaily science Appiicailoris. Inc.) 


Sciontiflo Ecol^ Group, Inc. 
Seacoaal Ami.Ponuhon League 


Senate 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 


9002280004 

50-443 

0 

9002280004 

60-443 

o 

9002280016 

50-443 

0 

9002280049 

50-443 

0 

9002280040 

50443 

0 

9002020227* 

CONTRACT 


0002120368* 

60 369 

p 

0002120372* 

50-369 

p 

9001290161* 

CONTRACT 


9001290110 

50-312 

F 

9001300105 

50-312 

P 

9001300110* 

50-312 

P 

9001310207 

50-312 

0 

9002050010 

60-312 

F 

9002080331 

50-312 

P 

9002080334* 

60-312 

P 

9002080345* 

50-312 

P 

9002120016 

60-312 

P 

9002140223 

50-312 

P 

9002220078 

50-312 

P 

9002220263 

50-312 

J 

9002230198 

60-312 

F 

9002230273 

60312 

R 

9002230531 

60-312 

P 

9002010031 

50-443 

0 

0002050183 

WASTE RES 


0002070418* 

WASTE MGT 


9002120181 

WASTE RES 


9002120309 

NUREG 


0002120313 

NUREQ 


9001300248* 

50-237 

P 

9002060223 

50-148 

O 

9002120130 

60 148 

J 

9002050191 

WASTE MOT 


9002120155* 

CONTRACT 


9002120309 

NUREQ 


9002150006' 

CONTRACT 


9002120261 

71-24 


9002010065 

60-443 

Q 

9002010142 

50-443 

Q 

9002010142 

60-443 

0 

9002010146' 

$0-443 

Q 

0002010149* 

60-443 

0 

9002060120 

$0-443 

Q 

9002120366 

$0-443 

O 

9002120360* 

SO'443 

0 

9002120361 

60-443 

0 

9002150037 

60-443 

0 

0002150123 

50-443 

a 

0002160128* 

$0-443 

0 

8002220019 

$0-443 

o 

9002220093 

60-443 

o 

9002280088 

50 443 

a 

0001290030* 

60-2S0 

H 

9001290008* 

50-400 


9002060030* 

50 443 

i 

9002050044* 

ORQ 


8002060066* 

PR»A 


9002050060* 

PRM 


9002050110* 

PRM 


9002050161* 

xpomuc 


9002220047 

PR 


9002050132* 

COMUISSIO 

A 

9002050233 

COMMISGIO 

A 

0002060127* 

COMMISSIO 

h 

9002050208* 

COMMISSIO 

h 

9002050143* 

COMMISSIO 

h 

G002120301 

71-9032 


8912060108 

40 6027 


8912080112* 

40-6027 


6912060116* 

40 8027 


6912080117* 

40-0027 


9002130002* 

40-8027 


9002130003* 

40-8027 


9002140276* 

40-8027 


9002180069 

40-8027 


9002220313 

40-8027 


9002010054 

60-443 

< 

9002130205 

PR 


9002090079* 

XPORTLIC 


9002050394* 

40-7102 


9002060410* 

40-7102 


9002050426* 

40-7102 


9002050440* 

40-7102 


9002060040* 

40-7102 


9002060047* 

40-7102 


9002060058* 

40-7102 



Senate, BanKing, Housing & Urban Affairs 
Senate, Energy & Natural Reaources 

Senate, Environment & Public Woika 

Seoala, Qoverrtmeritai Affa’ta 
Serdor Green, Inc. 

Sequoyah Fuels Corp. (subs, of Kerr-McOe 
Nuclear Co»p.) 


Shaines & McEachern 

Shew, Pitlman, Potts & Trowbridge 
^eid Sources. Inc. 

SMeldalloy Metallurgical Corp. 


-lOR AfFILIATION 


1C. 

9. Inc 


\<Jtn.niSUalion 


30l, Homer, AK 
Nuclear Energy 
lar Medicine 


Elociric & Oaa Co. 


Univ. o(. CoiumOIA, SC 
irnla Edison Co. 


ACCESSION SUBJECT AUTHOR AFFILIATIOM MUMBBfl CATEGORY 


NUMBER 

CATEGORY 


9002220118 

50-206 

9002060133* 

40-7102 


9002220118 

50 208 

9002060273* 

40-7102 


9002220160 

60-206 

6002060280* 

40-7102 


9002220265 

60-200 

0002060320* 

40-7102 


9002220265 

50-206 

9002060330* 

40-7102 


9002220265 

50-206 

9002060349* 

40-7102 


9002220304 

60-206 

6002060371* 

40-7102 


6002220304 

50-206 

9002060376* 

40-7102 


9002220304 

60-206 

9002060397* 

40-7102 


9002220308* 

50-206 

9002060404* 

40-7102 


9002230199 

60-381 

9002060406* 

40-7102 


9002230199 

60-361 

9002060408* 

40-7102 


9002230264 

50-361 

9002060415* 

40-7102 


9002230264 

50-361 

9002060418* 

40-7102 


900223040G 

50-361 

9002070047* 

40-7102 






9002230409 

SO 361 

9002070065* 

40-7102 


9002230417* 

60-361 

9002070160* 

40-7102 


9002230530 

60-302 

9002070160* 

40-7102 


9002260238 

50-362 

9002070196* 

9002070283* 

40-7102 

40-7102 

Southern Cehlornia Federation of 

0002260010 

70-25 

9002070290* 

9002070443* 

9002070448* 

40-7102 

40-7102 

40-7102 

SdenUsIs 

StamfordHoap.Siemiotd.CT 

Stamford Memorial Heap . Stamlord. TX 

6D020R0304 

9002080265 

9002000267 

PRM 

PRM 

PRM 

9002160257 

90022B0147 

PR 

PROJ 

State. OepL ol. Bureau of Oceana & Ind 

0002080024 

XPORTLIC 

9002010074* 

40-1341 

Envkon. & BcientiriO AHairs 

9002080128 

XPORTLIC 

9002060217’ 

40-7102 


0002060130 

XPORTLIC 

9002070245* 

40-7102 


0002060136 

XPORTLIC 

9002050094* 

9002060069’ 

CONTRACT 

CONTRACT 

Stocker A Yale. Irto. 

0002020257 

FOIA 


eooEoeosao' 

90031S0330 

9002160269 

9oo::q6009i' 

9001290161' 


CONTRACT 

PR 

PR 

COMMISSlO 

CONTRACT 


N 


Siono & Wabaiet Enffnaerlrtg Corp. 
Suaane KtvMiaKomeownera Aa»oc<etlon 
System Automation Corp 
System Energy Resourcea. Inc. 


9002050264 

9002280065 

0002160160* 

B0012901B1 

6001310305 


71-347 

70-25 

CONTRACT 

SO-416 

50-416 


9002130185* CONTRACT 

9001290101 80-395 P 

9001290217 50-396 P 

9001300003 60-308 S 

0001310455 50-306 R 


6002010116 60-416 
6002010231 50-416 
9002050334 50-4tS 
6002060010 60-416 
0002060215 50-416 


9001310457 

50-305 

S 


9002010227 

50-305 

S 


9002060030 

50-393 

P 


0002120127 

50-303 

P 


0002120331 

50-306 

P 


00021503S6 

PR 



0002230436 

PR 

R 


9001310462* 

50 395 


9001290020 

9001300161 

50-205 

50-361 

F 

S 

T&K Inapociion 

9001300238 

9001300236 

60-206 

60-208 

S 

3 

TEI Anelyual Sendees. Ino- (lormerly 
Trens-Eastem irtspecDon. Ino ) 

9001300238 

30-206 

S 


9001310275 

50-205 

P 


9001310360 

50-206 

a 


9001310427 

9001310480 

50-208 

60-362 

F 

Q 

TU Electrto formerly Texes Uv ities 
Oet>eradng Col 

9002010215 

50 206 

s 


0002020107 

50-206 

p 


9002020107 

50-206 

p 


9002020107 

50-205 

P 


9002050096 

50206 

s 


9002050096 

60-206 

s 


6002060096 

50-200 

s 


9002070120 

60-206 

s 


0002070163 

50-206 

p 


9002070475 

50-206 

Q 


9002070475 

60-203 

Q 


9002070476 

60-206 

O 


9002070478 

60-206 

O 


6002080104 

60-206 

F 


9002080170 

PR 



9002080362 

SO 206 

S 


9002090039 

50-206 

P 


9002090039 

69-206 

P 


9002090039 

80-206 

P 


9002130216 

60-361 

s 


9002130271 

60 206 

s 


9002130314 

60-206 

F 


9002140020 

50-206 

P 


9002160314 

50-301 

V 


9002150314 

60-361 

V 


9002150319 

50-361 

V 


9002150310 

50-361 

V 


9002220051 

50-362 

p 


9002220057* 

60-362 

p 


9002220062* 

50-362 

p 


9002220067 

60-361 

K 


9002220067 

60-361 

K 



0002070406 60-416 

6002060102 60-416 

0002180122 60«4t7 

0DO21OO163 60-416 

0002220101 50*416 

D002220196’ 80-416 

0002220057 50-416 

0002220723 60-416 

0002230191 60-416 

0002120332 71-602 

0001310124 71-601 

6001310124 71-601 

0OO131O16B* 71-691 

6001310159* 71-691 

0001310520 50-445 

6002010364 50-445 

9002010304 50445 

0002010309 60-446 

0002010390 50-445 

0002020023 60-445 

9002020023 50 445 

0002020020* 60-445 

9002020029* 50 445 

9002020070 60-445 

9002020070 60-445 

6002020074 60-446 

9002020074 50-445 

6002080268 50-446 

9002050268 60-445 

9002060387 60-445 

9002070016 50-445 

0002070016 60-445 

9002070017 60-445 

9002070017 60-446 

9002080006 60-445 

9002120230 70-2932 

0002120233 60-445 

9002120245 60-446 

9002120245 60-445 

9002120278 60-445 

9002120276 60-446 

6002130067 60-446 

0002130067 50-445 

9002130090 50-445 

6002160161 60-445 

9002160165 60-446 

9002150165 60-445 


J 

F 

S 

S 

J 

S 

P 

J 

o 

R 

S 

P 

P 

R 

Q 

8 


J 

J 

J 

J 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

Q 

Q 

O 

A 

A 

Q 

A 

O 

Q 

A 

A 

O 

o 

p 

s 

s 

s 


wo'o‘0 ^•mjcooj 


Tonnoco, Inc. 

Tannessoo Valley Authority 


9002130164 

PR 


6911270024 

50-390 

S 

9001290041 

60-260 

P 

9001299055 

60-433 

o 

9001300044 

60-390 

s 

9001300211 

60-259 

F 

9001300211 

60-250 

F 

9001300322 

60-327 

P 

9001300322 

60-327 

P 

9001300325’ 

60-327 

P 

9001300326* 

60-327 

P 

9001310189 

60-260 

P 

9001310189 

60-258 

P 

9001310189 

50-259 

P 

9001310189 

60-250 

P 

9001310189 

60-259 

P 

9001310189 

50-256 

P 

9001310180 

60-259 

P 

9001310189 

60-258 

P 

9001310189 

60-259 

P 

9002010088 

40-1341 


9002010197 

50 258 

H 

9002010197 

60-258 

H 

9002010197 

60-259 

H 

9002010197 

50-259 

H 

9002010197 

60-259 

H 

9002010197 

60-259 

H 

9002Q10197 

50-269 

M 

9002010197 

60-269 

H 

9002010204 

60-327 

Q 

9002010204 

50-327 

0 

9002010230 

60-327 

0 

9002020016 

60-327 

P 

9002020018 

50-327 

P 

0002020016’ 

60-327 

P 

9002020018’ 

50-327 

P 

9002020121 

50-269 

S 

9002060007’ 

50-260 

P 

9002060034 

50-32? 

F 

9002060034 

60-327 

F 

9002060210 

60 259 

P 

9002060210 

50-259 

P 

9002060210 

50-269 

P 

9002060210 

60-259 

P 

9002060210 

60-269 

P 

9002060210 

60-259 

P 

9002060210 

60-269 

P 

9002060210 

60-259 

P 

9002070086 

50-260 

F 

9002060001 

S0-2S9 

S 

9002080123 

60-327 

S 

9002080123 

60-327 

S 

9002060169 

60-259 

P 

9002080159 

60-259 

P 

9002060169 

50-259 

P 

9002060169 

50259 

P 

9002060159 

50259 

P 

9002080169 

60-259 

P 

9002060159 

60-259 

P 

9002060159 

50259 

P 

9002120042 

60-327 

P 

9002120042 

60-327 

P 

9002120176 

60258 

s 

9002120160’ 

50-259 

s 

9002120316 

60391 

A 

9002130070 

60-390 

O 

9002130135 

50-280 

P 

9002140017 

50-327 

s 

9002140226 

50-390 

o 

9002140277 

50-327 

F 

9002150156 

60-3’27 

P 

9002160155 

60-32? 

P 

9002150168* 

60-327 

P 

9002150168' 

60-327 

P 

9002220042 

50-260 

8 

9002220352 

60 390 

A 

9002220377 

60-327 

P 

9002220377 

50-327 

P 

9002220378* 

50 327 

P 

9002220376’ 

50-327 

P 

9002220382 

50-327 

P 

9002220362 

80-327 

P 

9002220385’ 

60-327 

P 

9002220385’ 

60-327 

P 

9002220660 

50-259 

F 

9002220660 

60259 

F 


Texas. Siaio ot 

Texes, Univ. of, AusUn, TX 

Thelen, Marrin, Johnson & Bridges 
Thef^>y SaiN^ces, Inc 

Totodo Edison Co 


Tofliar. SlmoAOlf. Adourlan & O'Brien 
llotmaily Tomer, Parks, Sel ger, Slmono 
Townsend & Boltum. inc. 

Trananudoai. too 


Tiensportaiion. Dept, of 

Tfoutman, Ssndeis, Lockermsn & Ashmore 
Tu$a Oamma Ray, Inc. 

U.$. Ecology. Inc. (loimo'iy Nuclear 
Engineedr^. inc ) 


UMETCO Minerals Corp (subs, ol Union 
Carbkle Corp) 


Union ElerXfic Co. 


United Itingdom, Govt ol 


United Nudear Corp. (subs ot UNC 
Resources, Inc ) 


9002230259 

9002230259 

9002080276 

9002220599 

9002230326 

9002230501 

9002230609’ 

90020603'12 

6002140006 

9002140091’ 

9002140139* 

6001310103’ 

9001310470 

900202019B 

6002020214* 

9002060318 

9002120091 

0002120179 

9002130169 

9002130181 

9002130362 

6002130366 

9002130368’ 

9002130369’ 

9002130375 

9002130376’ 

9002160190’ 

9002220226 

6002220743 

9002220746’ 

9002230029 

6002230034 

9002230227 

6002050091 

6002010434 

6001300443 

6002020020 

9002020021’ 

9002070268 

6002070266’ 

6002060144’ 

6002060319 

9002220200 

6002220667 

6001290224 

9002080266 

6001260166 

9001260157* 

9001300345* 

6001300347* 

9001300383 

9002050218 

9002060246 

9002060043 

9002120120 

9002120126 

0002120371 

9002220296 

6912140191 


9001310401 

9002150163* 

8911060223 

9001310505 

9002070155 

9002070163’ 

9002090307 

9002120103 

9002130277 

9002140014 

9002160095 

9002220148 

9002230111 

9002230143 

9002120283 

6002120316 

6001310100 

6001310160 

6001310195* 

9002120195 

9002120318 

9002130316 

9002130338 


60.327 

50-327 

PR 

50 445 
PR 

50-602 

50-602 

50-206 

71-629 

71-529 

71-529 

60-346 

60 346 
60-346 
60-346 
60-346 
50-346 

50-346 

60-346 

60-346 

50-346 

60-346 

60-346 

60-346 

60-346 

60-346 

60-346 

60-346 

60-346 

60-346 

60-346 

60-346 

60-346 

40-7102 

71-78 

71-9233 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PR 

71-3011 

71-3010 

60-321 

PH 

WASTE MQT 

WASTE MOT 
WASTE MQT 
WASTE MQT 

27-48 

27-48 

27-48 

27-40 

27-48 

27-48 

27-48 

27-48 

40-6681 


40-8681 

40-8681 

50-483 

60483 

60-483 

60483 

60-483 

60-483 

60483 

50483 

50483 

50463 

PR 

50463 

NUREQ 

NUREQ 

40-6907 

70-371 

70-371 

40-8907 

70-820 

70-371 

70-371 


F 

F 

M 

A 

A 

P 


P 


Q 




f 

n 

F 

F 

p 

p 

s 

Ft 

F 

P 

F 


DO^'vS 


•HOR AFFILIATION 


rallon of America 


Nuclear Power Corp. 


. MeO^I Center, Omafta, N 

International 

i/lrglrtla Electric & Powe 


'ubliO Power Supply System 


ACCESSION SUBJECT 

NUMBER CATEQORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9002130363 70-371 

9002010088 40-8968 

9002050112* 40-7397 

9002060420 * 40-1671 

9002070110* 40-7397 


9002220032 

PR 


6002220372 

60-367 

R 

6002220598 

60-397 

O 

9002230437 

60-397 

P 

9002230498' 

60-397 

P 


9002070113* 

9002070132* 

40-7397 

40-7397 


Wsshif>glon Slate UnN , Pullman, WA 
WeslwiglOA. Stale ol 

9002070395* 

40-7397 



6001310500 

60-271 

P 


9002010376 

60-271 

P 


9002010380* 

9002010388’ 

60-271 

60271 

P 

P 

Washinotoft, Univ. of. Seattle, WA 
Waste Martagemeel. Inc. 

9002020269 

60-271 

S 

Weal Co 

9002120181 

6002160141 

50-271 

60-271 

P 

R 

Q 

Weal Newbury, MA 

Weet Valley Nuclear Sttvicea Co.. Inc 

9002220179 

60-271 

9001290079* 

CONTRACT 

R 


9002160164 

60-131 


6906210101* 

60-46Q 

P 


9001290001 

60-260 

F 


6001290001 

60-260 

F 

Western Nudeai, Inc. Isubs. of Phelps 

9001290001 

60-260 

F 

OocM Corp) 

Weslem X-Ray. Ina 

9001290001 

50 280 

F 

9001290001 

60-280 

F 

WostingrKMee Electric Corp. 

9001290002* 

50-280 

F 


9001290002* 

50-280 

F 


9001290002* 

60 260 

F 


9001290003* 

60-280 

F 


9001290003* 

60-280 

F 


0001290003* 

60-280 

F 


6001200054 

50-330 

P 


6001200054 

60-336 

P 


0001200068* 

50-338 

P 


9001200058* 

50-338 

P 


9001300070 

9001300076 

9001300076 

9001300204 

0001300323 

60-280 

60-260 

50-200 

60-280 

60-260 

60-336 

Y 

Y 

Y 

8 

It 

8 

WlaeonaM Eiociilo Power Ce 

9001300364 

0001310288 

60-260 

O 


6001310386 

50-280 

F 

Wisconsin PubUo Sendee Corp 

9001310386 

60-280 

F 

9002010028 

60-281 

3 


6002070308 

60-280 

P 


9002000186 

60-338 

P 


6002080188 

60-338 

P 


6002080180* 

60-338 

P 


9OO20BO189* 

60-336 

P 


9002080201 

60-280 

P 


9002060201 

60-280 

P 


9002080203* 

50-260 

P 


9002000203* 

60-280 

P 

Wtscomln. UnIv. ol, Madison. Wl 

9002060206 

50-200 

P 

WoH Creek Nuclear Operating Corp 

9002080206 

60-280 

P 


9002140289 

60-338 

3 


9002220385 

50-338 

S 


9002230022 

60-336 

8 


9002230051 

50-261 

S 


0002230083 

PR 



6001310373 

9002060001 

50-305 

50-307 

S 

1 

Wyte LaboreKHles 

9002070350 

9002060324 

60-397 

60-397 

F 

P 

Wyomino. Slated 

6002080326* 

50-397 

P 


9002130086 

9002140267 

50-397 

60-387 

3 

P 

Yadiee Atomic Electrlo Co. 

9002160013 

50-305 

9 


9002160067 

50-397 

P 


6002180068* 

60-397 

P 


9002160139 

50-307 

P 


9002160141* 

60-397 

P 



0001310235 

9001290070 

9001300385 

9001310162* 

9002010082 


60-27 P 

27-48 

27-48 

CONTRACT 
STATE PRO Q 


9002140098 50-139 

8707220493* FOIA 

9002230166* fOlA 

9002280217 FOIA 

9002010035 S0443 


R 


Q 


9002010170 PROJ 
9002010334 PROJ 
9002010343* PROJ 
0002010344 PROJ 
9002010348* PROJ 


9002060316 PROJ 

0002070386 PROJ 

0002010034 40-1162 


0001290297 

DOOISOOitO 

9002020148* 

9002020164 

9002020168 

9002020264* 

9002020291* 

9002080357* 

9002080361’ 

9002000076 

900209007B’ 

9002000000* 

9002120281* 

9002120303* 

9002120333* 

0002160288 

0002220387* 

9002060277 

0002090109 

0002160006 

9001290103 

9002010364 

9002060419 

9002060045 

9002060017 

9002060109 

9002060110* 

9002080214 

9002120312- 

9002140274 

9002230376 


71-96 

60-315 

XPORTLIC 

XPORTLIC 

XPCRTLIC 

60-247 

60-247 

50-276 

60-276 

TOPHEP 

TOPREP 

TOPREP 

71-24 

60-456 

60-395 

60-206 

60 -300 
60-301 
60-266 
60-266 
60-306 

60-306 

60-306 

60-305 

50-306 

60-305 

50-305 

60-305 

60-305 

60-305 

PR 


9002020012 60-158 
0002020210 50-482 
9002070413 60-402 
9002140175 50-482 
9002220184 60-482 


P 

O 

P 

F 

P 


9002220190* 60-482 
9002220247 60-482 
9002220730 60 482 
9002230303 50-462 
6002120341 NUREO 


P 

V 

O 

R 


6002010081 40-6857 
6002010283 40-8926 
6002010295 40-0502 
6002120213 40-4492 
9001310228 50-29 


0 


9001310389 60-29 

0002060169 60-271 
9002080028 60-29 

9002130122* 60-20 

9002220254 60-29 


P 

F 

P 

Q 

R 


Kt:rUKI NUMBbK INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket: for ©xample.50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCE8SIOR 

I SUB* 

OTHER REPORT 


NUMBER 

JECT 

NUMBER 



CATE- 




GORY 


l(JS36-10-0 

0002130218’ 

WASTE MGT 


•M91.0100 

0002130222’ 

WASTE MQT 


^990^001-230 

0002030304’ 

40-7102 


&6--,W7306'00 

9002230747’ 

60-346 

P 

89-11 SIS-t 

0003010340’ 

PROJ 


690 

0001310462* 

60305 

R 

89 7 

9002380S13’ 

WASTE MQT 

Htwn 

BAW-1&43 ERR R03 

0001300284’ 

60-302 

P 

eA1V-2C9fl 

9002230748’ 

60-348 

P 

DCPRA08 

0001200314’ 

60-276 

P 

DOE-HTGR-8a3t1 

9002000212 

PRO! 


OOCiCIS002d-FS 

9002050088* 

WASTE MGT 

HLWR 

OOEyRW0247 

0002070166* 

WASTE MQT 

Htwn 

0°C-NS-100-1 

0002070140* 

50-260 

p 

CE3-43 

0001300054* 

WASTE MOT 

HLWR 

EGG EA-&942R01 

8911160200* 

50-213 

P TAC GlOdS 

EQQ MS Q403 

900214022S' 

60-317 

0 

EOQ NTA-7423 

9001050122' 

60-293 

P Qt-63-26 

EGGNTA-870t 

0001220107* 

60-303 

P TAC SI606 

eGGNTA-8702 

0001120312’ 

60-413 

P TAC 6576G 

SfV hP60t4 

0002120370* 

60-389 

P 

U>-i:927-MS 

0002070411* 

WASTE MGT 

iitwn 

'^-11293-MS 

0002070409’ 

WASTE MQT 

HLWR 

M'X-W4637<lE 

0002160284’ 

roiA 


NUR£a 002CIVI3N(( 

00021203.96 

NURgQ 


NOREQOS40Vt1 NIO 

0002120142 

Nuneo 


MREQ-n00V06 

0002120320 

NUREQ 


htREQ-i3l6 

0002120148 

NUREG 


NUPEO/BR-OOSe VOBNI 

0002230163 

Nunso 


SUREG/CR 2000 VOeNl2 

0002120184 

NUREG 

ORNL/MSlC-200 

KjnEQ/CR-seee 

0002120120 

NUREQ 

6NL-NUREQ 61742 

7iOP.Ea/CR-42M ROl PI 

0002120313 

NUREG 

SAN085-716S 

hLREOyCR-4469 VOB 

0002120167 

NUREQ 

PNL-57U 

A!.flEG/CR4469 VO0 

9002120208 

NUREG 

PNL-67II 

NJFEG/CR-4880 V01 R1 

0002120300 

NUREQ 

SAN06e-2l)84 

HUflEO/CR4731 V02 

9002120320 

NUREQ 

EaQ-2469 

NyRfG/^R-5169 

9002120283 

NUREG 

PNC-7f54 

HUREQ/CR-5307 

9002120237 

NUREG 

PARAMETER 16106 

K1.9£0'CR-5368 

0002120280 

NUREG 

BNl-NUREO 52108 

h'jaEG/CR-5388 

9002120341 

NUREG 

PNL-6911 


These categories are defined In Appendix B an 
listed in the Contents. An asterisk following the ac 
cession number In this index indicates that the doci 
ment is an enclosure to another document. Ti 
obtain the accession number of the principal docu 
ment under which the enclosure is listed, refer to thi 
index entitled "Cross Reference of Enclosures t( 
Principal Documents." 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

NUMBER 



CATE. 




GORY 


NUnEG/CR-SSOB V10 

0002120143 

NUREG 

EPRl/NP-e460 

NUn£G/Cn-S424 

9002120292 

NUREG 

U-116e7.MS 

NUREOyCR-5477 

900212034B 

NUREG 


NUREG7Cn.5476 

9002120284 

NUREG 

ORNL/TM-113d9 

NUHEO/Cn-5401 

0002120344 

NUREQ 

PNL-7191 

NllREO/Cn 6407 

0002120277 

NUREQ 

MEA-20Q6 

NunEO/CH-5S0B 

9002120234 

50-344 

P UCID-21&31 

NUREG/IAOOI? 

9002120203 

NUREQ 

GO/PE •N/544 

MUREO/M 0013 

9002120318 

NUREG 

GlVPE-N/535 

OIQ 80A-0 

9002080076 

ORG 


OR^n./NRC/LTR 60713 

0001300166* 

TOPREP 


OHO-10U-)0 

0002140038 

60-83 

fl 

PC NF-ae-oos roo 

9001300047’ 

50-387 

P 

R-80 04 NPS 

9002060007’ 

60-259 

P 

SAN08S-2037 

0002070418’ 

WASTE MOT 

Hiwn 

SeCV-8&233 

8008000106 

SECY 


8ECV-80-34t 

8911140324 

SECY 


SECY-80-350 

6912050015 

SECY 


SeCY-80378 

0001290102 

SECY 


SECV-00-300 

0001040195 

SECY 


SECY-eO-302 

9001030318 

SECY 


S£CY-68-38d 

0001100201 

COMMISSIO 

N 

8eCY.0O-002 

9002230129 

SECY 


SECY-OO CK)8 

9001240321 

SECY 


86CY-00-006 

90011100D4 

CO-MMiSSlO 

N 

SECY -00 000 

0001240322 

SECY 


SECY-OO 015 

DOOI290254 

SECY 


SeCY-MOl7 

0001300102 

SECY 


SECY-OO 021 

0001290264 

SECY 


86CY.fi0023 

9001290269 

SECY 


SECY-00 032 

9002000000' 

WASTE MQT 

HLWR 

SCCY-00 044 

9002220040 

50-322 

P 2206 

TNBCOOS Oi ftOI 

9002270147’ 

71-3011 


TNO 8003 02 P03 

9002270142' 

71-0011 


WCAP-JI012 

0002020284* 

50-247 

0 

WCAP-12418 

9002000381' 

50275 

Q 

WCAP.12431 

9002120303* 

50455 

P 

VVCAP.t2438 A 

0002000080* 

TOPREP 


WCAP. 12404 

9002120333* 

50-395 

P 

WCAP- 12500 

9002220357* 

50 390 

A 

YMP/CC-0003 ROI 

8002220720 

WASTE MGT 

HtWR 


'wwwvih.«j iw k/v/wcrmcn I 


Hem listed as enclosures are those indicated by an Subject categories for nondocketed Items are also 
asterisk following the accession number in the Index* entered in this column by symbol; for example 

es. The second column gives the accession number ACRS. These categories are defined In Appendix B 

of the principal document under which the enclosure and listed in the Contents 
is listed. Knowing the accession number of the prin- 
cipal document.tne date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 

The docket subject categories are defined in Appen- 
dix A. 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEQOnV 

ENCI-OSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

T90eiSOM6 

0002050102 

90/01/23 

40-7102 

e9052&0276 

9002130194 

90/02/06 

FOIA 

7&MH0357 

0002050102 

00/01/23 

40-7102 

6906020259 

9002130164 

90/02/06 

FOIA 


0002050102 

90/01/23 

40-7102 

8906210401 

0002000153 

90/01/25 

50-458 

9004790249 

0002050102 

90/01/23 

40-7102 

6909140438 

9002230175 

00/01/31 

50.295 

6006170424 

OQ02050102 

00/01/23 

40.7402 

eolioioise 

9002230214 

90/02/16 

FOIA 

6006170624 

9002050102 

00/01/23 

407102 

8011140137 

691 1020005 

63/10/31 

604)22 

6006 760641 

0002050102 

90/01/23 

40-7102 

601 1 160269 

9002020009 

90/01/16 

60-213 

6411143260 

0002230110 

00/02/10 

FOIA 

8912000112 

8012060100 

69/10/27 

40-6027 

6411140267 

0002230110 

00/02/10 

FOIA 

6912000118 

0912000106 

89/10/27 

40-8027 

6601090516 

0002230110 

00/02/10 

FOIA 

89I2080II7 

0012080106 

60/10/27 

40-0027 

6SCt09C'5l8 

0002230110 

00/02/16 

FChA 

891218013$ 

0002230214 

90/02/10 

FOIA 

U0I090520 

0002230110 

00/02/16 

FOIA 

0001050122 

0002149006 

90/02/06 

60-296 

6501090622 

0002230110 

00/02/16 

FOIA 

0001120312 

9002160224 

90/02/05 

50-413 

S60t99:»4 

0002230110 

00/02/18 

fO(A 

0004170426 

9002230110 

90/02/16 

FOIA 

S501C90$27 

9002230110 

00/02/16 

FOIA 

0001220107 

9002020167 

00/01/10 

60-395 

6501219426 

9002230 M0 

90/02/18 

FOIA 

0001240932 

9001240029 

eo/ci/17 

eo-443 

6501210433 

0002230110 

00/02/16 

FOIA 

0001260107 

9001250166 

90/01/10 

WASTF. MOT 

653206037 B 

9002230110 

90/02/16 

FOIA 

0801290002 

0001200001 

00/01/17 

50-260 

bxxeooBJ 

9002230IID 

00/02/16 

FCHA 

9001290003 

9001290001 

90/01/17 

60-200 

6507270232 

9002230110 

00/02/16 

FOIA 

0001200006 

6001290005 

90/01/17 

60-462 

6»-22 79239 

9002230110 

90/02/16 

FOIA 

9001200009 

000)290008 

60/01/02 

70-1161 

6605240503 

9002050102 

00/01/23 

40-7102 

0001200026 

6001290026 

90/01/12 

60-443 

6S06140009 

9002230110 

00/02/16 

FOIA 

6001200020 

9001200024 

00/01/22 

CONTRACT 

6!O6'.43011 

9002230110 

90/02/(0 

FOIA 

0001200030 

9001290027 

90/01/22 

60-250 

6507)30262 

9002050102 

00/01/23 

40 7102 

00042(K«50 

9001260054 

60/01/16 

60-338 

86:7030293 

9002060102 

90/01/23 

407402 

9001200063 

9001290061 

90/01/19 

CONTRACT 

66051M270 

9002140221 

90/02/00 

80277 0 

000I29C07S 

9001290071 

00/01/22 

CONTRACT 

67)7220461 

9002230110 

00/02/16 

FOIA 

0001200070 

0001290066 

00/01/22 

CONTRACT 

6707270465 

9002230110 

00/02/10 

FOIA 

0001200005 

0001290090 

00/01/19 

71-690 

S70.'2 204 93 

9002230110 

00/02/16 

FOIA 

0004290090 

0001299006 

80/01/17 

60-400 

8706100069 

9002020137 

00/01/25 

FOIA 

0001200100 

DO0I2DOIO5 

90/01/19 

60-529 

67’CO60l2e 

9002050(02 

00/0(/23 

40 0940 

0001290113 

0001290111 

eo/ot/ie 

60-341 

6719060147 

9002050102 

90/01/23 

40-7397 

0001290124 

6001200116 

90/01/08 

CONTRACT 

6712240090 

9002020137 

90/01/26 

FOIA 

0001200424 

9001200420 

90/01/22 

CONTRACT 

3301120062 

9002050102 

BO/01/23 

FOIA 

0001290427 

0901200)25 

09/11/13 

CONTRACT 

6302240331 

9002020137 

90/01/26 

FOIA 

6801290132 

0001200120 

69/11/29 

CONTRACT 

6692220)49 

9002020137 

90/01/26 

FOIA 

0001290442 

9001290130 

90/01/22 

CONTRACT 

8636229156 

9002020137 

00/01/25 

FOIA 

O0OI2OOIS1 

9001290146 

00/01/22 

CONTRACT 

6893220162 

9002020137 

90/01/26 

FOIA 

0001290160 

9001200455 

90/01/18 

60-443 

3693220232 

9002020137 

90/01/26 

FOIA 

9(«I29016I 

OOOI29016B 

90/01/22 

CONTRACT 

6807270162 

9002130194 

00/02/08 

60-10 O 

9001200184 

9001290182 

90/01/19 

50-346 

3807270224 

9002130194 

90/02/08 

FOIA 

9001^204 

9004200200 

90/01/23 

CONTRACT 

6308730052 

9002140221 

90/02/09 

FOIA 

0001280205 

BOO 1200203 

90/01/19 

71-116 

6313710189 

9002020137 

90/01/25 

FOIA 

0004280210 

0001290193 

90/01/04 

60-373 

3612290023 

9002130104 

90/02/06 

FOIA 

W01290211 

8001280287 

90/01/17 

CONTRACT 

69C1360030 

0002130194 

90/02/08 

FOIA 

9001290218 

0001290213 

90/01/16 

XPORTLIC 

3901110379 

9002130194 

00/02/08 

FOIA 

9001280220 

8001200213 

90/01/19 

XPORTUC 

3901240163 

0002130194 

90/02/08 

FOIA 

9001260232 

6001290227 

90/01/22 

ORQ 

8931243247 

9002020137 

90/01/26 

FOIA 

9001260238 

6001299235 

90/01/23 

71-384 

3)31240360 

0002130194 

90/02/08 

FOIA 

0001200240 

8001290235 

60/01/23 

71-384 

6901310248 

9002020137 

90/01/25 

FOIA 

9004200243 

0001290236 

90/01/11 

60-602 

8902020007 

9002130194 

90/02/00 

FOIA 

0001260246 

9001290230 

90/01/16 

60-265 

9«5(3g0228 

9002130164 

90/02/08 

FOIA 

0001200272 

9001290267 

90/01/12 

NUREG 

6904260436 

9002140221 

90/02/09 

FOIA 

0001280311 

9001200304 

90/01/19 

60-276 

6904260441 

9002140221 

90/02/09 

FOIA 

6001290314 

9001280304 

90/01/19 

60-276 

3904260443 

9002140221 

90/02/09 

FOIA 

6001300011 

8001300010 

90/01/22 

27-48 

3904260446 

9002140221 

90/02/09 

FOIA 

6001300013 

9001300012 

90/01/22 

50-313 

8904270076 

0002140221 

90/02/09 

FOW 

8001300015 

0001300012 

90/01/22 

50-013 

6904260054 

9002020137 

00/01/26 

FOIA 

6001300021 

0001300019 

90/01/22 

&O-302 

6905100160 

8005190166 

ee/os/05 

CONTRACT 

9001300023 

0001800019 

90/01/22 

50 382 


C 

c 

( 


-9X ^ C TI TJ'D *oO 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEQOttV 

9001300036 

9001300033 

60/01/18 

50^41 

P 

9001300037 

9001300033 

90/01/18 

60-341 

P 

9001300047 

9001300042 

90/01/22 

50-367 

P 

9001300054 

9001300061 

90/01/23 

WASTE MOT 


9001300089 

9001300086 

90/01/18 

50-237 

Q 

9001300100 

9001300093 

90/01/09 

50-413 

V 

9001300107 

9001300097 

90/01/22 

50-260 

H 

9001300109 

9001300103 

00/01/12 

50-255 

Q 

9001300113 

9001300105 

90/01/22 

60-312 

P 

9001300116 

9001300111 

90/01/26 

WASTE MOT 


9001300130 

9001300122 

00/01/12 

60-166 

Q 

9001300131 

9001300125 

90/01/16 

60-498 

0 

9001300134 

9001300132 

90/01/16 

60-213 

P 

9001300140 

9001300126 

60/01/22 

50-255 

O 

0001300144 

9001300138 

00/01/04 

60-373 

O 

9001300146 

9001300142 

90/01/18 

60-259 

Q 

9001300148 

9001300139 

90/01/16 

50-488 

P 

9001300151 

9001300142 

90/01/16 

50-259 

O 

9001300166 

9001300142 

90/01/18 

60-259 

0 

9001300158 

9001300082 

60/01/10 

60-461 

R 

9001300168 

9001300164 

90/01/16 

50-258 

Q 

9001300174 

9001300173 

90/01/15 

50-269 

R 

0001300176 

9001300173 

00/Q1/1S 

50-269 

R 

9001300186 

9001300184 

90/01/22 

TOPREP 


0001300196 

6001300181 

90/01/17 

50-288 

P 

9001300196 

9001300192 

90/01/ t« 

50-213 

0 

0001300226 

0001300222 

60/01/12 

50 397 

Q 

9001300228 

9001300222 

90/01/12 

60-397 

O 

9001300229 

9001300225 

90/01/10 

50-320 

0 

0001300236 

9001300231 

90/01/11 

50-397 

O 

9001300239 

9001300212 

60/01/16 

50-369 

n 

9001300243 

9001300212 

90/01/15 

50069 

R 

9001300248 

9001300241 

90/01/22 

50 237 

p 

9001300266 

9001300242 

90/01/04 

50-454 

0 

9001300284 

9001300278 

90/01/10 

50-302 

p 

9001300292 

9001300290 

90/01/16 

SO-395 

V 

9001300297 

9001300295 

90/01/23 

60-461 

p 

9001300298 

9001300293 

90/01/19 

50-245 

0 

9001300302 

9001300300 

90/01/16 

60 263 

0 

9001300318 

8001300317 

90/01/23 

50-220 

0 

9001300320 

8001300317 

90/01/23 

50-220 

0 

9001300326 

8001300322 

90/01/22 

60-327 

P 

9001300333 

8001300329 

90/01/23 

60-333 

0 

9001300346 

9001250156 

90/01/10 

WASTE MOT 


9001300347 

8001250166 

60/01/10 

WASTE MOT 


9001300367 

9001300366 

90/01/22 

60 320 

p 

0001300370 

9001300355 

90/01/22 

50-320 

p 

9001300371 

9001300327 

90/01/IS 

50-413 

R 

9001300373 

9001300327 

90/01/16 

50-413 

R 

9001300362 

9001300380 

90/01/10 

50-261 

P 

9001300399 

9001300394 

90/01/12 

60-361 

P 

9001300402 

9001300394 

90/01/12 

50-361 

p 

9001300436 

9001300432 

90/01/16 

50 237 

P 

9001300442 

900)300438 

90/01/ie 

50258 

0 

9001300468 

9001300469 

90/01/16 

50 280 

0 

9001300487 

9001300482 

90/01/23 

50-250 

H 

9001300489 

9001300482 

90/01/23 

50-250 

H 

9001300603 

9001300496 

90/01/03 

60-321 

V 

9001310002 

9001310001 

90/01/19 

60-302 

0 

9001310004 

9001310003 

90/01/11 

50-395 

O 

9001310008 

9001310007 

90/01/17 

60-213 

o 

9001310019 

9001310018 

90/01/19 

50-293 

0 

9001310020 

9001310018 

90/01/16 

60 293 

Q 

9001310022 

9001310021 

90/01/22 

50-354 

0 

9001310029 

9001310026 

90/01/10 

50-443 

V 

9001310069 

9001310061 

90/01/18 

XPORTLIC 


9001310083 

9001310061 

90/01/23 

50-335 

Q 

900ISI0087 

9001310061 

90/01/23 

50-335 

0 

9001310096 

9001310093 

90/01/24 

50-269 

P 

9001310096 

9001310092 

90/01/23 

50^280 

0 

9001310099 

9001310092 

90/01/23 

50-280 

o 

9001310106 

6001310103 

90/01/19 

50-219 

o 

9001310106 

9001310100 

89/12/22 

40-8907 


9001310112 

9001310109 

90/01/23 

60-424 

Q 

9001310120 

900I310I2I 

90/01/19 

50-359 

o 

9001310134 

9001310132 

60/01/10 

60-f55 

0 

9001310135 

9001310133 

60/01/25 

CONTRACT 


9001310138 

6001310100 

89/12/22 

40-6907 


9001310143 

6001310140 

90/01/23 

50-341 

Q 

9001310144 

6001310140 

60/01/23 

50-341 

Q 

9001310146 

9001310142 

90/01/26 

CONTRACT 


9001310160 

9001310147 

90/01/24 

60-461 

Q 

9001310153 

9001310149 

90/01/26 

CONTRACT 


9001310166 

9001310124 

90/01/26 

71-691 


9001310169 

9001310124 

90/01/28 

71 691 


9001310162 

9001310155 

60/01/26 

CONTRACT 


9001310163 

9001310157 

90/01/24 

50-346 

P 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

9001310188 

S031310I61 

00/01/22 

50-253 

Q 

9001310170 

9091310166 

00/01/26 

CONTRACT 


9001310176 

0001310175 

90/01/25 

CONTRACT 


9001310195 

0001310100 

90/01/19 

70-371 


9001310203 

9001310192 

00/01/12 

50445 

F 

9001310240 

9001310237 

00/01/24 

50 295 

0 

9001310248 

9001310244 

90/01/12 

60-315 

0 

9001310246 

9001310245 

00/01/24 

60-341 

0 

9001310249 

9001310244 

00/01/12 

60-315 

0 

9001310251 

9001310245 

00/01/24 

60 341 

0 

9001310262 

9001310259 

00/01/22 

50-31 7 

V 

0001310263 

9001310260 

90/01/23 

50-335 

0 

9001310266 

0001310260 

00/01/23 

50-335 

0 

9001310273 

9001310271 

90/01/19 

50-321 

0 

0001310276 

0001310270 

00/01/23 

50-155 

P 

9001310282 

9091310279 

90/01/19 

60-286 

0 

00013I02B4 

9001310283 

00/01/23 

50-324 

0 

9001310287 

9001310279 

00/01/19 

50-266 

Q 

0001310298 

9001310295 

90/01/23 

60-369 

0 

0001310326 

0001310324 

90/01/24 

50 285 

p 

9001310328 

9001310324 

90/01/24 

50-285 

p 

9001310332 

9001310329 

90/01/22 

OA699 


0001310353 

9001310337 

90/01/16 

40-1852 


0001310367 

9001310363 

00/01/16 

70-1100 


0001310370 

■0001310363 

00/01/16 

70- 11 00 


9001310372 

9001310363 

90/01/10 

70-1100 


0001310374 

9001310360 

69/12/28 

50-331 

0 

9001310306 

0001310360 

69/12/28 

50-321 

0 

9001310302 

9001310360 

89/12/28 

SO-321 

0 

9001310411 

0001310342 

00/01/24 

60-285 

p 

9001310414 

9001310342 

90/01/24 

60-265 

P 

0001310423 

9001310421 

90/01/22 

OA909 


900)310428 

9091310421 

00/01/22 

QA999 


600)310431 

9001310421 

90/01/22 

OAe99 


900)310436 

9001310432 

00/01/25 

60-344 

P 

0001310436 

0001310435 

90/01/23 

60-54 

0 

000)310440 

9001310430 

90/01/16 

60 373 

p 

9001310442 

9001310432 

90/01/26 

50-344 

p 

900)310444 

L001310435 

90/01/23 

60-64 

0 

9001310448 

0001310430 

90/01/16 

60-373 

p 

9001310462 

9001310455 

90/01/24 

60305 

11 

90013104^ 

9001310465 

00/01/22 

60-247 

0 

9001310466 

9001310473 

90/01/24 

71.170 


90013)0494 

9001310401 

00/01/23 

60.328 

0 

9001310503 

9001310409 

00/01/24 

60.166 

p 

900)310530 

9001310527 

00/01/22 

60-272 

p 

9002010016 

0001310510 

00/01/24 

50-373 

p 

9002010022 

9002010020 

00/01/25 

60 216 

p 

9002010044 

9002010041 

90/01/25 

60-348 

p 

9002010049 

9002010041 

00/01/25 

60-346 

p 

9002010052 

0002010047 

00/01/19 

40'66B4 


00020)0053 

9002010047 

80/01/19 

40-6664 


00020)0057 

9002010056 

00/01/22 

60460 

p 

9002010074 

5002010068 

90/01/05 

40-1341 


9002010007 

0002010096 

00/01/26 

60-267 

F 

9002010114 

9002010108 

00/01/04 

50-277 

r 

9002010118 

0002010113 

00/01/26 

60-443 

Q 

0002010131 

6002010I2B 

60/01/26 

60265 

p 

0002010135 

9002010128 

90/01/26 

60-265 

p 

9002010147 

9002010138 

60/01/16 

7027 


9002010148 

9002010140 

00/01/24 

40-2081 


9002010149 

9002010142 

00/01/24 

60-443 

G 

90020101S1 

8002010126 

90/01/26 

50285 

p 

0002010158 

0002010140 

00/01/24 

40 2061 


0002010161 

0002010160 

60/01/22 

60-463 

F 

9002010)71 

9002010186 

00/01/24 

50 295 

0 

9002010172 

9002010188 

90/01/26 

60-367 

P 

9002010174 

9002010168 

90/01/26 

50-367 

P 

0002010176 

0002010180 

90/01/10 

60-413 

F 

0002010182 

0002010180 

60/01/23 

50-27 

P 

9002010184 

0002010160 

90/01/23 

50-27 

P 

0002010189 

0002010187 

90/01/23 

60-346 

Q 

8002010192 

0002010187 

90/01/23 

60-346 

0 

9002010211 

9002010200 

00/01/19 

70-1100 


9002010221 

0002010216 

90/01/26 

CONTRACT 


0002010245 

0002010244 

90/01/22 

60-260 

o 

9002010248 

0002010244 

90/01/22 

60-250 

o 

0002010255 

0002010252 

90/01/09 

60-40Q 

V 

9002010288 

9002010264 

90/01/30 

CONTRACT 


0002010281 

9002010272 

60/01/25 

CONTRACT 


9002010285 

5002010242 

50/01/22 

REV.EWGR 

P 

9002010288 

9002010273 

90/01/20 

60-269 

Y 

9002010294 

9002010273 

90/01/20 

60-261] 

V 

9(»20103I8 

9002010315 

90/01/03 

CONTRACT 


9002010320 

0002010307 

00/01/20 

CONTRACT 


9002010321 

9002010317 

00/01/23 

60-413 

Q 

9002010325 

9002010322 

90/01/20 

60-300 

0 





ACCESSION NUMBEH 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

90C»»0323 

900201032? 

80/0 1/25 

68-275 

P 

0002950005 

9002020322 

90/02/02 

90C 2010330 

9002010327 

90/01/26 

50-275 

P 

9002050012 

9002050011 

00/01/23 

9002010340 

6002010336 

90/01/25 

50-445 

O 

60020S(M)U 

90020500 U 

00/01/23 

9002010341 

90020)0339 

90/01/26 

58-440 

P 

0002060016 

9OO20SCOI3 

90/01/23 

90C 2010343 

9002010334 

69/08/03 

PROJ 


9002050016 

9002050016 

90/01/24 

9002010348 

0002010344 

69/12/26 

PROJ 


90020S00I9 

B00206P016 

90/01/24 

9002010354 

9002010335 

90/01/16 

40-8902 


9002050028 

9002050028 

90/01/30 

9002010372 

9002010369 

00/01/19 

50-269 

Q 

990205CK)30 

9002050027 

90/01/04 

9302010378 

9002010378 

90/01/16 

50-271 

P 

9002050038 

0002050029 

00/01/24 

9002010360 

9002010376 

90/01/16 

50-271 

P 

9002050044 

9002050041 

00/01/00 

9002010366 

9002010273 

60/01/29 

50-269 

Y 

90020500SS 

9002050052 

90/01/11 

9002010336 

9002010382 

90/01/17 

50-346 

P 

9002050083 

9002050080 

90/01/11 

9002910366 

9002010376 

90/01/16 

60271 

P 

0002050064 

0002050057 

90/01/25 

&O0201M24 

6002010420 

90/01/23 

50-466 

P 

9002050069 

9002050088 

90/01/11 

9002010427 

9002010417 

90/01/16 

50-320 

P 

9002050079 

9002050075 

90/01/17 

9002010441 

9002010422 

90/01/23 

XPORTUC 


90020 S0088 

9002C50084 

90/02/05 

9002020992 

9002020001 

90/01/16 

50 397 

a 

0002050090 

9002050087 

90/01/11 

9002030006 

9002020004 

90/01/22 

XPORTLIC 


9002050094 

9002050093 

90/01/30 

9X2020008 

9002020004 

90/01/22 

XPORTLIC 


9002050104 

6002050103 

90/01/17 

$002020013 

90020200 H 

90/01/22 

xpomuc 


e002050t]0 

9002053109 

90/01/26 

9002020016 

9002020011 

90/01/22 

XPORTLIC 


9002050112 

90020S0102 

90/01/23 

9C02020018 

9002020016 

90/01/24 

50-327 

p 

0002060120 

901)2051)117 

e£>/4»/)l 

9002020019 

9002020017 

90/01/11 

60 320 

o 

8002050124 

9002050102 

90/01/23 

9)02020021 

9002020020 

90/01/22 

XPORTLIC 


9002050127 

9002C50125 

90/01/16 

9)02020027 

9002020025 

90/01/16 

50 312 

o 

6002050132 

9002050129 

90/01/16 

90C 2020029 

9002020023 

90/01/24 

50445 

A 

9002050136 

9002050129 

90/01/16 

9002020032 

9002020030 

00/01/19 

50-210 

P 

9002050143 

9002050129 

90/01/16 

9002020052 

9002020036 

90/01/19 
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9C020G0240 

■,'0/01/18 

99/01/26 

EO'269 

50-341 

F 

P 

0002070166 

9002U70167 

9C02070I63 

9002050102 

90/02/05 

90/01/23 

WASTE MGT 
40-7397 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEOORV 


DOCUMENT 

ISSUED 

CATEOORV 

»i>o?070iee 

9002070165 

00/01/30 

SO-265 

0 

909206009 S 

6002050091 

90/01/30 

50-483 

9002070170 

9002070165 

90/01/30 

50-26S 

Q 

9002080101 

9002050097 

90/01/29 

40-2061 

9002070171 

9002050102 

90/01/23 

40-7367 


9002060119 

9002050109 

90/01/29 

50-305 

9002070174 

9002070161 

00/01/31 

CONTRACT 


9002080132 

9002050126 

90/01/22 

50 250 

9002070176 

9002070172 

90/01/30 

50-247 

P 

9002080134 

9002080131 

90/01/31 

50-309 

9002070176 

9002070165 

60/01/30 

50-265 

Q 

9002060140 

9002080126 

90/01/22 

50-250 

90020701BO 

0002070172 

90/01/30 

50-247 

P 

9002060143 

6002080126 

60/01/22 

50-250 

9002070 1 61 

9002050102 

90/01/23 

40-7307 


8002030144 

9002090141 

90/02/01 

XPORTLIC 

9002070186 

9002050102 

60/01/23 

40 7307 


9002080147 

6002080126 

90/01/22 

50-250 

9002070166 

9002050102 

60/01/23 

40-7397 


9002000150 

9002080126 

90/01/22 

50-250 

9002070 1 91 

9002070189 

00/01/26 

50-272 

P 

90020801S2 

9002080151 

90/01/31 

XPORTUC 

9002070162 

9002070169 

00/01/29 

SO-272 

P 

9002060154 

6002030126 

90/01/22 

50-250 

9002070193 

9002070187 

60/01/30 

CONTRACT 


9002080 15S 

9002080126 

90/01/22 

50-260 

9002070194 

9002050102 

00/01/23 

40-7102 


900200016) 

9002080160 

90/01/26 

50-445 

9002070 1 96 

9002050102 

90/01/23 

40-7102 


0002(»0163 

9002080166 

90/02/01 

50-338 

9002070201 

9002070199 

60/01/31 

50-440 

P 

6002080203 

9002000201 

90/02/01 

50-280 

9002070203 

9002070196 

00/01/31 

50-440 

P 

900^80205 

90M0S019B 

90/01/31 

CONTRACT 

9002070205 

6002050102 

90/01/23 

40-7307 


0002060213 

9002080206 

90/02/01 

50458 ( 

900207021 1 

6002070208 

90/01/29 

50-220 

Q 

9002000230 

0002060227 

90/01/31 

CONTRACT 

9002070213 

6002060102 

00/01/23 

40-7367 


0002080231 

6002060157 

00/01/26 

50-334 1 

9002070216 

9002070210 

90/01/23 

60277 

V 

0002080233 

9002080167 

00/01/25 

60-334 

6002070216 

6002070212 

90/01/26 

50-26 

O 

0002080270 

9002060266 

90/01/31 

CONTRACT 

6002070217 

6002070212 

60/01/26 

50-26 

o 

0002080274 

9002060271 

90/01/22 

50-331 

»(»2t>702>d 

9002070204 

90/02/0) 

60-289 

V 

0002080232 

8002060267 

80/01/30 

PR 

6002070224 

8002050102 

60/01/23 

40-7102 


0002080292 

9002000277 

90/01/31 

60-285 

6002070232 

6002050102 

60/01/23 

40-7102 


0002080204 

9002060277 

90/01/31 

60-285 

600M7O23S 

6002070233 

90/01/25 

XPOflTtIC 


0002880313 

8002060311 

80/01/28 

50-324 < 

6002070236 

9002050102 

00/01/23 

40-7102 


9002080326 

9002060324 

90/01/24 

60-397 

6002070240 

6002070221 

00/02/01 

40-7680 


9002(^334 

9002080331 

90/01/30 

60-312 

6002070242 

6002070239 

00/01/30 

50-285 

p 

9002(^0344 

9002080341 

90/02/01 

60-324 

6002070243 

6002070238 

90/01/20 

60-24S 

V 

0002080345 

9002080391 

90/01/30 

60-312 

6002070246 

90020SOIQ2 

90/01/23 

40-7102 


0002080357 

90020BD351 

90/02/01 

50-275 C 

6002070246 

6002070221 

00/02/01 

40-7680 


M02080361 

90020B035I 

90/02/01 

60-276 C 

6M2070260 

000207024 7 

90/02/01 

PROJ 


0002080363 

8002050359 

80/0 (/31 

60-366 F 

90020702S1 

9002060102 

90/01/23 

40-7102 


9092080378 

6002080373 

90/01/29 

50-317 C 

6002070263 

9002070221 

90/02/01 

40 7500 


9002080301 

0002080375 

90/02/01 

60-461 1 

9002070264 

0002070240 

00/0 t/26 

xponrtc 


0002080390 

8002060357 

90/02/01 

60-205 C 

80020702 6 6 

9002050102 

00/01/23 

40-7102 


9902080392 

0002050357 

90/02/01 

60-265 C 

8002070256 

9002Q702S5 

90/01/24 

50-307 

0 

900209W)02 

9002000001 

90/01/31 

50-237 C 

6002070265 

6002070166 

90/01/25 

60 387 

R 

9002000905 

0002000005 

90/02/02 

50-440 

6002070206 

0002070268 

00/0 f/26 

XPORTUC 


9002000007 

90020 9O90S 

90/02/02 

60-440 S 

6002070200 

0002050102 

00/01/23 

40-7397 


9002090009 

9002090008 

90/01/31 

50-266 C 

6002070274 

9002050102 

00/01/23 

40-7397 


9002090010 

0002000008 

90/01/31 

60-296 C 

6002070276 

0002070276 

00/01/26 

50 277 

V 

9002080018 

900209001S 

90/0 l/Sf 

60-272 F 

6002070270 

6002050102 

90/01/23 

40-7192 


9002090020 

9002090024 

90/01/31 

50-309 C 

9002070203 

9002050102 

00/01/23 

407102 


0002090031 

9002090026 

90/01/31 

60-364 F 

WC20 70200 

0002050102 

00/01/23 

40-7102 


8002000054 

9002096047 

90/01/31 

OAe69 

9002070304 

9002050102 

00/01/23 

40-7102 


9002090057 

9D02090047 

60/01/31 

OA999 

9002070317 

6002050102 

00/01/23 

40-6946 


0002090065 

9002090054 

90/01/31 

60-367 C 

9002070310 

9002070316 

00/01/30 

50-317 

Q 

9002090068 

9002090067 

90/01/26 

50-320 F 

6002070323 

9002050102 

00/01/23 

40-6040 


0002090069 

9002000067 

90/01/26 

50-320 F 

6002070360 

9002070363 

00/02/02 

WASTE MOT 


0002090079 

9002090075 

90/01/31 

TOPREP 

9002070309 

9002070361 

00/01/31 

50277 

Q 

0002090070 

9002000077 

90/02/02 

XPORTUC 

6002070367 

9002070362 

90/01/31 

60 334 

O 

9002090080 

9002090076 

60/01/31 

TOPREP 

9002070368 

9002070362 

00/01/31 

60-334 

O 

90020^01 

9002090086 

90/01/16 

CONTRACT 

6602070306 

0002050102 

00/01/23 

40-7307 


0002000094 

9002090064 

90/01/19 

50-250 \ 

6002070405 

9002070307 

80/02/01 

WASTE MOT 


0002090005 

9002090059 

59/11/30 

PROJ 

6002070409 

9002070397 

60/02/01 

WASTE MOT 


8(W 2090105 

9002090103 

90/02/01 

50-443 

6002070411 

0002070397 

90/02/01 

WASTE MOT 


9002090107 

9002060104 

90/01/31 

50-295 C 

6002070416 

6002070397 

90/02/01 

WASTE MOT 


600209012) 

9002090119 

60/01/24 

70-30 

6002070426 

6002070425 

90/01/30 

50-259 

Q 

0002090124 

9002090119 

90/01/24 

70-36 

9002070432 

6002070426 

00/01/30 

60 259 

Q 

9002090125 

9002090119 

90/01/24 

70436 

9)02070443 

6002050102 

60/01/23 

40-7102 


9002090126 

900209012/ 

60/01/26 

70-27 

6002070444 

9002070436 

90/02/02 

50-276 

O 

9002060129 

600209012/ 

90/01/26 

70-27 

6002070 4 4 6 

9002070437 

90/01/16 

50-344 

o 

9002060141 

0002090025 

90/02/02 

XPORTLIC 

6002070447 

9002070437 

90/01/19 

60-344 

o 

9002090142 

9002090140 

90/01/26 

40-6622 

6002070446 

0002050102 

90/01/23 

40-7192 


9002060154 

0002090147 

90/01/23 

(X)N TRACT 

6002070 4 49 

9002070437 

00/01/10 

50-344 

Q 

9002090165 

9002090153 

90/01/25 

50-456 

6002070452 

9002070450 

90/02/01 

60397 

Q 

9(K>2090161 

9002090167 

90/01/29 

40-5027 

6002070456 

6002070463 

00/02/06 

WASTE MOT 


9(M)2060t82 

9002090157 

90/01/29 

40-8027 

3002070461 

9002070463 

00/02/06 

WASTE MOT 


9002099163 

9002090157 

90/01/29 

40-8027 

6002070464 

6002070453 

90/02/06 

WASTE MOT 


9002090167 

9002090164 

90/02/02 

70-143 

6002070468 

9002070466 

90/01/31 

50-316 

P 

9002090169 

9002090184 

90/02/02 

70-143 

6002080005 

0002080003 

60/01/31 

60-353 

O 

9002090170 

9002090164 

90/02/02 

70-143 

6002060006 

6002060003 

90/01/31 

60-353 

Q 

«I02090I7I 

9002090165 

90/02/01 

50-259 C 

6002080009 

9002160097 

90/02/11 

WASTE MOT 


0002090)76 

9002090172 

90/01/19 

60-313 ( 

3002080010 

6002080006 

90/01/30 

50-277 

P 

0002090177 

6002090172 

90/01/19 

50-313 ( 

60020B0014 

9002060013 

90/01/31 

60-498 

Q 

6002090181 

9002090160 

90/02/01 

50-496 < 

6002080009 

6002080006 

00/01/30 

60-277 

P 

8002090163 

9002090115 

90/01/26 

60-272 

6002060040 

6002080026 

90/02/01 

50-443 

G 

9002090194 

9002090115 

90/01/26 

60-272 

9002080046 

9002080026 

90/02/01 

50-443 

Q 

6002090217 

9002090214 

90/01/22 

70-1113 

9002060068 

9002080065 

90/01/31 

50-443 

P 

9002090218 

9002090214 

90/01/22 

70-1113 

9002080078 

9002080073 

90/02/08 

FOtA 


9002090219 

9002090214 

90/01/22 

70-1113 

6002080079 

9002070363 

90/02/02 

WASTE MOT 


9002090220 

9002060201 

90/01/23 

60-321 

9002090980 

6002070363 

90/02/02 

WASTE MOT 


9002090266 

9002090261 

90/01/25 

60-316 

6002080081 

6002070363 

90/02/02 

WASTE MOT 


9002090295 

9002060253 

90/02/01 

60-335 

9002080084 

9002070363 

90/02/02 

WASTE MOT 


9002090291 

9002090254 

90/02/01 

60-324 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

{(002000297 

9002090204 

GO/02/01 

50-324 

Y 

9002130235 

9002130194 

00/02/08 

FOIA 

9002090300 

9002090204 

90/02/01 

50-324 

Y 

9002130238 

0002130194 

90/02/08 

FOIA 

9002120012 

9002120009 

90/01/31 

50-369 

P 

0002130242 

9002130194 

00/02/08 

FOIA 

9002120017 

9002090376 

90/02/05 

70-396 


9002130245 

8002130194 

90/02/08 

FOIA 

9002120019 

9002090376 

90/02/05 

70-366 


9002130252 

0002130104 

90/02/08 

FOIA 

9002120057 

9002120053 

90/01/30 

50-335 

O 

9002130267 

9002130266 

90/02/01 

50-440 

9002120073 

9002120064 

90/01/17 

50-423 

Q 

0002130270 

9002130266 

00/02/12 

FOIA 

9002120076 

0002120072 

00/02/02 

71 691 


8002130273 

9002130266 

00/02/12 

FOIA 

9002120081 

9002120078 

90/01/11 

CONTRACT 


8002130274 

9002130104 

90/02/08 

FOIA 

9002120099 

9002120095 

90/02/05 

71-524 


9002130276 

9002130260 

00/02/12 

FOIA 

9002120112 

D00212010B 

90/01/30 

S0-25S 

Q 

9002130276 

9002130275 

90/02/01 

50 285 

0002120113 

9002120108 

00/01/30 

50-255 

Q 

0002130279 

9002130275 

90/02/01 

50 285 

0002120114 

9002120111 

80/02/01 

50 498 

P 

9002130262 

0002130281 

00/02/02 

50-205 

0002120115 

9002120101 

80/02/01 

50259 

O 

9002130286 

9002130284 

00/02/01 

50-313 

0002120 M6 

9002120145 

80/01/31 

OA999 


9002130268 

9002130285 

00/01/30 

50-340 

9002120147 

0002120145 

80/01/31 

OA099 


8(»2 130290 

9002130284 

00/02/01 

60-313 

0002120149 

9002120138 

89/12/05 

71 159 


8002130298 

9002130291 

00/02/06 

50341 

9002120155 

0002120161 

90/01/26 

CONTRACT 


9002130302 

9002130296 

00/02/12 

FOIA 

9002120100 

9002120176 

90/01/29 

50259 

S 

9002I3030S 

9002130298 

90/02/12 

FOIA 

9002120186 

9002120165 

90/02/01 

50285 

P 

9002130313 

9002130310 

00/02/02 

60 416 

9002120168 

9002120185 

90/02/01 

50-285 

P 

0002130318 

9002130310 

00/02/02 

50 410 

9002120205 

9002120202 

90/02/09 

WASTE MOT 


9002130323 

9002130287 

90/01/29 

50-260 

9002120218 

6002120218 

90/02/09 

WASTE MOT 


9002130332 

9002130328 

90/02/06 

50324 

9002120222 

9002120216 

00/02/09 

WASTE MOT 


9002130333 

0002130328 

00/02/06 

50-324 

6002120231 

9002120227 

90/02/06 

WASTE MOT 


9002130343 

0002130337 

90/01/24 

50-200 

9002120236 

0002120232 

00/02/02 

50-219 

P 

9002130346 

9002130334 

90/02/02 

WASTE MQT 

9002120269 

0002120266 

00/01/26 

50-244 

S 

9002130357 

9002130358 

00/01/31 

50-410 

9002120260 

0002120258 

00/02/06 

50-315 

P 

9002130356 

0002130353 

00/02/06 

WASTE MQT 

9002120273 

9002120268 

90/02/92 

50 ISS 

P 

9002130361 

9002130358 

00/01/31 

50-416 

0002120275 

0002120270 

00/01/29 

50-269 

P 

9002130360 

0002130366 

90/02/01 

50-346 

0002120276 

9002120268 

90/02/02 

60 155 

P 

8002130369 

9002130366 

90/02/01 

50-34G 

9002120281 

9002120261 

90/01/25 

71-24 


8002130370 

9002130375 

00/02/01 

50-346 

9002120302 

9002120207 

90/01/29 

50-313 

R 

9002130379 

9002130376 

90/02/01 

50-341 

9002120303 

9002120291 

90/02/05 

50465 

P 

0002130381 

9002130376 

00/02/01 

50-341 

9002120304 

9002120207 

90/01/29 

50-313 

R 

8002130363 

9002130382 

90/02/05 

WASTE MQT 

9002120308 

9002120297 

90/01/29 

50 313 

n 

8002130364 

9002130365 

90/02/07 

WASTE MQT 

9002120324 

9002120321 

90/01/31 

50-445 

o 

9002130366 

9002130365 

00/02/02 

60 341 

0002120328 

9002120323 

80/01/31 

71-70 


9002140004 

9002140003 

90/02/06 

60-205 

9002120333 

9002120331 

90/01/26 

60-395 

P 

9002140006 

0002140005 

90/02/06 

60-205 

0002120360 

9002120358 

80/01/29 

60 443 

G 

9002140009 

9002140007 

90/02/07 

50-450 

9002120388 

9002120365 

80/01/20 

50 300 

P 

9002140010 

9002140008 

00/01/23 

60-526 

6002120370 

0002120365 

80/01/29 

50-360 

P 

9002140011 

0002140006 

00/01/23 

60-520 

9002120372 

9002120355 

80/01/29 

50 369 

P 

9092140026 

9002140026 

00/02/02 

60-346 

9002130002 

6912060106 

68/10/27 

40«327 


9002140037 

9002U0033 

00/02/00 

60-402 

0002130003 

6612060106 

69/10/27 

40-8027 


9002140066 

9002140065 

00/02/02 

60-529 

8002130006 

9002130005 

90/02/05 

$0-271 

P 

9002140070 

8002140065 

00/02/02 

60-829 

8002130006 

8002130006 

80/02/05 

50-27t 

P 

9002140071 

9002140064 

90/02/09 

60-130 

8002130016 

8002130016 

90/02/02 

60-423 

P 

9002140076 

9002140073 

90/01/24 

60-413 

8002130019 

9002130016 

80/02/02 

60-423 

P 

9002140078 

0002140073 

00/01/24 

60-413 

9002130023 

8002130017 

80/02/06 

70-25 


9002140083 

0002140069 

90/02/06 

50-334 

8002130044 

8002130039 

80/02/01 

50-346 

0 

9902140086 

9002140069 

90/02/06 

50-334 

9002130067 

9002130053 

90/02/05 

60 237 

P 

9002140091 

9002140005 

90/01/24 

71-629 

8002130062 

8002130053 

80/02/05 

50 237 

P 

9002140095 

0002140005 

00/01/24 

71-520 

9002130065 

8002130058 

90/02/01 

SO-200 

P 

0002140106 

9002140103 

00/01/31 

60 454 

9002130072 

8002130058 

90/02/01 

50 289 

P 

9002140127 

9002140124 

00/01/31 

60-302 

9002130077 

8002130063 

90/02/01 

50-320 

0 

0002140129 

9002140124 

00/01/31 

50-302 

9002i306ei 

8002130076 

90/01/31 

CONTRACT 


9002140130 

9002140126 

00/02/02 

STATE PRO 

9002130066 

9002130076 

90/01/31 

CONTRACT 


0002140133 

9002140131 

90/02/02 

60-338 

9002130096 

8002130096 

90/02/01 

50-272 

o 

9002140136 

9002140131 

00/02/02 

50-338 

9002130110 

8002130101 

90/02/09 

FOIA 


9002140136 

0002140065 

90/01/24 

71-520 

9002130116 

9002130108 

90/02/01 

50-220 

o 

9002140141 

9002140136 

90/02/05 

60-412 

9002130116 

9002130101 

90/02/09 

FOIA 


0002140142 

9002140138 

90/02/06 

50-412 

9002130122 

9002130120 

90/02/01 

60-29 

o 

9002140153 

0002140161 

00/02/02 

60-259 

9002130125 

9002060396 

90/01/24 

60-410 

R 

8002140165 

0002140162 

00/02/06 

60-316 

0002130126 

9002130121 

80/02/05 

60 260 

P 

9002140184 

9002140183 

90/02/02 

60-244 

9002130130 

9002130121 

90/02/05 

50-260 

P 

9002140197 

9002140105 

90/02/05 

50-413 

9002130137 

0002130131 

90/02/02 

50-205 

o 

0002140215 

9002140210 

90/01/11 

60-317 

9002130152 

0002130144 

90/02/02 

PR 


0002140220 

9002140217 

90/02/06 

60-210 

9002130165 

0002130151 

90/02/05 

CONTRACT 


0002140224 

9002140217 

90/02/06 

50-219 

9002130167 

0002130162 

90/02/05 

60-346 

p 

9002140226 

9002140210 

90/01/11 

60-317 

9002130176 

0002130173 

90/01/31 

CONTRACT 


8002140232 

9002140221 

90/02/09 

60-213 

9002130160 

0002130176 

90/01/31 

50-302 

Q 

9002140237 

9002140221 

00/02/09 

FOIA 

0002130166 

0002130165 

90/01/24 

CONTRACT 


9002140243 

9002140221 

00/02/09 

FOIA 

9002130192 

0002130167 

90/02/01 

70-143 


8002140246 

9002140221 

90/02/09 

FOIA 

9002130200 

0002130197 

90/02/02 

50-346 

P 

8002140248 

9002140247 

90/02/01 

60-400 

9002130204 

0002130196 

90/02/01 

60-220 

H 

9002140261 

9002140221 

90/02/09 

FOIA 

9002130209 

9002130203 

90/02/08 

FOIA 


0002140261 

9002140268 

90/02/08 

60-468 

9002130213 

0002130194 

90/02/08 

FOIA 


0002140265 

9002140260 

90/02/05 

60-220 

9002130214 

9002130203 

90/02/06 

FOIA 


0002140271 

9002140221 

90/02/09 

FOIA 

9002130215 

9002130210 

90/01/31 

50-250 

O 

9002140278 

9002140276 

90/02/09 

40-6027 

9002130216 

9002130211 

90/02/02 

71-9198 


9002140203 

9002140221 

00/02/09 

FOIA 

9002130217 

9002130210 

90/01/31 

60 250 

Q 

8002140297 

9002140221 

90/02/00 

FOIA 

9002130219 

9002130203 

90/02/06 

FOIA 


9002140301 

9002140221 

90/02/00 

FOIA 

6002130220 

9002130194 

90/02/06 

FOIA 


6(K>2140303 

9002 U0221 

00/02/09 

FOIA 

9002130226 

9002130223 

90/02/01 

50 259 

Q 

8002140305 

0002140221 

90/02/09 

FOIA 

9002130229 

9002130194 

90/02/06 

FOIA 


9002140306 

9002140221 

90/02/09 

FOIA 

9002130230 

9002130228 

90/02/05 

71-6346 


0002150006 

9002160004 

00/02/06 

CONTRACT 


EKCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEQORV 


DOCUMENT 

ISSUED 

CATEQORT 

«COat 60008 

90021 60007 

90/01/22 

60-344 

Q 

6902160162 

6002160160 

90/08/07 

50-272 

«:2(605l0 

m2iB0009 

90/01/22 

50-367 

Q 

6002160167 

9002160165 

90/02/09 

50-483 

KiC2te0016 

9002150014 

90/02/08 

CONTRACT 


6002160176 

0002160174 

90/02/05 

50-317 

£<102160021 

0002150018 

90/02/08 

XPORTUC 


6002180178 

9002160174 

60/02/05 

50-317 

9002150022 

9002150019 

90/02/01 

50-424 

Q 

9002160166 

6002160181 

90/08/07 

50-334 

9X12150024 

9002160019 

90/02/01 

60-424 

Q 

9002160187 

6002160182 

60/02/01 

40-6546 

31002160030 

9002140221 

90/02/00 

FOiA 


9002160190 

9002130362 

90/08/01 

50-343 

3002160035 

6002140064 

90/02/09 

60-130 

P 

9002160198 

0002160)94 

90/02/02 

5(7219 

9302150047 

9002140221 

90/02/09 

POIA 


9002160200 

9002160194 

90/08/02 

60-2 9 

9-X2I50O5S 

9002160040 

90/02/12 

4O-20B1 


9002160201 

9002160197 

60/01/30 

50-461 

2002150059 

9002080084 

90/01/19 

60260 

V 

9002(60292 

6002169197 

aO/01/30 

60-461 

9002150081 

9002160020 

00/02/06 

50-366 

P 

0IX>2t60204 

0002169197 

00/01/30 

50-461 

9002150078 

9002160073 

90/02/05 

PBOJ 


0002160206 

6002160197 

90/01/30 

60-461 

9002150108 

9002140064 

90/02/00 

60-130 

P 

9002160228 

6002160225 

60/02/01 

50-354 

9002150111 

9002140064 

90/02/00 

60-130 

P 

9002160227 

6002160225 

90/02/01 

60-354 

9002150114 

9002140064 

90/02/00 

60-130 

P 

0002220002 

9002229001 

80/02/14 

50-202 

6002160118 

9002140084 

90/02/09 

60-130 

P 

000222001 7 

6002229008 

90/02/12 

50-443 C 

9002150118 

9002140084 

90/02/09 

60-130 

P 

6002220022 

9002220919 

90/02/09 

50-261 1 

9002160121 

0002140064 

90/02/00 

60-130 

P 

9002220023 

6002220019 

90/02/09 

50-261 ( 

9002150124 

9002140064 

90/02/00 

60-130 

P 

9002220035 

9002220030 

90/08/13 

CONTRACT 

eCC-2lM125 

9002140064 

90/02/09 

60-130 

P 

9002220036 

6002220034 

90/08/16 

50-368 C 

9002150128 

9002160123 

90/02/01 

50-443 

Q 

0002220040 

6002220028 

90/02/13 

50-443 C 

9002150133 

9002160131 

90/02/02 

50-362 

O 

9002220057 

6002220051 

60/02/12 

50-362 f 

9002160135 

9002160132 

90/02/05 

60-368 

P 

9002220082 

6C02220051 

90/02/12 

50-362 f 

9002160153 

8912140191 

89/08/31 

40-8681 


0002220072 

9002220060 

90/01/26 

50-369 F 

9002160168 

9002160166 

90/02/09 

60-327 

P 

90022200)2 

6002220073 

90/02/98 

50-440 C 

9002160203 

9002120044 

00/02/02 

60-244 

S 

9002220087 

9002220085 

60/02/09 

50-443 P 

9002160208 

9002120044 

90/02/02 

60244 

s 

9002220086 

0002220073 

60/02/06 

50-440 C 

9CO2150211 

9002160207 

00/01/30 

60-528 

F 

6002220101 

9002220002 

60/02/08 

50-249 0 

*002(KJ2ie 

9002160213 

80/02/05 

50-213 

V 

0002220102 

9002220100 

90/01/25 

50-277 F 

90O2I5022B 

9002160226 

00/02/01 

60246 

p 

90022»)I06 

9002220103 

60/02/98 

50 266 0 

9002150240 

9002160213 

90/02/05 

60-213 

V 

6002220108 

D00222008I 

90/02/13 

50-261 P 

9002150260 

6002160243 

00/02/07 

SO-334 

p 

0002220108 

9002220106 

60/01/30 

60-275 F 

9002150251 

9002160243 

00/02/07 

60-334 

p 

9002220MB 

9002220113 

90/02/12 

60-213 S 

9002150258 

9002160263 

90/02/08 

60 302 

0 

9002220116 

8906020303 

89/05/24 

60-324 

3002150268 

9002160266 

90/01/31 

50-400 

o 

9002220125 

9002220121 

90/02/08 

50-423 P 

9002150260 

9002150266 

00/01/31 

60-400 

0 

9002220134 

9002220130 

90/02/13 

WASTE MGT 

9002150374 

9002160270 

00/02/02 

60458 

p 

9002220136 

9002220129 

90/02/13 

40-8902 

9002150279 

9002160277 

00/01720 

60-353 

p 

9002220138 

9002220133 

W/Ot/29 

60-275 F 

9002150284 

9002150278 

00/02/07 

roiA 


9002220139 

9002220139 

90/02/13 

WASTE UQT 

9002150259 

9002160208 

00/01/30 

60 327 

0 

9902220143 

9002229133 

90/01/26 

50-276 F 

9002150290 

9002160287 

00/02/05 

60-445 

0 

0002220148 

9002229145 

90/02/00 

50-263 Q 

9002150291 

9002150260 

00/01/30 

60-327 

o 

0002220163 

0002220169 

00/02/ IS 

60-454 K 

9002150295 

9002160293 

90/02/07 

60 369 

p 

0002220185 

9002220161 

90/02/13 

50-419 P 

9002I60P97 

9002150203 

90/02/07 

60-309 

p 

D002220I85 

0002220101 

60/02/14 

60-315 P 

9002150312 

9002160308 

90/02/07 

ORO 


9002220187 

9002220170 

90/02/09 

CONTRACT 

9002190331 

9002160323 

90/02/01 

7027 


9002220189 

0002220180 

00/01/23 

CONTRACT 

9002160340 

9002iS02eo 

00/02/07 

60250 

p 

6002220100 

6002220194 

60/02/07 

50-482 P 

9002150386 

9002160326 

90/02/06 

60-286 

p 

0002220187 

0002220193 

60/01/23 

CONTRACT 

9002160370 

0002160326 

00/02/06 

60-285 

p 

9002220198 

9002220191 

90/02/09 

60-416 P 

9002160387 

00021S0328 

00/02/00 

40-2061 


9002220201 

6002220109 

00/02/12 

40 8604 

9002160366 

9002160320 

90/02/08 

40 2061 


0002220214 

9002220208 

90/01/23 

C0NTF1ACT 

9002160369 

9002160320 

90/02/08 

40-2061 


9002220216 

9002220210 

60/02/07 

50-255 0 

9002160008 

9002180004 

90/01/31 

60-346 

p 

9002220217 

9002220215 

90/02/07 

50364 0 

9002163006 

0002160004 

00/01/31 

60 346 

p 

0002220222 

6002220216 

90/02/07 

50-354 0 

90021600 16 

0002160014 

60/11/20 

60-341 

p 

9002220227 

6002220221 

00/02/09 

50-358 0 

9002(60018 

9002160014 

68/11728 

50-341 

p 

0002220234 

6002220231 

00/02/07 

50-24 7 Q 

9002160026 

0002160328 

00/02/08 

40-2061 


0002220235 

8002220230 

90/08/12 

50-395 P 

9002160031 

9002160328 

90/02/08 

40-2061 


00922^239 

9002220230 

60/08/12 

50395 P 

9002160034 

9002160328 

90/02/08 

40-2061 


9002220260 

9002220244 

90/02/06 

50-288 0 

9002160040 

9002160037 

90/02/01 

60-481 

V 

0002220266 

9002220264 

90/01/17 

71 52 

9002160068 

9002160087 

90/02/06 

60-307 

p 

9002220271 

9002220280 

60/02/07 

50-247 0 

9002160080 

0002160076 

00/02/09 

60-602 

A 

9002220266 

0002220282 

00/02/08 

50-264 P 

9002160091 

9002160076 

00/02/09 

60-602 

A 

9092220287 

9002220280 

60/02/07 

60-443 Q 

9002160083 

9002160076 

00/02/09 

60 602 

A 

9092220^9 

0002220284 

90/02/08 

60-373 Q 

9002160066 

9002160085 

90/01/26 

50-113 

O 

0002220306 

9002220304 

90/02/14 

50-206 F 

9002160092 

9002160131 

00/01/31 

60-454 

P 

900222031 1 

6002220205 

90/02/09 

60-341 F 

9002160094 

9002160090 

00/02/02 

60 468 

P 

0092220312 

9002220310 

90/02/02 

60-445 C 

9002160106 

0002160103 

90/02/09 

71-18 


0092220315 

6002220307 

90/02/01 

CONTRACT 

9002160112 

9002160103 

00/02/09 

71-16 


0002220327 

3002220322 

90/02/07 

60-260 F 

9002160114 

9002160103 

90/02/09 

71-18 


0002220329 

6002220322 

90/02/07 

60-869 P 

9002160116 

9002160116 

00/01/31 

60-461 

P 

0002220333 

9002220322 

90/02/07 

60-269 F 

9002160119 

9002160116 

00/01/31 

60-461 

P 

9002220336 

8002220332 

90/02/07 

50-413 P 

9082160130 

9002160127 

00/02/01 

60-322 

P 

9002220353 

6002220342 

60/02/00 

50-443 H 

0002160132 

9002160127 

00/02/01 

60-322 

P 

9002220357 

9002220352 

00/02/14 

50-390 / 

9002160133 

G002160I31 

90/01/31 

60-464 

P 

9002220358 

6002220355 

90/02/12 

60-463 F 

9002160140 

9002160136 

90/02/14 

FOiA 


«X}2220359 

6002220355 

60/08/12 

50-483 1 

3002160141 

9002160139 

90/02/02 

60-397 

P 

6002220384 

9002220358 

90/02/18 

50-382 1 

9002160142 

9002I6013B 

90/02/14 

FOIA 


9002220378 

0002229377 

60/02/ 14 

SO'327 1 

90C2160I43 

9002180138 

90/02/14 

FOIA 


W0222038S 

6002220302 

90/08/14 

60-327 

9002160144 

9002180138 

00/02/14 

FOIA 


6002220306 

6002220395 

60/02/09 

60-266 

9002160148 

9002160146 

90/01/31 

60-464 

P 

«XI 22 20369 

9002220394 

90/02/14 

60-341 

6002160149 

0002160148 

90/02/02 

60-281 

o 

6002220410 

6002220407 

90/02/12 

60-395 

9002160160 

9002160147 

00/01/11 

CONTRACT 


8092220440 

9002220384 

90/02/14 

50-165 

9002160152 

9002160161 

90/02/02 

60-302 

o 

8002220451 

9002220445 

90/02/12 

60-148 1 

9002160163 

9002160161 

00/02/02 

60-302 

Q 

6002220464 

9002220462 

90/02/08 

60-869 

9002160166 

0002160165 

90/01/23 

CONTRACT 


6002220476 

9002220473 

60/02/07 

60-31 S 


ACCESSION NUMOER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

9002220517 

9002220407 

90/02/12 

50398 

P 

9002220580 

9002220570 

90/02/13 

60333 

P 

9002220586 

9002220503 

90/02/13 

50-526 

P 

9002220600 

9002220583 

90/02/13 

60-526 

P 

9002220633 

9002220630 

90/02/20 

FOIA 


9002220639 

9002220636 

90/02/08 

50-260 

V 

9002220672 

9002220671 

90/02/14 

80296 

P 

9002220696 

9002220692 

90/02/09 

$0-315 

P 

9002220701 

9002220697 

90/02/07 

50-295 

o 

9002220714 

9002220712 

90/02/06 

50 286 

o 

9002220724 

9002220712 

90/02/06 

50-268 

o 

0002220745 

9002220743 

90/02/05 

50346 

p 

9002220746 

9002220743 

90/02/05 

60-346 

p 

9002220747 

9002220743 

90/02/05 

50-346 

p 

9002230010 

9002230009 

90/02/16 

FOIA 


0002230011 

9002230009 

90/02/15 

FOIA 


9002230015 

8002230009 

90/02/15 

FOIA 


9002230016 

9002230009 

90/02/18 

FOIA 


9002230020 

9002230009 

90/02/15 

FOIA 


9002230023 

9002230009 

90/02/tS 

FOIA 


9002230026 

9002230017 

90/02/12 

50210 

p 

9002230027 

9002230009 

90/02/15 

FOIA 


9002230032 

9002230009 

90/02/18 

FOIA 


9002230036 

9002230017 

90/02/12 

50210 

p 

9002230040 

9002230009 

90/02/15 

FOIA 


9002230043 

9002230009 

90/02/15 

FOIA 


9002230048 

9002230009 

90/02/16 

FOIA 


9002230062 

9002230009 

00/02/18 

FOIA 


9002230057 

9002230009 

90/02/16 

FOIA 


9002230060 

9002230009 

90/02/18 

FOIA 


9002230068 

9002230066 

90/02/13 

80 260 

H 

9002230072 

9002230066 

90/02/13 

50-250 

H 

9002230076 

9002230066 

90/02/13 

60250 

H 

9002230106 

9002230100 

90/02/06 

60220 

O 

9002230122 

9002230100 

90/02/06 

60 220 

O 

90022301 2S 

9002230120 

90/01/17 

$0-400 

O 

9002230144 

6008190166 

69/05/05 

CONTRACT 


9002230)88 

90022301 10 

90/02/16 

FOIA 


9002230159 

9002230156 

90/01/31 

COMMISSIO 

N 

9002230166 

9002230156 

90/01/31 

COMMISSIO 

N 

9002230167 

9002 230 165 

90/02/12 

$0-293 

P 

9002230170 

9002230166 

90/01/31 

COMMISSIO 

N 

9002230171 

9002230110 

90/02/16 

FOIA 


9002230173 

6002230168 

90/02/12 

50-203 

P 

9002230179 

0002230110 

00/02/16 

FOIA 


9002230163 

9002230175 

00/01/31 

50-296 

P 

9002230166 

9002230161 

90/02/08 

80443 

0 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

0002230187 

9002230176 

00/01/31 

9002230190 

0002230175 

00/01/31 

9002230192 

9002230181 

90/02/05 

9002230107 

9002230176 

00/01/31 

900223019B 

9002230175 

00/01/31 

0002230223 

9002230214 

90/02/16 

9002230282 

9002280204 

90/02/15 

9002230271 

0002230265 

90/02/15 

0002230200 

9002230265 

90/02/15 

0002230202 

9002230265 

90/02/16 

0002230200 

6002230265 

90/02/16 

9002230365 

6002230339 

90/02/23 

9002230366 

9002230344 

90/02/01 

9002230373 

9002230316 

90/02/08 

9002230374 

9002230316 

90/02/08 

9002230376 

6002230315 

90/02/00 

9002230309 

9002230366 

90/02/12 

9002230391 

9002230366 

00/02/12 

9002230390 

9002230397 

90/02/08 

9002230417 

9002230409 

90/02/00 

9002230434 

0002230433 

60/02/13 

9002230430 

6002230437 

00/02/14 

9002230446 

6002230444 

60/02/14 

0002230449 

6002230446 

00/02/07 

9002230451 

9002230446 

00/02/07 

9002230463 

00022304SB 

90/02/16 

9002230460 

0002230460 

90/02/12 

9002230472 

6002230467 

00/02/20 

9002230476 

9002230467 

90/02/20 

9002230477 

0002230474 

90/02/05 

9002230479 

9002230476 

60/02/13 

9002230467 

G002230403 

60/02/02 

9002230480 

0002230483 

00/02/02 

9002230509 

6002230501 

00/02/12 

9002230513 

6002230600 

00/02/22 

9002230551 

6002230549 

00/02/13 

9002270142 

9002220200 

00/02/14 

9002270147 

9002220200 

00/02/14 

9002270186 

0002270164 

00/02/23 

9002270169 

9002270164 

00/02/23 

9002270196 

9002270164 

00/02/23 

9002270202 

9002270164 

00/02/23 

9002270210 

6002270164 

00/02/23 

9002270219 

9002270164 

00/02/23 

9002260006 

9002260005 

00/02/18 

9002260060 

9002280053 

90/02/13 

9002260206 

9002260204 

00/02/16 

9002200234 

0002280226 

00/02/05 

9002260262 

0002260266 

90/02/27 


9UI 


CAT 


6o; 

60-; 


60-; 

50-; 


60-260 

71-693 

PR 

60 413 
50413 

60-413 

70-27 

70-27 

60-324 

60-361 

60 346 
50-397 
60-277 
60-334 
60-334 

50-: 

60-: 

60-: 

60-: 

50-; 


BO-- . 

50456 


APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


A. APPUCATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 


This category follows the application from submission to 
the day preceding the issuance of an operating license. It 
includes all correspondence and documents with sub- 
stantive technical content that do not fall intoother spe- 
cific categories. Included are: 

1. Application for construction permit, 

2. General Information submitted with construction 
permit application, 

3. Amendments and changes submitted by applicants 
and licensees. 


4. NRC questions, requests for additional informa- 
tion, and applicant responses. 

5. Early site review. 

6. Correspondence and documents relating to unre- 
solved design and construction issues. 

7. Meeting announcements and summaries of meet- 
ing discussions on issues of item 6. 

8. Correspondence regarding the utility Preliminary 
Safety Analysis Report (PSAR). 

9. Information on laws and changes in regulations or 
policy that affect the status of the application (Na- 
tional Environmental Policy Act (NEPA), Water 
Quality Improvement Act, Water Pollution Con- 
trol Act, etc.). 


10. Construction Permit, amendments, and corre- 
spondence relating to the construction permit and 
related orders issued by the Office of Nuclear Re- 
actor Regulation (NRR .show cause and modifica- 
tions) not involving the Atomic Safely IJcensing 
and Appeal Hoard. 


11. Scheduling of license application submission or re- 
view. 


12. Environmental review information (other environ- 
mental documents arc filed in Categories C, D, V, 
or R). 

13. Seismic qualification review teams (SQRT') reports 
and related correspondence. 

14. Application for operating license. 

15. General Information submitted with operating li- 
cense application. 

16. Amendments and changes submitted by appliamts 
and licensees. 


17, Correspondence regarding the utility Innal Safety 
Analysis Report (FSAR) and the Updated Final 
Safety Analysis Report (USAR). 


18. Correspondence and documentation on generic 
technical matters highlighted by an event at an- 
other facility which may affect the subject facility; 
not covered by an IE Bulletin. 
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19. Safely Evaluation Reports (SERs) on specific 
generic issues. 


20. Reports of site visits. 


21. Backup technical documents (c.g., topical reports) 
submitted in support of the application. 

22. Proposed equipment failure/instructions. 

23. NRC’s changes in internal organizational struc- 
ture. 


B. UTILITY PRELIMINARY SAFETY' ANALYSIS REPORTS (PSAR) AND AMENDMENTS 


All related correspondence is filed in Category A. 2. Amendments and changes to the PSAR. 

, . t> f . A .11 . . 3. Transmittal and acknowledgment letters. 

1. PreUmmary Safety Analysis Report (PSAR) sub- 

mitted by utility (formerly called Hazards Sum- 

maiy Report or Safely Analysis Report). 4. Ccnificiilcs of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND 

CORRESPONDENCE 


1. Environmental Report (ER) submitted by the 
utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgment letters. 

4. Information on scheduling of submittal or review 
of ER. 


6. Federal Register notices citing the availability of 
items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings 
where the primary subject of discussion is the ER. 

9. Correspondence relating to certification of pollu- 
tion control devices. 


5 . 


NRC questions, requests for additional informa- 
tion, and applicant responses. 


NOTE: Other environmental document.s are filed in 
Categories A, D, P, or R. 
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D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND 
FES), SUPPLEMENTS AND CORRESPONDENCE 


3. Draft and Final Environmental (Impact) State- 
ments (DES and FES) prepared by NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other Federal, State, and local 
government agencies; organizations; and inter- 
ested individuals. 

5. Transmittal and acknowledgment letters. 

6. Dxuments related to NRC review of environ- 
mental issues or of the ER obtained for purposes of 
writing the environmental statements. 


7. Backup technical documents .submitted in connec- 
tion with above. 


8. Federal Register notices citing availability of items 
1 and 2. 


9. Reports of site visits to obtain information for the 
DES or FHS. 


10. Meeting announcements or reports of meetings 
where i)JC primaiy subject of discussion is the DES 
or FF^. 


NOTE: Other environmental documents and corre- 
spondence arc filed in Categories A, C, P, or R. 


E. NRC SAFETY EVALUATION REPORTS (SER), SUPPLEMENTS AND 

CORRESPONDENCE 


1. Formal Safety Evaluation Report (SER) prepared 
by NRC (formerly called NRC-AEC Hazard 
Analysis Report) in review of PSAR. 

2. Supplements to the SER. 

3. Correspondence relating to the SER and supple- 
ments. 

4. Federal Register notices citing availability of items 
3 and 2. 

5. Information on scheduling of SER submittals and 
review. 


6. Requests for additional information for use in prc' 
paring SER; responses to such requests. 


7. Meeting announcements or reports of meetings 
where the primary subject of discussion is the SER. 


8, Transmitinl and acknowledgment letters. 


NO'rO: Other documents dealing with specific safely- 
related issues arc filed in Categories A, P> orW, 
depending on the phase of (he licensing 
process. 
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F. SECURITY, MEDICAL, EMERGENCY, AND FIRE PROTECTION PLANS 


All plans in this category are individual submissions. 
Emergency and Fire Protection Plans submitted as part 
of the licensing application arc filed in this category. 

1. Fire Hazard Protection Plans and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Health Physics Program and its review. 

5. Emergency Plans. 


6. Correspondence relating toaforementioned plans. 

7. Supplcment.s, changes, and revisions to plans. 

8. Correspondence and documentation relating to 
Appendix R of 10 CFR Part 50 (fire protection), 
guard training, emergent response centers, and 
emergency preparedness. 

9. Transmittal and acknowledgment letters. 


10. Meeting announcements and reports of meetings 
where the primary subject of discussion is related 
to the aforementioned plans and topics covered in 
item 8. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 


This category contains all non-antitrust legal and ad- 
judicatory documentation, except for transcripts, brief- 
ings, and testimony, which are filed in Category!'. Show- 
cause orders and modification orders issued by the 
Office of Nuclear Reactor Regulation (NRR) (not be- 
fore the Board) are filed in Categories A and P. Exhibits 
to the proceedings (Hearings) are located in the PDR 
but are available upon request to the PDR from the 
Docketing and Service Branch, Office of the Secretary. 


1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing-related documents. 


2. Federal Register notices regarding hearings. 


3. Requests to make appearances at hearings. 


4. Molion.s, briefs, arguments, statements, and re- 
lated correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, 
FES) to the Boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commis.sion action. 

9. I^gal filings and Commission orders and decisions 
resulting from item 8. 

NOIT.: Since 1982, letters of concern, support, or op- 
position for all plants are filed in a General 
Public Comments folder. 
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R GENERAL CORRESPONDENCE 


This Micgory includes documents with little or no bear- 
ing on the status of the application or license. Items that 
have no substantive technical content and administra- 
tive documents arc included. 

1. Change of address notifications (external only). 

2. Changes in structure of organization (external 
only). 

3. Changes in service lists. 

4. NRC requests toapplicants for additional copies of 
documents. 

5. Correspondence from the public requesting infor- 
mation about the facility and NRC responses. 

6. Corrc.spondcncc on strictly administrative mailers. 


I. Letters of support, concern, or opposition to the 
facility. 

8. Corrcs})ondencc regarding the I-ocal Public Docu- 
ment Rooms (LPDRs). 

9. Professional qualification statements not pertain- 
ing to the hearing process. 

10. Constituent, organizational, or utility correspon- 
dence forwarded by Congressman to NRC for re- 
sponse. 

II. Resolutions passed by State and local governing 
bodies (c.g., town councils). 

NOn3: Since 1982, letters of concern, support, or op- 
position for a!) plants arc hied in a General 
Public Comments folder. 


I, FINANCIAL INFORMATION 


This calegoiy contains all financial information except 
that submitted a.s part of the application or its amend- 
ments or relating to the imposition of civil penalties. 

1. Company annual reports, auditor statements, and 
stock prospectuses for all companies holding own- 
ership. 


2. Separately submitted financial information and re- 
lated correspondence. 

3. Transcripts and testimony before Slate commis- 
sions pertinent to financial information requested 
by NRC. 


J. INSURANCE AND INDEMNITY INFORMATION 


1. Indemnity agreement.s and amendments. 

2. H.ndorsements of insurance policies. 


3. Other correspondence regarding indemnity and in- 

surance mailers. 
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K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR), UPDATED FINAL SAFETY 
ANALYSIS REPORTS (USAR), AND AMENDMENTS 


1. Final Safety Analysis Report (FSAR), (formerly 
called Final Ha/^ids Summary Report), submitted 
by the utility. 


2. Updated Final Safety Analysis Report (USAR) 
submitted by the utility and periodically updated to 
incorporate new information or modifications to 
the facility. 


3. Amendments and changes to the FSAR and 
USAR. 


4. Federal Register notices citing availability of the 
FSAR and amendments. 


5. Transmittal and acknowledgment letters. 


6. Certificates of service to the FSAR and USAR. 


NOTE; All related correspondence falls in Category A 
or P. Emergency and Fire Protection Plans sub- 
mitted as part of the licensing application arc 
filed in Category F. 


L. LIMITED WORIC AUTHORIZATIONS (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Lim- 
ited Work Authorisations (T-WAs) whereby applicants 
can carry out limited site preparation and construction 
prior to the granting of a Construction Permit. 


1. Limited Work Authorizations (LWAs) and 
amendments 

2. Correspondence pertaining to work performed un- 
der LWAs. 


M. ANTITRUST REVIEWS AND ANTITRUST CORRESPONDENCE 


1. Documents submitted as part of the application for sion is antitrust matters, 

a Construction Permit and Operating License 

entitled “Information Requested by the Attorney 
General for Antitrust Review”. 

3. Ail antitrust proceeding documents, except for 
hearing transcripts, testimony, and briefings, which 

2. Correspondence where the primary topic of discus- are filed in Category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY, AND BRIEFINGS 


IFiis category contains word-for-word transcripts of hearings, testimony, and briefings in antitru.st matters. Related 
correspondence falls in Category M. 
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O. ADVISORY COlVIMin’EE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 

CORRESPONDENCE 


^’his catcgoiy contains plant-specific documents per- 
taining to ACRS safety reviews. 

\. ACRS reports relating to facility license applica- 
tions. 


2. Announcement of ACRS meetings relating lo fa- 
cility license appliaitions, including description of 
meeting agendas. 


3. Statements and written testimony of ACRS mem- 
bers or presented by individuals at ACRS proceed- 


ings, reltiting to both facility license applications 
and safety-related matters. 

4. Technical correspondence, and memoranda toand 
from ACRS, including iransmilta! and acknowl- 
edgment letters relating to facility license applica- 
tion.s. 

NO'FE: For generic and documcnt-sijccific safety- 
related material, transcripts of ACUS subcom- 
miUce and full committee meetings, minutes, 
and ACRS reports (consultant, contract, and 
letter), see ACRS file category. 


P. OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Application/Con- 
struction Stage (Category A) file for general technical 
items dated from the issuance of the operating license to 
the application for termination of the license. 

1. Operating license, amendments, proposed amend- 
ments, changes, and related eoiTcspondcncc. 

2. Show-cause and modification orders Issued by 
NRR (not before the Board) for the operating li- 
cense. 

3. Technical specifications and changes. 

4. Backup technical documents (e.g., topical reports) 
submitted in support of items 1 and 2 . 

5. Federal Register notices citing availability of item 1 
and the FSAR. 


6. Correspondence regarding the utility Final Safety 
Analysis Report fFSAR) and/or the Updated Final 
Safety Analysis Report (USAR). 


7. All general technical correspondence, meeting an- 
nouncements or meeting summaries relating to 
Tecimical Specifications, the Operating License or 
technical issues arising after the issuance of the 
Operating License. 


8. Correspondence regarding codes (e.g., American 
Society of Mechanical Engineers), regulations, 
laws, or changes in policy that may affect plant op- 
eration or bear on the Operating License. 


9. Information on the Standard Review Plan (SIP). 


10. Results of .surveys or tests conducted in accordance 
with the Technical Specifications (not periodicre- 
ports, which fall in Categoiy R). 


11. Correspondence relating to NRC’s Sysicmalic 
Evaluation Program (vSHP). 
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12. Owner’s group meeting announcements and re- 
ports. 

13. Quality assurance information. 

14. Environmental matters (tcchniail). 

15. Seismic qualification review team (SORT) reports 
and related correspondence. 

16. Emergency core cooling ^stem documents. 

17. Radioactive waste information excluding onsite 
storage of low-level waste, filed in Category X, and 
independent spent fuel installations of high-level 
waste, filed in Category Y. 

18. Correspondence regarding expansion of spent fuel 
storage pool. 


19. Start-up test reports. 

20. Correspondence and documentation on generic 
technical mailers highlighted by an event ai an- 
other facility which may affect the subject facility; 
no( covered by an IE Bulletin 

21. SER.s on specific generic is.suc.s. 

22. Proposed equipment failurc/instructions. 

23. Inscrvicc testing (not inspections). 

24. Reports of site visits. 

25. Application to voluntarily surrender license, dis- 
mantle. and dispose of component parts. 

26. Changes in NRC’s internal organizational struc- 
ture. 


Q. INSPECTION REPORTS; OFFICE OF INSPECTION AND ENFORCEMENT 
RESPONSE TO BULLETINS, CIRCULARS AND INFORMATION NOTICES, CIVIL 
PENALTIES. AND RELATED CORRESPONDENCE 


1. Inspection reports. 


2. Responses to IE Bulletins (formerly called Regula- 
tory Operations (1^0) Bulletins), Circulars (not 
published since 1981) and Information Notices. 


3. Responses by applicant to IE correspondence. 


4. Applicant’.s detennination of proprictaiy nature of 

Inspection Reports. 


5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and proce- 
dures. 


7. Correspondence and orders relating to imposition 
and payment of civil penalties, including Notifica- 
tion of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and en- 
forcements that docs not specifically relate to inci- 
dents or events as defined in Caiegoiy S. 

9. Health physics inspcctions/appraisals. 

10. Emergency prcparedne.ss in.spcciions/appraisals. 

11. Inspections and related correspondence from the 
International Atomic Energy Agency. 

12. Systematic Assessment of Licensee Performance 
(SALP). 
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13. Construction Appraisal 'J'eam/Consiruction As- 
sessment ’ream (CAT) reports. 

A. Integrated Design Inspection (IDI) reports. 

B. Independent Design Verification Program 
(IDVP) reports. 

\A. Notice of significant licensee meetings. 


15. Performance Appraisal Team (PA'P) reports. 

16. LiecnsceA/cndor interface inspections. 

17. Correspondence relating to items 12, 13, 14, 15 and 
16. 

NOTE: For IE Bulletins and Information Notices, sec 
I&E file scries. 


R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


111 is category includes periodic reports of a routine na- 
ture. 

1. Monthly, semiannual, or annual operating reports 
(oilier than financial) for construction and operat- 
ing stages. 

2. Periodic environmental monitoring, effluent test- 
ing, or similar reports. 

3. Periodic personnel exposure reports. 


4. Periodic nonconformance reports (issued pursuant 
to Board orders). 


5. Operational Logbooks on Environmental Data, 
Radiological Data, operating fog on plant ^sterns 
core, plant status summary sheets. 


6. Correspondence or other documents relating to 
the items listed. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs, AND RELATED CORRESPONDENCE 


This category contains all materials relating to abnor- 
mal, unusual, reportable, or nonroutinc occurrences or 
events. These include: 

I. Al! 24-hour, lO-day, 30-day, interim and final U- 
cen.see Event Reports (LEKs) and follow-up corre- 
spondence (also called Incident Reports, Abnor- 
mal Occurrence Reports and Reportable 
OccuiTence.s). 


2, Potential or possible reportable Deficiency Re- 
ports and related correspondence. 


3. Individual Personnel Exposure Reports. 


4. Construction Deficiency Reports submitted under 
10 CFR 50.55(e). 

5. Preliminary Notification of Occurrence (PNOs) 
and Preliminary Notification of Safeguards Events 
(PNs). 

6. Environmental I’cchnical Specifications Violation 
Reports and Environmental Event Reports. 

7. Part 21 Report.s or Defects and Noncompliancc. 

8. Correspondence or other documents relating to 
items 1-7. 
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NOTE: For PNGs and PNSs, see I&E file scries. 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 


This category contains all word-for-word transcripts, 
testimony, and briefings, except for congressional mat- 
ters (Category V), and antitrust matters (Calcgoiy N). 

1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and IJcensing Appeal Board 
(ASLAB) transcripts. 


4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted 
Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 


2. Testimony and statements submitted to ASLB and 
ASLAB. 


3. Commission meeting transcripts. 


7. Corrections 10 above items. 


NO'FE: Transcripts on specific dockets are also filed 
ACRS and 9.21 files series. 


U CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


1 . Statements and testimony before Congress or be- 
fore bodies/commiuees appointed by the Execu- 
tive or Legislative Branches. 

2. Information supplied for the record of Congres- 
sional hearings. 

3. Correspondence to and from Congress and the Ex- 
ecutive Branch on other than constituent response 
matters. 


4. Correspondence to or from State Legislative be 


NOTE: Ihis category contains correspondence on su 
stantivc matters. Routine responses to co 
stituent inquiries are filed in Category H. 


V. LICENSING OF OPERATORS AND RELATED CORRESPONDENCE 


1. Information bearing on licensing operators and 3. Correspondence pertaining to operator examin. 

shift engineers. tions. 

2. Power plant examination summary sheet. 
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Report on Dismantling, safety Analysis Report 
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on 


ward. 
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1. Order granting authority to dismantle/decommis- 
sion. 


4. Other 


correspondence relating to decommission- 


mg. 


5 . AR doeumentation telaUng 


g. Technhtaldo=umentssuhinUt^.n.^S^ " formerly fded in Category 

missioning Plan, Dismantling Plan, 


1. License application, 

ments and amendments to store low 
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2. All related correspondence and reports. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


10 CFR 9.21— Commission Meeting Records 


Contains documentation pertaining to open and dosed 

Commission meetings. 

1. Sunshine Act Federal Register notices. 

2. I'ull, written explanation of closed meetings. 

3. Certification by the General Counsel on dosed 
meetings. 

4. Commission Determination Statements signed by 
the Secretary regarding tlie public disclosure of 
transcripts of Commission meetings. 


5. Verbatim unoffidal and official transcripts or por- 
tions of transcripts of open and closed Commission 
meetings made publicly avaUable in accordance 
with provisions of 10 CFR Part 9, theSunshine Act, 
and Commission policies. 

6. Enclosures to released transcripts, including appli- 
cable viewgraphs, staff papers, and staff correspon- 
dence. 

7. Staff Requirements Memoranda for open meet- 
ings; memoranda of record; record of votes of 
Commissioners on items under consideration at 
meetings. 


ACRS— Advisory Committee on Reactor Safeguards 


'Phis category contains documents pertaining to safety- 
related areas reviewed by ACRS. ACRS serves as an in- 
dependent advisory committee to the Commission. 

1. ACRS reports relating to safety-related matters. 

2. Announcements of ACRS meetings relating to 
safely-related matters, including description of 
meeting agendas. 

3. Transcripts of ACRS subcommittee and full com- 
mittee meetings relating to both facility license ap- 
plications and safely-related matters. 

4. Statements and written testimony of ACRS mem- 
bers or presented by individuals at ACRS proceed- 


ings related to both facility license applicationsand 
safety-related matters. 

5. Minutes of ACRS subcommittee and full commit- 
tee meetings relating to both facility license appli- 
cation and safely-related matters. 

6. ACRS consultant reports, comments and related 
correspondence relating to both facility license ap- 
plications and safely-related matters. 

7. Technical correspondence, and memoranda to and 
from ACRS pertaining to safety-related matters. 

g. General correspondence and related material 
about ACRS, but not authored by ACRS or its con- 
sultants. 
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NOTE: For Docket-specific technical correspondence, 
memoranda and announcements of ACRS 
meetings, see category O of Docket 50 series. 


ADVCM— NRC Advisory Committees 


This category contains documentation pertaining to the 
responsibilities of all NRC advisory committees other 
than the Advisory Committee on Reactor Safeguards. 
Documents in this category include: 

1. Charters of each advisory committee. 

2. Meeting announcements; description of meeting 
agenda. 


3. Minutes and verbatim transcripts of committee 
meetings. 


4. Committee-generated reports, memoranda, and 
correspondence that are publicly available. 


5. Committee-related correspondence. 


COMMISSION— NRC Commissioner Correspondence 


Contains documentation pertaining to the daily conduct 
of Commission business in the Office of the Commis- 
sion. 


1. Incoming and outgoing Commission-level corre- 
spondence to and from the Commissioners relating 
to official NRC business, including reports and 
other enclosures to the aforementioned. 


2. Travel vouchers, telephone logs and official ap- 
pointment calendars of participating Commis- 
sioner (placed in the PDR at the discretion of indi- 
vidual Commissioners). 


3. Speeches, interviews, and testimony given by Com- 
missioners at meetings, symposia, and Congres- 
sional hearings. 

4. Weekly Information Reports (SECY series num- 
ber) prepared by the Executive Director for Op- 
erations (EDO) for the Commissioners, providing 
a summary of key events and items of interest un- 
dertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, sec 10 
CFR 9.21. For all other staff papers with a 
SECY .series designation prepared for Com- 
mission review, see SECY file category. 


CONTRACT— NRC Contracts and Modifications 


Contains documentation pertaining to AEC and NRC 
contracts, grants, and Interagency Agreements. 
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1. NotiAcation of contracts and grant execution, 2 . Contractual documents and modifications to con- 
specifying contract number; project title; conirac* tracts, 

tor name; contract type; funding and period of per* 
formance. 


DISCLOSURE—Financial Disclosure Information 


Contains financial disclosure and conflict of interest information submitted by certain NRC employees in accordance 
mlh the Ethics in Government Act of 1978. 


FOIA — Freedom of Information Act Requests and Appeals 


Contains requests for agency records and information 
about records released in accordance with the provisions 
of the Freedom of Information Act (FOIA), or denial. 

1. Requests made under the FOIA for NRC records 
(each is assigned a sequential identification num- 
ber based on the year that the request is made, so 
that 89-100 refers to (he 100th FOIA request 
made in 1989). 


2. Correspondence between the NRC and the re- 
quester relevant to the processing, appeal, denial 
or granting of an FOIA request, and appeal of a 
denial. 


3. Records or portions (hereof released in response 
to FOLA requests made under FOIA appeals. 


GEN TECH IS—Generic Technical Issues 


Contains records pertaining to unresolved safety issues 
of a generic nature that are being analyzed by the NRC 
Office of Nuclear Reactor Regulation (NRR). 

1. Draft reports of action plans to accomplish generic 
tasks in the NRR program. 


2. Correspondence with industry and within NRC dis- 


cussing methodologies, analyses, the program and 
technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks 
addressing related aspects of GcnericTechnical Is- 
sues. 


I&E- Inspection and Enforcement Issuances 


Contains bulletins, circulars and information notices 
(hat are issued by the NRC Office of Inspection and En- 
forcement. 'Fhese issuances describe some event that 
has occurred at a facility that may require some follow- 


up action by the licensee. Also included in this category 
arc draft bulletins and information notices (I&E Misc), 
Preliminary Notifications of Events or Unusual Occur- 
rences (PNOs), Preliminary Notifications of Safeguards 
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Ilvcnls or Unusual Occurrences (PNSs), and Notifica- 5. Preliminary Notifications of Bvents or Unusual 

tions of Significant Enforcement Actions (ENs). Occurrences (PNOs), which provide updated in- 

formation of an event of safety or public interest. 

1. I&E Circulars, which describe an event at a li- 

censed facility and are informational in nature (dis- 
continued in 1981). 6. Preliminary Notifications of Safeguards Events or 

Unusual Occurrences (PNSs), wliich provide early 
notice of events of possible safety significance. 

2. I&E Information Notices, which are similar locir- 
culars but arc preliminary in nature and issued 
shortly after an event has occurred. 

7. Notification of Significant Enforcement Actions 
(HNs), which provide information on a Notice of 

3. l&E Bulletins, which describe an event at a li- Violation and Proposed Imposition of Civil Pcnal- 

censed facility and request all recipients to perform ties. 

certain actions a.s a result of that event. 

4. Draft I&E Bulletins and Information Notices NOTE: For utility responses to such issuances and re- 

which are being considered for issuance, and re- lated a)rrespondcncc, see Categories Q and S 

laied comments and evaluations. of file. 


MISC- Public Document Miscellaneous 


Contains documents about topics not included in the scope of the other non-docketed categories. 


NUREG — Staff and Contractor Formal Reports, Conference Proceedings, Brochures, and 

Related Correspondence 


Formal reports on regulatory, technical, and administra- 
tive i.s.sues of interest to staff, industry, other Govern- 
mental entities, and the public are published in the 
NUREG series. 


1. Results of licensing studies of specific plants or fa- 
cilities preliminary to licensing actions. 


2. Rcsult.s of analyses of general or specific problems 
of a rcgulatoiy or technical nature that are of inter- 
est to a major segment of the industry. 


3. Action and review plans, as well as guidance, for 
meeting NRC requirements. 


4. Task force reports on specific topics. 

5. Proceeding of conferences and workshops. 

6. Management and program analysis reports. 

7. Statistical analyses that are of interest to the staff, 
the industry, and the public. 

8. Administrative reports that are of interest to the 
staff, the industry, and the public. 

9. Correspondence from industry, government, and 
the public commenting on reports. 
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10. Internal NRC memoranda summarizing meetings NOlli: NURRG reports on specific plants or facilities 
or discussions pertaining to the contents of the re- arc filed in Docket 50 Categories A, P, E, or D. 

ports. 


ORG— Organi2ation File 


Contains corresj)onclcncc with profe.ssional organiza- 
tions, Government agencies, and associations with 
which NRC is in contact; records other than Regulatory 
Guides that pertain to NRC’s activities in standards de- 
velopment; records pertaining to specific NRC offices; 
and emergency petitions not assigned Petition for 
Rulemaking (PRM) numbers that request the Commis- 
sion to take immediate action on some issue. 


1. Meeting summaries and technical correspondence 
between NRC and professional associations and 
fnicrnaiionnl bodies, such as the Atomic Industrial 
Forum and the International Atomic Energy 
Agency. 


2. Correspondence between NRC’s Office of Nu- 
clear Regulatory Research and other Government 


agencies in which both parties have joint regulatory 
responsibility; c.g., EPA has authority to control all 
radioactive pollutants emitted into the air. 

3. Internal memoranda, corrc.spondcncc between 
NRC and Congress, and other technical corre- 
spondence dealing with the role and activities of 
the Office of Nuclear Regulatory Research in de- 
veloping standards. 

NOTE: For Regulatory Guides and comments on 
Regulaioiy Guides issued by the NRC Office of 
Nuclear Regulatory Research, see the 
REGGD file category. For petitions for 
rulemaking filed by the public to amend, re- 
scind or change an NRC regulation, see the 
PRM file category. 


PR— Proposed Rule 


Contains records dealing with NRC staff proposals to 
adopl, amend, or repeal a Commission regulation. Pro- 
posed Rules (PRs) can be initiated a.s a result of a Com- 
mission directive; a staff proposal; or as a result of a 
Commission determination that sufficient grounds exist 
for it to proceed with a petition for cliangc in an NRC 
regulation (1*RM) filed by an outside parly or person. 

1. Federal Register notice stating the terms or sub- 
stance of the proposed rule, or a specification of 
the subject and i.ssues involved. 

2. I'cxt of the Proposed Rule (PR). 

3. Draft and generic proposed rules and Federal Reg- 
ister notices (PR MIsc.). 


4. Comments, statements, information, opinions, or 
arguments on the proposed change to a part of the 
Code of Federal Regulations, Title 10. 


5. Requests from the nuclear industiy, organizations, 
and other parlies for written interpretation of the 
PR. 


NOTE; For staff recommendations to the Commission 
* on whether a PR should be adopted, see the 
SECY file category. For Commission review of 
staff recommendations, see the 10 CFR 9.21 
file category. 
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PRM— Petition for Rulemaking 


Contains records dealing with petitions filed with the 
Commission by an outside party to issue, amend or re- 
scind an NRC regulation. 


1. Petitions filed by any interested person or party to 
issue, amend, or rescind an NRC regulation. 


2. Federal Register notice of (he filing of the petition. 


3 . Correspondence between NRC and the Petitioner 
relevant to the statusand substance of the petition. 


4. Comments from the nuclear industry, professional 
associations, public interest groups, and others in 
favor of or in opposition to the PRM. 

5. Statements, motions, orders, and correspondence 
dealing with emergency petitions filed by parties 
on such topics as fire protection and a reanalysi.s of 
the capacity of operating U.S. plants to withstand 
earthquakes. 

NOTH: For staff recommendations to the Commission- 
ers on whether the PRM should be denied or 
issued as a Proposed Rule, see the SECY file 
category. For Commission review of staff rec- 
ommendations, see the 10 CFR 9.21 file cate- 
gory. 


PROJ— Projects 


Contains records pertaining to two classes of projects: 
(1) commercial nuclear power plants for which NRC has 
full licensing responsibilities; and (2) Government- 
owned reactors for which NRC provides technical ex- 
pertise and occasional review. Both classes arc identi- 
fied with a “P” prefix, followed by a scries of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

'ITicsc files contain all documentation up until the time 
that the NRC considers the application and the Safety 
Analy.sis Report (PSAR) Ls submitted by the utility com- 
plete enough for staff review. Tlie unit is then assigned a 
docket number and the file transferred to the 
Dockct-50 scries category. 

The documents are grouped together in categories, des- 
ignated by alphabetic characters. 'Phese are the same 
catcgorie.s as (ho.se used for the Dockel-50 series. 

A. Application/Consiruction Stage 

1. Application submitted by the utility. 


2. Meeting notices, summaries and correspon- 
dence discussing the completeness and ade- 
quacy of the Preliminary Safely Analysis Rc- 
I)ori (I'SAR). 

3. Applicant Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in 
support of the application. 

6. Early site visits. 

B. Utility Preliminary Safety Analysis Report 

(PSAR) and Amendments 

1. PSAR submitted by the utility. 

2. Amendments and change to the PSAR. 

3. Transmittal and acknowledgment letters. 
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G. Adjudicatory Concspondencc 

1. Motions, briefs, orders, etc., pertaining to 
pre-hearing conferences, if any. 

M. Antilnist Correspondence 

1. Submittals and related materials pertaining 
to the antitrust review. 

Q. Inspection Kcpoils 

1. Inspection reports of the appliatni quality as- 
surance program. 


2 . Notices of deviations. 

3. Follow-up correspondence resolving devia- 
tions cited. 

2. Government-owned reactors 


Meeting summaries and technical correspondence be- 
tween Nile and other Government technical people re- 
lating to test reactors, critical experiments, and Depart- 
ment of Defense (DOD) reactors on U.S. Naval ships 
and other sites. 


PT 21 — 10 CFR Pari 21 Deficiency Reports 


Deficiency reports submitted in compliance with Part 21 
of Title 10 of the Code of Federal Regulations. 


1. Reports by firms involved in the nuclear industry 
reporting noncompliance with NRC regulations or 
the existence of defects which could create a sub- 
stantial safely Iia/ard. 


2. Correspondence pertaining to the NRC review of 
rcporis to assess the possibility of generic defects. 

3. NRC inspection rc))orts of detects cited. 

4. Correspondence specifying appropriate follow-up 
actions taken by the Agency. 


QA 999 — Quality Assurance Inspections 


Contains inspection rcporis of vendor licensee interface 
from vendor’s view, vendor products, vendor programs 
including equipment environmental qualification test- 
ing, and follow-up correspondence. Each vendor is as- 
signed a docket number and is a part of the Q A 999 se- 
ries. 

Vendors are defined as companies, both U.S. and for- 
eign, that arc engaged in the design, manufacture, or 
testing of both nuclear components, or supplying serv- 
ices to the nuclear industry. 'Flic controlling criteria arc 
found in 10 CFR Part 21, 10 CFR Part 50, PSAR and 
FSAR submitted by utilities for specific facilities, and 
vendor QA Topical Reports. 


1. NRC inspection reports of vendor facilities that 
cover the design, fabrication and testing of compo- 
nents for use in nuclear facilities and vendor/licen- 
scc interface. 

2. Notices of deviation. 

3. Vendor corrective actions and other follow-up cor- 
respondence associated with resolution of in.spec- 
tion findings. 

NOTE: For vendor licensee interface inspection from 
licen.see’s view, see Docket 50 Category Q. 
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REGGD— Regulatory Guides 


Contains new and revised Regulatory Guides and re- 
lated correspondence. 'ITiesc guides describe to the in- 
dustry and 10 the public methods aacpiable to the NRC 
staff for implementing specific parts of the NRC regula- 
tions. They also delineate techniques used by the staff in 
evaluating specific problems or postulated accidents or 
provide guidance to applicants. 


1. Federal Register notices announcing the issuance 
and availability of a proposed Regulatory Guide. 


2. Revised or newly issued Regulatory Guides. 


3. NRC vnlue/impact assessment. 


4. Comments submitted by the nuclear industry and 
interested members of the public regarding a pro- 
posed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss 
proposed Regulatory Guides. 


NO'rii: For documentation pertaining to other work 
products and activities of the NRC Office of 
Nuclear Regulatory Research, which is respon- 
sible for Standards development, see the Or- 
ganization (ORG) file category. Industry codes 
and standards cited in Regulatory Guides arc 
available for reference use only in the NRC Li- 
brary. 


RES— Research and Technical Assistance Reports 


Contains reports, generally interim, submitted by NRC 
contractors providing research and technical assistance 
to the Commission. It also includes documentation per- 
taining to research activities of the Commission. 


1. Technical letter reports provide information on the 
technical aspects of work by contractors or other 
government agencies and their contractors. These 
letter reports may consist of transmittal letters 
with interim or final informal reports attached, or 
the technical information may be incorporated in 
the body of the letter. The form and frequency of 
reporting is specified in the Contract Statement of 
Work. 


a. Interim technical letter reports provide infor- 
mation on the technical aspects of the work at 
various .stages and form a basis for develop- 
ment of the formal reports required b)’ the 
contract. Interim technical letter reports may 
include, but arc not limited to, informal (in- 
terim) progress reports, “quick-look” reports, 
data reports, project descriptions, pretest 


predictions, model verifications, experiment 
safely analyses, experiment operating proce- 
dures, facility certification reports, and test 
results. 

1). Final technical letter reports arc prepared to 
record the results of contract work iliat com- 
prises review and evaluation of the work of 
others or work to be used by the staff in the 
licensing and regulation process. These tech- 
nical letter reports are not followed by a for- 
mal report. 

2. Formal technical reports, which may be periodic pro- 
gress reports on long-term projects of final reports, 
arc published in the NUREG/CR series. I’hcse re- 
ports are final products of research, original inves- 
tigations, or significant compilations of informa- 
tion, or they may be progress reports. 


3. Research Information Letters (RILs) summarize re- 
search information for staff use. They arc prepared 
in the NRC Office of Nuclear Regulatory Re- 
search (RES). 
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4. Conference Proceedings report the information pre- 
sented at conferences sponsored or co-sponsored 
by NRC. Sponsorship or co-sponsorship by NRC 
requires that the subjects covered be of interest 
and value to NRC. 


NOTE: For final reports of research conducted by con- 
tractors and conference procecding.s, sec 
NUREG reports series file. Sec also the 
WMRES file for research reports on disposal 
of high level waste. 


REVIEW GRP-Rcscarcli Review Groups 


Contains records pertaining to the activities of internal 
and external Research Review Groups. Such groups 
provide a broad base of technical expertise to aid man- 
agement in reviewing research in defined technical ar- 
eas. They review and comment on research plans and 
predicted results of major experiments, the validity and 
applicability of research results; possible redirection of 
research projects; new research projects; and priorities 
within the technical areas covered by the Research Pre- 
view Group. 

1. Agendas for quarterly Review Group meetings. 

2. Summary minutes of Review Group meetings rep- 
resenting views expressed, including dissenting 
views. 


3. Research plans and predicted results of major ex- 
periments and presentations by research contrac- 
tors. 


4. Comments on meetings from attendees, including 
representatives from contractors, universities, ven- 
dors, and other agencies. 


5. Internal memoranda relating to topics under dis- 
cussion. 


6. Correspondence related to items 1 through 5. 


RM — Rulemakings 


Contains records pertaining to public hearings held on 
proposed changes to the Commission’s regulations. 
Hearings are instituted at the discretion of the Commis- 
sion based on the importance and the magnitude of the 
.subject under consideration. 

1. Designations of the presiding officer and any spe- 
cial directions for the conduct of the hearing. 

2. Notifications of Hearing Board meetings. 


3. Petitions, motions, testimony, and statements sub- 
mitted by parlies to the hearings. 

4. Hearing Board orders and rulings. 

5. Technical reports submitted as evidence in the pro- 
ceedings. 

6. Reports, if any, of the special Board to the Com- 
mission regarding the subject proceeding. 


SECY— Staff Papers (Generally Referred to as SECY Papers) Before the Commission 


Includes staff papers prepared for the information or 1. Policy Issue Papers are used to present matters re- 
approval of the Commission. 'Fhey arc assigned a SKCY lating to policy formulation, 

report scries code. 
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2. Rulemaking Issue Papers are used to present 
rulemaking activities of the Commission. 

3. Adjudicatory Issue Papersare used to present mat* 
ters relating to the granting, suspending, revoking 
or amending of licenses, or construction permits 
for nuclear power plants, and activities in which the 
Commission has an interest. 


4. Information Papers arc used to provide informa- 
tion to the Commission. Some (c.g., the weekly re- 
port of the Executive Director for Operations) pro- 
vide general information about agenq' activities 
without specific reference to policy formulation, 
rulemaking, or adjudication. 

These categories of staff papers may be issued as one of 
the following: (a) a Commission Meeting paper to be 
discussed at a Commission meeting; (b) an Affirmation 
paper which does not require interactive discussion 
among the Commissioners in a Commission meeting, 
but by law must be voted upon by the Commissioners in 


the presence of each other; (c) a Notation Vote paper 
which docs not require interactive discussion among all 
Commissioners or formal vote in a meeting, thcreljy 
lending itself to a written notation process; (d) a Nega- 
tive Consent paper which contains issues which the 
Commission would like brought to its attention before 
action is taken but which do not require the formality of 
a Commission vote, and (e) Information Papers which 
provide information to the Commission and do not call 
for any action by the Commission. 

As a general practice, papers that are regularly released 
to the public include those that are the subject of discus- 
sion at a public meeting of the Commission and those 
that address unclassified mailers pertaining to the ex- 
port and import of nuclear equipment and material. 

NOTE; For Weekly Information Reports prepared by 
the NUC Office of the Executive Director for 
Operations to the Commission providing a 
summary of key events and. items of interest un- 
dertaken by staff and prog'ham offices, sec the 
Commission Correspondence file. 


STATE PROG— State Programs 


Contains records that pertain to (he Commission’s rela- 
tions with State Governments. Areas covered include: 
(1) the State Agreements Program, whereby States may 
assume certain of the NRC'.s regulatory authority over 
nuclear materials; and (2) a wide range of liaison and co- 
operative activities regarding such functions as licensing 
and siting. 

1. Correspondence between and among NRC Office 
of Governmental and Public Affairs and Siateoffi- 
clals, mostly State liaison officers and radiation 
control management health officials, regarding: 

a. Cooperative programs in such technical areas 
as radiological incidents, water quality, radio- 
active waste disposal, and transportation sur- 
veillance. 

b. NRC review of Agreement State radiation 
control program. 


c. Technical assistance to Agreement States in 
reviewing applications, compliance actions, 
developing regulations, and in other areas. 

2. Agendas, reports, and transcripts of regional work- 
shops and training programs on current matters of 
policy and regulations, i.c., decommissioning and 
radioactive waste disposal. 

3. State Legislative Reports (discontinued as of De- 
cember 1984). 


4. Agreement State Licensing Statistics Reports (dis- 
continued as of December 1984). 

NO'FE: For specific uranium milling and mining pro- 
jects in which the Agency is providing technical 
assistance to Stales, see the Projects series file 
category. 





TOPREP— Topical and Vendor Reports and Correspondence 

Contains 'I'opical Reports, generally of a technical ge- 
neric nature, submitted by vendors, and correspondence 
pertaining to the NRC review of these reports. Vendor- 
related correspondence that is not dockct-spccific and 
documents generated by vendor-related Owner’s 
Groups arc also included in this category. 

3. Correspondence between NRC and vendors per- 
taining to the review of submittals. 

4. Meeting agendas, summaries, minutes and corre- 
spondence pertinent to vendor activities, pro- 
gram.s, methodologies, and design criteria. 

1. I'opical reports, dealing with such technical mat- 
ters as specifications, testing, and safety ilial are 
submitted by architects, engineers and other ven- 
dors. 

5. Vendor-related Owner’s Group meeting an- 
nouncements, agendas, summaries, reports, and 
correspondence. 

2. Revisions, modifications, and amendments to 
'I'opical Reports. 

NO'FE: For reports submitted by ulilitie.s that are writ- 
ten by vendors on their behalf and that relate to 
docketed eases, see the categories for the dock- 
et series. 

WASH— AEC-Issucd Formal Rcporls and Correspondence 

Formal reports that were issued by the U.S. Atomic En- 
ergy Commission (AEC) Headquarters staff which cany 
the WASH series code and correspondence pertaining 
to those reports. 'I’hc WASH series, which consisted of 

administrative, scientific, and technical reports, ended 
in 1975 but correspondence is occasionally generated 
which refers to WASH rci)orls. Post-1975 NRC-issucd 
formal rci)oris carry the NUREG series designation. 

WM — Waste Management Documents 


Contains records dealing with the activities of the NRC 
Division of High-Level Waste Management. Each topic 
has been assigned a unique number, prefixed by the let- 
ters “WM.” Documents in these files include: 

1. NRC and DOE prelieensing activities regarding 
the disposal of high-level waste in geologic reposi- 
tories, pursuant to the NucIearWastc Policy Act of 
1982. 

a. Technical high-level waste site prelieensing 
documentation. 


b. Meeting agendas, minutes, and backup docu- 
ments of DOH/NRC meetings in which DOE 
presents information on its geologic explora- 
tion program lo identify sites for nuclear 
waste repositories. 

c. Briefings by DOE on research being con- 
ducted on nuclear waste management. 

2. NRC reviews of the silc-by-site implementation of 
DOE’S program for uranium mill tailings remedial 
actions, pursuant to the Uranium Mill TailingsRa- 
dialion Control Act of 1978. 
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3. Correspondence and comments between NRCand 
the linvironmcntal I’n^ieclion Agency (EPA) per- 
taining to the high-level waste standard. 

4. NRC topical report reviews and associated corre- 
spondence. 


5. Correspondence from citizens and oilier non-gov- 
cmmcni organizations for the above items. 


NOTE: Por contractor research on waste management 
activities, sec the WMRES category. 


WMRES —Waste Management and Research Reports 


Contains interim and final reports, and correspondence 
between NRC and its contractors regarding prclicensing 
activities in the area of fiigh-Icvcl dLsposal in geologic re- 
positories, including: 

1. Periodic contractor progress reports. 

2. Trip reports. 


3. Draft and final reports submitted for NRC review 
or information. 


4. Correspondence between NRC staff and contrac- 
tors related to icclinical questions or issues to be 
resolved. 


XPOR'I LIC— Export and Import Licenses 


Contains records relating to the issuance of licenses to 

export or import nuclear facilities and materials. 

1. License applications and amendments to export or 
import special nuclear material, source material, 
byproduct material, reactors, nuclear facility com- 
ponents, or reactor materials. 

2. Correspondence between N RC and applicant or li- 
censee pertaining to the review or status of a pend- 
ing application or license amendment. 

3. Commission letters requesting Executive Branch 
(e.g., U.S. Department of State) views. 

4. Review and findings of the Executive Branch on 
whether is.suancc of a license would be inimical to 
the common defense and security of the United 
States. 


5. Correspondence lo and from foreign governments, 
international organizations, and members of the 
public. 


6. Hearing records and decisions. 

7. Memoranda from the office of the Secretary lo the 
Executive Director for Operations (EDO) regard- 
ing the Commission deci.sion on issuance of a pro- 
posed license. 

8. Licenses, license amendments, and license renew- 
als for types specified in item 1. 


NO'DI: For transcripts of Commission meetings and 
papers submiued for Commissioner considera- 
tion or information, .sec the 10 CFR 9.21 and 
SHCY-scrics files. 
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